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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication, It contains descriptions of the in- 
formation received and generated by the U.S, Nuclear Regulatory Commission (NRC), This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the systerp by which NRC maintains its regulatory records. 

This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information , last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address, 

We encourage your comments, criticisms, and suggestions, In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base, In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material, 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room, Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards ( ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T . Hearing transcripts on non-antitrust matters 

U . Congressional/executive correspondence 

V Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category weie filed in the time period of the report. 

The principal elements of the entries in the list are: 

^ P. Operating license stage documents & correspondence 

© © 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 
quences prior to issuing full power OL. 

(4) SUGARMAN, R.J, Sugarman, Denworth & Hellegers (6) 84/11/21 

(?) Denton, H. Office of Nuclear Reactor Regulation, Director 2pp. 



1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation, 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 1717 H St., N,W., Washington, D.C. 20555, If this space is filled, it gives other sources for 
copies of the document. The entry may be ‘‘Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO,“ 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items * 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondoeketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

10CFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— 'Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 


vi 



I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT2 1— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 
11 . 
12 . 


13. 


principal elements of the nondocketed items are: 

© NUREG— NUREG Reports and Related Correspondence 


© 




'8203090207^ SfUREG/CR- 1672 V02' 

{ RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NU REG/CR- 1262, NUREG/CR-1376, NURBG/CR-1377, NUREG/CR-1397 & 

NUREG/CR-1608, _____ < 6 ] 

(5) STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicafionsTlnc. 

( 7 ) FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risl^Analysis. 

123p. Available at NRC.f $6.00. f 12176:217: 121y 


(U) (12) 





Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient, 

Pages in document. 

All NUREG-series documents are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES; 

1 . The address for NRC is: 

Director 

Division of Publications Services 
U.S, Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name 


Page Docket Name 


Page 


Low Level Radwaste Disposal Sites - Docket 
27 

27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 


Domestic Licensing of Source Material - 
Docket 40 


40-0772 

40-1162 

40-1341 

40-2061 

40-2259 

40-3453 

40-4492 

40-6500 

40-6622 

40-6659 

40-6940 

40-7102 

40-7455 

40-7604 

40-0027 

40-8064 

40-8084 

40-8102 

40-8462 

40-8502 

40-8584 

40-8681 

40-8684 

40-8698 

40-8714 

40-8724 


BENDIX CORP., TETERBORO, NJ 

WESTERN NUCLEAR, INC., JEFFREY 
CITY, WY 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

KERR-MCGEE CHEMICAL CORP., WEST 
CHICAGO, IL 

PATHFINDER MINES CORP., RIVERTON, 
WY 

ATLAS MINERALS. INC., DENVER, CO 

AMERICAN NUCLEAR CORP., CASPER, 
WY 

ENERGY, DEPT. OF, CANONSBURG, PA 

PATHFINDER MINES CORP., SHIRLEY 
BASIN, WY 

PETROTOMICS CO., SHIRLEY BASIN, 

WY 

KAWECKI BERYLCO INDUSTRIES, INC., 
BOYERTOWN, PA 

SHIELDALLOY METALLURGICAL CORP., 
NEWFIELD, NJ 

WHITTAKER METALS, LOS ANGELES, 

CA 

SOHIO CHEMICAL CO., LIMA, OH 

KERR-MCGEE NUCLEAR CORP,, 
OKLAHOMA CITY, OK 

EXXON MINERALS CO., USA, HOUSTON, 
TX 

RIO ALGOM MINING CORP,, MOAB, UT 

EXXON CO., USA, HOUSTON, TX 

BEAR CREEK URANIUM CO„ CASPER, 

MALAPAI RESOURCES CO., PHOENIX, 
AZ 

MINERALS EXPLORATION CO., LOS 
ANGELES, CA 

UMETCO MINERALS CORP., GRAND 
JUNCTION, CO 

MALAPAI RESOURCES CO., CASPER, 


P “®l®o URCES ' LTD '' GBAND 

a §g£8g5?"° Hoa ' 

CHEMETRON CORP., CHICAGO, IL 


1 


1 

1 

1 

1 

1 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

3 

3 

3 

3 

3 

3 

3 

3 

3 

4 
4 


40*8788 KERR-MCGEE NUCLEAR CORP,. 4 

OKLAHOMA CITY, OK 

40-8794 MOLYCORP, INC., LOS ANGELES, CA 4 

4O-8Q01 RADIATION MANAGEMENT CORP., 4 

NORTHBROOK, IL 

40*8829 FERRET EXPLORATION CO. OF 4 

NEBRASKA, INC., CRAWFORD. NE 

40-8057 EVEREST MINERALS CORP., CONVERSE 4 

COUNTY, WY 

40-8902 ANACONDA MINERALS CO., GRANTS, 4 

NM 

40*8903 HOMESTAKE MINING CO., GRANTS, NM 4 

40-8904 BP AMERICA, INC./L-BAR URANIUM 5 

FACILITY, SALT LAKE 

40-8906 KERR-MCGEE CORP./QUIVIRA MINING 5 

CO., OKLAHOMA CITY, OK 

40-8906 BOKUM RESOURCES CORP., 6 

ALBUQUERQUE, NM 

40-8907 UNITED NUCLEAR CORP., SANTA FE, 5 

NM 

40-6908 CHEVRON, U.SA. INC., GRANTS, NM 6 

40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 6 

40-8926 ALTAIR RESOURCES, INC., CASPER, WY 6 

40-8943 FERRET EXPLORATION CO. OR 5 

NEBRASKA, DENVER, CO 

40-8948 METALLURG, INC., NEWFIELD, NJ 6 

40-8964 VALENTEC OLIVETTE, ST. LOUIS, MO 6 

40-0964 SEQUOYAH FUELS CORP., OKLAHOMA 6 

CITY, OK 

40-8960 HYDRO RESOURCES, INC., DALLAS, TX 6 

40-0971 U.S. ENERGY CORP., RIVERTON, WY 6 

Domestic Licensing of Production end 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 6 

60-3 INDIAN POINT STATION, UNIT 1 0 

60-10 DRESDEN NUCLEAR POWER STATION, 6 

UNIT 1 

60-16 ENRICO FERMI ATOMIC POWER PLANT, 7 

UNIT 1 

60*20 MASSACHUSETTS INSTITUTE OF 7 

TECHNOLOGY RESEARCH REACTOR 

50-29 YANKEE-ROWE NUCLEAR POWER 7 

STATION 

60-32 AEROJET-GENERAL NUCLEONICS B 

60*64 CINTICHEM 8 

60-67 BUFFALO MATERIALS RESEARCH 9 

CENTER 

60-62 UNIV. OF VIRGINIA RESEARCH 9 

REACTOR 


ix 



Docket Name Page 

50*72 UNIV. OF UTAH RESEARCH REACTOR 9 

50*83 UN tV, OF FLORIDA TRAINING REACTOR 9 

50-116 IOWA STATE UNIV, RESEARCH 9 

REACTOR 

50-120 TEXAS A&M UNIV. RESEARCH 9 

REACTOR 

50*133 HUMBOLDT BAY POWER PLANT, UNIT 3 9 

50-134 WORCESTER POLYTECHNIC INSTITUTE 10 

RESEARCH REACTOR 

50-142 UCLA TRAINING REACTOR 10 

50-146 SAXTON NUCLEAR EXPERIMENTAL 10 

FACILITY 

50-155 BIG ROCK POINT NUCLEAR PLANT 10 

50-160 GEORGIA INSTITUTE OF TECHNOLOGY 1 1 

RESEARCH REACTOR 

50-163 GA TECHNOLOGIES 11 

50-166 UNIV. OF MARYLAND RESEARCH 1 1 

REACTOR 

50-171 PEACH BOTTOM ATOMIC POWER 1 1 

STATION, UNIT 1 

50-1 84 NATIONAL BUREAU OF STANDARDS 1 2 

REACTOR 

50-186 UNIV. OF MISSOURI RESEARCH 12 

REACTOR-COLUMBIA 

50-1 92 UNIV. OF TEXAS RESEARCH REACTOR 1 2 

50-206 SAN ONOFRE NUCLEAR STATION, UNIT 12 

1 

50-213 HADDAM NECK PLANT 14 

50-21 9 OYSTER CREEK NUCLEAR POWER 1 5 

PLANT 

50-220 NINE MILE POINT NUCLEAR STATION, 1 7 

UNIT 1 

50-224 UNIV. OF CALIFORNIA RESEARCH 18 

REACTOR 

50-225 RPI CRITICAL EXPERIMENT 19 

50-228 AEROTEST RADIOGRAPHY & 1 9 

RESEARCH REACTOR 

50-237 DRESDEN NUCLEAR POWER STATION, 1 9 

UNIT 2 

50-244 ROBERT EMMET GINNA NUCLEAR 20 

PLANT, UNIT 1 

50-245 MILLSTONE NUCLEAR POWER 21 

STATION, UNIT 1 

50-247 INDIAN POINT STATION, UNIT 2 23 

50-249 DRESDEN NUCLEAR POWER STATION, 24 

UNIT 3 

50-250 TURKEY POINT PLANT, UNIT 3 26 

50-251 TURKEY POINT PLANT, UNIT 4 28 

50-254 QUAD-CITIES STATION, UNIT 1 30 

50-255 PALISADES NUCLEAR PUNT 32 

50-259 BROWNS FERRY NUCLEAR POWER 34 

STATION, UNIT 1 


Docket Name Page 

50-260 BROWNS FERRY NUCLEAR POWER 37 

STATION, UNIT 2 

50-261 H B ROBINSON PLANT, UNIT 2 40 

50-263 MONTICELLO NUCLEAR GENERATING 42 

PLANT 

50-265 QUAD-CITIES STATION, UNIT 2 43 

50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 44 

50-267 FORT ST. VRAIN NUCLEAR 45 

GENERATING STATION 

50-269 OCONEE NUCLEAR STATION, UNIT 1 47 

50-270 OCONEE NUCLEAR STATION, UNIT 2 48 

50-271 VERMONT YANKEE NUCLEAR POWER 50 

STATION 

50-272 SALEM NUCLEAR GENERATING 52 

STATION, UNIT 1 

50*275 DIABLO CANYON NUCLEAR POWER 54 

PUNT, UNIT 1 

50-276 AGN-201 55 

50-277 PEACH BOTTOM ATOMIC POWER 55 

STATION, UNIT 2 

50-278 PEACH BOTTOM ATOMIC POWER 59 

STATION, UNIT 3 

50-280 SURRY POWER STATION, UNIT 1 63 

50-281 SURRY POWER STATION, UNIT 2 65 

50-282 PRAIRIE ISUND NUCLEAR STATION, 66 

UNIT 1 

50-285 FORT CALHOUN STATION, UNIT 1 67 

50-286 INDIAN POINT STATION, UNIT 3 69 

50-287 OCONEE NUCLEAR STATION, UNIT 3 71 

50-288 REED COLLEGE RESEARCH REACTOR 73 

50-289 THREE MILE ISUND NUCLEAR 73 

STATION, UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION, 74 

UNIT 1 

50-295 ZION NUCLEAR POWER STATION, UNIT 77 

1 

50-296 BROWNS FERRY NUCLEAR POWER 78 

STATION, UNIT 3 

50-297 NORTH CAROLINA STATE UNIV. 81 

PULSTAR REACTOR 

50-298 COOPER NUCLEAR STATION 81 

50-301 POINT BEACH NUCLEAR PUNT, UNIT 2 82 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 83 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 85 

2 

60*305 KEWAUNEE NUCLEAR POWER PUNT 86 

50-306 PRAIRIE ISUND NUCLEAR STATION, 87 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PUNT 88 

50-31 1 SALEM NUCLEAR GENERATING 89 

STATION, UNIT 2 


x 
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50-312 

RANCHO SECO NUCLEAR GENERATING 

90 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

136 


STATION 



2 


50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

92 

50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

138 

50-315 

DONALD C. COOK NUCLEAR POWER 

94 


3 



PLANT, UNIT 1 


50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 
UNIT 2 

140 

50-316 

DONALD C. COOK NUCLEAR POWER 

95 




PLANT, UNIT 2 


50-366 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

c\ 

142 

50-317 

CALVERT CLIFFS NUCLEAR POWER 

97 


2 



PLANT, UNIT 1 


50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

143 

50-318 

CALVERT CUFFS NUCLEAR POWER 

99 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

145 


PLANT, UNIT 2 



STATION, UNIT 1 


50-320 

THREE MILE ISLAND NUCLEAR 

100 

50-370 

WILLIAM 0. MCGUIRE NUCLEAR 

146 


STATION, UNIT 2 



STATION, UNIT 2 


50-321 

EDWIN l HATCH NUCLEAR PLANT, UNIT 

1 

101 

50-373 

LASALLE COUNTY STATION, UNIT 1 

148 



50-374 

LASALLE COUNTY STATION, UNIT 2 

150 

50-322 

SHOREHAM NUCLEAR POWER STATION 

103 

50-382 

152 

WATERFORD GENERATING STATION, 

50-323 

DIABLO CANYON NUCLEAR POWER 
PLANT, UNIT 2 

105 


UNIT 3 




50-387 

SUSQUEHANNA STEAM ELECTRIC 

153 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 2 

107 


STATION, UNIT 1 




50-388 

SUSQUEHANNA STEAM ELECTRIC 

154 

50-325 

BRUNSWICK STEAM ELECTRIC PUNT, 
UNIT 1 

109 

50-389 

STATION, UNIT 2 

ST. LUCIE PLANT, UNIT 2 

155 

50-326 

UNIV. OF CALIFORNIA AT IRVINE 

110 


157 


RESEARCH REACTOR 


50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

110 

50-391 

WATTS BAR NUCLEAR PUNT, UNIT 2 

150 

50-328 

SEQUOYAH NUCLEAR PUNT, UNIT 2 

113 

50-395 

VIRGIL C. SUMMER NUCLEAR STATION, 

160 




UNIT 1 


50-329 

MIDUND PUNT, UNIT 1 

116 

50-396 

UNIV. OF VIRGINIA CAVALIER REACTOR 

161 

50-330 

MIDLAND PLANT, UNIT 2 

116 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

161 

50-331 

DUANE ARNOLD ENERGY CENTER 

116 

50-400 

162 

SHEARON HARRIS NUCLEAR POWER 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

POWER PLANT 

118 

PLANT, UNIT 1 

UNIV. OF UTAH RESEARCH REACTOR 

164 


50-407 

50-334 

BEAVER VALLEY POWER STATION, 

119 


LA CROSSE BOILING WATER REACTOR 

164 


UNIT 1 


50-409 

50-335 

ST. LUCIE PUNT, UNIT 1 

120 

60-410 

NINE MILE POINT NUCLEAR STATION, 

164 



UNIT 2 


50-336 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 2 

122 

50-412 

BEAVER VALLEY POWER STATION, 

166 




UNIT 2 


50-338 

NORTH ANNA POWER STATION, UNIT 1 

123 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

167 

60-339 

NORTH ANNA POWER STATION, UNIT 2 

125 

50-414 

CATAWBA NUCLEAR STATION, UNIT 2 

169 

60-341 

ENRICO FERMI ATOMIC POWER PUNT, 

126 


GRAND GULF NUCLEAR STATION, UNIT 

1 



UNIT 2 

50-416 

171 

50-344 

TROJAN NUCLEAR PUNT 

127 




50-417 

GRAND GULF NUCLEAR STATION, UNIT 

173 

50-346 

DAVIS-BESSE NUCLEAR POWER 
STATION, UNIT 1 

129 

2 





50-423 

MILLSTONE NUCLEAR POWER 

173 

60-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 

131 

STATION, UNIT 3 



UNIT 1 





LIMERICK GENERATING STATION, UNIT 

1 


50-424 

ALVIN W. VOGTLE NUCLEAR PUNT, 

174 

50-352 

132 

UNIT 1 




50-425 

ALVIN W. VOGTLE NUCLEAR PUNT, 

176 

50-353 

LIMERICK GENERATING STATION, UNIT 

0 

133 

UNIT 2 



c 


STN-50- 

FLOATING NUCLEAR PUNT 

177 

50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

134 

437 

50-438 

177 

BELLEFONTE NUCLEAR PUNT, UNIT 1 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

135 


STATION, UNIT 1 


50-439 

BELLEFONTE NUCLEAR PUNT, UNIT 2 

178 


xi 



Docket 

Name 

Page 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

178 

50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

2 

180 

50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

180 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

185 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

189 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

191 

STN-50- 

454 

BYRON STATION, UNIT 1 

194 

STN-50- 

455 

BYRON STATION, UNIT 2 

196 

STN-50- 

456 

BRAIDWOOD STATION, UNIT 1 

197 

STN-50- 

457 

BRAIDWOOD STATION, UNIT 2 

198 

50-458 

RIVER BEND STATION, UNIT 1 

200 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

202 

50-461 

CLINTON POWER STATION, UNIT 1 

202 

50-462 

CLINTON POWER STATION, UNIT 2 

204 

STN-50- 

470 

CESSAR SYSTEM 80 

204 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

204 

STN-50- 

483 

CALLAWAY PLANT, UNIT 1 

205 

STN-50- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

206 

STN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

209 

STN-50- 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

210 

STN-50- 

518 

HARTSVILLE NUCLEAR PUNT, UNIT 1 

211 

STN-50- 

519 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

211 

STN-50- 

520 

HARTSVILLE NUCLEAR PUNT, UNIT 3 

211 

STN-50- 

521 

HARTSVILLE NUCLEAR PUNT, UNIT 4 

211 

STN-50- 

528 

PALO VERDE NUCLEAR STATION, UNIT 

211 

STN-50- 

529 

PALO VERDE NUCLEAR STATION, UNIT 

2 

212 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

213 

50-537 

CLINCH RIVER BREEDER REACTOR 

215 

STN-50- 

553 

PHIPPS BEND NUCLEAR STATION, UNIT 

1 

215 

STN-50- 

554 

PHIPPS BEND NUCLEAR STATION, UNIT 

2 

215 

STN-50- 

566 

YELLOW CREEK NUCLEAR PUNT, UNIT 

215 


Docket Name Page 

STN-50- YELLOW CREEK NUCLEAR PLANT, UNIT 215 

567 2 

50-601 RESAR SP/90 215 

50-602 UNIV. OF TEXAS RESEARCH REACTOR 21 5 

50-603 ALCHEMIE CENTRIFUGE ENRICHMENT 215 

PLANT 

50-604 ALCHEMIE CENTRIFUGE ENRICHMENT 216 

PLANT 

STN-50- GE ADVANCED BWR DESIGN 216 

605 


Domestic Licensing of Special Nuclear 

Material - Docket 70 

70-0008 BATTELLE MEMORIAL INSTITUTE, 216 

COLUMBUS, OH 

70*0025 ROCKWELL INTERNATIONAL CORP., 21 7 

CANOGA PARK, CA 

70-0027 BABCOCK & WILCOX CO., LYNCHBURG, 21 7 

VA 

70-01 35 BABCOCK & WILCOX CO., APOLLO, PA 21 7 

70-01 43 NUCLEAR FUEL SERVICES, INC., 21 7 

ERWIN, TN 

70-01 52 PURDUE UNIV., WEST LAFAYETTE, IN 21 8 

70-0364 BABCOCK & WILCOX CO., APOLLO, PA 21 8 

70-0371 UNC NAVAL PRODUCTS, INC., 218 

UNCASVILLE, CT 

70-0622 ARMY, DEPT, OF, DOVER, NJ 218 

70-0687 CINTICHEM, INC,, TUXEDO, NY 218 

70-0698 WESTINGHOUSE ELECTRIC CORP., 219 

PITTSBURGH, PA 

70-0734 GA TECHNOLOGIES, INC., SAN DIEGO, 219 

CA 

70-0754 GENERAL ELECTRIC CO., PLEASANTON, 21 9 

CA 

70-0824 BABCOCK & WILCOX CO., LYNCHBURG, 21 9 

VA 

70-0854 ISOTOPIC ANALYSIS, INC., TULSA, OK 21 9 

70-0920 RENSSELAER POLYTECHNIC 219 

INSTITUTE, TROY, NY 

70-1068 FLORIDA, UNIV, OF, GAINESVILLE, FL 219 

70-1 1 00 COMBUSTION ENGINEERING, INC., 21 9 

WINDSOR, CT 

70-1 113 GENERAL ELECTRIC CO., WILMINGTON, 220 

NC 

70-1 1 51 WESTINGHOUSE ELECTRIC CORP., 220 

COLUMBIA, SC 

70-1 201 BABCOCK & WILCOX CO., LYNCHBURG, 220 

VA 

70-1 257 ADVANCED NUCLEAR FUELS CORP., 220 

RICHLAND, WA 

70-1426 TRANSNUCLEAR, INC., FALLS CHURCH, 220 

VA 

70-1500 WASHINGTON HOSP. CENTER, 220 

WASHINGTON, DC 
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70*1507 HENRY FORD HOSP. DETROIT, Ml 220 

70-2786 GENERAL ELECTRIC CO. SAN JOSE, CA 221 

70-2932 TEXAS UTILITIES GENERATING CO. 221 

DALLAS, TX 

70-3018 HOUSTON LIGHTING & POWER CO. 221 

HOUSTON, TX 

70-3047 INLAND STEEL MINING CO. VIRGINIA, 221 


MN 


Packaging of Radioactive Material for 
Transport and Transportation of Radioactive 
Material Under Certain Conditions - Docket 71 


71 -01 28 AMOCO OIL CO. 221 

71-0173 PACIFIC NORTHWEST LABORATORIES 221 

71-0361 MODEL: PAT-1, ENERGY, DEPT OF 221 

71-0496 NUSCORP. 221 

71-0657 N.V. ENTERPRISES 221 

71-0658 GENERAL DYNAMICS, CHARLESTON, 221 

SC 

71-0659 TRI STATE ASSOCIATES, INC, 221 

71-3002 MODEL: NR-10, NIPPON NUCLEAR FUEL 221 

DEVELOPMENT CO. LTD, 

71-5800 MODEL; ORNL TRITIUM TARGET 221 

CONTAINER 

71-5939 MODEL: GE-1500, GENERAL ELECTRIC 221 

CO. 

71-5957 MODEL: BMI-1, BATTELLE COLUMBUS 221 

LABORATORY 

71-5980 MODEL: GE-600, GENERAL ELECTRIC 221 

CO. 

71 *6003 MODEL: M-1 30, ENERGY, DEPT. OF 221 

71-6553 MODEL: PADUCAH TIGER, ENERGY, 221 

DEPT. OF 

71-6639 MODEL; MH-1A, ENERGY, DEPT. OF 222 

71-6676 MODEL: LP-50, ENERGY, DEPT. OF 222 

71-6717 MODEL: 671 7-B, GAMMA INDUSTRIES, 222 

INC. 

71-9001 MODEL: IF-300, GENERAL ELECTRIC 222 

CO, 

71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE 222 

CORP. 

71-9015 MODEL: TN-8, -8L, TRANSNUCLEAR, 222 

INC, 

71-9016 MODEL: TN-9, TRANSNUCLEAR, INC. 222 

71-9022 MODEL: CE-250-2, COMBUSTION 222 

ENGINEERING, INC. 

71-9029 MODEL: 676 & 676E, TECH/OPS, INC, 222 

71-9032 MODEL: 650, TECH/OPS, INC, 222 

71-9033 MODEL: 660 & 660E, TECH/OPS, INC, 222 

71-9036 MODEL: C-1 , SOURCE PRODUCTION & 222 

EQUIPMENT CO. INC. 


Docket Name Page 

71-9039 MODEL 715, TECH/OPS, INC. 223 

71-9056 MODEL: SPEC 2-T, SOURCE 223 

PRODUCTION & EQUIPMENT CO 

71-9070 MODEL; N-55, NUCLEAR PACKAGING, 223 

INC. 

71-9079 MODEL: NUPAC 14D-2.0, 223 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9081 MODEL: CNS M3C, CHEM-NUCLEAR 223 

SYSTEMS, INC. 

71-9102 MODEL. NPI-20WC-6, NEUTRON 223 

PRODUCTS, INC. 

71-9108 MODEL: CNS 6-75, CHEM-NUCLEAR 223 

SYSTEMS, INC. 

71-9126 MODEL: 20, 20A, 50, 50A, GAMMA 223 

INDUSTRIES, INC. 

71-9127 MODEL: 100, 100A, 200, 200A, GAMMA 223 

INDUSTRIES, INC. 

71-9128 MODEL: C-8, GAMMA INDUSTRIES, INC. 223 

71-9132 MODEL: T-3, ENERGY, DEPT. OF 223 

71-9133 MODEL: C-10, GAMMA INDUSTRIES, INC. 223 

71-9135 MODEL: CENTURY S & SA, GAMMA 224 

INDUSTRIES, INC. 

71-9151 MODEL: HN-100 SERIES 3, 224 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR 224 

CO. 

71-9157 MODEL: IR-100, INDUSTRIAL NUCLEAR 224 

CO. 

71-9163 MODEL: GNG-20, GULF NUCLEAR, INC. 224 

71-9176 MODEL: NUPAC 14/210L & 14/210H, 224 

NUCLEAR PACKAGING, INC, 

71-9183 MODEL: NAC-1 , NUCLEAR ASSURANCE 224 

CORP. 

71-9187 MODEL: 865, TECH/OPS, INC. 224 

71-9200 MODEL: 126-B, ENERGY, DEPT, OF 224 

71-9208 MODEL: NUPAC 10-142, NUCLEAR 224 

PACKAGING, INC. 

71 -9214 MODEL: DHLW, GA TECHNOLOGIES, 224 

INC. 

71-9216 MODEL; CNS 1-13G, CHEM-NUCLEAR 224 

SYSTEMS, INC. 

71-9218 MODEL: TRUPACT-II, ENERGY, DEPT. 224 

OF 

71-9222 MODEL: HN-215H, WESTINGHOUSE 224 

HITTMAN NUCLEAR, INC, 

71-9224 MODEL; HN-190-2, WESTINGHOUSE 224 

HITTMAN NUCLEAR, INC. 

71- 9225 MODEL: NAC-LWT, NUCLEAR 224 

ASSURANCE CORP. 

Licensing of Independent Spent Fuel Storage 

- Docket 72 

72- 0003 CAROLINA POWER & LIGHT CO. 224 

72-0004 DUKE POWER CO., 50-269 225 
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Name Docket Page 

Low Level Rad waste Disposal Sites - 
Docket 27 

RICHLAND, WA. U.S. ECOLOGY, INC. 27-048 1 

Domestic Licensing of Source Material - 
Docket 40 

ALTAIR RESOURCES, INC , CASPER, WY 40-8926 5 

AMERICAN NUCLEAR CORP., CASPER, WY 40-4492 2 

ANACONDA MINERALS CO., GRANTS, NM 40-8902 4 

ATLAS MINERALS, INC., DENVER, CO 40-3453 1 

BEAR CREEK URANIUM CO, CASPER, WY 40-8452 3 

BENDIX CORP, TETERBORO, NJ 40-0772 1 

BOKUM RESOURCES CORP, 40-8906 5 

ALBUQUERQUE, NM 

BP AMERICA, INC./L-BAR URANIUM 40-8904 5 

FACILITY, SALT LAKE 

CHEMETRON CORP, CHICAGO, IL 40-8724 4 

CHEVRON, U.S.A., INC, GRANTS, NM 40-8908 5 

CLEVELAND-CLIFFS IRON CO, CLEVELAND, 40-8714 4 

OH 

ENERGY, DEPT. OF, CANONSBURG, PA 40-6500 2 

ENERGY, DEPT. OF, SCOVILLE, ID 40-8914 5 

EVEREST MINERALS CORP, CONVERSE 40-8857 4 

COUNTY, WY 

EXXON CO, USA, HOUSTON, TX 40-8102 3 

EXXON MINERALS CO, USA, HOUSTON, TX 40-8064 3 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 5 

DENVER, CO 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8829 4 

INC, CRAWFORD, NE 

HOMESTAKE MINING CO, GRANTS, NM 40-8903 4 

HYDRO RESOURCES, INC, DALLAS, TX 40-8968 6 

KAWECKI BERYLCO INDUSTRIES, INC, 40-6940 2 

BOYERTOWN, PA 

KERR-MCGEE CHEMICAL CORP, WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO, 40-8905 5 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP, 40-8027 2 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP, 40-8768 4 

OKLAHOMA CITY, OK 

MALAPAI RESOURCES CO, CASPER, WY 40-8684 3 

MALAPAI RESOURCES CO, PHOENIX, AZ 40-8602 3 

METALLURG, INC, NEWFIELD, NJ 40-8948 5 

MINERALS EXPLORATION CO, LOS 40-8584 3 

ANGELES, CA 

MOLYCORP, INC, LOS ANGELES, CA 40-8794 4 


Name Docket Page 

PATHFINDER MINES CORP, RIVERTON. WY 40-2259 1 

PATHFINDER MINES CORP, SHIRLEY 40-6622 2 

BASIN, WY 

PETROTOMICS CO, SHIRLEY BASIN, WY 40-6659 2 

PLATEAU RESOURCES, LTD, GRAND 40-8698 3 

JUNCTION, CO 

RADIATION MANAGEMENT CORP, 40-8801 4 

NORTHBROOK, IL 

RIO ALGOM MINING CORP, MOAB, UT 40-8084 3 

SEQUOYAH FUELS CORP, OKLAHOMA 40-8964 6 

CITY, OK 

SHIELDALLOY METALLURGICAL CORP, 40-7102 2 

NEWFIELD, NJ 

SOHIO CHEMICAL CO, LIMA, OH 40-7604 2 

TENNESSEE VALLEY AUTHORITY, 40-1341 1 

CHATTANOOGA, TN 

U.S. ENERGY CORP, RIVERTON, WY 40-8971 6 

UMETCO MINERALS CORP, GRAND 40-8681 3 

JUNCTION, CO 

UNITED NUCLEAR CORP, SANTA FE, NM 40-8907 5 

VALENTEC OLIVETTE, ST. LOUIS, MO 40-8954 6 

WESTERN NUCLEAR, INC, JEFFREY CITY, 40-1 162 1 

WY 

WHITTAKER METALS, LOS ANGELES, CA 40-7455 2 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 

AEROJET-GENERAL NUCLEONICS 50-32 8 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 19 

REACTOR 

AGN-201 50-276 55 

ALCHEMIE CENTRIFUGE ENRICHMENT 60-604 216 

PLANT 

ALCHEMIE CENTRIFUGE ENRICHMENT 50-603 215 

PLANT 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 50-424 174 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 176 

ARKANSAS NUCLEAR ONE, UNIT 1 60-313 92 

ARKANSAS NUCLEAR ONE, UNIT 2 50-368 143 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 119 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 166 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50-438 177 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 178 

BIG ROCK POINT NUCLEAR PUNT 50-155 10 

BRAIDWOOD STATION, UNIT 1 STN-50-456 197 

BRAIDWOOD STATION, UNIT 2 STN-50-467 198 

BROWNS FERRY NUCLEAR POWER 50-259 34 

STATION, UNIT 1 
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Docket 

Page 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 2 

50-260 

37 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 3 

50-296 

78 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 1 

50-326 

109 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 2 

60-324 

107 

BUFFALO MATERIALS RESEARCH CENTER 

50-57 

9 

BYRON STATION, UNIT 1 STN-50-454 

194 

BYRON STATION, UNIT 2 STN-50-455 

196 

CALLAWAY PLANT, UNIT 1 STN-50-463 

205 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 1 

50-317 

97 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 2 

50-318 

99 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

167 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

169 

CESSAR SYSTEM 80 STN-50-470 

204 

CINTICHEM 

60*54 

8 

CLINCH RIVER BREEDER REACTOR 

50-537 

215 

CLINTON POWER STATION, UNIT 1 

50-461 

202 

CLINTON POWER STATION, UNIT 2 

50-462 

204 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

50-445 

189 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

50-446 

191 

COOPER NUCLEAR STATION 

50-298 

81 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

83 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

129 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 1 

50-275 

54 

DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 2 

50-323 

105 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 1 

50-315 

94 

DONALD C, COOK NUCLEAR POWER 

PUNT, UNIT 2 

50-316 

95 

DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

50-10 

6 

DRESDEN NUCLEAR POWER STATION, 

UNIT 2 

50-237 

19 

DRESDEN NUCLEAR POWER STATION, 

UNIT 3 

50-249 

24 

DUANE ARNOLD ENERGY CENTER 

50-331 

116 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 1 

50-321 

101 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

142 

ENRICO FERMI ATOMIC POWER PUNT, 

UNIT 1 

50-16 

7 

ENRICO FERMI ATOMIC POWER PUNT, 

UNIT 2 

50-341 

126 


Name 

Docket 

Page 

FLOATING NUCLEAR PLANT 

STN-50-437 

177 

FORD NUCLEAR REACTOR 

50-2 

6 

FORT CALHOUN STATION, UNIT 1 

50-285 

67 

FORT ST- VRAIN NUCLEAR GENERATING 
STATION 

50-267 

45 

GA TECHNOLOGIES 

50-163 

11 

GE ADVANCED BWR DESIGN 

STN-50-605 

216 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

11 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

171 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

173 

H.B. ROBINSON PLANT, UNIT 2 

50-261 

40 

HADDAM NECK PLANT 

50-213 

14 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

STN-50-518 

211 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

STN-50-519 

211 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

STN-50-520 

211 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

STN-50-521 

211 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

134 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

9 

INDIAN POINT STATION, UNIT 1 

50-3 

6 

INDIAN POINT STATION, UNIT 2 

50-247 

23 

INDIAN POINT STATION, UNIT 3 

50-286 

69 

IOWA STATE UNIV. RESEARCH REACTOR 

50-116 

9 

JAMES A. FITZPATRICK NUCLEAR POWER 
PUNT 

50-333 

118 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-348 

1 

131 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 

2 

140 

KEWAUNEE NUCLEAR POWER PUNT 

50-305 

86 

LA CROSSE BOILING WATER REACTOR 

50-409 

164 

USALLE COUNTY STATION, UNIT 1 

50-373 

148 

LASALLE COUNTY STATION, UNIT 2 

50-374 

150 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

132 

LIMERICK GENERATING STATION, UNIT 2 

50-363 

133 

MAINE YANKEE ATOMIC POWER PUNT 

50-309 

88 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

60-20 

7 

MIDUND PUNT, UNIT 1 

50-329 

116 

MIDLAND PUNT, UNIT 2 

50-330 

116 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 1 

50-245 

21 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 2 

50-336 

122 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 3 

50-423 

173 

MONTICELLO NUCLEAR GENERATING 

50-263 

42 


PLANT 
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Docket 

Page 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

50-184 

12 

NINE WILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

17 

NINE WILE POINT NUCLEAR STATION, UNIT 

2 

50-410 

164 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

123 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

125 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

50-297 

81 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

47 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

48 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

71 

OYSTER CREEK NUCLEAR POWER PLANT 

60-219 

15 

PALISADES NUCLEAR PLANT 

50-255 

32 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

211 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

212 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

213 

PEACH BOTTOM ATOWIC POWER STATION, 
UNIT 1 

60-171 

11 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

55 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

59 

PERRY NUCLEAR POWER PUNT, UNIT 1 

50-440 

178 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

180 

PHIPPS BEND NUCLEAR STATION, UNIT 1 STN-50-553 

215 

PHIPPS BEND NUCLEAR STATION, UNIT 2 STN-50-554 

215 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

74 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

44 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

82 

PRAIRIE ISUND NUCLEAR STATION, UNIT 

1 

50-282 

66 

PRAIRIE ISUND NUCLEAR STATION, UNIT 

2 

50-306 

87 

QUAD-CITIES STATION, UNIT 1 

50-254 

30 

QUAD-CITIES STATION, UNIT 2 

50-265 

43 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

90 

REED COLLEGE RESEARCH REACTOR 

50-288 

73 

RESAR SP/90 

50-601 

215 

RIVER BEND STATION, UNIT 1 

50-458 

200 

ROBERT EMMET GINNA NUCLEAR PUNT, 
UNIT 1 

50-244 

20 

RPI CRITICAL EXPERIMENT 

50-225 

19 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

52 

SALEM NUCLEAR GENERATING STATION, 

50-311 

89 


UNIT 2 


Name 

Docket 

Page 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

12 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

136 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

136 

SAXTON NUCLEAR EXPERIMENTAL 

FACILITY 

50-146 

10 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

180 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

185 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

50-327 

110 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

113 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

162 

SHOREHAM NUCLEAR POWER STATION 

50-322 

103 

SOUTH TEXAS PROJECT, UNIT 1 STN-50-498 

206 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 

209 

ST, LUCIE PLANT, UNIT 1 

50-335 

120 

ST, LUCIE PLANT, UNIT 2 

50-389 

155 

SURRY POWER STATION, UNIT 1 

50-280 

63 

SURRY POWER STATION, UNIT 2 

50-281 

65 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 1 

50-387 

153 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 2 

50-388 

154 

TEXAS A&M UNIV, RESEARCH REACTOR 

50-128 

9 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

60-289 

73 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

100 

TROJAN NUCLEAR PLANT 

50-344 

127 

TURKEY POINT PLANT, UNIT 3 

50-250 

26 

TURKEY POINT PUNT, UNIT 4 

50-251 

28 

UCLA TRAINING REACTOR 

60-142 

10 

UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-326 

110 

UNIV, OF CALIFORNIA RESEARCH 

REACTOR 

50-224 

18 

UNIV. OF FLORIDA TRAINING REACTOR 

60-83 

9 

UNIV. OF MARYLAND RESEARCH REACTOR 

50-166 

11 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

12 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

12 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

215 

UNIV. OF UTAH RESEARCH REACTOR 

50-407 

164 

UNIV. OF UTAH RESEARCH REACTOR 

50-72 

9 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

161 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

9 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

50 

VIRGIL C. SUMMER NUCLEAR STATION, 

50-395 

160 


UNIT 1 
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WATERFORD GENERATING STATION, UNIT 

3 

50-362 

152 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

157 

WATTS BAR NUCLEAR PUNT, UNIT 2 

50-391 

158 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

145 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

146 

WILLIAM H. ZIMMER NUCLEAR STATION, 

UNIT 1 

50-358 

135 

WOLF CREEK GENERATING STATION STN-50-482 

204 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

10 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

202 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

161 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

210 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

7 

YELLOW CREEK NUCLEAR PUNT, UNIT 1 STN-50-566 

215 

YELLOW CREEK NUCLEAR PUNT, UNIT 2 STN-50-567 

215 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

77 

ZION NUCLEAR POWER STATION, UNIT 2 

60-304 

85 

Domestic Licensing of Special Nuclear 
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ADVANCED NUCLEAR FUELS CORP., 
RICHUND, WA 

70-1257 

220 

ARMY, DEPT. OF, DOVER, NJ 

70-0622 

218 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0135 

217 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

218 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0824 

219 

BABCOCK & WILCOX CO„ LYNCHBURG, VA 

70-1201 

220 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

217 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

70-0008 

216 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

218 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-1100 

219 

FLORIDA, UNIV. OF, GAINESVILLE, FL 

70-1068 

219 

GA TECHNOLOGIES, INC,, SAN DIEGO, CA 

70-0734 

219 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

219 

GENERAL ELECTRIC CO„ SAN JOSE, CA 

70-2786 

221 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

220 

HENRY FORD HOSP., DETROIT, Ml 

70-1507 

220 

HOUSTON LIGHTING & POWER CO., 
HOUSTON, TX 

70-3018 

221 

INUND STEEL MINING CO., VIRGINIA, MN 

70-3047 

221 

ISOTOPIC ANALYSIS, INC., TULSA, OK 

70-0854 

219 

NUCLEAR FUEL SERVICES, INC,, ERWIN, TN 

70-0143 

217 

PURDUE UNIV„ WEST UFAYETTE, IN 

70-0152 

218 


Name 

Docket 

Page 

RENSSELAER POLYTECHNIC INSTITUTE, 
TROY, NY 

70-0920 

219 

ROCKWELL INTERNATIONAL CORP., 

CANOGA PARK, CA 

70-0025 

217 

TEXAS UTILITIES GENERATING CO., 

DALLAS, TX 

70-2932 

221 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-1426 

220 

UNO NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

218 

WASHINGTON HOSP, CENTER, 

WASHINGTON, DC 

70-1600 

220 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

220 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-0698 

219 

Packaging of Radioactive Material for 
Transport and Transportation of 

Radioactive Materia! Under Certain 
Conditions - Docket 71 



AMOCO OIL CO. 

71-0128 

221 

GENERAL DYNAMICS, CHARLESTON, SC 

71-0658 

221 

MODEL: 100, 100A, 200, 200A, GAMMA 
INDUSTRIES, INC. 

71-9127 

223 

MODEL: 125-B, ENERGY, DEPT. OF 

71-9200 

224 

MODEL: 20, 20A, 50, 50A, GAMMA 
INDUSTRIES, INC. 

71-9126 

223 

MODEL' 650, TECH/OPS, INC. 

71-9032 

222 

MODEL: 660 & 660E, TECH/OPS, INC. 

71-9033 

222 

MODEL: 671 7-B, GAMMA INDUSTRIES, INC. 

71-6717 

222 

MODEL: 676 & 676E, TECH/OPS, INC. 

71-9029 

222 

MODEL; 715, TECH/OPS, INC. 

71-9039 

223 

MODEL: 865, TECH/OPS, INC. 

71-9187 

224 

MODEL: BMI-1, BATTELLE COLUMBUS 
UBORATORY 

71-5957 

221 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

222 

MODEL: C-10, GAMMA INDUSTRIES, INC. 

71-9133 

223 

MODEL: C-6, GAMMA INDUSTRIES, INC. 

71-9128 

223 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING, INC. 

71-9022 

222 

MODEL: CENTURY S & SA, GAMMA 
INDUSTRIES, INC. 

71-9135 

224 

MODEL: CNS 1-13C, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9081 

223 

MODEL: CNS 1-1 3G, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9216 

224 

MODEL: CNS 6-75, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9108 

223 

MODEL: DHLW, GA TECHNOLOGIES, INC. 

71-9214 

224 

MODEL: GE-1500, GENERAL ELECTRIC CO. 

71-5939 

221 

MODEL; GE-600, GENERAL ELECTRIC CO. 

71-5980 

221 

MODEL: GNG-20, GULF NUCLEAR, INC. 

71-9163 

224 
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MODEL: HN-100 SERIES 3, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9151 

224 

MODEL: HN-190-2, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9224 

224 

MODEL: HN-215H, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9222 

224 

MODEL: IF-900, GENERAL ELECTRIC CO 

71-9001 

222 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

71-9157 

224 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

224 

MODEL: LP-50, ENERGY, DEPT. OF 

71-6678 

222 

MODEL: M-130, ENERGY, DEPT. OF 

71-6003 

221 

MODEL: MH-1A, ENERGY, DEPT. OF 

71-6639 

222 

MODEL: N-55, NUCLEAR PACKAGING, INC. 

71-9070 

223 

MODEL: NAC-1, NUCLEAR ASSURANCE 
CORP. 

71-9103 

224 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 
CORP. 

71-9225 

224 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

222 

MODEL: NPI-20WC-6, NEUTRON 

PRODUCTS, INC. 

71-9102 

223 

MODEL: NR-10, NIPPON NUCLEAR FUEL 
DEVELOPMENT CO„ LTD. 

71-3002 

221 

MODEL: NUPAC 10-142, NUCLEAR 

71-9200 

224 


PACKAGING, INC. 


Name 

Docket 

Page 

MODEL: NUPAC 14/210L & 14/210H, 
NUCLEAR PACKAGING, INC 

71-9176 

224 

MODEL: NUPAC 14D-2.0, WESTINGHOUSE- 
HITTMAN NUCLEAR 

71-9079 

223 

MODEL: ORNL TRITIUM TARGET 

CONTAINER 

71-5800 

221 

MODEL: PADUCAH TIGER, ENERGY, DEPT. 
OF 

71-6553 

221 

MODEL: PAT-1, ENERGY, DEPT. OF 

71-0361 

221 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

223 

MODEL* T-3, ENERGY, DEPT. OF 

71-9132 

223 

MODEL: TN-8, -8L, TRANSNUCLEAR, INC. 

71-9015 

222 

MODEL: TN-9, TRANSNUCLEAR, INC. 

71-9016 

222 

MODEL: TRUPACT-II, ENERGY, DEPT. OF 

71-9218 

224 

N.V. ENTERPRISES 

71-0657 

221 

NUS CORP. 

71-0496 

221 

PACIFIC NORTHWEST LABORATORIES 

71-0173 

221 

TRI STATE ASSOCIATES, INC. 

71-0659 

221 
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CAROLINA POWER & LIGHT CO. 

72-0003 

224 

DUKE POWER CO., 50-269 

72-0004 

225 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27*04 B RICHLAND, WA, U.8. ECOLOGY, INC. 


8609090230 Forwards "Annual Environ Monitoring Rept for 1987 

ADAMS.S.R, U.S. Ecology, Inc. formerly Nuclear Engineering, Inc], 68/08/31 
INGERSOLL,C E. Washington, State of, Dept of Social & Health Services. Ip. 


Engineering, Inc], 68/08/31 
Social & Health Services. Ip. 


46806 207-48806-302 


-8809090235 "Annual Environ Monitoring Rept for 1987." 

ADAMS, S.R. US Ecology, Inc. (formerly Nuclear Engineering, Ino) 87/12/31 98pp 
46808 206-48806 302 

DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0772 BENDIX CORP., TETERBORO, NJ 

6609010079 Notification of Licensee Meeting 88-132 on 060031 in King of Prussia.PA to 
discuss cleanup of thorium contamination identified during Insp 99990001/68-77. 
ULLRICH, B, Region 1, Ofc of the Director 68/00/31. Region 1, Ofc of the Director. 
2pp. 46740-191-46740 192. 


DOCKET 40-1102 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

8609060107 Forwards "Split Rock Mill Annual Engineering Stability Rept for Tailings Re- 
tention Sys for May 1087 - Apr 1988. 11 

BAKERjS J, Western Nuclear, Inc (subs, of Phelps Dodge Corp) 68/07/01, 
PETTENGILL.H.J. Uranium Recovery Field Ofc, R4. Ip. 46740.112-46740.1 17. 

-6609060109 Forwards annual evaluation of stability of Split Rock Mill tailings retention 
sya tor May 1907 through Apr 1968. Evaluation includes assessment of hydraulic & 
hvdroloolo conditions & retention sys movement.W/1 1 oversize drawings 
TAYLOR ,M J Canonle, Inc. 86/04/30. 6pp. 46740.113-46740.117, 

6609200276 Recommends Issuance of Amend 46 to License SUA-66,lnserting Condition 
50 Qfintifll &ufdty rovlow* 

ROSE.H D„ PETTENGILL.H J Uranium Recovery Field Ofc, R4. 68/08/16. Uranium 
Recovery Field Ofc, R4. 4pp. 46000,162-46900.166. 

6609200290 Forwards Amend 45 to License SUA-56,amendlng Part 40 of license & cor- 
recting typos Identified In specific license conditions. 

SMITH, R.O. Uranium Recovery Field Ofc, R4. 88/08/16. BAKER, S. Western Nuclear, 
Ino, (etibs of Phelps Dodge Corp,). 5pp, 46912:304-46912:330. 

-8609200292 Amend 46 to License SUA-66 for Western Nuclear, Inc, authorizing pos- 
session of unlimited natural U. 

SMITH, R.O, Uranium Recovery Field Ofc, R4. 08/08/16. 16pp. 46912:309-46012:339, 

6609200261 Recommends that License SUA-56 be modified by deleting ref to Green 
Mountain Ion Exchange facility from Lfcense Conditions 9 & 10 deleting License Con- 
ditions 31,60 A 69. 

HEYER.R.S., PETTENGILL.H J Uranium Recovery Field Ofo, R4. 88/08/16 Uranium 
Recovery Field Ofc, R4. 2pp. 46900:220-46900.221. 

6609200296 Forwards Amend 46 to License SUA-66,modifylng Conditions 9 & 10 by de- 
let! no ref to Green Mountain ion exchange & deleting License Conditions 31,60 A 69 
SMITHR.O. Uranium Recovery Field Ofc, R4 88/08/16. BAKER, S. Western Nuclear, 
l.rvc. (subs of Phelps Dodge Corp.). 3pp. 48919.223-46919,266, 

-6609200301 Amend 46 to License SUA-56 for Western Nuclear, I no, modifying License 
Conditions 9 A 10 by deleting ref to Green Mountain Ion exchange A deleting Condi- 
tions 31,66 A 69, 

SMITH.R D, Uranium Recovery Reid Ofc, R4. 8B/O0/16. 16pp. 46919.226-46919,256, 

8609200210 Issues Amend 47 to License SUA-66, revising Condition 20 to extend dale 
for placement of soli cover In mill site burial area to 890930 A submittal of final rept to 
900101, 

HEYER.R.S,, PETTENGILL.H J, Uranium Recovery Field or o, R4 80/00/10 Uranium 
Recovery Field Ofo, R4. 3pp. 40900.346-40900:34/. 

8809200279 Forwards Amend 47 to License SUA-Se.revising Conditions 20B & C as 
Hated, 

SMITHR.O. Uranium Recovery Field Ofc, R4, 88/08/18. BAKER.S, Western Nuclear, 
too. (subs, of Phelps Dodge Corp.) 3pp 46005. 204-46906-238. 

-6809200260 Amend 47 to License SUA-56 for Western Nuclear.lnc, authorizing use of 
any natural U toperform surface contamination surveys In areas used for ofcs, change 
rooms & eating areas on biweekly schedule. 

SMITHR.O. Uranium Recovery Reid Ofo, R4. 88/08/18. 16pp. 46905, 207-46905.23B. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 

8809140385 Application for amend to License STA-5B3,revisfng West Chicago health 
physics manual Fee paid. 

STAUTER.J.C Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.), 88/00/28 
ROUSE.LC. Fuel Cycle Safety Branch 6pp 46838-036-46836.074, 

-8809150003 “Site Safety & Health Plan " 

* Kerr McGee Chemical Corp (subs of Kerr-McGee Corp). 88/06/30. 30pp 
46038.042-46038.072 

-8809140306 Forwards revised 1QCFR170 re fee category,! n response to 880628 appli- 
cation for amend to License STA-583 to reflect revs to health physics manual.Fee 
requested.W/o end 

JACKSON.G. License Fee Management Branch 88/07/21. STAUTER Kerr-McGee 
Chemical Corp (subs, of Kerr-McGee Corp ). Ip 46838.073-46030.073. 

-8009140392 Remits Tee In payment for revs to health physics manual submitted on 
060628. 

STAUTER,JC Kerr McGee Chemical Corp, (subs, of Kerr-McGee Corp.). 88/08/09 
JACKSON, G. License Fee Management Branch, Ip 4663B.O74-46830.O74 

6809070350 Advises that Amend 13 to License STA-583 Issued on 070626 no longer 
being held In abeyance & therefore effective as of 880005 Commission 8B0805 order 
Issuing Decision CLI-88-00 end 

ROUSE, L.C. Fuel Cycle Safety Branch. 88/08/10 STAUTER.J.C Kerr-McGee Chemi- 
cal Corp (sub9, of Kerr-McGee Corp.). Ip 46776.300 46776-333. 

6809160294 Responds to JC Stauter request for into re incineration of PCB A thorium 
contaminated soil Waste contamination considered slated byproduct matl as defined 
by Atomic Energy act of 1964. 

ROUSE.LC. Fuel Cycle Safety Branch, 00/00/08 WEFtNICK.M. Ensco, Inc Ip, 
46857 014-46057*014. 

6809220215 Provides addl Info requested re 31 drums of PCB/lhorlum contaminated 
soil stored at facllity.Gamma measurement performed on external surfaces of each 
drum w/sensitlve detector to assure homogeneity of contents within each drum. 
MUNSONiS.C. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 88/09/12, 
WERNICK.M Ensco, Inc 6pp, 46016.029 46918-035, 


DOCKET 40*2259 PATHFINDER MINES CORP., RIVERTON, WY 

6809120179 Application for amend to License SUA-6 72, changing location of back- 
ground air monitoring station to 2,600 ft north ol present locatlon.Fee paid. 
HARDGROVE,TW Pathfinder Mines Corp 00/67/26 HEYER.R. Uranium Recovery 
Field Ofc, R4, Ip, 46025.049 46025.049, 

6809200288 Recommends that License Conditions 22 & 60 be revised as listed re 
groundwater protection stcfs, 

KONWINSKI.G R , HAWKINS, E.F. Uranium Recovery Field Ole, R4. 88/06/10. Urani- 
um Recovery Field Ofc, R4 5pp 46900:340 46900.344, 

8809200297 Forwards Amend 19 to License SUA-672 for Pathfinder Mines Corp, revising 
License Conditions 22 A 60 to require reporting of results of effluent & environ moni- 
toring A Implementation of compliance monitoring program as stated. 

SMITH, R D Uranium Recovery Field Ofc, R4 88/08/22, Pathfinder Mines Corp, 4pp. 
46913:016-40913.051. 

-8609200316 Amend 19 to License SUAO072 for Pathfinder Mines Corp, authorizing 
use of natural U in unlimited quantity at staled location, 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 88/00/22. 15pp. 46913:020 46913-051 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8609140066 “1 986 AURA Audit Rept of Atlas Minerals Corp-Radiatlon Protection Pro- 

f ram at MOAB Mill " W/880609 Itr. 

DWARDS.D., JENSEN.W., BLUBAUGH.R. Atlas Corp 00/12/31. VAN SCOVILLE 
Uranium Recovery Field Ofc, R4. 61pp. 46842-142-46842:202, 

8609190076 Application for amend to License SUA-917,ailowlng const A utilization of 
roadway on tailings beach at Moab Mill fallings impoundment.Fee pald.W/one over- 
size drawing. 

BLUBAUGHR.E Atlas Corp. 88/07/14. SMITH, R D, Region 4, Ofc of the Dlreotor. 
6pp. 46850,259-46050.263. 

8609070084 Forwards results of annual Insp of Atlas Minerals U tailings Impoundment 
near Moab,UT 

BLUBAUGH.R. E. Atlas Corp 66/07/20. SMITH, R.D. Uranium Recovery Field Ofc, R4. 
4pp. 46704:147-46784:150. 

8609070178 Discusses Intended decommissioning A reclamation of U operation in 
Moab,UT unless market undergoes dramatic turnaround In near future. 

WEAVER, R.R. Allas Corp. 88/07/25, SMITH.R.D. Region 4, Ofc of the Director. 2pp, 
46784:079-46704:000. 


6809060292 Documents 880602 A 03 telcons re organic mall entering Cottonwood 
Creek via loose pipe coupling, Site personnel Immediately corrected problem by reseal- 

hXrTIvIaN/ 3. Tennessee Valley Authority. 88/08/03. OLSEN.T. Affiliation Not As- 
signed. Ip. 48786:007-48760:007. 

6809200026 Discusses environ monitoring rept for TVA Edaemont Mill for Nov 1987 - 
Apr 1988 In compliance W/10CFR40.65 A License Conditions 14,24 A 27 of License 
SUA-BIANa further action necessary since no significant upward trends noted, 
OLSEN, T.T., HAWKINS,E,F. Uranium Recovery Field Ofo, R4, 88/08/23. Uranium Re- 
covery Field Ofo, R4, 5pp, 48910.024-46916:020. 


8609080186 Responds to NRC 800630 Itr re violations noted In insp of License SUA- 
917.Correctlve actions taken specialized technical training conducted In conjunction 
w/scheduled embankment evaluation on 900620. 

BLUBAUGHR.E, Atlas Corp, 00/07/27. PETTENGILL.H J. Uranium Recovery Reid 
Ofo, R4 0pp. 46753:132-46763:137, 

8609060267 Responds to 800819 telcon request for clarification re 860714 application 
for amend to License SUA-917.Trainlng will be provided to contractors by Atlas re ra- 
diation safety specified in 1984 renewal application. 

BLUBAUGHR.E. Atlas Corp. 88/08/19. SCOVILLE, V. Uranium Recovery Field Ofo, 
R4. 2pp. 46754.050-46754:051, 


1 
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DOCKETED ITEMS 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 

8609060155 Ack receipt of 880727 10 re Reclamation Permit 352 Addresses three 
items, Including bonding of contractor, obtaining of surety bond & use of ongrnal ap- 
proved reclamation plan instead of amending plan 

WOOD.R Wyoming, State of 88/08/05, FERGUSON, J C. American Nuclear Corp 
2pp. 48747 255-46747,256 


8809200241 Requests consent re 880919 visit w/JD Berger lo obtain Informal technical 
Input to radiological sur/ey outline 

HOLMES, R E, ERT 88/09/08. ROUSE, LC Fuel Cycle Safety Branch 3pp 
46912 340-46912 342 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 


DOCKET 40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 

8809120107 Forwards comments on surveillance & maint plan for Burrell Township dis- 
posal sile.Comments intended to assure that meaningful surveillance records main- 
tained & evaluated & measures for responding to adverse conditions in place 
LOHAUS.PH Operations Branch 88/08/23 ARTHUR, WJ Energy, Dept of, 4pp. 
46813 357-46813 360 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


8809060269 Confirms details of insp of Pathfinder Shirley Basin U operation on 880808- 
ll.per 880801 tefcon w/H Pettengill ^ 

FRANCIS, E Wyoming, State of 88/08/01 WOOD.R, SHAFFER, R , GARLAND, B 
Wyoming, State of 2pp 40764 004-40764.005, 

8809140428 Insp repts of open ptl U mlnB & maint shop & U mill on 880800 & 11 Rec- 
ommendations for corrective actions provided, 

STAUFFENBERG.D Wyoming, State of 88/08/15. 2pp 46837*358 46837.359 


8809140060 Discusses insp of Pathfinder Mines Corp U mill in Shirley Basin, WY on 
880B08 & 11 All circuits & related functions were Inspected while mill was operating 
STAUFFENBERG.D. Wyoming, Slate of 88/08/16, Wyoming, State of. Ip 
46936 030*46836-030 


8809130307 Forwards Water Quality & Air Quality Dm repts re coordinated Insp of 
Pathfinder mines In Shirley Basin 

FRANCIS, E Wyoming, State of. 88/08/22, PETTENGILL.H Uranium Recovery Field 
Ofc, R4 lip 46036-248 46036-258 


DOCKET 40-6659 PETROTOMICS CO,, SHIRLEY BASIN, WY 

8809140059 Advises that Mining Permit PT351C terminated & bond transferred to 
NRC.Dispositlon of First Interstate Bank of California Ltr of Credits 1-39353 & I 40216 
end 

SHAFFER, R„ WOOD.R Wyoming, State of 88/08/26. BENNETT, M Petrotomlcs Co 
(formerly Getty/Petrotomlcs Co,). 6pp, 46845,059-46846 064. 


6806290028 "Whittaker Corp Audit Rept of Radioactive Matl Located Next to Greenville 
Melals.GreenvlIle.PA.” 

MILLER, F L Whittaker Corp. 88/08/15 2pp 46668-299-46668 300 


DOCKET 40-7604 SOHIO CHEMICAL CO„ LIMA, OH 


8809160200 Application for amend to License SUB-908,aulhorizing release of catalyst 
plant warehouse area per attached plot plan. Results of unrestricted release survey 
encl.Fee paid, 

SIMON, SJ. Vi9lron Corp 80/08/15. SWIFT, J, NRC - No Detailed Affiliation Given 
4pp 46069 260-46873.192 

-8809160204 Rev 0 to 83A2981, "Unrestricted Release Survey for Catalyst Plant Ware- 
house Area.BP Chemical Co, Lima, OH.” 

ELY.PC Nuclear Energy Services, Inc 80/07/31. 13,000pp. 46869.268 46873.192. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8807140131 Forwards data from 2-yr comprehensive monitoring program for employees 
exposed or potentially exposed lo release of UF6, per License Condition 30 Affidavit 
of JG Randolph re withholding end (ref 10CFR2 790(a)(6)). 

STAUTER.J C Sequoyah Fuels Corp, (subs, of Kerr-McGee Nuofear Corp ), 89/00/29. 
ROUSE, L,C. Office of Nuclear Material Safety & Safeguards, Director. 3pp 46184,096- 
46184 098, 

8807140131 Forwards data from 2-yr comprehensive monitoring program for employees 
exposed or potentially exposed to release of UF6, per License Condition 30 Affidavit 
of JG Randolph re withholding end (ref 10CFR2 790(a)(6)) 

STAUTER.J.C Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.) 88/06/29 
ROUSE, L.C. Office of Nuclear Material Safely & Safeguards, Director 3pp. 46895.101- 
46895:110. 

-8009140386 "Biological Monitoring Program for Sequoyah Facility Employees Exposed 
to U02F2 & HF Arising from Accident on 860104 " 

GOLTRA.E R. Kerr-McGee Corp. 88/06/29, 8pp 46895-103-46895:110, 


DOCKET 40-6940 KAWECKl BERYLCO INDUSTRIES, INC., BOYERTOWN, PA 


B809190264 Application for amend to License SMB-920, finalizing decontamination of fa- 
cility within reasonable lime.Survey & QA programs descnbed.Fee paid 
GANNON.W.C, Cabot Corp. 0B/O6/1 7 PENNINGTON.W S Office of Nuclear Material 
Safety & Safeguards, Director. 4pp. 46B96 082-46B96.0B5. 


8B08290110 Requests that analysis re basis for 10 pIco Cl limit in License SMB- 
920,ltem 17, be sent to L Lunsk & TM Gerusky, 

GANNON.W.C. Cabot Corp. 88/08/16 ROUSE.L, Fuel Cycle Safety Branch 2pp 
46668,006-46668 007. 


8609060361 Forwards policy paper on disposal oplions for residual thorium or U provid- 
ing basis for 10 plcocurle per gram limit established in Condition 17 of license. 
ROUSE.L C, Fuel Cycle Safety Branch 8B/0B/26. GANNON.W.C Cabot Corp, Ip 
46783.001-46763 001. 


8809020191 Forwards corrected cover ltr for June 1088 discharge monitoring rept which 
mistakenly referred lo May 1988 Instead of June 198Q as reporting period, 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.), 88/07/14 
KNUDSON.M.O. Environmental Protection Agency. 2pp. 40747:150 40747*157, 

8806030099 Notification of 6B0802 meeting w/Withrop,Slimson,Pulnam & Roberts & GA 
Co In Rockville, MD reoroposed vendor reorganization, 

PROVENCHER.R.B, Fuel Cycle Safety Branch 08/07/19 ROUSE.L C, SWIFT, JJ 
Fuel Cycle Safety Branch. FONNER.R.L, Office of the General Counsel Ip 
46049,074-46849-074 

8809060128 NPDES noncompllance nolificalion.on 880730, grab sample of Outfall 001 
for pH not processed Caused by oversight Addl administrative controls Implemented 
by lab lo insure that samples collected, processed & analyzed in timely fashion. 
KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.) 08/08/03 
KNUDSON.M O Environmental Protection Agency Ip 46768-022-46758:022. 


8809150192 Advises that License SMB 920 due to expire on 881231, Renewal applica- 
tion must be filed at least 30 days prior to expiration date, Environ Info required to sup- 

g ort renewal applications 10CFR5l,6G,W/o stated ends. 

WIFT.J.J. Fuel Cycle Safety Branch 08/09/08 GANNON.W.C. Cabot Corp Ip 
46874-050-46874,050. 


8809060207 Forwards proposed findings of fact.concluslons of law & board order re ap 

g lcatlon to renew Permit WD-75-074, which will be presented to Board on 8B0914 in 
klahoma Clty.OK 

COUCH.D.A, Oklahoma, Stale of. 89/08/11. NRC - No Detailed Affiliation Given 
61 pp, 46764-191-46764:251, 


DOCKET 40-7102 SHIELDALLOY METALLURGICAL CORP,, NEWFIELD, NJ 


8609080279 Advises that MR Morgenstern of Shleldalloy Informed that NRC approval to 
install four addl monitoring wells not required.MR Morgenstern informed by telcon on 
880B17, 

PENNINGTON, S. Fuel Cycle Safety Branch 8B/08/19 Fuel Cycle Safety Branch Ip 
46793-086-46703,086 


8809010308 Forwards "Radiological Survey of the Shleldalloy Corp, Newfleld.NJ" & 
Amends 6 & 7 lo License SMB-743, in response to 880713 & 0725 Itra.New license 
not presently available & will be senl when Issued W/o ends, 

KINNEMAN.J.D, Region 1, Ofo of the Director, 88/08/25 WESTERGAARD.R, 
Gloucester County, NJ 2pp. 46740,145*46740:151 


“8899010315 Requests listed documents re Shleldalloy Corp.lncludlng existing NRC 
permit or license, new permit when Issued & environ survey rept. 

WESTERGAARO.R. Gloucester County, NJ, 88/07/26 KINNEMAN.J.D, Region 1, Ofo 
of the Director, 3pp 46740,147-46740-149, 


-0809080299 Requests documents of existing NRC permit, new permit & environ survey 
rept for Shleldalloy Corp 

WESTERGAARD.R. Gloucester County, NJ 80/07/13, KINNEMAN.J. Region 1, Ofo 
of the Director. 2pp 46740,150-46740.151, 


8809130066 Forwards "Radiological Survey of Shleldalloy Corp, Newfield.NJ,” by Oak 
Ridge Associated Unlvs.per 880614 ltr. 

KINNEMAN.J.D. Region 1, Ofc of the Director, 88/09/06 DREY.K Drey, K Ip, 
46639,170 46839,171, 

-8009130071 Requests copy of Oak Ridge Associated Unfvs rept re field Insp of Shlel- 
dalloy facility in Newfield.NJ, 

OREY.K Orey, K 88/06/14. FRIEDMAN, LF. Region 1, Ofo of the Director Ip 
46039.171-46839:171. 


8609070013 NPDES noncompllance notiflcationion 880809, total suspended solids daily 
max limit exceeded at Outfall 001. Caused by algae & sediment lodged In 
outfall Outfall cleaned 

KNIGHT,S P. Sequoyah Fuela Corp, (subs, of Kerr-McGee Nuclear Corp). 08/08/11 
KNUDSON.M O Environmental Protection Agency 5pp 46783 232-46783*230 

8809130287 Forwards maps & Info Inadvertantly omitted from proposed Waste Disposal 
Permit WD-75-074 Comparison summary of provisions of permit, outline of proposed 
findings of fact & conclusions of law & board order also end. 

COUCH, D. Oklahoma, Slate of. 88/08/10. NRC - No Detailed Affiliation Given. 7pp 
46026,305-46826,311, 

8809200010 Lists major issues that need to be resolved re General Atomics Corn trans 
fer of control of Sequoyah Fuels Corp to Sequoyah Holding Corp before NRC can 
authonze transfer of license. 

GARCIA, PJ Uranium Recovery Field Ofc, R4. 88/08/19, BANGART.R.L. Region 4, 
OfC of the Director. 3pp. 4691 8,081 -4691 8:083. 

8809150136 Trip rept of 880822-25 visit to Sequoyah fuels facility in Gore.OK ra plant 
health physics & recently reported allegations. 

PENNINGTON.W S Fuel Cycle Safety Branch 88/09/09 Fuel Cycle Safely Branch 
Ip 46849 346-46849.346, 

6609220194 Forwards revised Section 16 3,8 of License SUB-1010,per discrepancy 
noted during insp conducted wk of 860622. 

STAUTER.J.C Sequoyah Fuels Corp (subs, of Kerr-McGee Nuclear Corp,), 88/09/16, 
ROUSE.k.C, Fuel Cycle Safety Branch. 5pp. 46927-237-46927:241. 

8809220200 Advises that licensee will continue use of method to "tamper safe” UF6 
cylinders described in 870529 ltr, specifically, use of heavy gauge plastic envelope 
placed over cylinder valve & drawn tig hi w/wfre drawstring. 

STAUTER.J.C. Sequoyah Fuela Corp (subs, of Kerr-McGee Nuclear Corp), 88/09/16 
ROUSE.L.C, Fuel Cycle Safety Branch. 3pp. 46927.212-46927*214, 
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DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 

8609070074 "1988 Second Quarter Rept Pilot In Situ Mining Program." 

RANGE D M Exxon Corp 88/07/21 Uranium Recovery Field Ofc, R4 3pp, 
46770-227-46779.229. 


DOCKET 40*6084 RIO ALGOM MINING CORP., MOAB, UT 


6808120061 Forwards Irrevocable Ltr of Credit 20-86/99016 for Rio Algom Mining 
Corp , for review & signature 

VAN DOR OS, H, Canadian Imperial Bank of Commerce 66/06/06 NRG - No Detailed 
Affixation Given. 3pp 46946 130 46946 132 

6809060160 Advises that vendor lab notified to include barium & mercury analysis on 
groundwater sam pi es, pe r 0 8 07 1 3 telcon 

flEAVEAU.B K Rio Algom Mining Corp. 68/08/05 GRACE, S. Uranium Recovery Flc'd 
Ofc, R4 Ip. 46754.056 46764 058 


8809140079 Forwards supplemental questions re Rio Algom Mining Corp reclamation 
plan & responses to 861215 quostions.per NRC Apr 1987 site visit. 

STEVEN, R A Colorado State Umv., Fort Collins, CO 86/00/26 HAWKINS, E F Urant- 
urn Recovery Retd Ofc, R4 3pp 40838,360 46836:362 


8609200287 Ack receipt of 880812 Hr re broken butt (used Joint on truck line resulting In 
spill or approx 11,000 gallons of Injection solution onto ground & soak into 
soil. Response will be reviewed during next Insp 

HAWKINS.EF Uranium Recovery Field Ofc, R4, 88/08/22, WICHERS.D Malapai Re- 
sources Co 2pp 46900 272-46900,273 

8809270141 Forwards final finding of no significant impact re major amend to License 
SUA-1341 

HAWKINS.E P, Uranium Recovery Field Ofc, R4 88/06/25 MEYER, D. Office o i iKe 
Secretary of the Commission Ip. 46971.350-46971 353, 

-6809270144 Final finding of no significant impact re major license amend to Malapal 
Resources Co Irlgaray operation 

HAWKINS EF, Uranium Recovery Field Ofc, R4 08/08/25 3pp. 46971 351- 
4897V353 

8809140044 Notifies that break in Production Units 8 9 injection trunkline occurred on 
860821 Due to operator prompt attention to low-flow alarm, only 6,000 gallons of injec- 
tion solutions lost Options evaluated to prevent roccurrence. 

WICHERS.D L. Malapal Resources Co 88/08/26 KONWINSKI.G Uranium Recovery 
Field Ofc, R4. Ip 46036,059-46836,059, 


DOCKET 40-8504 MINERALS EXPLORATION CO., LOS ANGELES, CA 


DOCKET 40-0102 EXXON CO., USA, HOUSTON, TX 

0809060085 Discusses Highland U mill tailings reclamation plan design criteria 
review Approval of license amend has been suspended pending NRC review. Informal 
suspension of uncertain duration unwarranted. Background info provided 
PATTONJ D, Exxon Corp 88/08/02 MARTIN.R.D. Uranium Recovery Field Ofc, R4 
THOMPSON, H.L Office of Nuclear Material Safety & Safeguards, Director 3pp, 
46747.248-46747-250. 


DOCKET 40-0452 BEAR CREEK URANIUM CO., CASPER, WY 

66090 20266 Quarterly radiation safety/envjron monitoring rept for Second Quarter 1988 
& semiannual review, submitted per License Condition 14 

CHASER. Bear Creek Uranium Co. 88/07/27. JACOBY, D, Uranium Recovery Field 
Ofc, R4. 44pp. 46746:002-46740 046 

8809060402 Forwards data on MW-12 re License Condition 47 of License SUA- 
1310 per request 

CHASE G Bear Creek Uranium Co, 80/08/08. KONWINSKI.G Uranium Recovery 
Field OfC, R4, 4pp. 46765.229-46755 242 

8B09200291 Recommends that License Conditions 42 & 47 be revised to incorporate 
modified ground-water monitoring program, Recommendation based on review of util 
680506 & 0808 data. 

KONWINSKI.G R,, HAWKINS.EF Uranium Recovery Field Ofc, R4 80/08/22. Urani- 
um Recovery Field Ofc, R4. 6pp. 46913.055-46913:069. 

8809200325 Forwards Amend 10 to License SUA-1 3 10, revising License Conditions 42 & 
47 to read as listed, 

SMITH, R.D. Uranium Recovery Field Ofo, R4 88/08/22. Bear Creek Uranium Co. 
4pp. 46916-191-46916 224. 


-0809200327 Amend 18 to License SUA-1310 For Bear Creek U Co.authorizlng use of 
natural U at U mill facilities located in Converse, County.Wy. 

SMITH.R D, Uranium Recovery FJefd Ofc, R4, 88/00/22. 10pp. 46916:195-46916,224. 

8809130296 Requests approval to place Interim cover over mill site & portions of con- 
taminated mall burial site used to dale upon completion of concrete demolition. 
SCOTT, E Y. Bear Creek Uranium Co. 08/08/23, HAWKINS.E. Uranium Recovery Field 
Ofo, R4. ip. 46830.062-46830:062. 


DOCKET 49-8502 MALAPAI RESOURCES CO, PHOENIX, AZ 

8809070008 Provides explanation of recent changes in surety mechanisms for Drilling 
Notification 1B2DN. 

WJCHERS.D.L Malapal Resources Co. 88/06/14. JORDAN.P. Wyoming, Stale of. 
10pp 46783.047 -4B7B3.062. 

0809060149 "NPDES Discharge Monitoring Rept for Apr-June 1988." W/680729 ltr 
WICHERS.D.L Malapal Resources Co. 88/08/30. WAGNER, J. Wyoming, State of. 
6pp, 46763.354-46763:359. 

8809060056 Ack receipt of 880712 ltr granting conditional acceptance of Malapal Re- 
sources Co Christensen Ranch amend application, All proposed conditions w/excep- 
tlon of Conditions 1 (d) & 2 in 880712 ltr acceptable 

WICHERS.D.L Malapal Resources Co. 88/07/26, SHAFFER, R. Wyoming, State of, 
4pp, 46764.345-46764.348. 

0809060274 Comments on Irlgaray Mine Permit 478 880630 proposed change to ana- 
lyze chloride In trend wells Request to change Page M4-13 to reflect agreement ac- 
ceptable 

INGLE.s! Wyoming, State of. 88/07/28 Wyoming, State of. 2pp 46765.238- 
46765:239. 

8809060163 Discusses proposed changes to irlgaray Mine, Permit 478 
INGUE.S, Malapal Resources Co. 88/08/03. Malapal Resources Co. 2pp. 46759.033- 
46759:034 

8609070240 Informs of 880806 trunkline break at Irlgaray Mine site Caused by butt- 
fused Joint giving way on Production Unit 6-9 Injection trunkline losing approx 11,000 
gallons of solution Licensee evaluating options to prevent recurrence 
WICHERS.D.L Malapal Resources Co. 80/08/12. KONWINSKI,G. Uranium Recovery 
Field Ofo t R4. Ip. 46704:339*46764:339. 

8809120154 Forwards Amends 1,2 & 3 to Irigary Ltr of Credit SB-9255, Including recla- 
mation coat associated w/Christensen Ranch amend area. 

WICHERS.D.L Mafapai Resources Co 68/08/19. KONWINSKI.G. Uranium Recovery 
Field Ofo, R4, 6pp. 46625.034-46825 039. 


8609060362 Responds to 800731 telcon re safety precaution for employees working at 
decanting yellowcake slurry, person a I air pump will be hung on employee & urinalysis 
after decanting done IX test plan & std operating procedures for decanting end. 
ROYBAL, D. Minerals Exploration Co. (subs of Union Oil Co, of California). 88/08/04. 
HEYER.R Uranium Recovery Field Ofc, R4 3pp. 46758 353-40750 355. 

8809200194 Forwards Amend 8 to License SU A- 13 50, modifying Condition 11 to author- 
ize operation of test U extraction Ion exchange at Sweetwater U project. 

SMITHpR.D. Uranium Recovery Field Ofc, R4 80/08/16 Minerals Exploration Co 
(subs, of Union Oil Co. of California). 2pp 46919.137.46019.165. 

-8809200195 Amend 8 to License SUA-1350 for Minerals Exploration Co, modifying 
Condition 11 to authorize operation of test U extraction ion exchange plant at Sweet- 
water U project 

SMITH, R D Uranium Recovery Field Ofc, R4, 88/08/10 11pp. 46910-139 46919-165. 

8809200341 Recommends that License Condition 1 1 be amended as stated to incorpo- 
rate licensee 880615 & 0004 lira Informing NRC of intent to operate test U extraction 
plant. 

HEYER.R S, PETTENGILL.H J, Uranium Recovery Field Ofc. R4. 80/08/18. Uranium 
Recovery Field Ofc, R4 3pp. 46913.052-46913.054. 


DOCKET 40-6681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8809120156 Application for amend to License SUA-1 358, proposing that monitoring & 
malnt aids for Diversion Ditch 1 be abandoned & requirements for const of Diversion 
Ditches 2 &, 3 be dropped Fee paid 

HAMRICK, JS., SPARLING.DK UMETCO Minerals Corp. (subs. of Union Carbldo 
Corp ). 00/07/28. PETTENG1LL.H J, Uranium Recovery Field Ofc, R4 6pp. 
46813:342-46013*347. 

8809060294 Notifies NRC of withdrawal of 800120 4 021 1 application for amend lo Li- 
cense SUA-1358, allowing processing of U bearing mall obtained from state of NJ. 
ROBERTS, H R. Landmark Reclamation. 08/00/05 PETTENGILL.H.J. Uranium Recov- 
ery Field Ofc, R4. Ip 46765:216-46765:216 

8809060020 Discusses annual accounting of any lands In status of a razing .agricultural 
use.residences, water wells or any other land usage within 5-mlte radius of White Mesa 
Mill since Aug 1987, 

SCHIERMAN.S.L. UMETCO Minerals Corp (subs, of Union Carbide Corp.). 88/08/12. 
PETTENGILL,H J. Uranium Recovery Field Ofo, R4 Ip 46765:240-46765*240 

8809200222 Advises that no further action will be takon re 880805 amend request to 
allow disposal of radium bearing soils from site. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 08/00/10. UMETCO Minerals Corp. 
(subs of Union Carbide Corp) 2pp, 46900.007-46900.009 


DOCKET 40-8684 MALAPAI RESOURCES CO., CASPER, WY 

8809080156 "NPDES Discharge Monitoring Rept for Apr-June 1960," W/980720 ltr. 
WICHERS.D.L. Malapal Resources Co. 00/06/30. WAGNER, J. Wyoming, State of. 
3pp. 46757:357-48757.359. 

6809060170 "Eighth Quarterly Operations Rept for Apr-June 1988 for Wilfow Creek 
R&D Project." W/000729 lira. 

WICHERS.D.L Malapal Resources Co. 88/06/30 KONWINSKi.G.R, Uranluna Recov- 
ery Field Oro, R4, MOONEY.G. Wyoming, Stale of. 35pp. 46759,242-46759,276. 

8809020260 Determines that Christensen Ranch permit application technically adequate 
& complete w/ listed understandings. Response w/acceplance or nonacceptance re- 
quested within 15 days of ltr receipt 

SHAFFER.R, Wyoming, Stale of 88/07/12, WICHERS.D Malapai Resources Co. 6pp. 
46747.097-46747:102 


8809140115 Discusses nonacceplance of proposed Permit Condition 1(d). Separate 
memo will address proposed Permit Condition 2 Neither water nor land quality dlv 
oblect to semiannual schedule, 

INGLE.S. Malapal Resources Co. 86/08/22 Malapai Resources Co, 2pp. 46840.312- 
46640:313 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8809060083 "Effluent Monitoring Rept for Jan-June 1988 ,p W/Q80918 ltr. 
MORRILL.V.W. Plateau Resources, Ltd. 80/06/30. 15pp. 46748:093-46748.077 
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DOCKET 40-S714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OK 

6809060182 Informs of end of stability monitoring period & proposed meeting to discuss 
results & Impact on restoration effort 

C LARKIN, K Wyoming, Stale of 68/07/25 KONWINSKI.G, NRC • No Detailed Affili- 
ation Given WOOD.R , ENGELMANN.R Energy, Dept of 2pp, 46758 122-46756.123, 

8809060185 Forwards Energy Labs analytical results from 680706 samples of 1 1 B-Well 
Reid wells & five monitor wells.Rept to be prepared as basis for formal request that 
agencies determine groundwater adequately restored 

AHO.G D Cleveland-Cliffs, Inc 86/07/25 KONWINSKI.G. Uranium Recovery Reid 
Ofc, R4. ENGELMAN.R Wyoming, State of 31 pp 46766 125-46756 155 

66090601 12 Requests Umetco acceptance of waste from Gas Hills operation dunng site 
decontamination program Matls consist ol 30 metal drum9 w/IIds containing pipe 
fittmg.cuno filter media & other miscellaneous hardware w/U & radium contamination 
AHO.G D Cleveland Cliffs, Inc, 88/08/16 LYONS, P J. UMETCO Minerals Corp, (subs, 
of Union Carbide Corp ) Ip 46754.053 40754-053, 


DOCKET 40-6724 CHEMETRON CORP., CHICAGO, IL 


8809070073 Forwards summary rept on radioactive matl In West Lake landfill (NUREG 
1 308) W/o encl 

LAROCHE, G Fuel Cycle Safety Branch 08/06/31 OCCOR.J Illinois, Slate of. Id 
46779 350-46779 350 

8809070205 Forwards summary rept on radioactive matl In Weal Lake Landfill (NUREG 
1308, Rev 1),per telcon request W/o encl 

LAROCHE,G Fuel Cycle Safety Branch 88/08/31 ARNOLD, J Bridgeton. MO Id 
46701 293-46781 293. W H 

6809150230 Forwards Oak Ridge Associated Universities 860527 rept & Page 8 of pre- 
viously sent rept of Sept 1981 NRC not ready to release Unlv of Missouri rept al IhCs 
time Results of aerial survey In RMC rent 

LAROCHE, G, Fuel Cycle Safety Branch 08/09/08 DREY.L Affiliation Not Assigned 
ip 46854 301-46854 305. U 

-8809150236 Forwards results of gross alpha & gross beta analyses performed on 32 
well water samples, collected on 860507 & 08 at West Lake Landfill site 
BERGER, J D Oak Ridge Associated Univs 86/05/27 LAROCHE, G, Uranium Fuel U 
censing Branch. 4pp 46854 302-46054 305 


8809120093 Ack receipt of 880810 Itr Informing NRC of release of designated area for 
const of storm sewer As soon as site is r6leased,McGean Rocho Intends to use this 
portion of property to erect new bldgs for packaging & warehousing 
ZELLNER.R J. McGean-Rohco, Inc (formerly McGean Chemical Co. Inc) 88/08/29 
ROUSE, LC Fuel Cycle Safety Branch 3pp, 46825 052-46825 054. 

8609190066 Forwards "Confirmatory Radiological Survey of Industrial Dump Site 
final root. 

BERGER, J.D. Oak Ridge Associated Univs. 88/08/29 ROUSE, L NRC - No Detailed 
Affiliation Given 2pp. 46896:203 48096,272, 

-6609190091 "Confirmatory Radiological Survey of Industrial Dump Site, Chematron 
Corn Newburgh Heights, OH," final rept 

BERGER, J.D. Oak Ridge Associated Univs FIN A 6093 ORAU 88/H-63 08/08/31. 
Division of Industrial & Medical Nuclear Safety (Post 870729) 68pp 46696 205- 
46896,272 


DOCKET 40*8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


DOCKET 40-B829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8809120166 Notifies that annual review of surety to account for inflation re ircense 
Condition 43 of SUA-1441 updated Present bond adequate for restoration & reclama 
tion of pilot plant per updated review of May 1987 costs, 

COLLINGS.S P. Ferret Exploration Company of Nebraska, Inc, 88/06/16. 

KONWINSKI.G Uranium Recovery Field Ofc, R4 Ip 46825.024-46825-024 

8809140241 "Semiannual ALARA Rept for Two Quarters Ending 880030.’' W/600819 

COLLINGS,S,P, Ferret Exploration Company of Nebraska, Inc, 88/06/30, 

KONWINSKI.G. Uranium Recovery Field Ofc, R4 43pp 46641 055 46841.097. 

8809120190 Remits fee (or amend request re annual review of surety to account lor 
Inflation, 

COLUNGS, S P Ferret Exploration Company of Nebraska, fnc. 88/07/05 

KONWINSKI.G Uranium Recovery Field Ofc, R4 Ip 46813 290-46813,298 


8609060069 "Semiannual Rept - 1st Half 19B8 OSand In Situ U R&D Prelect 1 ’ W/ 
880002 Itr 

FREEMAN.MD Sequoyah Fuels Corp (subs, of Kerr-McGee Nuclear Corp). 08/06/ 
30 SHAFFER.R Wisconsin, State of. 41 pp, 46763 345 46754 026 

8609060 1 05 Responds to NRC 000628 Itr re violations noted In Insp Rept 40 0760/88* 
Ol.Corrective actions special work permit form revised to require entry In block enti- 
tled, "radiation monitoring requirement " 

STAUTERJ.C Sequoyah Fuels Core (subs of Kerr-McGee Nuclear Corp,), 0B/O7/21. 
HAWKINS, EF. Uranium Recovery Reid Ofc, R4, 4pp, 46740-059-46740 062 

8609060 3 01 Requests that Smith Ranch pro] application be transferred to Kerr McGee 
Corp & application for permit to mine should be revised to read as listed 
STAUTERJ.C. Kerr-McGee Corp, 88/08/16 SHAFFER.R Wyoming, State of 2pp 
46768:160-40768.181, 


8809060042 Forwards semiannual root for First & Second Quarters 1008 W/o encl, 
COLLINGS.S.P. Ferret Exploration Company of Nebraska. Inc. BB/07/29, 
KONWINSKI.G Uranium Recovery Fiold Ofc, R4 Ip 48765,321-46765-321. 


DOCKET 40-8867 EVEREST MINERALS CORP, CONVERSE COUNTY, WY 


98090602 1 5 Forwards "Highland U Project Section 21 30 Sand (Central) Hydrology 

MORZENTI.S.P. Everest Minerals Corp 88/06/07. OLSEN, TT Uranium Recovery 
Field Ofc, R4 Ip 46763.138 46753 235. 


-aouyuuuzig "higmana u project section 21 30 Sand Central Hydrology TeaL’ 
* Everest Minerals Corp, 80/03/31. 94pp, 46753-139 46753 235. 


8809070269 Requests transfer of Mining Permit 304C.R&B Ucenses 6RD & 13RD to 
Kerr-McGee Corp.News bulletin encl 

STAUTER.JC Kerr-McGee Corp, 88/08/15, SHAFFER.R. Wyoming, State of. 2pp. 
4677B.347-48779.348. 

8609190089 Application for amend to License SUA-1 387, transferring license to Kerr 
McGee Corp Fee paid 

STAUTER.J.C, Kerr-McGee Corp 80/08/15. SMITH, D,R. Uranium Recovery Field 
Ofc, R4 3pp, 48893.107-46803:109. 


DOCKET 40-8794 MOLYCORP, INC,, LOS ANGELES, CA 

8806260357 Requests extension of License SMB 1408 at facility until 911231 due to 
production of rare earth chloride, Licensee intends to ask for decommissioning of facili- 
ty In 1991. Withdraws application for license renewal 

BARNUM.E C Molycorp, Inc. (subs of Union Oil of California). 09/00/12. ROUSE, L.C. 
Fuel Cycle Safety Branch 2 pp 46858.262-46658,264. 


DOCKET 40-8801 RADfATION MANAGEMENT CORP., NORTHBROOK, IL 

8806290221 Forwards Refs 4-8 In NUREG-1308,Rev 1 & J Burger 860703 & 14 
repts,por telcon request W/o ends, 

LAROCHE, G, Fuel Cycle Safety Branch 88/08/23, DREY.L Affiliation Not Assigned, 
Ip. 48685:259 46605.259, 


8009060210 Informs that present MU-13 will be used as underlying acqulfer monitor well 
for B-8/B-9 wellfield areas Baseline samples obtained balling method Required millga- 
tlon & reporting will be performed If sampling confirms excursion 
HILDENBRAND.P. Everest Minerals Corp. 88/07/28 SPEARS, R, Wyoming, State of. 
Ip 46763 341-46763 341. 


6609060029 Discusses First Quarter 1988 monitor wall excursion parameter 
results, Section 21. Well M-1 gono on excursion status due to vertical leakage through 
area where acqultard absenLT hree areas noted from data listed 
INGLE.S. Wyoming, State of 88/00/08, Wyoming, State of 2pp, 46765-319- 


8809010283 Discusses Section 21-30 sand central portion pump test. Concludes source 
of recharge needs evaluation to determine cause & remedial action to correct poten- 
tial problems, 

INGLE, Wyoming, Stale of, 68/08/10. Wyoming, State of 7pp, 46740:101- 

1fl7 


8609070012 Discusses Everest Minerals Permit 603 re proposed monitor well locations 
for mining unit overlying abandoned TVA lunnel.Tunnel directly beneath ore to ba 
mined 8, separated from by 10 ft of silty shale 

Wyoming, st£ » Q 88/00/11. BELDEN.S, Wyoming, State of. Ip. 
46777 341-46777:341. 


DOCKET 40-8902 ANACONDA MINERALS CO,, GRANTS, NM 


880B290233 Forwards summary rept on radioactive matl In West Lake Landfill (NUREG- 
1308,Rev 1),per request W/o encl 

LAROCHE, G, Fuel Cycle Safety Branch, 08/00/23, CALDWELL, N. Hazelwood, MO 
Ip 46686 251-46686-251. 

8606310240 Forwards "Summary Rept on Radioactive Matl In West Lake Landfill,” 
(N UR EG -1308, Rev IJ.W/o encl 

LAROCHE, G. Fuel Cycle Safety Branch 08/08/23. CALDWELL.N, Hazelwood, MO. 
ip. 46699:142-46699.142, 

8809060346 Forwards summary rept on radioactive matl In West Lake Landfill (NUREG- 
1308, Rev 1),W/o encl. 

LAROCHE, G, Fuel Cycle Safety Branch. 88/08/31, GUILFORD, N G Laidlaw Indus- 
tries, Irw. Ip, 46764.008-48784:006 

8009060367 Forwards summary rept on radioactive matl In West Lake Landfill (NUREG- 
ISOBjRev ILper telcon request. W/o encl. 

LAROCHE, G Fuel Cycle Safety Branch 08/08/31. MEYER, P. Bridgeton, MO. Ip 
46768.359-48758:359. 


8609080043 Forwards Verification Procedure for Cleanup of Contaminated Lands," 
provided as suppl to reclamation plan, Procedure adequate to verify Ra-226 content In 
soil 8 to demonstrate compliance w/Criterlon 6, 

BERGSTROM, PD Atlantic Richfield Co, (ARCO). 88/08/09, PETTENGILL.H.J. 
Region 4, Otc of the Director Ip 46773-238 46773-245. 


-8009130016 "Verification Procedure for Cleanup of Contaminated Lands" W/one 
oversize drawing 

* Atlantic Richfield Co. (ARCO), 88/09/09 7pp. 46773 239-46773:245. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 

88 PH 60188 rorwards semiannual rept for mill groundwater discharge plan (DP- 
200), covering first half of 1988, Rept also covers discussion on brine evaporation pond 
discharge, W/o encl ^ ^ 

KENNEDY.E.E. Homestake Mining Co 88/08/00 ARDITO.C, New Mexico. State of, 
Ip 48766.011-46766011. 
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B8091 40091 Responds to NRC 800715 request tor Info re land-cleanup efforts Informs 
that reason background radium concentrations In vicinity of mill elevated Is locations 
ol outcrops of geologic strata bearing concentrations of U & radium 
KENNEDY, E.E. Homeslake Mining Co 68/08/16 PETTENGILL.H J. Uranium Recov- 
ery Field Ofc, R4 12pp, 46839 179-46839 1 90 


DOCKET 40*6904 BP AMERICA, INC./L-BAR URANIUM FACILITY, SALT LAKE 


B809060382 Provides listed Info taken from 1981 Hydro-Engineering rept, "Groundwater 
Hydrology Near L-8ar Tailings Reservoir." Info supporting conclusion that faulting fn 
vicinity of L-Bar tailing area will not Jeopardize integrity of facility 
OSBORN J-Q INTER A Technologies, Inc. 88/07/13 GRACE, S Uranium Recovery 
Retd Ofc, R4, Ip. 46757.360-46757.360. 


8009140369 Application for amend to License SUA-1 472.deleting License Condition 
IS.Fee paid. 

OSBORN, T.G. INTERA Technologies, Inc. 68/07/27 HAWKINS, E.F. Uranium Recov- 
ery Field Ofc, R4 Ip. 46840.200-46840.280. 

8009060066 Responds to NRC 880627 Itr re violations noted In insp of License SUA- 
1472 on 06O627.Weekfy tailings Insp procedure is operational & strictly observational 
procedure intended to document effectiveness of windblown suppression techniques, 
OSBORN, T.G INTERA Technologies, Inc 86/08/10. PETTENGILL.H J, Uranium Re- 
covery Reid Ofc, FI 4. 3pp. 46758.029-46758.025. 


0809290107 Ack receipt of Q80810 Itr informing NRC of steps taken to correct violations 
noted Insp Rept 40 8904/88-01, Response & corrective actions found adequate. 
HAWKINS, E F. Region 4, Ofc of the Director. 8B/08/17. DE LEONARD I S,R. BP Amer- 
ica, fnc. 3pp. 46683 203-46883:265. 


8809160223 Application for amend to License SUA-1 472, deleting Condition 19 re pos- 
session of min qualifications as specified In Section 2.4 1 of Reg Guide 0.31. Fee paid 
OSBORNXG. INTERA Technologies, Inc. 88/08/16, PETTENGILL,H,J, Uranium Re- 
covery Reid Ofc, R4 Bpp, 46895-021-46895.025, 


DOCKET 40-8905 KERfl*MCGEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


8809060139 Forwards results of ALAR A audlt.conducled on 80O8O4,per License Condi- 
tion 28A of License SUA-1475. 

VELASQUEZ.JR United Nuclear Corp. (subs of UNO Resources, Inc) 68/00/08. 
SMITH, D Uranium Recovery Field Ofc, R4 3pp. 46765 270-46765:272, 

8809060005 Forwards Amend I to reclamation plan submitted lo NRC on 880726.ldenti- 
cal Itrs sent to RP Churan.EC Bocenli, LA Llnkin,C Shuey & L Stone W/o end. 
VELASQUEZ.J.R. United Nuclear Corp (subs of UNO Resources, Inc ) 88/00/12. 
ANAYA, J. New Mexico, State of 14pp. 46767 302-46767*315. 

8609070288 Forwards remedial investigation & feasibility study ra United Nuclear Corp 
(UNC) superfund site.EPA will nobfify UNC of final decision on remedial action at site 
after public comment period.W/o enc! 

DAVIS, A M. Environmental Protection Agency 88/08/15. MCLAtN f P.X. United Nuclear 
Corp. (subs, of UNC Resources, Inc,). Ip 46779.167-46779,167. 

8809060394 Forwards revised procedure for control of windblown tailings per 880721 
request 

VELASQUEZ.J.R United Nuclear Corp (subs, of UNC Resources, Inc.) 06/09/10 
PETTENGILL,H. Region 4, Ofc of Ihe Director 4pp 4 6 763' '3 50-4 6763 353. 


DOCKET 40-8908 CHEVRON, U.S.A., INC,, GRANTS, NM 


8809070119 Requests Info & answers to listed questions re relicensing of Chevron Re 
sources Panna Maria Texas Project, on behalf of Panna Maria Concerned Citizens 
BUNCH, WG. Henry, Kelly, Bunch & Hess (formerly Henry ft Kelly) BUNCH, W.G. 
Panna Marla Concerned Citizens. 88/08/17. HAWKINS, E.D Uranium Recovery Field 
Ofc, R4. 2pp 46790,225 46790.220. 


DOCKET 40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 


8809120196 Application for amend to License SUA-1 402,extendlng deadline for submit- 
tal of proposed cleanup action plan or proposed stabilization plan (o 891 001. Fee paid. 
KELLEY.C.D, Hecla Mining Co. 88/07/27. GARCIA.P. Uranium Recovery Field Ofc, 
R4. Ip. 46813-354 46013,355 


8809070124 Submits listed changes In licensee detection monitoring plan for Ambrosia 
Lake.NM facility In response to 800729 Itr.W/ one oversize drawing. 

S TAUTER ,J.C. Qutvira Mining Co, 88/08/10, HAWKINS, E.F. Uranium Recovery Field 
Ofc. R4. 3pp. 40747:166-40747:160. 


8809060313 Forwards log for Monitor Well 36-05 to be Included as noted In Item 1 for 
Ponds 7 ft 0 

CLEVELAND, J.E. Qulvira Mining Co. 08/08/11 HAWKINS.E.F, Uranium Recovery 
Field Ofc, R4, 2pp. 46764:033 46764,034. 


8809140143 Forwards 1988 update pages to "Operallons.Health Physics, Environ & 
Emergency Response Programs" per Condition 10 Includes Rev 1, "ALARA Policy 
Statement’ 1 ft Rev 1, "Exposure Determination Programs. 11 

CLEVELAND.JE Qulvira Mining Co, 88/08/23. GARCIA.P. Uranium Recovery Field 
Ofc, R4. 37pp. 46830.076-46838:111, 


DOCKET 40-8906 BOKUM RESOURCES CORP., ALBUQUERQUE, NM 

8809140182 Forwards Special Termination Insp Repl 40-8906/86 01 on B80628.No vio- 
lations or deviations noted 

SMITH,R.D. Uranium Recovery Field Ofc, R4. 6B/09/07 MCCORKLE.K Bokum Re- 
sources Corp. 2pp. 46836*315-46836-322 

-8609140184 Insp Rept 40-8906/80-01 on 880620 No violations or deviations 
noted. Major areas Inspecledlour of mining facilities ft Inspector observations to faclll- 

G F^ACE^R^ROS E,H.P., PETTENGILL.H J Uranium Recovery Field Ofc, R4. 88/09/ 
07. 6pp. 46836:317-46636:322. 


-8809160065 Forwards application fee for amend to License SUA-1 482 re extension of 
880812 deadline for submittal of proposed cleanup action plan lo 881001, ’ 
KELLEY.C.D. Hecla Mining Co. 88/08/08. HEYER.R. Uranium Recovery Field Ofo, 
R4. Ip. 46613-356-46813.355 

8809200213 Forwards Amend 2 to License SUA-1 482,revlslng License Condition 11 as 
listed Amend revises dale for submitting proposed cleanup action plan or stabilization 

g ian to 881001. 

MITH.R.D. Uranium Recovery Field Ofo, R4. 88/08/16. Hecla Mining Co 2pp. 
46900:113-46900.116 

—8809200215 Amend 2 lo License SUA-1 482 for Hecla Mining Co.authorfzlng changes 
to Items 9,10 & 11, 

SMITH, R.D Uranium Recovery Field Ofc, R4 08/08/16 2pp. 46900,116 46900.116. 

8809200218 Recommends that License Condition 11 be amended accepting proposed 
dale change of submittal for cleanup or stabilization plan to 881001 
HEYER.R.S , PETTENGILL.H.J, Uranium Recovery Field Ofc, R4. 88/03/10, Uranium 
Recovery Field Ofc, R4. 2pp. 46900*277-46900-278 


DOCKET 40-8926 ALTAIR RESOURCES, INC., CASPER, WY 

8609020213 Informs of no known release of radioactive affluents lo unrestricted areas 
from Jul-Deo 1987 & Jan-June 1988. Requests to be Informed II licensee still required 
to submit rept of effluent monitoring. 

CATCH POLE, G J. Altalr Resources, Ino. 80/07/25, KONWINSKI.Q. Uranium Recovery 
Field Ofc, R4. 1 p, 46747:1 40 46747:1 40. 


DOCKET 408907 UNITED NUCLEAR CORP., SANTA FE, NM 

8809020254 Requests response to listed questions re Investigation of groundwater con- 
tamination on UNC-Churchrock Superfund Site, Investigation requires Inquiry into 
Ide n llllcatlon , nature & quantity of malls generated or disposed of on site, 

DAVIS, AM. Environmental Protection Agency, 68/07/11, GEBEAU.A. Qulvira Mining 
Co. 3pp 46745:358-46746:360. 

8809120103 Forwards proposed changes to draft Amend 2 to License SUA-1 475, In re- 
sponse lo B806O9 Hr, Suggests that deadline for submittal of mill decommissioning 
plan bo changed to 881231. , t 

VELASQUEZ.J.R. United Nuclear Corp, (subs, of UNC Resources, Ino,). 08/07/12. 
SMITH, R.D. Uranium Recovery Retd Ofc, R4, 6pp 46816*357-46016:361. 

6809070244 Forwards proposed changes to NRC Draft License Amend 2 re cleanup 

program for all outside failings disposal areas. . ,, „ 

VELASQUEZ.J.R United Nuclear Corp (subs of UNC Resources, Inc.). 88/07/10. 
PETTENGILL.H. Uranium Recovery Field Ofc, R4. 6pp. 46779.235-46779.241. 

“8809070265 Informs NRC of new telefax number. _ , M , 

VELASQUEZ.J.R. United Nuclear Corp. (subs, of UNC Resources, Inc) 88/07/14. 
PETTENGILL.H. Region 4, Ofo of the Direolor Ip 46779:241-46779-241. 

6806068194 Confirms 880727 briefing on EPA proposed plan of action for United Nucle- 
ar Corp Cburchrock Superfund site & requests attendance & Input at meeting re Slate 

BaVIs!a M, Environmental Protection Agency, 88/07/26. JONES.K. New Mexico, 
State of. Ip. 46753:130-46753:130. 

8809060119 Discusses feasibility study for United Nuclear Corp Church Rock 
site Alternative selected to clean up groundwater will be combination of extracting 
groundwater from Zone 3 ft alluvium to arrest plumes fn respective units 
CARY.S, New Mexico, State of. 88/08/01. ROWE.W. Environmental Protection 
Agency. 2pp 46767:300-46787:301. 


8809060178 Provides rept on 680723 spill at Bison Basin mine site. Water spilled from 
pipeline break contained In evaporation pond area ft did not leave permit 
boundary Most recent water quality analyses of water In Pond 2 end 
CATCH POLE, G J Altalr Resources, Inc. 88/07/28, KONWINSKI.G. Uranium Recovery 
Field Ofo, R4. MOXLEY,M. Wyoming, State of 10pp. 46764*335 46764:344. 

8009060076 Forwards tabulated results of radiation survey of equipment at Bison Basin 
U solution mine Survey intended to meet Sept 1084 "Guidelines for Decontamination 
of Facilities ft Equipment Prior to Release for Unrestricted Use/' 

CATCHPOLE,G J, Altalr Resources, Inc, 80/08/11. KONWINSKI.Q Uranium Recovery 
Field Ofc, R4. 21pp. 46767:277-46767:297. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 


8809070004 Forwards wastewater Irrigation proposal for Crow Butte Project, Rept de- 
scribes proposed Irrigation activity In detai!.W/o end 

COLUNGS.S.P. Ferret Exploration Company of Nebraska, Inc 08/08/03. 
KONWJNSKI.G. Uranium Recovery Field Ofc, R4. Ip 46784.253-46784:253. 

8809140038 Forwards EPA fact sheet from aquifer exemption hearing held on 
880B23.Article from Omaha World Herald by F Thomas also end. 

KNODE.R. Ferret Exploration Company of Nebraska, Inc 80/08/25 KONWINSKI.G. 
Uranium Recovery Field Ofc, R4. 6pp, 46836.091-46036.096. 


DOCKET 40-8948 METALLURG, INC., NEWFIELD, NJ 

6809200241 Requests consent re 880919 visit w/JD Berger to obtain Informal technical 
Input to radiological survey outline. 

HOLMES, R.E. ERT. 80/09/00. ROUSE.L.C, Fuel Cycle Safety Branch. 3pp. 
46912 340-46912 342, 
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DOCKET 40-8964 VALENTEC OLIVETTE, ST. LOUIS, MO 

8906260129 Discusses requirements for reporting transfers of SNM or source mat! to 
NRC All licensees subj to reporting requirements assigned identification symbol for 
use in completing transfer forms, 

GRAMANN.R.H, NRC * No Detailed Affiliation Given 88/08/24, LUTER.R L. Valentec 
Olivette, Ip 46669.166-46669*1 08 


DOCKET 40-8964 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 

6909060006 Forwards outstanding completeness commenls from Sequoyah Fuels Corp 
060630 submittal re Smith Ranch Project, listing ad|udication,vagQtation i hydrology & 
water quality commenls 

ENGELMANN.FL Wyoming, State of 88/08/15, FREEMAN, M.D Sequoyah Fuels 
Corp. (subs. Of Kerr-McGee Nuclear Corp,), 2pp. 46757-352-46757 353. 


DOCKET 40-8968 HYDRO RESOURCES, INC,, DALLA8, TX 

8609060349 Forwards sketch showing expected sreal extent of first wellfield in Section 
8 of Church rock In situ loach project & locations of baseline wells (CR-1 through CR- 
6) used during Jan 19BB pump tost 

BARTELS, C.S. Hydro Resources, Inc, 88/08/02, OLSEN, T Uranium Recovery Field 
Ofc, R4 3pp, 46769-037*46759.039. 

8609070033 Forwards updated water analysis repl for proposed Churchrock 
project Presence of EID represent alive at 880824 presentation requested, 
PELIZZA,M.-S Hydro Resources, Inc, 8B/0B/04, OLSON, T Uranium Recovery Field 
Ofc, R4 7pp 46784:081-46784.087. 

8809060052 Discusses proposed Discharge Plan DP-558 for Hydro Resource, Inc in re- 
sponse to 060510 It r. 

REBUCK.E Now Mexico, State of. 8B/08/10, BECENTI,E. New Mexico, State of. 2pp, 
46753:236-46763.237. 

8809070331 Forwards updated background radon table for Churchrock Project 
PELIZZA.MS. Hydro Resources, Inc 08/08/10, OLSON, T. Uranium Recovery Field 
OfC, R4 2pp 46706:32B-46780,329. 

8809070025 Summanzes 800510-12,0610,0715 & 0803 discussions re addl info needed 
to continue review of Churchrock project groundwater discharge plan application. 
LAMBERT.K New Mexico, State of. 80/00/16. PEUZZA.M.S Hydro fiesources, Inc 
Ip 46763 107-46763.186. 


DOCKET 40-0971 U.8. ENERGY CORP., RIVERTON, WY 

0009020184 Forwards self bond agreement for USE/CC Permit PT 30 1C. 

JORDAN,P. Wyoming, State of. 88/07/20. ROSE.H, Uranium Recovery Reid Ole, R4. 
16pp. 46745,073 46745:000, 

8809060409 Forwards author 300601 Itr to M Moxley & certificate of deposit which rep- 
resent cash bond tor reclamation pertaining to Permll 30 1C. 

WEBBER, K, U.S. Energy Corp. 88/08/01. ROSE.H. Uranium Recovery Reid Ofc, R4 
3pp. 46704-006 46764.010. 

8809060025 Forwards Receipt P 3257 which constitutes ack of Certificate of Deposit B 
7050, Permit PT OBIC.Cartificate of Deposit assures that all requirements of Environ 
Quality Act & rules a regulations performed adequately. 

SHAFFER, R. Wyoming, State of 68/08/05. WEBBER, K. Affiliation Not Assigned. Ip, 
46765:318-46765-318 

8809200249 Advises of Issuance of License SUA-1524 for possession of natural U 
byproducts License does not authorize operation of Green Mountain Ion Exchange fa- 
cility. 

SMITH, R.D. Uranium Recovery Field Ofc, R4, 8B/0B/16 WEBER.K US Energy Corp 
3pp. 46909,092 46900:112. 

-8809200258 License SUA-1524 for US Energy Corp,authorlzlng possession of byprod- 
uct matls In form of waales & contaminated facilities & equipment resulting from previ- 
ous operations. 

SMITH ,R D. Uranium Recovery Field Ofc, R4 88/08/16. Ip. 46900 095 46900 112 

8809200268 Recommends Issuance of source mat! license for possession only to US 
Energy Corp in accordance w/880529 application & addl requirements Including previ- 
ously used ion exchange rosins removed from site by Pathfinder Mines 
ROSE,H,D.j PETTENGILL,HJ Uranium Recovery Field Ofc, R4. 80/08/16. Uranium 
Recovery Field Ofc, R4 4pp, 46918:106 4691B-109, 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F» Security, medical, emergency & fire protection plane 

8009070415 Revised Apps 2,3 & 5 to "Ford Nuclear Reactor Emergency Plan" W/ 
880823 Itr 

KERR.W. Michigan, Unlv of, Ann Arbor, Ml 68/08/23. MICHAELS.T.S Standardiza- 
tion & Non-Power Reactor Project Directorate. 16pp. 46772:124*46772:139, 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency A fire protection plane 

8600300325 Forwards rev to physical security plan for plant Rev withheld {ref 

BRAMlsB^^orfaoifdated Edison Co. of New York, Inc. 88/08/19, RUSSELL, W. 
Region 1, Ofo of the Director. Ip. 46693-360-46693.360, 


8809080140 Forwards public version of revs to Books 1 & 2 of emergency plan & emer- 
ency procedures document. 

RAM.S B Consolidated Edison Co. of New York, fnc. 08/08/23. Document Control 
Branch (Document Control Desk) Ip 46798 212-46798 260 

-8809080179 Public version of revised emergency plan & procedures documenl.W/ 
880906 release memo 

* Consolidated Edison Co. of New York, Inc. 88/08/23 48pp 46798*213-46708 260 


P. Operating license stage documents & correspondence 


8808120294 Generic Ltr 80-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list enc* 
MIRAGLIA.F J. Associate Director for Projects (Post 670411) 80/08/08 Consolidated 
Edison Co of New York, Inc, 41pp. 47065.001-47065*006. 


Q. Inspection reports, IE Bulletins & correspondence 


8808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end, ? 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 88/08/19 
Consolidated Edison Go of New York, Inc 125pp. 46690 054-46690-178. 

6808160451 NRC Info Notice 00-060, "Setpoint Testing of Pressurlzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI, CE, Division of Operational Events Assessment (Post 070411) 88/08/22 
Consolidated Edison Co, of New York, Inc. 1 21pp. 46702 311-46703.070 

8608160368 Suppl 1 to NRC Info Notice 88 048, “Licensee Rept of Defective Refur- 
bished Valves, Svc list encl, 

ROSSI, CE Division of Operational Events Assessment (Post 070411), 88/08/24. 
Consolidated Edison Co, of New York, Inc. 122pp, 46713,218 46713.219 

6806230112 NRC Info Notice 68-070, "Check Valve Inservice Testing Program Deficien- 
cies " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 670411), 88/08/29 
Consolidated Edison Co of New York, Inc. 123pp 46713.095 46713.217 

8808260492 NRC Info Notice 08-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event 11 Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/09/01 
Consolidated Edison Co, of New York, Inc 121pp, 46712,244-40713 004 

8808300018 NRC Info Notice 08 072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/09/02 
Consolidated Edison Co. of New York, Inc. 122pp. 46726.001-48720:123 

8809060339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRa During Recirculation Operation Following LOCA " Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/09/14 
Consolidated Edison Co of New York, Inc 122pp. 46824.216-46824*336. 

8009120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list encl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 89/09/16 
Consolidated Edison Co. of New York, Inc, 124pp. 46946:133-46946*252, 

6B09130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list encl, 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 89/99/19 
Consolidated Edison Co. of New York, Inc. 125pp 46946 253-46947:013, 


R. Periodic operating reports 4 related correspondence 


8809140308 "Semiannual Effluent & Waste Disposal Rept.Jan-June 1988." W/880831 
Itr. 

* Consolidated Edison Co. of New York, Inc. 08/08/31. 64pp, 46837.283-48837:335. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F, Security, medical, emergency & fire protection plana 


8809090048 Advises that 060609 Rev 6B to emergency plan consistent w/provlslons of 
10CFR50 54 (q) & acceptable. 

SHAFER, W.D, Region 3, Ofc of Ihe Director, 88/08/31. REED.C Commonweallh 
Edison Co 2pp, 46806.193 46006-194, 

8809160313 Rev 0 to Emergency Plan Implemenllng Procedure EPIP 200-T4, "Contain 
menl Radiation Tima Dependent Correction Factors Graph," 

* Commonwealth Edison Co. 80/09/06 4pp. 46854.290-46854:293. 


P. Operating license stage documents & correspondence 


8808120294 Generic Ltr 80-14 to all holders of OLs or CPs (or nuclear power reactors 
re Instrument air supply sys problems affecting safety- related equipment.Svc list encl 
MIRAGLIA,F,J. Associate Director for Projects (Post 870411), 88/08/00. Consolidated 
Edison Co of New York, Inc. 41pp 47065.001-47065.006 

8809010348 Advises that 880707 Rev 51 to QA Topical Rept CE-1-A sftttsffes 
10CFR50,App B requirements & acceptable 

WRIGHT.G.C. Region 3, Ofc of the Director. 88/08/19, REEO.C Commonwealth 
Edlsoo Co. 2pp. 46742 071-46742,072, 
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88092900*5 Forwards Rev 62 lo Topical Rept CE-1-A, "Commonwealth Edison Co QA 
Program for Nuclear Generating Stations " Rev made to change PACS part of charts 
& consolidate PACS organization chart to reflect new organization 
MORGAN, W.E. Commonwealth Edison Co, 88/09/13 Document Control Branch 
(Document Control Desk) Ip 46999 322*46999 336 

-8610050335 Rev 52 to "Commonwealth Edison Co QA Program for Nuclear Generat- 
ing Stallone." 

SHEWSKI.W, Commonwealth Edison Co. CE-1-A R52 88/09/13. 12pp. 46999,323- 
46999 336. 


Q. Inspection reports, IE Bulletins & correspondence 

8809080234 Partial response to FOIA request for documents Forwards App 8 
documents App A documents maintained In PDR Records also available under listed 
FOIAs. 

GRIMSLEV.D. Division of Rules & Records (870413*800514) 80/00/10 

U NNER STALL, K. Newman & Holtzinger, 6pp 46769.054-46709 059. 

—8609080393 Provides listed guidance to assist in preparation of escalated enforcement 
packages 

UEBERMAN.J Ofc of Enforcement (Post 870413). 08/00/21 RUSSELL, WT Region 
1, Ofc of the Director GRACE.J N. Region 2, Ofc of tho Dlroctor DAVIS, A B Region 
3, Ofc of the Director, flpp 46769*1 46 46769 164, 

8808190195 NRC Info Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE.” Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 08/08/19 
Consolidated Edison Co of New York, Inc. 125pp. 46690.054-46690 178 

8808160451 NRC Info Notice 88-068, "Setpoint Testing of Pressurizor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices N Svc list end. 

ROSSI, C.E. Division ol Operational Events Assessment (Post Q70411) 80/08/22. 
Consolidated Edison Co. of New York, Inc 121pp. 46702.311-46703.070. 

8808180369 Suppl 1 to NRC Info Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves, Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co of New York, Inc. 122pp. 46713.218 46713*219 

8808230112 NRC Info Notice 88 070, "Check Valve Inservice Testing Program Deficien- 
cies." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/08/29. 
Consolidated Edison Co. of New York, Inc. 123pp. 46713:095 46713.217. 

8808260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event.' 1 Svo list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 08/09/01. 
Consolidated Edison Co. of New York, Inc. 121pp. 46712:244-46713 004. 

8808300018 NRG Info Notice 88 072, "Inadequacies in Design of DC Motor-Operated 
Valves." Svc list end. 

ROSSI ,C.E, Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co, of New York, Inc. 122pp. 46726:001-46726*123 

8809080339 NRC Info Notice 00*074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 80/09/14 
Consolidated Edison Co of New York, Inc 122pp 46024 , 215*46Q24:336 

8809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry 11 Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). OB/09/16. 
Consolidated Edison Co of New York, Inc. 124pp. 46946:133-46946*252. 

8809130350 NRC Info Notice 88*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control" Svo list end. 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co. of New York, Inc, 125pp 46946*263-46947*013 


R. Periodic operating reports & related correspondence 

8809010235 Forwards util summary & work request data for Jul 1086 Inadvertently omit- 
ted from operating data rept. 

EENIGENBURG.E Commonwealth Edison Co 88/08/19, Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 46741.273-46741:283. 

-8809010268 Revised monthly operating rept for Jul 1988. 

* Commonwealth Edison Co 88/07/31 10pp 46741*274-46741:203. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


P. Operating license stage documents & correspondence 

8809260314 Application for amend to License DPR-09,ollowing facility lo be maintained 
as present sale storage condition 

ORSER.W.S. Detroit Edison Co. 88/09/16 Document Control Branch (Document 
Control Desk). 13pp. 46966:148-46966*173. 

-8809260316 Proposed Tech Specs, extending expiration date to Mar 2025 to allow 
plant to be maintained In safe storage condition. 

• Detroit Edison Co. 88/09/15. 13pp. 46966.161-46966:173. 


H. Periodic operating reports & related correspondence 

8809000111 "Enrico Fermi Atomic Power Plant.Unit 1 Annual Operating Rept lor Jul 
1987 - June 1988 " W/880029 Itf. 

DROUILLARD,fl,C, GIPSON, O.R., GRIPPING, E P. Detroit Edison Co. EF-134, 0B/O6/ 
30. 12pp. 46792.008-46792,01 9. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


F. Security, medical, emergency A fire protection plans 

8809070512 Forwards Insp Rept 50 020/00 03 on 880718-20 No violations noted 
BELLAMY, RR Region 1, Ole of the Director. 88/08/30 BERNARD, J.A Massachu- 
setts Institute of Technology, Cambridge, MA. 2pp 46784.257-46784 263, 

-0809070515 Insp Rept 50-020/08-03 on 880718-20 No violations noted Major areas 
inspected facility organization .operations, notification, communication.cquipment & 
training 

GORDON.C.2 , LAZARUS.WJ, Region 1, Ofc of the Director 88/00/29 5pp. 
46784 259-46784 263. 


Q. Inspection reports, IE Bulletins & correspondence 

8809070512 Forwards Insp Rept 50 020/08-03 on B907l8-20.No violations noted 
BELLAMY.R.R Region 1, Ofc of the Director. 86/08/30 BERNARD, J.A Massachu- 
setts Institute of Technology, Cambridge, MA 2pp. 46784*257-46784 263 

-8009070515 Insp Rept 50-020/88*03 on 88071 8-20.No violations noted Major areas 
inspected, facility organization, operations, notification, communicatlon,equlpmenl & 

GORDON, C.Z, LAZARUS.WJ Region 1, Ofc of tho Director. 08/06/29 5pp 
46704.259 46704*263 

8809130082 Advises that proposed experiment now prototype tested to pressure ol 
1,000 psl & changes initiated to significantly reduce necessary hydrostatic test 
pressures, per Insp Rept 50 020/80-02. 

BERNARD, J.A. Massachusetts Institute of Technology, Cambridge, MA 08/09/06 
Document Control Branch (Document Control Desk) Ip 46834.119 46634 119, 


R. Periodic operating reports & related correspondence 

8809070337 "MIT Research Reactor Annual Rept lo NRC for Jul 1987 - June 1900 " 
W/080029 Itr, 

KWOK.K.S., BERNARD.J, A. Massachusetts institute of Technology, Cambridge, MA 
80/06/30 27pp. 46774:261-46774:208. ™ 0 ' 

8809190070 Forwards revised "MIT Research Reactor Annual Rept to NRC for Jul 
1987 - June 1088 " Info on liquid discharges to sanitary sewerage »ya inadvertently 
omitted from 880829 submittal. 

KWOK.KS,, BERNARD.J, A Massachusetts Institute of Technology, Cambridge, MA 
08/00/30, Document Control Branch (Document Control Desk) ip 46895*155 
46095:183. 

-8009230086 Revised "MIT Research Reactor Annual Rept lo NRC for Jul 1987 - June 
1980." 

* Massachusetts Institute of Technology, Cambridge, MA 80/08/29. 20pp. 
46095. 1 56*46895: 1 83. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8808300042 Responds lo 000803 request that rept on emergency exercise at Yankee 
Rowe be sent to const lluent.NRC exercise rept end FEMA rept on offsite portion of 
exerclso not yet issued 

ZECH.LW. Oro of the Executive Dlroctor for Operations 6B/0Q/23. CONTE.S.O. 
House of Rep. 4pp. 46693 329 46693.342. 

-8800300044 Forwards constituent J MacNulty 080729 request for evacuation drill rept 
for Yankee Rowe Response requested. 

CONTE, SO, House of Rep,, Appropriations 88/00/03. ZECH.LW, Commissioners, 
2pp, 46693.341-46693*342 

6809230260 Grants permission for temporary use of site 4 company property for contin- 
gency telecommunications Understands that communications equipment to be In- 
stalled only In event of actual emergency or NRC participation drill 
DRAWBRIDGE.B.L, Yankee Atomic Electric Co. 00/09/16 Document Control Branch 
(Document Control Desk), Ip 46932.300-46932*300, 

8609270040 Forwards Rev 20 to secunty plan, reflecting expansion of security organiza- 
tion lo provide mgl of all security* related functions, Including continuous shift supervi- 
sion of security force.Rev withheld, 

PAPANIC.G. Yankee Atomic Electrio Co 88/09/23, Document Control Branch (Docu- 
ment Control Desk) Ip. 46970:137-46970.137 


P. Operating license stage documents A correspondence 

8808120294 Generio Ltr 88-14 to all holders ol OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGLIA.F J Associate Director for Projects (Post 870411), 88/08/06, Consolidated 
Edison Co. of New York, Inc. 41pp. 47065 001-47065,006 

8808290223 Application for amend lo License DPR-3, modifying Tech Specs to remove 
ref to specific value of 2,200 ppm & provide generalized boron concentration value & 
remove requirement for Inverse count rate multlp Ileal Ion measurament.Fe© paid, 
DEVINCENTIS.J. Yankee Atomic Electric Co, 88/08/11, Document Control Branch 
(Document Control Desk), 4pp. 46004:013-46684.018 

—8808290226 Proposed Tech Spec changes to remove ref to speclflo value of 2,200 
ppm A provide generalized boron concentration value & remove requirement for In- 
verse count rate multiplication measurement after insertion of each five fuel assem- 
blies. 

* Yankee Atomlo Electric Co, 80/08/1 1. 2pp, 46684.017-46684:018. 
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DOCKETED ITEMS 


8009090270 Forwards YAEC-1652, “Yankee Nuclear Power Station, Core 20, Perform- 
ance Analysis " MochanicaLlhermal-hydrauli^physics & safety analysis aspects of 
Core 20 presented In repLCore 20 scheduled lo startup on 991224 
OEVINCENTIS.J Yankee Atom* Electee Co. 88/00/19. Document ConUol Branch 
(Document Control Desk) Ip 46798 261-46798 345 

“80O9O9O274 "Yankee Nuclear Power Station, Core ao.Performance Analysis " 
CARPENITO.F L, CROFTON.S P , DISTEFANO.J Yankee Atomic Electric Co YAEC- 
1652 08/06/31 64pp 46798 262-46796 345 

08090701 B4 Forwards updated CRDR data mgt sort that provides cross rel between old 
human engineenng deficiency numbers & individual findings.ref notes & current 
status.W/ftve oversize drawings 

PAPANIC.G Yankee Atomic Electric Co 88/08/26 Document Control Branch (Docu- 
ment Control Desk) 66pp 46757.233-46757 300. 

8009270012 Forwards util ’'Effluent & Waste Disposal Semiannual Rept for First & 
Second Quarters, 1988," per Tech Spec 69 5butil offsite dose calculation manual 
also end 

PAPANIC,G Yankee Atomic Electric Co 88/08/30 Document Control Branch (Docu- 
ment Control Desk) Ip 46918.195-46916 310 

-0809270014 Rev 6 to “Yankee Nuclear Power Station Offsite Dose Calculation 
Manual " 

1 Yankee Atomic Electric Co. 80/03/06 98pp 46916 213-46916 310. 

8809270098 Forwards "Simulated Validation & Verification" per 080411 
commitment Fee paid 

PAPANIC.G Yankee Atomic Electric Co 80/09/12 Document Control Branch (Docu- 
ment ConUol Desk) 2pp. 46968 259-46969.005 

-8009270100 “Simulated Validation & VenficaUon." 

DIGIOVINE.AS, GQRSKI, J P., TREMBLAY.M A Yankee Atomic Electric Co YAEC- 
1659 88/09/30 106pp. 46968 261-46969 005, 


Q Inspection reports, IE Bulletins & correspondence 


8809220317 Forwards Safety Insp Repi 50 029/06-10 on 680601-0001.No violations 
noted 

WIGGINS.J.T Region 1, Ofc of the Director 68/09/13. DRAWBRIDGE, B.L Yankee 
Atomic Electric Co 2pp. 46927.266 46927 292. 

-8809220319 Insp Rapt 50 029/88-10 on 660601-0601 .No violations noted Major 
areas inspected.llcensoe action on previous Inspector fi n cf i n gs .operational safety 
yenicaton.racliologlcal controls & events requiring telephone notification to NRC 
HAVERKAMP.D.R Region 1, Ofc of the Director. 88/09/13 26pp. 46027,268* 
40927,292 

6B SS?r?® 339 ^RC Info Notice 88*074, "Potentially Inadequate Performance of ECCS in 
PWR8 Dunng Recirculation Operation Following LOCA." Svc list end 
ROSSI.C.E Division of Operational Events Assessment (Post 070411 ), 06/09/14 
Consolidated Edison Co of New York, Inc, 122pp 46624:215-46024 , 330 ’ 

8809120197 NRC Info Notice 68-076, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list end K 

ROSSI C E. Division of Operational Events Assessment (Post 670411), 88/09/16 
Consolidated Edison Co. of New York, Inc 124pp. 46940*133-40946 262. 

8609130350 NRC Info Notice 00 076, “Recent Discovery ol Phenomenon Nol Previous- 
Design of Secondary Containment Pressure Control,'’ Svo fjgf end. 
ROSS C.E Division of Operational Events Assessment (Post 870411). 66/09/19 
Consolidated Edison Co of New York, Inc 125pp. 46948*263-40947.013/ 

R. Periodic operating reports & related correspondence 

8809270012 Forwards util "Effluent & Waste Disposal Semiannual Rept for First & 
a1so°enc| QU0rt&r91 988 ’ per Tech Spec 696 b, ^ lil doso calculation manual 

aiftsaff 3 " Dooumeni con ’ ro1 Bfanch (d<ku - 


86091502 27 Notifies of 880908 meeting in Rockville, MD lo discuss generic concerns of 
Info Notice 88-035, “Inadequate Licensee Performed Vendor Audits" & possible rec- 
ommendations to Improve licensee vendor audit process/methodology. 

MARTI N,RL Yankee Atomic Electric Co. 88/08/11, BRACH.W Vendor Inspection 
Branch 2pp. 46874 068 46074 069 K 

8008260259 Forwards Safety Insp Rept 50-029/88-14 on 080718-22 No violations 
noted 

DURfl.jp Region 1, Ore of the Director. 08/06/17. DRAWBRIDGE, B L Yankee 
Atomic Electric Co 2pp. 46654 035 46654.044 

-8006260265 Insp Rept 50 029/88-14 on 860716 22 No violations noted. Major areaa 
inspected implementation ol provisions of in service test program for pumps & 
valves test procedures & results & results of May 1987 Integrafedleak rate teat, 
GOLLA.JA, EAPEN.P K Region 1, Ore of the Director. 88/08/11. 8pp. 46654.037- 
46654 044 

, F fo No ? ce 68 * <W9 - “Movable contact Finger Binding In HFA Relays 
Mfg by Gt Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 670411). 86/08/19. 
Consolidated Edison Co. of New York, Ino 125pp. 46690.054-46690,176, 

8308160451 NRC Info Notice 884)68, "Setpoint Testing of Pressuiizer Safety Valves W/ 
Riled Loop Seals Using Hydraulic Assist Devices." Svc list end 
R°SSf,C.E. Division ol Operational Events Assessment (Post 870411). 86/06/22. 
Consolidated Edison Co of New York, Inc 121pp. 46702 311-46703 070 

8808100360 Suppl II to NRC Info Notice 88-048, "Licensee Rept of Defective Refur- 
waned valves svc list end, 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 08/08/24. 
Consolidated Edison Co of New York, Inc. 122pp. 46713,218-46713*219/ 

80082301 U NRC Info Notice 66-070, "Check Valve Inservice Testing Program Deficien- 
cies Svo list end 

ROSSI C.E C^nsiqn of Operational Events Assessment (Post 070411) 08/08/29, 
Consolidated Edison Co, of New York, Inc. 123pp 46713 095-46713:217 

t R0S P° nd *i? NRC Bu| le?n 684)05 re nonconforming mails supplied by 
Pjgnjj S frem vefes W * 8 Jersay Mfg CoNo h^^nshlps found either directly or ln- 

DEViricENTIS.J, Yankee Atomic Electric Co, 88/08/30, Document Control Branch 
(Document ConUol Desk) Ip. 467B1. 197-4678 1.1 97. 1 Bfsncn 

NRC \ I| ? , ° Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
Th^^en^SvclStSJr 380 " ° f UcGnwe Rad$oaCtJVlt y Measurements Attributed lo 

r?n S ^ l iiS a ^ C £!!? n /?' Events Assessment (Post 070411) 88/09/01, 

Consolidated Edison Co of New York, ino 121pp 46712 244-46713.004/ 


8809070304 Responds to NRC Bulletin 884)02, "Rapidly Propagating Fatigue Cracks ii 
:afor Tubes." Westings* evaluation Indicates ve^ low^tenlialfe 


Steam Generator Tubes." Westlnghouse 
fluidetastlc instability. 

DEVINCENTIS.J Yankee Atomic Electric Co. 08/09/01. Document Contra} Brand 
(Document ConUol Desk) 5pp 46779.230-46779 234 m ar * ncl 

M Vato?' 1 Svo l |!sleml. NOlfce 8M7Sl " lriad «iuacle8 in Oealjn oi DC Molor-Operatec 

r?nniMnF . ffi** 11 Sj C P?' at ™ la! I Events Assessment (Post 870-tlt). 88/09/02 
Consolidated Edison Co. of New York, Inc, 122pp 46726.001-40726:123 

Measurements Insp Rapt 50-029(88.16 on B80816. 
W S m m6a8urs ' n8nls <*W«3l in mobile lab will be report- 

W ' M/12 DfiAWBRIDGE ' aL Y «" k « 

~1» M23 0WM Inap RMi 50029/68-15 on M0815-18.No violations noted Major areas 

U9 i^ NRC mobile measurements lab 

MCMwSran T KS™5"r? ’ baKE)#? “"“"WK’ ff measurements, 

PASCIAK ' WJ ’ R0flton '■ *> of 818 Director, 88/09/ 


“ 8 1 0 988°” 0329 ,IEfffuent & Waskj Dl8 P Q8fll Semiannual Rept for First & Second Quarters 

* Yankee Atomic Electric Co. 80/00/30. 17pp, 46916.196-46910:212, 

~ManuIr 14 RSV 6 l ° " Yankee Nuclear Power Station Offsllo Dose Calculation 

* Yankee Atomic Eloctric Co. 88/03/06, SOpp, 46918213-4691B-310. 

88 880908 It? W ° nth1y opGratin9 rfipl ,or Au « 1900 < or Ya nkoo Atomic Nuclear Statlon.W/ 
468 R 96 334 K ’ BERRY ‘ R,L Yflnkee Aloml ° Electric Co, 80/08/31. 6pp. 40696 329* 


S, Reportable occurrences, LERe & related correspondence 


pjocurnenl Control Dooum8n ' Con,ro1 Bra " ch 


V. Operator Examinations 

9 Tll°''Opo?a7o/Lten«1/ e E™™ ?' Sx6m need9 ,or P |anl ,n *> Ur 


DOCKET 50-32 AEROJET-GENERAL NUCLEONICS 


V. Operator Examinations 


K'^-wmaiiwiijVHiurtufties ior UJ WWott & SL warn 

of achlBvamom.W/o ends 

KIlifaCH.D.F. Region 5, Ofc of the Dlrec or. 86/08/30 NEWACHPnK o I 
Operations, Inc, Ip. 46777:330 46777:338 iNCWAUMbCK.R.L. 




Aorotost 


DOCKET 50-64 CINTICHEM 




p , 




“IfudvTp&lltedlnf^ 80 * reVlaW U ' CP - 87 - 02 ’ " No "P“*^ Sabota 9 a 

A «RNW»r; Direo,wat9 88/09/13 

Q. Inspection reports, |E Bulletins & correspondence 

^7n , ;nsJ1,Sr« / %^ ll kT^^e N 8 n 0 C / , 8,9P8 ,8ten t0 — VolrtHon, 
®ro ^p *77e:fe779°01 Of ,h ° “ feC, ° r ' 88/08/23 - MCQOVERN.J.J Clnllchem. 



DOCKETED ITEMS 9 


DOCKET 60*57 BUFFALO MATERIALS RESEARCH CENTER 


DOCKET 50-128 TEXAS A3.M UNIV. RESEARCH REACTOR 


Periodic operating reporta & related correspondence 


G. Inspection reports, IE Bulletins & correspondence 


8809010387 "Annual Operating Rept Slate Unlv of New York at Buffalo, Buffalo Metis 
Research Clr for CY87." W/89041 1 Itr 

HENRY.LG., SULLIVAN, D.W New York, State Univ, of, Buffalo, NY. 87/12/31 
STAROSTECKI.R Region 1, Ofc of the Director 14pp 46722 056-4Q722'070, 


08OB29OO74 Responds to notice of violation & proposed imposition ol civil penalty on 
880713 In amount of $5,000 Corrective actions dosimeters issued to current NSC em- 
ployees reviewed & updated, 

RICHARDSON, H H. Texas A&M Unfv , College Station, TX 88/07/28. Ofc of Enforce- 
ment (Post 870413). 16pp. 46680-328-46681.044. 


DOCKET 50*82 UNIV. OF VIRGINIA RESEARCH REACTOR 


F, Security, medical, emergency A fire protection plana 

8809260122 Forwards Insp Rept 50 062/88-02 on 880809-1 1 & notice of violation 
COLLINS.D.M Region 2, Ofo of the Director 08/00/14 MULDER, R.U Virginia, Univ. 
of, Charlottesville, VA 2pp. 46957:267-48957.277, 

-8809260125 Notice of violation from Insp on 880809*1 1. Violation noted, all personnel 
expected to respond In event of emergency not trained as required. 

COLLINS.DM. Region 2, Ofc of the Director 88/09/14 2pp, 46957:289 46957,270. 

“8809266129 Insp Rept 60-062/88 02 on 880809-11 No violations noted. Major areas 
Inspectediemergency preparedness program conducted In areas of emergency facili- 


ties & equipment, training', performance of drills & offsite agency support 
BOLAND.A.T.i DECKERJ.R. Region 2, Ofc of the Director, 68/09/13. 7pp. 
46957 271-46967:277. 


“B0O829OO03 “Review of Texas A&M Univ Nuclear Science Ctr • Beam Port Experi- 
ment 11 

POSTON, J.W., KENEFJCK.R A., SANDEL.P S Texas A&M UnW„ College Station, TX, 
08/07/16 61pp 46600,344 46681,044. 

8009260045 Ack receipt of 880721 Itr & check In payment for civil penalties in amount 
of $5,OOO.Ack receipt of 880726 response to notice of violation. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 88/00/20 RICHAROSON,H.H, 
Texas A&M Univ, College Station, TX. Ip. 46957.357-46957.357. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plane 

8808300012 Forwards changes to Rev 2 to physical security plan. Info withheld (ref 
1 0CFR73.21J. 

SHIPPER, J D. Pacific Gas & Electric Co, 00/08/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 46692 000*46692.006 


Q, Inspection reports, IE Bulletins & correspondence 


P. Operating license stage documents & correspondence 


8809260122 Forwards Insp Rept 60-002/88 02 on 880809-11 & notice of violation 
COLLINS.D.M, Region 2, Ofc of Ihe Director. 88/09/14. MULDER, R.U. Virginia, Unfv 
of. Charlottesville, VA 2pp. 46057'207-46957:277. 

“6809260125 Notice of violation from insp on 880809-11. Violation noted, all personnel 
expected to respond in event of emergency not trained as required 
COLLINS.D.M Region 2, Ofc Of the Director, 80/09/14. 2pp. 46957.269-46957:270. 

-0609260129 Insp Rept 60-062/88*02 on 880009*1 1.No violations noted. Major areas 
Inspected-emergency preparedness program conducted In areas of emergency facili- 


ties & equipment, training, performance 
BOLAND, AX, DECKER.T.R. Region 
46957.271-46967:277. 


of drills & offelte agency support. 

2, Ofo of the Director. 88/09/13. 


7pp. 


8008120294 Generic Ltr 80-14 to all holders of OL3 or CPs for nuclear power reactors 
re Instrument air supply ays problems affecting safety-related equIpment.Svc list enc!. 
MIRAGLIA.F.J, Associate Director for Projects (Post 670411), 80/08/08, Consolidated 
Edison Co. of New York, Ino. 41pp. 47065 001-47065*006. 

8009220206 Requests exemption from provisions of 10CFR70.61(d) re annual physical 
Inventory of spent fuel Conducting physical Inventory not necessary to achieve under- 
lyingpurposo of rule. Performance of annual Inventory satisfies requirement. 

SHIPPER, J.D. Pacific Gas & Electric Co 88/09/13. Document Control Branch (Docu- 
ment Control Desk) 3pp. 46942.001-46942:009. 


Q. Inspection reports, IE Bulletins & correspondence 


V, Operator Examinations 


8809200042 Requests that licensee furnish end list of ref mall by 881001 In order to 
meet schedule for reactor operator & senior operator licensing exams scheduled for 
wkof 081114. Rules, guidelines & requirements also end. 

JULIAN, C.A. Region 2, Ofc of the Director. 88/09/06. MULDER, R.U. Virginia, Univ. of, 
Charlottesville. VA 8pp. 48919 292-46910:299. 


DOCKET 60-72 UNIV. OF UTAH RESEARCH REACTOR 
Q, Inspection reports, IE Bulletins & correspondence 


8808190196 NRC Info Notice 88-069, “Movable Contact Finger Binding In HFA Relays 
Mfg by GE," Svo list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 88/08/10, 
Consolidated Edison Co. of New York, Inc. 125pp. 40690 054-40690.1 78. 

8806160451 NRC Info Notice 88*068, "Setpoint Testing of Pressurlzer Safety Valves W/ 
Riled Loop Seals Using Hydraulic Assist Devices * Svc list encl. 

ROSSI ,C E Division of Operational Events Assessment (Post 870411). 88/08/22. 
Consolidated Edison Co. of New York, Inc. 121pp, 46702.31 1-40703-070, 

8800160360 Suppl 1 to NRC Info Notice 00*040, "Licensee Rept or Defective Refur- 
bished Valves, Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/08/24. 
Consolidated Edison Co. of New York, Inc 122pp. 46713:218*46713,216. 


8009190252 Responds to NRC 80OB23 telcon re violations noted in Insp Rapt 60-407/ 
86-01 A 60-072/88-01. Corrective aotlons-llcensee modified checkout procedure for 
operation of TRIGA reactor. , , 

GEHMLICH.D.K Utah, Univ, of, Salt Lake City, UT. 80/08/25. TAYLOR, J.M Ofo of 
the Executive Director for Operations, 2pp. 46890:340-46898:349, 


DOCKET 60-83 UNIV, OF FLORIDA TRAINING REACTOR 


V* Operator Examinations 

0609010244 Forwards rev to upgrade operator ^qualification & recertification program 
for Jul 1987 to June 1989, per 10CFR65 

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL. 08/08/19. Document Control 
Branch (Document Control Desk), 11pp. 46740:157-46740:167, 


OOCKET 50-110 IOWA STATE UNIV. RESEARCH REACTOR 


p. Operating license stage documents A correspondence 

8009000305 Requests extension for submission of application for conversion from high 
to low enrichment U to 881 130. Extension needed due to new round of calculations 
based on revised model of UTFM0, _ ^ „ 

HENDRICKSON.R. Iowa State Univ., Ames, JA 88/08/26. Document Control Branch 
(Document Control Desk), 3pp, 46783:360*46763:362. 


8608230112 NRC info Notice 88 070, “Check Vafve Inaorvice Testing Program Deficien- 
cies” Svo list end. 

ROSSI, C.E, Division of Operational Events Assessment (Poet 870411). 88/08/29. 
Consolidated Edison Co. of New York, Inc. 123pp. 46713.095 4 8713:217, 

8800200492 NRC Info Notice 68*071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. 1 ' Svc list encl 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411), 88/09/01. 
Consolidated Edison Co, of New York, Inc. 121pp. 46712 244-46713:004. 

8800300018 NRC Info Notice 86-072, "Inadequacies In Design of DC Motor-Operated 
Vaives." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/02, 
Consolidated Edison Co. of New York, Ino. 122pp. 46720.001-46726*123, 

0809080339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA/'Svo list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/14. 
Consolidated Edison Co. of New York, Inc, 122pp. 46024*216*46824:336. 

08O912O197 NRC Info Notice 88*075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svo list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/09/16. 
Consolidated Edison Co. of New York, Ino. 124pp. 469 40.1 33-4 8946- 262, 

8809130350 NRC Info Notice 88-076, "Recent Di9coveiy of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control ” Svc list encl 
HOSS1, C.E, Division of Operational tventB Assessment (Post 870411). 66/09/10, 
Consolidated Edison Co. of New York, Inc, 125pp. 46946:253-46947:013. 


V, Operator Examinations 

0809010072 Advises that JT Sankoorikal resigned position as reactor operator. 
HENDRICKSON.R. Iowa State Univ., Ames, IA. 00/08/23. Document Control Branch 
(Document Control Desk). Ip. 48719:081-46719.081, 


R. Periodic operating reporta A related correspondence 

8609020127 “Semiannual Radioactive Effluent Release Rept Jan-Juna 1988" W/ 
880629 Itr. 

SHIPPER, J.D. Pacific Gas & Electric Co. 88/06/30. 20pp. 40746*227-48746:246. 



10 DOCKETED ITEMS 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

8009190267 Forwards order modifying Amend 10 to License R-61, requiring non-power 
reactor conversion to low-ecinched U fuel under certain conditions, per 
10CFR50 64 Response to statements In End 4 requested within 30 days 
MICHAELS.T.S standardization & Non Power Reactor Project Directorate 88/09/12 
NEWTONJH Worcester Polytechnic Institute, Worcester, MA 5pp. 46901,171- 
46901 199, 

-8809190273 Order modifying License R 61 to convert from high to low ennched U 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/ 
12 16pp 46901 176-46901 -191. 

-8009190280 Safety evaluation supporting order to convert from high to low enriched 

U. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/12. 8pp 
46901:192-46901.199, 


V. Operator Examinations 

8809090025 Informs of plans for training & examining licensed operators poor to operat- 
ing w/LEU fueled core, Training will consist of operators studying all core related 
changes & changes in WPI safety analysis rept & Tech Specs as submitted to NRC. 
NEmON.T.H Worcester Polytechnic institute, Worcester, MA 88/03/07 
MICHAELS,! L, Standardization & Non Power Reactor Project Directorate Ip. 
46803.354-46803 354, 


DOCKET 50-142 UCLA TRAINING REACTOR 


W, Decommissioning Stage Documents & Correspondence 

B8090 10369 Forwards request for addl info re licensee decommissioning Phase 1 rept 
submitted on 88041 2, Including disposition of reactor core components & contaminat- 
ed &/or aclivated mat) removed from facility 

ADAMS, A Standardization & Non-Power Reactor Project Directorate 66/00/26 
MCLAUGHLIN, J.E, California, Univ of, Los Angelas, CA. 4pp. 46740.324*46740.327. 


DOCKET 60-148 8AXTON NUCLEAR EXPERIMENTAL FACILITY 


P. Operating license stage documents & correspondence 

8B09020228 Forwards correction values reported for second quarter 1988 re contami- 
nated water from containment vessel sump. 

HEWARD.R.W, Saxton Nuclear Experimental Corp 88/08/19. Document Control 
Branch (Document Control Desk) 2pp 46746,126 46746:129, 


DOCKET 60-155 BIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency * fire protection plans 

8809140062 Forwards SALP Rept 50-155/87-01 for Apr 1986 - Aug 1987. Further mgt 
attention required to assure that actions to Improve performance continue to be effec- 
tively Implemented 

DAVtS.AB. Region 3, Ofc of the Director. 87/12/08. BUCKMAN.F.W, Consumers 
Power Co 2pp. 46B36.136 4 6836,170. 

-8809140063 SALP Rept 50 155/67-01 for Apr 1986 - Aug 1987, 

4 Region 3, Oro of the Director. 87/08/31. 33pp, 46B36.1 38-46836,1 70. 

8809130103 Rev 68 to Vol 0 to site emergency plan W/880902 Ur. 

THOM AS, P, Consumers Power Co. 66/09/02, 27pp. 46834:143-48834.169. 

8809200248 Forwards Amend 92 to License DPR-6 & safety evaluation. Amend modi- 
fies Paragraph 2,C,(5) re physical secunty plan 

SCOTT, WE Project Directorate DM. 8B/09/14. BERRY, K.W, Consumers Power Co. 
4pp. 46899.340-46899 340 

-8009200250 Amend 92 to License DPR 6, modifying Paragraph 2C{5) of ficense re 
physical security. 

OIIANNI.D.C Project Directorate tll-1. 08/09/14. 2pp. 46899.344-46699.345 


P. Operating license stage documents & correspondence 

0808120294 Generic Llr 88-14 to all holders of OL$ or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equIpment.Svc list end. 
M|RAGUA,F.J Associate Director for Projects (Post 870411). 88/06/08, Consolidated 
Edison Co of New York, Inc 41pp. 47065 001-47065,006 

6809060046 Corrected llr forwarding notice of consideration of Issuance of amend to 
License DPR-6 & opportunity for hearing on 880707 request. 

SCOTT, WE. Project Directorate IIM. 88/08/23. BERRY, KW. Consumers Power Co. 
3pp. 46792.001-46792 007 

8809060009 Forwards "Assessment of Consequences of Seismic Event" 4 SMA 
13703 01, "Seismic Fragility of Big Rock Point Core Assembly & Reactor Vessel Sup- 
ports," per Integrated Plan Issue 01 4A (SEP Topic III 6). 

FRISCH, R R, Consumers Power Co. 88/08/29 Document Control Branch (Document 
Control Desk), 2pp. 40765:280-46756,278. 

-8809060071 "Assessment of Consequences of Seismic Event at Big Rock Point 
Plant." 

• Consumers Power Co 86/08/29 250pp. 46755.2B2-46756 242 

-8809060075 "Seismic Fragility of Big Rock Point Core Assembly & Reactor Vessel 
Supports." 

CAMPBELL.R D , WARRINER,R,W , SUE$,R. Structural Mechanics Associates. SMA 
13703.01. 05/10/31. 35pp. 46756243-46766278. 


8809080013 Forwards "Semiannual Radioactive Effluent Release & Waste Disposal 
Rept for Jan-June 1986 " Suppl info to semiannual radioactive effluent release rept lor 
Jul Dec 1987 & Revs 2 & 3 to offsite dose calculation manual also end 
JOHNSON.B.D. Consumers Power Co. 88/08/31 Document Control Branch (Docu 
ment Control Desk) Ip. 46788 221-46766 320 

-8809080037 Rev 2 to Procedure Change Form, "Offsite Dose Calculations Manual" 

* Consumers Power Co 86/04/13 6pp 46788,239-46788 246 

-8809080040 "Big Rock Point Plant Radiological Effluent T/S Required 
Documents, Offsite Dose Calculations & Process Control Program " 

* Consumers Power Co 88/04/12 74pp 46786 247-46788 320 

8809140244 Forwards revised safety evaluation accepting continued use of hafnium 
hybrid control blades & proposed surveillance program 

SCOTT, WE. Project Directorate IIM, 80/09/07 BERRY, K.W Consumers Power Co 
3pp 46044.130*46644 134 

-8B091 40247 Revised safety evaluation accepting continued use of hafnium hybrid con 
trol blade & proposed surveillance program 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/07. 2pp 
46844.133-46844.134. 

8609150290 Application for amend to License DPR-6, proposing removal of organization 
charts from Tech Specs & informing NRC of onsite organizational changes Fee paid 
BERRY, K.W. Consumers Power Co 80/09/08. Document Control Brancn (Document 
Control Desk) 6pp 46691 114-46891.127. 

-8809150291 Proposed Tech Specs, removing organization charts from Tech Specs & 
informing NRC of onsite organizational changes 

* Consumers Power Co 88/Q9/0B 8pp 46691*120 46891.127. 

6809150118 Responds to NRC 800727 Itr re abbreviated site access training program 
JOHNSON, B.D Consumers Power Co 88/09/09. Document Control Brancn (Docu 
ment Control Desk), Ip, 46864:109-46864 109. 

6809190076 Forwards NUMAC dc wide range monitor addl verification plan proposed by 
GE Actions can be completed & results reported to NRC wilhln BO days following wnt 
ten approval of proposed plan. ' ‘ 

FRISCH.R.R. Consumers Power Co 88/09/12. Document Control Branch (Document 
Control Desk). 4pp 46893 073-46093,076. 

8809190111 informs of Intention to pursue other methods of disposal for slightly radio 
actively contaminated waste oils/solvents as non radio active hazardous waste.Ubl 
withdraws 871023 request. 

FRISCH.R.R. Consumers Power Co 88/09/12. Document Control Branch (Document 
Control Desk). Ip 46893 072-46893,072. 

8609200248 Forwards Amend 92 to License DPR-6 & safety evaluation. Amend modi 
(ies Paragraph 2 C (5) re physical security plan 

SCOTT, W.E, Project Directorate IIM 88/09/14. BERRY, KW Consumers Power Co. 
4pp. 46699.340-46099-348 

-8809200250 Amend 92 to License DPR-6, modifying Paragraph 2 C.(5) of license re 
physical security. 

OIIANNI.D.C Project Directorate IIM. 60/09/14 2 pp 46899,344-46699 345. 

-8800200252 Safety evaluation supporting Amend 92 to License DPR 6, 

4 Project Directorate IIM 88/09/14. 3pp. 46899.346-46099-340 


Q. Inspection reports, IE Bulletins & correspondence 

8809140082 Forwards SALP Rept 60-155/87-01 for Apr 1986 - Aug 1987. Further mgt 
attention required to assure that actions to Improve performance continue to be effec- 
tively Implemented. 

DAVIS, A B Region 3, Ofc of the Director, 87/12/00. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 40838:1 36 46636-1 70. 

-8809140063 SALP Rept 60-155/07-01 for Apr I960 - Aug 1987 
4 Region 3, Ofc of the Director 87/08/31. 33pp 46836 136-46836.170 

8808190195 NRC Info Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411). 88/08/19. 
Consolidated Edison Co. of New York, Inc 125pp, 46690 054-46690.178. 

6608160451 NRC Info Notice 88 068, "Setpoint Testing of Pressurlzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/08/22. 
Consolidated Edison Co. of New York, Inc. 121pp 46702-311-46703,070 

8806160368 Suppl 1 to NRC Info Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 8B/08/24 
Consolidated Edison Co. of New York, Inc. 122pp 46713 218-46713-219 

8608230112 NRC Info Notice 88-070, "Check Valve Inservlce Testing Program Deficlem 
clos," Svc list end 

ROSSIjC E, Division of Operational Events Assessment (Post 870411) 88/08/29 
Consolidated Edison Co, of New York, Inc. 123pp 46713.096-46713-217. 

8808260492 NRC Info Notice 86-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed 1o 
That Event. Svo list end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 88/09/01, 
Consolidated Edison Co, of New York, Inc, 121pp 46712,244-46713 004. 

8809090102 Advises that util selection of applicable safety-related valves, valves max 
differentia! pressures & program to assure valve operability requested by action Hem a 
of IE Bulletin 85-003 acceptable, In response to 880602 Itr, 

GREENMAN,E G. Region 3, Ofc of the Director 88/09/01 HOFFMAN, D.P, Consum- 
ers Power Co, Ip. 46801.024-46801,024. 
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6808300018 NRC Info Notice 88 072, "Inadequacies in Design of DC Motor-Operated 
Valvoa/ 1 Svc list encL 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). 0B/O9/O2 
Consolidated Edison Co of New York, Inc 122pp 46726 001-46726.123 

6809140093 Responds to NRC 880805 Hr re violations noted in Insp Rept 50-155/88- 
13 Corrective actions unmarked procedures removed from work spaces & Instruction 
on correct practices for using procedures provided to personnel. 

BERRY.K W. Consumers Power Co 00/00/06 Document Control Branch (Document 
Control Desk). 6pp. 46841-111-46841 116. 

8609190073 Responds to NRC Bulletin 88-007, "Power Oscillations In BWRs" Re- 
quested actions completed & documentation for evaluation of adequacy of 
procedures.lralnlng programs & instrumentation will be maintained on file 
BERRY.K W. Consumers Power Co 88/09/12 Document Control Branch (Document 
Control Desk). 2pp. 48B98 357-46898.350, 

6809060339 NRC Info Notice 88-074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA Svc list oncf 
ROSSI.CE Division of Operational Events Assessment (Post 870411), 08/09/14 
Consolidated Edison Co, of New York, Inc. 122pp, 46824 215*46824,336 

8809120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C E Division of Operational Events Assessment (Post 070411). 88/09/16 
Consolidated Edison Co of New York, Inc, 124pp, 46946,133 46946,252 

0809230130 Forwards Safety Insp Rept 50-165/80-17 on 080711-0906 & notice of 
violation NRC understanding of corrective actions described in Paragraph 2 of rept 
WRIGHT.G.C. Region 3, Ofc of the Director 88/09/16. HOFFMAN.D.P, Consumers 
Power Co 2pp. 46951-018 46951’027 

-0809230139 Nolle© of violation from Insp on 880711-0906 Violation noted. instruments 
not tasted using detector current values which were appropriate to those found at fa- 
cility re satisfactory Inservlce performance of wide-range monitors 
WRIGHT.G.C Region 3, Ofc of the Director 88/09/16. Ip. 4695 V020-46951, 020 

-8809230142 Safety Insp Rept 50*165/88 017 on 88071 1-0906.Vfofat!on noted.MaJor 
areas Inspected problems encountered w/ wide-range monitors during plant startup 
from 1908 refueling outage 6 modified control rod insertion sequence 
RESCHESKE.PR.. PHILLIPS, M P. Region 3, Ofc of the Director. 88/09/16 7pp. 
46951.021-46951.027. 

8809130350 NRC Info Notice 80-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end. 
ROSSI.CE, Division of Operational Events Assessment (Post 870411). 88/09/19, 
Consolidated Edison Co, of New York, Inc. 125pp. 46946-253-46947.013. 


R. Periodic operating reports & related correspondence 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins fc correspondence 


0809200131 Responds to NRC Itr re violations noted in Insp Rept 50 160/87-07 Re- 
quests answers to listed situations re operation of GTRR, 

KARAM.R A. Georgia institute of Technology, Atlanta, GA, 88/06/13. GRACEJ.N 
Region 2, Ofc of the Director 8pp 46900 033 46900 079 

-8809200139 Forwards results of smear surveys taken during month of Aug, also 
survey of Downs apartment taken on 8801 1 1. y 

KARAM.R A Georgia Institute of Technology, Atlanta, GA BB/oi/22 
FREDRICKSON.P Region 2, Ofc of the Director, 15pp 46900.041-46900.079 

08 £?1 6 9£ 36 Rec l uest8 licensee attend enforcement conference to discuss findings of 
NRC Ofc of Investigations 800824 rept 

GRACE, J.N Region 2, Ole of the Director. 08/09/01. CRECINEJ P. Georgia Institute 
of Technology, Atlanta, GA Ip. 46897,182-46897 182 a 


8809260156 Confirms 880913 telcon between AP Sheppard & PE Fredrickson re en- 
con ^ eronco Atlanta.GA on 080919,lssues to be discussed transmitted in 


GRACE.J.N. Region 2, Ofc of the Director 08/09/13. 
of Technology, Atlanta, GA. Ip 46957.347-46957,347 


CRECINEJ P Georgia Institute 


DOCKET 50-163 GA TECHNOLOGIES 


P, Operating license stage documents & correspondence 

8809080275 Responds to 080825 request for documentation Indicating that easement 
agreement on land required to maintain effective site boundary of 100 meters from 
Ic SVSff/? f a lP lts H a, A ? xcf , usl0 J! of P u , Mc at times, Easement agreement end. 
nSyMSSilw atomics (formerly GA Technologies, Inc /General Atomic 

?° ®?/O0/23 ADAMS, A Standardization & Non Power Reactor Project Directorate 
8pp. 46795,070 46795,077. 


DOCKET 50*166 UNIV. OF MARYLAND RESEARCH REACTOR 

R. Periodic operating reports & related correspondence 

0809140399 Annual rept of Maryland Unlv training reactor for Jul 1987 - June 1888, 
ROUSH Ml. Maryland, Univ. of, College Park, MD. 08/07/19. Document Control 
Branch (Document Control Desk). 8pp. 46843.249 40843,256. 


8809000013 Forwards “Semiannual Radioactive Effluent Release & Waste Disposal 
Rept for Jan-Juno 1988." Suppl Info to semiannual radioactive effluent release rept for 
Jul-Dao 1987 & Revs 2 & 3 to offsite dose calculation manual also oncl 
JOHNSON, BD, Consumers Power Co. 88/08/31 . Document Control Branch (Docu- 
ment Control Desk). Ip. 40780-221-46788:320. 

-8809080036 "Semiannual Radioactive Effluent Release & Waste Disposal Rept for 
Jan June 1988 " 

* Consumers power Co. 66/08/30, 17pp. 46788-222-46708.233 

-8809140347 Revised "Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1907 ” 

* Consumers Power Co, 67/12/31, 5pp. 46786-234-46708:230. 

-6609000037 Rev 2 to Procedure Change Form, "Offsite Dose Calculations Manual. 1 ' 

* Consumers Power Co 88/04/13. 8pp 4678B-239-46788.246. 

-8009080040 "Big Rock Point Plant Radiological Effluent T/S Required 
Documen1s ( Offsit© Dose Calculations & Process Control Program." 

* Consumers Power Co 06/04/12 74pp. 46788:247-46788:320. 

0809140177 Monthly operatlngrept for Aug 1908 for Big Rock Point. W/880902 Itr. 
JOHNSTON ,J R„ ELWARDj.W. Consumers Power Co. 88/00/31, 6pp. 46840284- 
48840 289. 


S. Reportable occurrences, LERa & related correspondence 

8809070313 LER 88-007 00,on 880629,plant heat balance calculation determined reac- 
tor power to be 45.3% in preparation for power range monitor calibr.Caused by tnsuffi- 
clentgaln & sensitivity adjustment of GE monitors W/880902 Itr. 

SCHRADER, R.E., ALEXANDERS .J„ FRISCH, R.R Consumers Power Co. 00/09/02. 
7pp 46761:168-46701-204, 


V. Operator Examinations 

8809140062 Forwards SALP Rept 50-155/87*01 for Apr 1986 - Aug 1987. Further mgt 
attention required to assure that actions to Improve performance continue to be effec- 
tively Implemented. 

DAVIS, A B. Region 3, Ofc of the Director. 87/12/08, BUCKMAN.F.W. Consumers 
Power Co. 2pp. 46836:136-46836:170 

-0809140063 SALP Rept 50-155/67-01 for Apr 1986 - Aug 1987. 

* Region 3, Ofc of the Director. 87/08/31. 33pp. 46836:130-46836-170. 

8009080060 Forwards best estimate of util needs for operator licensing & requalification 
exams for FYe9-FY92,per Generio Ltr 88-13. 

COOPER ,H,F« Consumers Power Co. 88/09/01, HANNON J. Operator Licensing 
Branch. 5pp. 46780-327-4 6788.331. 

8809200234 Submits outline of revised licensed operator requaiification program & 
planned Implementation schedulej^er 880815 request. 

FRISCH, R.R. Consumers Power Co. 88/09/15, Document Control Branch (Document 
Control Desk) . 2pp. 4691 2:346-4091 2-347, 


DOCKET 60-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 

P. Operating license stage documents & correspondence 

0000120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
sys P roblems affecting safety related oquIpment.Svc list end. 
MfRAGUA.F J Associate Director for Projects (Post 870411). 88/OB/OQ. Consolidated 
Edison Co. of New York, Jnc, 41pp. 47065.001 -47065,006. 

8809140237 Forwards request for addl Info re proposed amend to extend facility pos- 
session only license for 40 addl yrs. Response requested by 801020. 

IFiSJ .5: „ S !? d ! £? tfon & Non PowGr Reactor Project Directorate 66/09/07. 

ALDEN,W.N. Philadelphia Electric Co, 4pp. 46845-055 46845 058. 


Q, Inspection reports, IE Bulletins & correspondence 

88 P,? 1 ^ 01 S 5 NRC W 0 Notlce 88 ‘ 069 ’ "Movable Contact Finger Binding In HFA Relays 
Mfg by GE," Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411), 88/08/19 
Consolidated Edison Co, of New York, Inc, 125pp. 46690.054-46690,178. 

0600160451 NRC (nfo Notice 88 060, "Setpoint Testing of Pressurlzor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices ” Svo list end 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/08/22. 
Consolidated Edison Co, of New York, Ino 121pp. 46702*311-46703.070. 

8808100308 Suppl 1 to NRC Info Notice 80 040, "Licensee Rept or Defective Refur- 
bished Valves, ' r Svo list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/00/24 
Consolidated Edison Co. of New York, Inc. 1 22pp 49713.218-4671 3:219. 

0609120140 Responds to NRC 880809 Itr re violation of plant Administrative Procedure 
A-7, "Shift Operations " Corrective actions-author assumes responsibility for violation 
8 conducts weekly shift meetings w/other operators 

HART,R.S Philadelphia Electric Co. 08/08/20. Ofc of Enforcement (Post 870413). 
4pp, 46813*348 46013-351. 

6808230112 NRC Info Notice 88 070, "Check Valve Inservlce Testing Program Deficien- 
cies," Svc list end * 

ROSSI.CE. Division of Operational Events Assessment (Post 970411) 88/08/29 
Consolidated Edison Co of New York, Inc 123pp, 46713-095-46713*217. 

0800260492 NRC info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. 11 Svo list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 970411), $9/09/01 
Consolidated Edison Co of New York, Ino 121pp. 46712.244-46713.004. 

6806300010 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valves." Svc list end. r 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 80/06/02 
Consolidated Edison Co, of New York, Inc, 122pp. 46726:001-46726-123. 



12 DOCKETED ITEMS 


880006033d NRC Info Notice 80 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, C E. Division of Operatfonal Events Assessment (Post 87041 1> 88/09/14 
Consolidated Edison Co. of New York, Inc 122pp 46624 215 46824 336. 

8809 120197 NRC Info Notice 88 076, "Disabling of Diesel Generator Output Circuit 
Breakers by Antf Pump Circuitry.' 1 Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411). 88/09/16 
Consolidated Edison Co of New York, Inc 124pp. 46946.133 46946 252 

8809130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous* 
Considered In Design of Secondary Containment Pressure Control " Svc list end 
OSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co of New York, Inc. 125pp 46946 253 46947 013. 


R. Periodic operating reports & related correspondence 


9809010016 Forwards Rev 2 02 to "Emergency Plan for San Onofro Nuclear Generating 
Station Units 1,2 & 3 " 

MEDFORD, M.O. Southern California Edison Co 88/08/22 Document Control Branch 
(Document Control Desk). 5pp. 46719:110 46720.010. 

9606310170 Forwards Amend 107 to License DPR- 13, changing License Condition 3.G, 
"Physical Protection " 

TRAMMELL, C M Project Directorate V. 80/06/25. BASKIN, K.P. Southern California 
Edison Co 4pp. 46725 304*46725309. 

-6808310172 Amend 107 to License DPR*1 3, revising Condition 3G, "Physical Prelec- 
tion" 

KNIGHTON, G.W. Project Directorate V. 88/08/25. 2pp 46725.308-46725.309. 

9809090063 Forwards Rev 19A to physical security plan Rev withheld (ref 10CFR73 21) 
MORGAN,H.£. Southern California Edison Co. 80/08/26. Document Control Branch 
(Document Control Desk). Ip 46793 359 46793:359 


8809130063 Forwards "Peach Bottom Atomic Station Unit ^Decommissioning Repl 
15.1987." 

ALDEN.W.M, Philadelphia Electric Co 88/08/30. VARGA, S A Division of Reactor 
Projects - I/ll (Post 870411) Ip. 46833.161*46833.164 

-6809130073 "Peach Bottom Atomic Power Station Unit 1 Decommissioning Repl 
15.1987." 

■ Philadelphia Electric Co, 87/12/31. 3pp 46833:162-46833.164. 


DOCKET 50-194 NATIONAL BUREAU OF STANDARDS REACTOR 


Q, Inspection reports, IE Bulletins & correspondence 

B809230216 Forwards Safety Insp Rept 50-184/88*02 on 880809*11, No violations 

BELLAMY, R R Region 1, Ofc of the Director. 88/09/13. CARTER, R.S. National Insti- 
tute of Standards & Technology (formerly National Bureau of Standa. 2pp. 46943.195* 
46943*199. 

-8609230218 tnsp Rept 60*184/88 02 on 080609-11 No violations Identified Major 
areas Inspected review of radiation protection program including determination of im- 
plementation of radiological safety & surveillance program. 

SHERBINI.S,, SHANBAKY.M, Region 1, Ofc or the Director. 88/09/13. 3pp. 
40943.197-46943.199. 


DOCKET 60-186 UNIV, OF MISSOURI RESEARCH REACTOR-COLUMBIA 


Q, Inspection reports, IE Bulletins & correspondence 

6809090096 Partial response to FOIA request for memos re selection of seventy levels 
for various violations at nuclear plants Forwards documents listed in App 
C Documents also available In PDR 

GR1MSLEY.DH. NRC - No Detailed Affiliation Given 88/00/17, UNNERSTALL.K. 
Newman & Holbinger 2pp. 46766,272*46766,309. 

-8809090160 Discusses selection of seventy level re containment valve open during 
operation & Inoperable high pressure scram at Unlv of Missouri at Columbia research 
reactor. 

KEPPLER.J.G, Region 3, Ofc of the Director (010301-020201), 81/07/21, 
THOMPSON, D. Director’s Ofc, Enforcement & Investigation Staff, IE (Pre 820201). 
2pp. 46766,283-46766 284. 


S, Reportable occurrences, LERs 4 related correspondence 

6809260169 RO:on 880818,emergency generator cranking limit indication found tripped 
& "plant failed to start" lamp energized. Caused by linkage lubrication 
problem, Preventive malnUPM) procedure added to PM schedule 
MCKIBBEN.J.C., ALGER, O.M. Missouri, Unlv. of, Columbia, MO. 88/09/15. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 48956,232-46956*234. 


DOCKET 60-192 UNIV. OF TEXAS RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

6809130006 Ack receipt of 880624 Itr Informing NRC of steps taken lo correct violations 
noted in Insp Repts 50-1 92/88*02 & 50 602/88-02. 

CALLAN.L J Region 4, Ofc of the Director BB/09/02. KLEIN.D E. Texas, Unlv, of, 
Austin, TX. 2pp. 46836 34^46835:347. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency 4 fire protection plane 

8808290099 Rev 2,02 to "Emergency Plan for San Onofre Nuclear Generating Station 
Units 1,2 & 3" 

BAS KIN, K P. Southern California Edison Co. * San Diego Gas & Electric Co * Ana- 
helm, CA 08/07/22. 200pp. 46688,014-46688:282. 

6806290237 Forwards Insp Repts 50 206/00-18,50-361/88-15 & 50-302/68-16 on 
880522-0702 & notices of violation & deviation. 

MARTIN, J B Region 5, Ofc of the Director, 0B/O8/12 BASKIN, K.P, Southern Califor- 
nia Edison Co. 3pp. 46688'280-46686,31 2. 

-0806290249 Insp Repts 50-206/88-16,50-361/88-15 4 50-362/88-16 on 880522- 
0702 No violations noted, Major areas Inspected* operational safety 
venflcatlon/adjological protection, security, evaluation of plant trips & events, 

HUEY.F.R , JOHNSON, AD., JOHNSON.P.H Region 5, Ofc of the Director. 88/08/12. 
27pp 46686.286-46686.312. 


8809070528 Forwards Rev 4 to "Updated Fire Hazards Analysis" (or facilities,W/o enc? 
BASKIN.KP Southern California Edison Co. 88/09/02. Document Control Branch 
(Document Control Desk). 12pp. 46772,143-48772 164. 

8609070526 Forwards Rev 4 to "Updated Fire Hazards Analysis" for facilities. 

BASKIN, K.P. Southern California Edison Co, 88/09/02. Document Control Branch 
(Document Control Desk), 12pp 46934.172-46941.028, 

-6609230286 Rev 4 to updated fire hazards analysis for San Onofre Units 1 ,2 & 3 

* Southern California Edison Co. 88/08/31 2,000pp. 46934* 185-4694 1.028. 

8809130131 Revised emergency plan implementing procedures, Including Technical 
Change Notice 2-7 to Rev 5 lo EPIP S0123-VIII-0 301, "Olfsite/Onslte Communication 
Tests* & Rev 11 to EPIP S0123-VIII-0.9.W/880902 Itr. 

WHARTON, M A, Southern California Edison Co. 08/09/02 129pp. 48828314 
46829.082 

6609150023 Forwards Amend 108 to Provisional License DPR-13 & safety 
evaluation Amend modifies Paragraph 3.G of license to require compliance w/amena- 
oci physical security plan 

TRAMMELL, C.M. Project Directorate V. 88/09/06. BASKIN, K.P Southern California 
Edison Co, 4pp, 46056,001-46856 009. 

-8609150025 Amend 108 to Provisional License DPR-13, modifying Paragraph 3.G ol li- 
cense to require compliance w/amended physical security plan. 

KNIGHTON, G.W, Project Directorate V 88/09/06. 2pp. 46&56:005 46656:009, 

-B809 150027 Safeguards evaluation rept supporting amended physical secunty plan.por 
10CFR73.55. 

* Office ol Nuclear Reactor Regulation, Director (Post 870411) OB/09/09. 3pp 
48056.007-46856,009. 


H. General correspondence 

8609190321 Expresses dismay at util 880800 response to NRC 880609 request Tor i>1il 
commitment to Install reactor vessel water level Instrument at facility. 

GEISMAR.B, Affiliation Not Assigned. 88/09/11 TRAMMELL.C.M. Project Directorate 
V. Ip. 46899*246-46899:246. 


P. Operating license stage documents & correspondence 


8808120294 Generic Ltr Q8-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipment.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co, of New York. Ino, 41pp. 47065 001-47065*006. 

8808200248 Requests PR publication of notice of consideration of i 99 uance of amend 
to License DPR-13 & proposed NSHC determination & opportunity lor hearing on 
870320 request re changes In airlock leak testing requirements. 

TRAMMELL, C.M. Project Directorate V. 88/08/16 NRC - No Detailed Affiliation 
Given 4pp. 46677:271-46677:274. 

0606260182 Forwards Amend 106 to License DPR-I3,safety evaluation & notice of 
denial Amend reduces number & frequency of diesel generator test starts consistent 
w/Generic Ur 84-15 

TRAMMELL, C.M. Project Directorate V, 89/08/17. BASKIN, K P. Southern California 
Edison Co. 4pp. 46869*143-46669:159. 

-6008280188 Amend 106 lo License DPR- 13 .reducing number & frequency of dTesel 
generator test starts consistent w/Generic Ur 84-1 5. 

KNIGHTON.G W Project Directorate V, 88/08/17. 6pp, 46669:147-46669,162. 

-8608280195 Safety evaluation supporting Amend 106 to License DPR-13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/08/17. 4pp. 
46669:163-46669:156. ** 


-8806260200 Notice of denial of Amend 106 to License DPR-13 & opportunity for hear- 
T^AMMELL,C,M Project Directorate V. 8B/0B/17. 3pp. 46669:157-46669*169. 


8809120091 Final response to FOIA request for documents. Forwards documents llatod 
In App A.Documents also available In PDR App B documents totally withheld (ief 
FOIA Exemption 6).App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.DH. NRC * No Detailed Affiliation Given. 88/06/17. CONNOR, L. Doc* 
Search Associates. 5pp. 46770.060-46770.238. 


-8809120137 Forwards assessments by Enforcement Staff of regional perform enca in 
enforcement area from Jul-Nov 1985 

AXELRAD.J.A Enforcement Staff, IE (Pre 870413), 86/12/13. BLAHA.J.L Program 
Support & Analysis Staff. IE (Pre 870413). 13pp. 46770 21 1-46770:223. 


8809010293 Requests detailed test results for MP Acosta 600602 positive or failed druo 
leals^per 10CFR55.27. ^ 

SCARANO.RA Region 5, Ofo of the Director. 88/00/19. BASKIN, K.P. Southern Cali- 
fornia Edison Co. Ip 48716.352-46718:352. 
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6608310170 Forwards Amend 107 to License DPR-1 3, changing License Condition 3G, 

TR AMM & E LLCJ^ Project Directorate V 80/08/25 BASKIN.K P Southern California 
Edison Co 4pp. 46725 304-46725 309 

-8606310172 Amend 107 to License DPR-13, revising Condition 3 G, “Physical Protec- 

KNIGHTON.G.W. Project Directorate V 88/08/25, 2pp. 46725-308-46725 309 

8809020185 Forwards “Semiannual Effluent Rept Jan June 1900“ & Rev 4 to “Offsite 
Dose Calculation Manual " _ , „ ^ . t _ . 

MORGAN, H E. Southern California Edison Co 88/08/30 Document Control Branch 
(Document Control Desk), Ip. 46750 313-46751 149 

-8809020190 Rev 4 to “Offsite Dose Calculation Manual Nuclear Generation Site Unit 

* Southern California Edison Co 88/05/03, 1 10pp 46750 314-46751 053 

B609020259 Forwards Cycle X mod design descriptions for refueling water storage tank 
isolation Valve MOV-803.per util 880405 commitment Mod will resolvo single failure 
susceptibility Identified In LER 07-O15,Rev 1 ^ 

MEDFORD.M O. Southern California Edison Co 88/09/31 Document Control Branch 
(Document Control Desk) 2pp 46745 168 40745*169. 

6809130145 Advises that nuclear Instrumentation sys functional block diagrams listed in 
utj| 880808 Itr will be withheld (ref 10CFR2,790) 1 per 000803 request 
TRAMMELL.C M Pro[ecl Directorate V 88/09/01 WIESEMANN.R A, Westfnghouse 
Electnc Corp, 4pp. 46836‘292-46036 295 

8009070215 Forwards util 880800 Itr re direct reading reactor vessel water level indica- 
tor at facility per 660806 request 

TRAMMELL.CM. Project Directorate V. 08/09/02, GEISMAR.B. Affiliation Not As- 
signed 3pp 46779.242-46770:244. 

8809130301 Summary of 800810 11 meetings w/util in Rosemead.CA re reactor protec- 
tion & ESF sys single failure analysis & related mods List of attendees.meeting 

AM MELL^El f ^Profoct' Directorate V 08/09/02 Project Directorate V. 3 1 pp 
46839 001-46839 031. 

6809150023 Forwards Amend 108 to Provisional License DPR-1 3 & safety 
evaluation Amend modifies Paragraph 3 G of license to require compliance w/amond- 

TR0MELUC C M ri ^rojecl Directorate V. 88/09/06 BASKIN, K,P. Southern California 
Edison Co 4pp 40856 001-46856 009 

-6809150025 Amend 108 to Provisional License DPR-1 3,modifyfng Paragraph 3G of li- 
cense to require compliance w/amonded physical security plan 
KNIGHTON.G W Project Directorate V. 80/09/06 2pp 46856 005 46056 006 

-8809150027 Safeguards evaluation rapt supporting amended physical security plan.per 

‘°Offlc0 3 o? Nuclear Reactor Regulation, Director (Post 870411) gb/ 09/06. 3pp 
46856 007-46656 009 

8809150197 Informs that util will not be able to respond to conlrol room habitability 
revl0W,NUREG-O737,ltem IIID.3.4 prior to 881 101, due to extensive nature required to 
develop responses for Info requested. 

MEDFORD, M.O. Southern California Edison Co. 08/09/09 Document Conlrol Branch 
(Document Control Desk) Ip, 40073.329*46073.329 

8809150051 Forwards Amend Applications 153,62 & 40 to Licenses DPR-1 3, NPF-lO & 
NPF-1 5, respectlvoly.de letlng organization charts & revising nuclear safety group & in- 
dependent safety engineering group reporting responsibility Fee paid 
BASKIN, KP Southern California Edison Co 08/09/13. Document Control Branch 
(Document Control Desk) 2pp 46856:164-46856,228. 

-8809150054 Amend Applications 153,62 & 48 to Licenses DPR-13.NPF-10 & NPF- 
1 5 ,res pec live ly.deleling organization charts & revising nuclear safety group & inde- 
pendent safety engineering group reporting responsibility. 

BASKIN, K.P Southern California Eolson Co 8B/0D/13 42pp 46056*160-46066*207 

-8809150058 Proposed Tech Specs 0O.delotlng organization charts & revising nuclear 
safety group & Independent safety engineering group reporting responsibility. 

' Southern California Edison Co 00/09/13, 2lpp 46066-200-46056-228 

8809190285 Agrees w/staff conclusion that difference in ponding level Is matter of engi- 
neering judgement Rooftop scuppers will be modified rather than performing testing to 

demonstrate validity of assumption A _ . , _ 

MEDFORD.M O Southern California Edison Co 88/09/14. Document Control Branch 
(Document Conlrol Desk). Ip. 46898:049 46898.049 

8809270062 Forwards notice of environ assessment & finding of no significant Impact re 
870527 amend to License DPR-1 3 concerning control room emergency air treatment 
sys surveillance requirements ^ , 

THAMMELL.C.M, Project Directorate V. 88/09/14. BASKIN.K.P Southern California 
Edison Co 3pp. 46967:t77-46967*102. 

-8809270064 Environ assessment & finding of no significant Impact supporting amend 
to License DPR-1 3 to clarify control room emergency air treatment ays Tech Specs 
KNIGHTON, G.W, Project Directorate V. 88/09/15. 3pp, 46967.100 46967:182 

8809270066 Forwards SER supporting util repsonse to Generic Llr 83*20. Item 4 5 2, 
"Reactor Trip Sys Reliablllty.Online Testing If . 
TRAMMALL.C.M, Project Directorate V. 88/09/14 BASKIN.K.P. Southern California 
Edison Co 3pp. 46950,051-46950.055. 

-8809270087 Safety evaluation supporting reactor trip sys reliability, on-line testing 
* NRC - No Detailed Affiliation Given 08/09/14. 2pp. 46950-054-46950 055 


8809270071 Requests date Indicating when response to 880531 request for addl info ro 
ATWS equipment & design will be submitted, within 7 working days of Itr receipt. 
KNIGHTON.G.W. Project Directorate V. 88/09/15 BASKIN.K.P. Southern California 
Edison Co 4pp 46970,083 46970 086 

8B09260171 Forwards updated prioritized list of significant licensing actions for facility. 
MEDFORD.M O Southern California Edison Co. 80/09/21, Document Control Branch 
(Document Control Desk) 2pp. 46966 287-46966 28B 

8809260055 Advises that charging pump motors recertified to 700 horsepower w/svc 
factor of 1.1 5, per Licenso Condition 3 L (6). 

MEDFORD.M O, Southern California Edison Co 86/09/22. Document Control Branch 
(Document Control Desk) 2pp. 46965 165-46965 166 


Q. Inspection reports, IE Bulletins & correspondence 


0809080234 Partial response to FOIA request for documents Forwards App & 
documents App A documents maintained In PDR.Records also available under listed 
FOIAs. 

GRIMSLEY.D. Division of Rules & Records (870413 060514). 88/08/10 

UNNERSTALL.K Newman & Holtzlnger 6pp 46769 054-46769 059, 

-8609080393 Provides listed guidance to assist In preparation of escalated enforcement 
PQCftOflflD 

UEBERMAN.J. Ofc of Enforcement (Post 070413). 80/06/21, RUSSELL, W.T Region 
1, Ofc of the Director. GRACE, J.N, Region 2, Ofc of the Director, DAVIS, A 8 Region 
3, Ofc of the Director. 9pp 46769.146 46769 154, 

8000290237 Forwards Inso Repts 60*206/88 16,50-361/00-16 & 50-382/86-16 on 
880522-0702 & notices of violation & deviation 

MARTIN, J.B. Region 5, Ofc of the Director 88/08/12, BASKIN.K P. Southern Califor- 
nia Edison Co, 3pp. 46606-280-46606,312 

—8600290241 Notice of violation from Insp on 080522-0702, Violation noted.slrip chart 
recordor w/calibr due date of 800616 & dc amplifier w/calibr duo date of 00OB14 
being used to gather data to evaluate operability of post-LOCA Train B. 

MARTIN, J B Region 5, Ole of the Director. 80/08/12 2pp. 46686,283-46686.284 

-6800290243 Notice of devlation/nonconformance from Insp on 0BO522-O702. Devi- 
ation noted fuel pool purification sys suction piping extends to bottom of spent fuel 
storage pool 

MARTIN.J B Region 5, Ofc of the Director. 80/00/ 12, Ip 46686.205 46600,205 

-0800290249 Insp Repts 60 200/00-16,60 361/68-15 & 50-362/88-16 on 800522- 
0702 No violations noted Major areas Inspected, operational safety 
verification, radiological protection, security, evaluation of plant trips & events 
HUEY.FR, TATUM, J t , HON.A.L Region 5, Ofc of the Director. 80/08/12. 27pp. 
46686*286 40606-312 


8608190195 NRC Info Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end 

ROSSLCE. Division of Operational Events Assessment (Post 070411). 88/08/19, 
Consolidated Edison Co of New York, (no 126pp. 46690 054-46690*178. 


8808160451 NRC Info Notice 0O 060, "Setpoint Testing of Pressurizor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " 5vc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Pest 870411). 88/00/22 
Consolidated Edison Co of New York, Inc 121pp. 46702,311-40703.070 


00OB 100368 Suppl 1 to NRC Info Notice 88 048, “Licensee Rept of Defective Refur- 
hished Valves. Svc list end, 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co of New York, Inc, 122pp. 46713-210-46713 219 


8009140130 Forwards Insp Repts 50-206/88-20,60 361/88-20 & 50-362/88-21 on 
080801*1 1.No items of noncompliance noted, 

SCARANO.R A Region 5, Ofc of the Director. 88/08/25. BASKIN.K P Southern Cali- 
fornia Edison Co. 2pp. 46042 129 46042:141. 

-8609140133 Insp Repls 50 206/80-20,60 361/00-20 & 60-362/08-21 on BB0801- 
1 1 .No Items of non compliance noted Major areas inspected licensee program for radi- 
ological environ monltorlng.organlzatlon & mat conlrol & training 
RUSSELL, J.E, YUHAS.GP Region 5, Ofc of the Director. 00/08/25. 11pp. 
46042*131-40842-141, 


8608230112 NRC Info Notice 88-070, "Check Valve Inservlce Tesllng Program Deficien- 
cies " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/08/29. 
Consolidated Edison Co. of New York, Ino 123pp. 46713.095 46713,217. 

8809130025 Forwards proprietary WCAP-11905 & nonproprietary WCAP'11906, “San 
Onofre Unit 1 Steam Generator U Band Tube Fatigue Evaluation," per NRC Bulletin 
88 002, Westinghouse application also encl.WCAP-1 1905 withheld (ref 10CFR2.790). 
PILMER,D.F. Southern California Edison Co 88/00/30. MARTIN, J.B Region 6, Ofc of 
the Director. 2pp. 46830-287*46030.312. 

-0809130030 Requests that proprietary WCAP-11905, “San Onofre Unit 1 Steam Gen- 
erator U-Bend Tube Fatigue Evaluation" be withheld from public disclosure (ref 
10CFR2.790) 

WIESEMANN.R A, Westinghouse Electric Corp 88/07/20 MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 070411). 11pp. 4683O , 289*4603O:2B8, 


8809270042 Forwards notice of consideration of Issuance of amends to Licenses DPR- 
13, NPF-1 0 & NPF-1 5 re deletion of organizational charts from Tech Specs & rev of 
nuclear safety group reporting arrangements. . ^ , 

TRAMMELL, C.M. Project Directorate V. 00/09/15. BASKIN.K P. Southern California 
Edison Co 5pp 46969.006 46969 016. 

-8B09270044 Notice of consideration of Issuance or amends to Licenses DPR-1 3,NPF- 
10 & NPF-1 5 & proposed NSHC determination & opportunity haarlng.Amend deletes 

onsite 8 offsite organizational charts from T ech Specs, 

TRAMMELL, C.M. Project Directorate V. 80/09/16 6pp. 46969.011-46969 016. 


-8809130036 "San Onofre Unit 1 Steam Generator U-Bend Tube Fatigue Evaluation." 
HALL.J.M, HOPKINS, G.W., HU,M H. Westinghouse Eleclric Corp WCAP-11906, 88/ 
07/31 14pp. 46030-299 46830:312, 

8608260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event " Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/09/01. 
Consolidated Edison Co. or New York, Ino, 121pp. 46712 244-46713.004 
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8006300018 NflC Info Notice 88 072. "Inadequacies in Design of DC Motor-Operated 
Valves " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co. of New York, Inc 122pp 46726 001-46726.123. 

8009220102 Forwards Insp Repts 50-206/88-17,50-361/88-16 & 50 362/88-17 on 
880725-29.No violations noted 

ZIMMERMAN.R.P Region 5, Ofc of the Director 88/09/02 BASKIN, K P, Southern 
California Edison Co 2pp. 46930.108 46930 124 

-0809220106 Insp Repts 50-208/88-17.60 361/88 18 & 50-362/88-17 on 880725- 
29.No violations noted Major areas Inspected mainl program 
implementatlon.compliance w/ATVVS ruleJM! action plan followup & venflcation of 
mod of license. 

CALDWELL.C W., JOHNSON.PH Region 5. Ofc of the Director. 88/09/01 15pp 
46930 110 46930 124 

8809080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA Svc list end, 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co. of New York, Inc 122pp. 46824 215-46824 336 

0809120187 NflC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svo list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co. Or New York, Inc 124pp 46946 133 46946,252 

8809130350 NRC Info Notice 88-070, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/19. 
Consolidated Edison Co of New York, Inc, 125pp 40946 253 46947.013 


R. Periodic operating reports & related correspondence 

8808310045 "Marine Environ Analysis & Interpretatlon.Rept on 1987 Data." W/880826 
Itr 

MEDFORD.M.O, Southern California Edison Co. 87/12/31. 200pp 46701 050 
46702 095 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plana 

8809010386 Revised emergency plan Implementing procedures.includmg Rev 34 to 
EPIP 1.5-2, "Notification & Communication" & Rev 9 to EPIP 1.5-37, "Manager of 
Dose Assessment " W/880823 Itr 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E J Northeast Util 
ities. 88/08/23. 26pp 46720 019-46720 044 

8B090B0072 Forwards updated implementation status on SALP functional areas for Mar 
1986 - Mar 1987 Discusses corrective actions that were Incomplete as of 870717 
response Provides acfdl relevant Into similar to 800202 & 8B0708 meetings w/NRC 
MROCZKA.E J. Connecticut Yankee Atomic Power Co. * Northeast Utilities. 86/03/ 
26 Document Control Branch (Document Control Desk) 16pp 46753 327-40763.342 

8809070545 Revised emergency plan Implementing procedures.includmg Rev 12 lo 
EPIP 1 5-28, "Manager of Technical Support Ctr" & Rev 8 to EPIP 1 5 45, "Emergen 
cy Communications Sys Testing " W/880031 Itr 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.E J. Northeast Util- 
ities 88/08/31, 29pp. 46776 334-46777,002. 

8809160125 Revised emergency plan Implementing procedures, including Rev 5 lo EPIP* 
1 5 20, "Reentry & Recovery " & Rev 19 to EPIP-1 5-33, "Shift Supervisors Staff As- 
sistant " W/0809 12 Itr. 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast UtiJ 
files 00/09/12. 69pp. 46805 079-46885 148 

0809200120 Forwards revised scenario package for full-scale emergency preparedness 
exercise on 881010, per 880826 request Scenario package was initially & fnadvertenlly 
Issued to LPDR.W/o end, 

MROCZKA.E J., SEARS, C.F. Connecllcut Yankee Atomic Power Co MROCZKA.E J 
Northeast Utilities 80/09/10. LAZARUS.WJ. Region 1, Ofc of the Director 2pp 
46905*202-46905 203 


J, Insurance 4 Indemnity Information 


8808260349 Forwards monthly NPDES summary rept for June 1980, describing violation 
noled In plant NPDES permit, 

MORGAN, H.E Southern California Edison Co. 08/08/15 Document Control Branch 
(Document Control Desk), 2pp. 40609.141-46669i42 

8809020185 Forwards "Semiannual Effluent Rept Jan-June 1988" & Rev 4 to "Offsite 
Dose Calculation Manual ” 

MORGAN.H E Southern California Edison Co. 88/03/30. Document Control Branch 
(Document Control Desk), ip. 46760 313-46751*149. 

-8809020190 Rev 4 to "Offsite Dose Calculation Manual Nuclear Generation Site Unit 

* Southern California Edison Co. 88/05/03 110pp. 46750,314 46751 053 

-8809020196 "San Onofre Nuclear Generating Station Semiannual Effluent Rept Jan- 
June 1988 " 

* Southern California Edison Co 88/08/30 96pp 46751.054-46761*149 

8809200146 Monthly operating rept for Aug 1986 for San Onofre Nuclear Generating 
Station Unit 1 W/88091 5 Itr 

SIACOR.ER, MORGAN.HE, Southern California Edison Co 8B/08/31 8pp 
46900.351-46900,350 


6609200165 Informs NRC that util cognizant of 861 004 deadline re Insurance reporting 
requirements of 10CFR60.54{w).U(il understands NRC pending actions & assurance 
that util will be relieved from 881004 deadline 

MROCZKA.EJ, Northeast Nuclear Energy Co. (subs of Northeast Utilities) 
MROCZKA.EJ Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util- 
ities. 88/09/16. Document Control Branch (Document Control Desk) 2pp. 4691B.10I- 
46918,102. 


P. Operating license stage documents & correspondence 

0606120294 Generic Ur 88-14 to all holders of 0L9 or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 08/08/08 Consolidated 
Edison Co of New York, Inc 41 pp, 47065-001-47065.006. 

8609120091 Final response to FOIA request for documents.Forwards documents listed 
In App A Documents also available in PDR App B documents tolally wilhheld (rol 
FOIA Exemption 6) App C documents partially withheld (ref FOIA Exemption 5). 
GRIMSLEY.DH NRC - No Detailed Affiliation Given 8B/08/17 CONNOR, L Doc- 
Search Associates. 6pp. 46770.060-46770 238 


88092 1 0008 Forwards revised personnel whole body exposures for CY87 & personnel 
monitoring rept & notification summary for 1987, per Reg Guide 1,16 
MORGAN.H E. Southern California Edison Co 68/00/12 Document Control Branch 
(Document Control Desk) 2pp. 46929, 25B-46929.261. 


-8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1985 

AXELRADJA Enforcement Staff, IE (Pre 870413), 86/12/13 SLAHA.JL Program 
Support & Analysis Staff, IE (Pre 870413) I3pp, 48770-211-46770 223. 


“8809210108 Revised personnel whole body exposures for CY87 & personnel monitor- 
ing rept & notification summary for 1987, per Reg Guide 1.16. 

• Southern California Edison Co. 87/12/31 2pp 46929,260 46929:281, 


S, Reportable occurrences, LERs & related correspondence 

8800300281 LER 88 011 OG.on 880724, containment isolation sys Train A actuation oc- 
curred due to loss of power to vital bus (VB) 1 Caused by Improper Installation or 
breaker/bus connection. VB 1 supply breaker replaced W/8B0823 Hr 
MORGAN.H E Southern California Edison Co, 88/08/23 5pp 46708-296 46708-301. 


8B06290333 Summarizes conclusions derived from topical repts re resolution of TMI 
Action Plan Hem II.K.3 5 concerning automatic trip of reactor coolant pumps. 
MROCZKA.EJ., SEARS, CP. Connecticut Yankee Atomic Power Co. MROCZKA.EJ 
Northeast Utilities. 88/08/19. Document Control Branch (Document Control Desk). 
2pp 46676*210 46676 211, 

600901 0320 Informs that Commissioners found Thames Valley Slate Technical College 
training program acceptable.Staff proceeding lo act on license amends 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 88/03/ 
26 MROCZKA.EJ Connecticut Yankee Atomic Power Co, MROCZKA.EJ Northeast 
Nuclear Energy Co. (subs of Northeast Utilities). 3pp. 46740-054-46740.056 


8009070006 LER 88-003 01. on 8 00 002, discovered that due to configuration of safety in- 
jection sys piping, minor inleakage from main feedwater sys may dilute fluId.Cau9ed by 
misinformation to Westmghouse.Concenlration revfsed.W/880829 f(r 
MORGAN.H E Southern California Edison Co, 88/0B/29 2pp 46779,353-46779 364. 

8609070558 LER 87-01 1-01, on 88072B, spurious actuation of containment Isolation train 
A occurred w/lsolatlon valves verified properly closed Caused by broken instrument 
electrical solder connectlon.Proceduras modified W/880B31 Itr. 

MORGAN.H E Southern California Edison Co. 88/08/31, 4pp. 46777,007-46777.010 

8009130021 LER 88 013 0C 
culation Valve CV-875A 
tank.Cauaed by valve not 
MORGAN, H.E. Southern 


)on 880806, east main feedwater pump safety Injection recir- 
observed leaking feedwater to refueling water storage 
seating properly in closed positlan.W/880902 Hr. 

California Edison Co. 68/00/02. 5pp 46836 356-46836,360. 


0809150243 LER 88-012 OO.on 88O0O0,determlned that Loop A feedwater signal erro- 
neously low.Possibly caused by orifice plate being Installed backwards.Procedure re- 
vised requiring highest flow ba used for feedwater flow inputs W/880907 Itr 
MORGAN, H.E. Southern California Edison Co. 88/09/07, 6pp. 46873-323-46873,328, 


V, Operator Examinations 

8809150138 Informs that written & oral exam9 for reactor operator & senior reactor op- 
erator scheduled for 881129 & 1130-1201, respectively. per 880824 (elcon.EncI matls 
requested by 681007 

PATE.R J. Region 6, Ofc of the Director. 8B/09/07. MCCARTHY.C, Southern Califor- 
nia Edison Co, 9pp. 46854-353-46854.361. 


6809070553 Rev to 871117 application for amend lo License DPR-61, adding naw Tech 
Spec 3.12, "Electrical Power Sys" which would Incorporate degraded grid require- 
ments In Westlnghouse STS format, 

MROCZKA.EJ, Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util- 
ities. 08/08/29 Document Control Branch (Document Control Desk). 3pp 46773 027- 
46773*100, 

“8809070554 Proposed Tech Spec9 3 12 & 4 2 re addition of operability requirements 
for offsite & onsite power sources w/limiting conditions for operations & time require- 
ments for corrective actions lo station service power, respectively. 

* Connecticut Yankee Atomic Power Co 08/08/31. 71pp. 46773 030 46773.100. 

8609080145 Provides NRC w/prellmlnary Info re nuclear instrumentation sys mods £ 
Phase II of raactor protection sys (RPS) upgrades, Attachment I contains conceptual 

d ect description & safety evaluation re RPS upgrades 

0CZKA.E J Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util* 
ities 80/09/01, Document Control Branch (Document Control Desk) 3pp. 46794*220- 
46794.354. 

“8609000148 Rev 0 to, "Connecticut Yankee Modernize Reactor Protection Sys * 
Phase 2," conceptual prelect description, 

KOWALCHUK.J.N , MAZZIE.VJ-, SHAFFER, T A, Connecticut Yankee Atomic Power 
Co. 83-1 13 ROO, 88/03/00. 82pp, 46794-223-46794 304. 

“8609080149 Rev 0 to "Connetlcul Yankee Replace Nuclear Instrumentation Sys." 
NEO project description, 

BROTHERS, M.H., MAZZIE.VJ., SHAFFER.T.A, Connecticut Yankee Atomic Power 
Co 85-066 ROO, 88/06/03 50pp 46794:306-46794-354. 
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3809120220 Notification of 880920 meeting w/uti! in Rockville, MD to discuss proposal 
to convert to sld format Tech Specs. 

WANG, A .6 Project Directorate 1*4. 88/09/09 STOLZ.J F Project Directorate 1-4 3pp. 
46825 040-46825042 

8809200225 Informs that 880527 response to Generic Ltr 88-05, "Boric Acid Corrosion 
of Carbon Steel Reactor Boundary Components in PWR Plants” acceptable 
WANG, A B Project Directorate f-4 88/09/13. MROCZKA.EJ Connecticut Yankee 
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) 4pp. 46911.016-46911.018 

6909230070 Application for amend to License DPR-61 .Incorporating new section of 
sprinkler protection in turbine bldg & reduction In number of smoke detectors available 
in containment from 23 to 22.Fee paid 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E J Northeast Util 
ities 88/09/13, Document Control Branch (Document Control Desk) 4pp 46943 292- 
40943 298. 

-6609230084 Proposed Tech Spec changes Incorporating new section of sprinkler pro- 
tection In turbine bldg & reduction in number of smoke detectors available in contain- 
ment from 23 to 22 

* Connecticut Yankee Atomic Power Co. 88/09/13 3pp 46943 , 296 46943 298. 


Q, Inspection reports, IE Bulletins & correspondence 

8808290280 Forwards Insp Rept 50-213/88-14 on 880710-22 No violations noted 
JOHNSTON.WV. Region 1, Ofo of the Director. 88/08/18. MROCZKA.EJ. Connecll 
cut Yankee Atomic Power Co. 2pp. 46683*07 1-46683.078 

-3808290281 Insp Rept 50-213/88-14 on 88071 9-22.No violations noted Major areas 
Inspected concrete work & record 9 .structural steel work & records for new switchgear 

CH^UDHARY.S.K , STROSN1DER.J.R. Region 1, Ofc of the Director 08/08/16 6pp 
46683.073 46663.078. 

8808190195 NRC Info Nolfce 88-069, "Movable Conlact Finger Binding In HFA Relays 
Mfg by GE *’ Svo Hat end. 

ROSSf.C.E. Division of Operational Events Assessment (Post 670411) 00/08/19. 
Consolidated Edison Co. of New York, Inc. 12Spp, 46690.054 46090 178 

8608160461 NRG Info Notice 88 068, "Setpoint Testing of Pressurizor Safety Valves W/ 
Filled Loop Seals Using Hydraullo Assist Devices.’ 1 Svc list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 870411). 88/00/22. 
Consolidated Edison Co. of New York, Ino, 121pp. 46702 31 1-46703,070. 

8806180368 Suppl 1 to NRC Info Notice 88-048, "Licensee Rept of Defective Refer 
bished Valves.’ 1 Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 070411), 88/08/24 
Consolidated Edison Co. of New York, Inc 122pp. 46713:210-46713 219 

3309060072 Forwards updated Implementation status on SALP functional areas for Mar 
1966 ♦ Mar 1987.Discusses corrective actions that were Incomplete as of 870717 
responsa.ProvIdes add I relevant Info similar to 880202 & 880708 meetings w/NRC 
MROCZKA.EJ, Connecticut Yankee Atomic Power Co. * Northeast Utilities, 80/08/ 
26 Document Control Branch (Document Control Desk) 18pp. 46763,327-46753,342. 

8808230112 NRC Info Notice 88-070, "Check Valve fnservlce Testing Program Deficien- 
cies." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 88/08/29 
Consolidated Edison Co. of New York, Inc. 123pp 46713.095 46713.217. 

3809070067 Forwards response to NRC 080803 ttr re violations noted In Insp Rept 50* 
213/08-1 2.Response withheld (ref 10CFR73.21) 

MROCZKA.EJ, Connecticut Yankee Atomlo Power Co. MROCZKA.E J. Northeast Ulll- 
HIss 83/08/30. KANE.W.F, Region 1, Ofo of tha Director. 2pp, 46781:291 -46701 *292. 

83090801 B3 Notification of 880918 SALP Board Meeting 88-142 w/licensee In King of 
Pmssla.PA, 

MCCABE.E.C, Region 1, Ofo of tha Director. 80/00/31, Region 1, Ofc of (he Director. 
2pp 46709.355-46789.356. 

8808260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Atlnbuled to 
That Event ' Svo list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co. of New York, Inc. 121 pp 46712,244 46713,004. 

3808300018 NRC Info Notice 88-072, "Inadequacies in Design of DC Motor- Op orated 
Valves M Svo list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/09/02. 
Consolidated Edison Co. of New York, Inc. 122pp. 46726.001 -46726' 123. 

8809130285 Forwards response to NRC Bulletin 88-005, "Nonconforming Malls Sup- 
plied by Pipings Supplies, Inc. at Folsom, NJ & West Jersey Mfg Co a! 
Wil Ham sfown.NJ. No significant deficiencies discovered & no matl replaced, 
MROCZKA.E J. Connecticut Yankee Atomic Power Co. MROCZKA.E J. Northeast Nu- 
clear Energy Co. (suba. of Northeast Utilities), MROCZKA.EJ, Northeast Utilities. 88/ 
09/02 Document Control Branch (Document Control Desk). 17pp. 46036*231* 
46836:247. 

8809140309 Informs of decision lo withdraw Relief Requests 3-2 & 3-17 & provides add! 
infojor Relief Requests 3-1, 3-4 & 3 9 re Inservice Insp programmer 080824 telcon w / 

MROCZKA.EJ.. SEARS, C.F. Connecticut Yankee Atomlo Power Co. MROCZKA.EJ 
Northeast Utilities. 88/09/07. Document Control Branch (Document Control Desk). 
14pp. 46845*006-46845,019. 

B809200049 Forwards response to NRC Bulletin No 88 009, "Thimble Tube Thinning In 
Westinghouse Reactors/’ Informs that eddy current testing of flux mapping thimbles 
successful In proving that at present time thimbles sound. 

MROCZKA.EJ, Connecticut Yankee Atomlo Power Co MROCZKA.EJ Northeast Nu* 
clear Energy Co (sub9, of Northeast Utilities), MROCZKA.E J. Northeast Utilities 88/ 
09/09, Document Control Branch (Oocument Control Desk), 6pp. 46905.298- 
46905:399. 


6809060339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA," Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co, of New York, Inc 122pp 46024,216-46824 336. 


8809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list end. 

ROSSI.CE Division ol Operational Events Assessment (Post 870411). 88/09/16 
Consolidated Edison Co or New York, Inc 124pp 46946 133-46946 252 


8609130350 NRC Info Notice 08 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containmenl Pressure Control” Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co of New York, Inc 125pp. 46946'253-46947 013. 


R Periodic operating reports & related correspondence 

8809060053 "Semiannual Radioactive Effluents Release Reptjan-June 1388 " W / 
880830 Hr. 

MROC2KA.E J Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Ulll- 
Ities. 80/06/30, 15pp 48763 230-46753 254 

8809220120 Monthly operating rept for Aug 1988 for Haddam Neck Plant W/ 880915 Hr 
WALL.KC, MILLER.DB Connecticut Yankee Atomic Powor Co 88/08/31, IQpp 
46928'107-46928*1 16. ^ 


$. Reportable occurrences, LERs & related correspondence 

8009140315 LER 08 017-00’on 080810 & 16,nver water temp exceeded design basis 
limit. Caused by tidal effects, minimal rainfall & solar heating of water Engineering effort 
to resolve Is9ue W/800907 ltr 

WARNER, C A , MILLER.D.B. Connecticut Yankee Atomic Power Co 89/09/07. 7pp 
46037.010-46837'016, 

8809190126 LER Q8 0l0-00 f on SBOeie.determlned during survelllanco tasting of stack 
wide range gas monitor that as-found indication was outside tolerance.Caused by Im- 
proper setting of lower level discrmlnator voltage.W/880915 Hr. 

GALLOWAY, T J„ MILLER.D.B, Connecticut Yankee Atomic Power Co. 00/09/16. 5pp 
46005. 364-46B85.368 


V. Operator Examinations 

8809010320 Informs that Commissioners found Thames Valley Stale Technical College 
training program acceptable, Staff proceeding to act on license amende 
MURLEY.T.E, Office of Nuclear Reactor Regulation, Director (Post 87041 1). 88/08/ 
26 MROCZKA.EJ. Connecticut Yankee Atomic Power Co, 3pp. 46740.054- 
46740 056. 

8809060072 Forwards updated Implementation status on SALP functional areas for Mar 
1086 - Mar 1907.Discusses corrective actions that were Incomplete as of 870717 
response .Provides add! relevant Info similar to 880202 5 880708 meetings w/NRC 
MROCZKA.E J Connecticut Yankee Atomic Power Co # Northeast Utilities 88/08/ 
26. Document Control Branch (Document Control Desk). 10pp, 46763.327-46753.342 

8609230037 Forwards updated schedules for operator licensing exams for FY89-92 In 
response to Generic Hr 8B-13 

MROCZKA.E J Connecticut Yankee Atomic Power Co. MROCZKA.E J, Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities), MROCZKA.EJ, Northeast Utilities, 80/ 
09/16, HANNON, J, Operator Licensing Branch. 10pp. 46945-207-46945 306 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PUNT 


F. Security, medical, emergency & fire protection plana 

6608390226 Ack receipt of 880601 Hr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-219/88 DB.Request for withdrawal ol violation re audits of 
emergency program unjustified. Response required within 30 daya. 

EBNETERS.D. Region 1, Ofc of the Director. 88/00/18 FITZPATRICK.E General 
Public Utilities Corp - GPU Service Corp. 7pp, 46692:207-46602-308, 

-6808310011 Audit on 870223 0511 of emergency preparedness program & associated 
emergency Implementing procedures 

MACFARLANE.D. General Public Utilities Corp. - GPU Service Corp SOC-87-01. 87/ 
06/26 34pp 46692.230-46692.263 

-8808310015 Audit on 860213-0509 of definition & Implementation of emergency plan 
HEYSEK.W G General Public Utilities Corp - GPU Service Corp. S OC-06-03. 66/08/ 
05. 46pp. 46692-264-46692:308. 

6608290071 Forwards FEMA post-exercise assessment of 870512 plant exercise of ra- 
diological response plans of State of NJ.Ocean County & 16 rrnmlc ipali ties, FEMA con- 
siders offsite radiological emergency preparedness adequate, 

EBNETER.S.D. Region 1. Ofc of the Director 88/08/22, ROCHE.M.B. General Public 
Utilities Corp - GPU Service Corp. 2pp, 46685,267-46666 012. 

0809010373 Forwards Safety Insp Rept 50-219/88*20 on 880626-0730 No violations 
noted, 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 88/08/24. FITZPATRICK.E. Gen- 
eral Public Utilities Corp. - GPU Service Corp. 2pp 46740.345-46740-359. 

-8809010375 Insp Rept 50-219/88-20 on 880626 0730.No violations noted. Major 
areas inspected.new fuel movement & channeling, pfarU operations, physical 
security, radiation control, housekeeping, fire protection & emergency preparedness 
COWGILL.C Region 1, Ofc of the Director. 88/08/18, 13pp. 46740,347-40740:359, 

8809070174 Rev 1 to Emergency Plan Implementing Procedure IOOO-PLN-1 300.01, 
"GPU Nuclear Corp Emergency Plan for TMI & Oyster Creek Nuclear Generating Sta- 
tion " 

NEVLING.R.E. General Public Utilities Corp, ■ GPU Service Corp, 80/09/02. 300pp. 
46778:001-46778.340, r 
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P. Operating license stage documents & correspondence 

MO0 120294 Geoenc Ltr 65-14 to all holders ol OLs or CPs for nuclear power reactors 
ro instrument a* supply sys problems affecting safety related equipment Svc list end, 
MIRAGUA.FJ Associate Director for Protects (Post 670411) 08/08/08. Consolidated 
Edison Co of New York. Inc 41pp 47065 00 1-4 7065 .006. 

WO026O1O5 Forwards responses lo 880526 request for addf info re SEP Topic IJI-4A, 
'Tornado Mrssde " 

NAGAI.Y General PubSc Utilities Corp - GPU Service Corp. 88708/12 
CROMERICK AW NRC* No Detailed Affiliation Given 7pp 46656 065 46656 071 

8404300224 Forwards response lo Generic Ltr 88 01 re NRC position on IGSCC in 
BWR austenitic stainless sleet piping Insp plans still not fn complete compliance w/ 
NUREG-OOIS.Rev 2 Intent of subj NUREG adopted in response to plant IGSCC expe- 
rience 

WJLSON.R F General Public Utilities Corp - GPU Service Corp 68/0B/12. Document 
Control Branch (Document Control Desk). 2pp 46692 309 46693.004 

-8808300263 Rev 0 to “Response to Generic Ur 88 01 & NUREG-0313,Rev 2 " 
COVIlXvD, LORENZO, R, CAPO0ANNO.GR General Public Utilities Corp - GPU 
Service Corp TR-O50 R00 88/08/10 55pp. 46692 31 1 -46693 004 

8809120091 Final response to FOIA request for documents, Forwards documents listed 
m App A. Documents also available in PDR. App B documents totally withheld {ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5), 
GRIWSLEY.DN NRC - No Detailed Affiliation Given 88/08/17 CONNOR ,1, Doc- 
Search Associates. 5pp 46770 060 46770 089. 

-4809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from JuFNov 1985. 

AXELHAD.JA Enforcement Staff, IE (Pre 870413) 86/12/13. BLAHA.J.L. Program 
Support & Analysis Staff, IE (Pre 6704 1 3] 13pp. 46770.21 1-46770 223 

8809010284 Documents results of 880607 meeting w/NRC re SEP Topic 4,1,3, “Intake 
Water Level Monitoring M Concludes that instrumentation w/essoclated alarm not 
necessary, based upon replacement of current water level staff gauge 
FITZPATRICK, E General Public Utilities Corp, - GPU Service Corp 88/06/19 Office 
of Nudear Reactor Regulation. Director (Post 870411). 2pp. 46743,346 46743,347, 

8809060355 Forwards listed info needed to resolve issues re SEP Topic VIM A, “Isola- 
tion of Reactor Protection Sys for Nonsafety Sys,” per 871 1 10 request. 

NAGALX General Public Utilities Corp * GPU Service Corp 8B/08/19 
DROMERICKAW. NRC - No Detailed Affiliation Given, 3pp, 46758 356-46758.358. 
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8008300226 Ack receipt of 8 B0 60 1 ltr Informing NRC of steps taken to correct violations 
noted In Insp Rept 50-210/88 06 Request for withdrawal of violation re audita <u 
®E?, f ,S®£Sy f P ro & ram ^justified Response required within 30 days. 

EBNETEH.SD Re 9 IOn 1. 0fc of the Director. 68/08/ IQ FmZPATRICK.E. Gtin&ii 
Public Utilities Corp. - GPU Service Corp 7pp, 46692 207-46602 308. 

-880B310011 Audit on 870223 0511 of emergency preparedness program & associaied 
emergency implementing procedures. w 

Qef ieral Public Utilities Corp - GPU Service Corp. S OC-07-01 ft?/ 
06/26 34pp, 46692,2.30 40692:263. 

" b ® 5®310015 Audit on 860213 0509 of definition & Implementation of omorconcy plan 
ol^p:«69^2M- r 46692,306. hl " 188 03,13 ' GPU Se,ViG0 Co, P- S0C ' aS M 

m5 c W 0 ^ 0tfce 68 ° 69 * “Movable Contact Finger Binding In UFA Relays 
Mfg by GE. Svc list end. J 

/? f Operafional Events Assossmont {Post 070411) BB/Ge/t^ 
Consolidated Edison Co of New York, Inc 1 26pp 46690 054 46000 170. * 

8 8 ?OH M 9 TOM Svvf r n 3 '? 8p < Re J?! 60 ; 2 I 9/ 2? 15 0n <*0523-0726 A nollco ol violafe* 
JOHNSTON, WAA Region 1, Ofo of the Director 00/06/10 FITZPATRICK.E GerSS 
Public Utilities Corp. - GPU Service Corp 2pp, 46655,237-46055.264. 

of violation from Insp on 880 52 1-Q72Q .Viol at Ion nolod llconseo 
performed evaluation that accepted calculated reduction In stress margins bcio* 
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® 6 “™B°, 1 «i™ t ^ f l L ^ n9aa Moollr ' 9 BB - 135 0" BOO0OQ to King o( P/ussla.M l, 

^T«789 C 329 n 4ft.M° ,<! ’ h9 Di,0C, °'- B8/O0/23 ’ R°OlOr. 1, Olo ol Bio Dlwlor 

81 J bish“ : wMSaiVlSS ln '° Nolloa 66 04B< '' Ucen8eo Rapt 0t D<,,oc ' ,w 

80 noied° 373 rorward9 Sof0ly ln3 P Re P' 60-210/80-20 on 000626 0730.No violations 

^ssr^xs 1 tSf'yszLsr i^z 073 ^ «**• ^ 

security, , alaiton conlrnl.houea^MlnT^ e D * 0l edlZ n ! Bmnin!:Lu OpCW!to ^ ,p)lvs ^ 

COWQILL.C. Region l.blo el ■SWSTaBa&lft ' 

6809010388 Forwards Safety Insp Rept 60.219/88-21 on 89071MB & notice Ol viola 

UUllfiM^Corp^^PU^SIfceCo^'s^Ae^yolcMaTAO^ITOy™^'^" Qon0W ’ ' 

maStod*?* Opmltan far V g mater lh™n'7 l dava°w/nen 7 | 1 1 ° B -y ,0,alion no,od r0<lctor lt >- 
? ency svc waler svs Inferable Io0p 01 con1nlr,mo '>' spray/omer- 

flaglon 1. Ofc of the director 00/00/24 2 p p , 48740-092-28740.063, 

“'O' 1 Mcjor cess 

cfeiLL'n^r aT j wim4o°?s^^(s^ dw! » 8w wa, “ hx 

COWGILL.C Region 1, Ofo of the Director. 8B/08/23 P 13pp 4O74O.O04-48?19.OI« 
noted In In^Reol Bo'-^ie/BMs, ' tf ln,ormln ^ ^ RC °* B,0 P 3 fahon lo corrocl violations 

R ' oTSp'u Q a "«™< i 


P^lteLKaiiia^cS?'~Sp , l l sS^lce C^2%p°&a7B8?^.5afi£^ P l1' r 

SSI“SS““«= 

“SM2 l^a° No,,ea 88 - 07( >' " C ^ Valve mservlco Toalfng Program DeMe,- 
Kidafed“ cl ofN r ew°York Jnc?*1 2^ p , 6 4l7i e 3:{) 95^37 8 J. jl y* ? ' B8/0W «- 

rounding safety limit violation. 0 d,8CU9a Individual operator actions sur- 

COWGILL.C d. Region 1,0' 

2 pp 4 6800.2 76-4 6800 -2 76. 


rounding safety limiT‘vioiatror>," . 

M^8S-2^ ,C 0f lhe Dlreo,0f ' R salon 1, Ole Ol tho DMI 

1900°& 9 Reoues| l fOT Collection ol LIce^se^Rad liiBrjf 1 °* nean,r y ol COSMOS 

That Event. Svc list end 0 Radloac «vity Maaaurements Attributed 10 

con^itdited D ^ggS oS. 
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)300018 NRC Info Notice 80 072, "Inadequacies In Oosign of DC Motor-Operated 
live 9 " Svc list end. 

DSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/02 
jnsolfdated Edison Co, of New York, Inc 122pp 46726 001*46726 123 

1200159 Responds to NRC Bulletin 88 005 re nonconforming matl supplied by 
jJng Supplies, Inc A West Jersey Mfg Co, 

rZPATHlCK.E General Public Utilities Coro, - GPU Service Corp 08/09/12 Docu* 
jnt Control Branch {Document Control Desk) 4pp 46900,268-46900 271 

(080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
VRs During Recirculation Operation Following LOCA M Svc list end 
)SSI,CE. Division of Operalional Events Assessment (Post 870411), 80/09/14 
msolldated Edison Co. of New York, Inc 122 pp 48024 215 46824.336 

1200361 Responds to NRC Bulletin 88-007, "Power Oscillations In BWfis " Current 
eralirig procedures address reactor stability concerns & operator actions to mitigate 
Hating conditions for power oscillation problems 

rZPATRICK.E, General Public Utilities Corp - GPU Service Corp 88/09/14 Office 
Nuclear Reactor Regulation, Director (Post 070411), 2pp 4691 1 252-46911 253 

1120197 NRC Info Notice 08 075, "Disabling of Diesel Generator Oulput Circuit 
makers by Anil Pump Circuitry." Svc list end 

)SSI,C,E. Division of Operational Events Assessment (Post 870411) 68/09/16 
nsolitfated Edison Co of New York, Inc. 124pp 46946 133-46946 252, 

130350 NRC Info Notlca 88*076, "Recent Discovery of Phenomenon Not Previous- 
Considered In Design of Secondary Containment Pressure Control ” Svc list end 
)SSI,CE Division of Operational Events Assessment (Post 870411), 08/09/19 
nsolidated Edison Co. of New York, fnc 125pp 46946 253 46947.013 


-8009190296 Insp Repts 50-220/88 26 & 50 410/88 26 on 880801*03 No violations 
noted. Major areas Inspected emergency preparedness & observation of annual partial 
participation emergency exercise 

GORDON.C.Z , LAZARUS, WJ Region 1 , Ofc of the Director 88/09/09 7pp 
46096 039-46896 045 

8809230152 Forwards Insp Repts 50*220/88*17 & 50-410/88-17 on 080707* 0824 & 
notice of violation Stop work order Issued as result of QA dept surveillance of inserv- 
ice insps demonstrates inadequate control & oversight of program 
WENZINGEfl.E C Region 1, Ore of the Director. 88/09/16, MANGAN.C.V. Niagara 
Mohawk Power Corp 3pp 46932 189*46932,217. 

-8809230153 Notice or violation from insp on 080707*0024 Violation noted on 880713 
continuous fire watch was not established within 1 h on one side of inoperable Fire 
Door T-234. 

* Region 1 , Ofc of the Director 88/09/15 Ip. 46932 192-46932 192 

-8809230155 Insp Repts 50-220/88-17 A 50-410/8Q-17 on 000707*0024 Violations 
noted Major areas inspected, Unit 1 outage.Unlt 2 power oporations.NRC bulletin & 
notice reviews, LER reviews, temporary instruction followup A 1OCFR50.59 reviews 
JOHNSON, J R, Region 1, Ofc of the Director 88/09/14 25pp 46932 193 4B932 217, 

8009270120 Revised emergency plan Implementlngprocodures, Including Rev 9 to Pro* 
ceduro EPP-15, "Health Physics Procedure" A Rev 6 lo Procedure EPP-19, "Site 
Evacuation Procedure " 

BURGESS, G. W , TERRY.C D, Niagara Mohawk Power Corp. 88/00/1 fi 70pp 
46971,271 46971 349 KK 


P. Operating license stage documents & correspondence 


^portable occurrences, LERs & related correspondence 

300351 LER 68*014*00.On 880721, upstream MSIV In steam line A failed surveil* 
ice lest & declared inoperable Caused by procedural Inadequacy Damage to guido 
3 repaired & poppet properly aligned w/gulde ribs Valve stem replaced.W/800819 

iYLEY.R B,, FITZPATRICKS General Public Utilities Corp - GPU Service Corp. 88 / 
MO. 6 pp. 46092.037*46602.041. 

060244 LER 88*01 6 00 on 880805, re actor Isolation signal Inadvertently initiated 
Ing intermediate range neutron monitor front panel survoillance.Caused by circuit 
1 configured to facilitate testlng.Fuse replaced.W/880830 |tr. 

ITMAN.L.W., FITZPATRICK.E. General Public Utilities Corp * GPU Service Corp 
r00/30. 5pp. 46758.219*46758.223. 

230019 LER 88-016-00 on 880B 10, Isolation condenser automatic actuation pros- 
e sensors RE15A,nE15B,RE15C & RE16D tripped at values greater than specified 
Tech Spec 2.3.E.Caused by Inadequate Instrument repeatability W/8GD916 Itr 
IDKNECHT.M, FITZPATRICK, E. General Public Utilities Corp - GPU Service Corp. 
'09/16 6 pp 46945. 288*4 0945 , 292 


orator Examinations 

080123 Requests that end list of ref matl be provided by 801003 for senlor/roaclor 
jrator licensing exams scheduled for wk of 881205.Desci1pllon of requirements (or 
iduciing exams A rules A guidance for written exam also end, 

^GE.D L. Region 1 , Ofc of the Director. 88/08/30 FITZPATRICK, E General Public 
dies Corp - GPU Service Corp 9pp 40000,185*46800.163. 

300044 Forwards projected schedule of operator licensing exam requirements for 
39-92,per Generic Ur 88-13. 

ZPATR1CK.E. General Public Utilities Corp. - GPU Service Corp. 80/09/01, 
NNON,J. Region 1 . Ofc of the Director. 3pp. 46794*358-46794-360 


<ET 60-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


curlty, medical, emergency & fire protection plans 

100345 Advises that util 080715 proposed revs to plant security plan A training & 
indication plan consistent w/ provisions of 10CFF150 54(p) & acceptable, 

XAMY.R R. Region 1, Ofc of the Director. 08/08/24. BERATTA,J.P Niagara 
hawk Power Corp. 9pp. 46698*311*46608.313. 

110176 Revised emergency plan Implementing procedures.lncluding Rev 9 to EPP- 
'Radiatlon Emergencies,” Rev 13 (o EPP- 2 , "Fire Fighting" A Rev 11 to EPP-S, 
ation Evacuation. W/880929 Hr, 

RDAN.E.C,, ROMAN, T.W., ABBOTT.R.B, Niagara Mohawk Power Corp. 88/08/29. 
ipp, 410702:121-46702:310. 

160190 Provides Status Rept 2 for pfant.lncludlng plant status, items of special 
rest .activities planned, on site NRC coverage & cumulative summary of significant 
nta. 

HMIDT.W.L Region 1, Ota of the Director 88/08/30. JOHNSON, J R. Region 1 , 
Of the Director. 3pp 46800:243-46800:245. 

*60300 Forwards summary of current restrictions contained In either Tech Specs or 
it procedures A [dentines emergency action levels.per 880902 request to review 
Icana-refated actions for plants 

J RA,R A. Project Directorate M, 80/09/07. BOGER.B. Project Directorate M. 6 pp. 
99*252-46999.256. 


40009 Forwards security A safeguards contingency plan Definition of security 
e member discussed, Plan withheld 

1ATTA.J.P Niagara Mohawk Power Corp. 88/09/00. Office of Nuclear Reactor 
lulatton, Director (Post 870411). Ip, 46911*005-46911,005. 

90287 Forwards Inap Repts 60-220/00-26 A 50-410/88*25 on B80801*03.No vlo- 
>ns noted 

LAMY.R.R Region 1 , Ofo of the Director. 88/00/09, MANGAN.C.V, Niagara 
lawk power Corp, 2 pp. 46896,037-48896,045. 


8808120294 Generic Ltr 88*14 to all holders of OLs or CPs for nuclear power redclors 
re Instrument air supply sys problems affecting safety related equipment Svc list end, 
MIRAGLIA.F J. Associate Director for Projects (Po 9 t 870411), 88/08/0B. Consolidated 
Edison Co, of New York, Jnc 4fpp, 47065,001*47065.006, 

8808260130 Informs (hal tests described In 880603 Hr to assure sys operability following 
insps during 198D refueling outage be utilized to assure continued operability of scram 
discharge Instrument vol. 

TERRY.C D Niagara Mohawk Power Corp. 88/08/17, Document Control Branch 
(Document Control Desk). Ip. 46655.236 46655*236. 


to FOIA request for documents Forwards documents listed 
> available In PDR, App B documents totally withheld (rel 
documents partially withhold (ref FOIA Exemption 5 ). 
ta Detailed Affiliation Given 88/08/17. CONNOR. L Doc- 
6770 060 46770,089, 

-8009120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jut*Nov 1985 

AXELRAD.JA Enforcement Staff, IE (Pro 870413) 86/12/13. BLAHA.J.L Program 
Support & Analysis Staff, IE (Pro 070413), 13pp 46770.211-48770:223. 

8808300252 Forwards application for amend to License DPR-63,Amend changes Tech 
Specs ro RCS Isolation valves & instrumentation that initiates scram Fee paid 
TERRY.C D. Niagara Mohawk Power Corp, 88/08/19 Document Control Branch 
(Document Control Dosk), Ip, 46695,330 46695.339. 


8809120091 Final response 
In App A.Documents else 
FOIA Exemption 5) App C 
GRfMSLEY.DH NRC - f 
Search Associates. 6 pp 4' 


”0808300253 Application for amend to License DPR 63, changing Tech Specs ro RCS 
Isolation valves & Instrumentation that Initiates scram. 

TERRY.C.D Niagara Mohawk Power Corp, 80/08/19 2pp, 46695,331 -46605*332, 

-8000300256 Proposed Tech Specs re Instrumentation that Initiates scram A RCS isola- 
tion valvos 

* Niagara Mohawk Power Corp. 80/08/19, 7pp. 46695.333*46695 339. 

6609090001 Provides milestones accomplished re comprehensive assessment of activi- 
ties at Neely Nuclear Research Ctr.per 800223 A 0513 dlscu 99 lons. 

CRECINE.J.P, Georgia Institute of Technology, Atlanta, GA. 80/08/19 GRACE, J.N, 
Region 2 , Ofo of the Director. 9pp. 46806*114-46806:116. 


8809000190 Provides Status Rapt 2 for plant.lncfuding plant status, Items ol special 
Intoresl.actlvltlos planned, onsite NRC coverage & cumulative summary of significant 
events 

SCHMIDT.W.L Region 1, Ofc of the Director 88/00/30, JOHNSON, J,R. Region 1, 
Ofo of the Director, 3pp, 46800 < 243*46800:245. 


8809060097 Forwards safety evaluation supporting util 870401 & 880606 submittals on 
compliance w/ATWS rule re alternate rod injection sys & recirculation pump trip 
sys NRC will provide guidance on Tech Specs for subf sys In separate document 
HAUGHEY.M.F Project Directorate 1-1, 00/08/31. MANGARCV Niagara Mohawk 
Power Corp, 2pp. 46750,015 46759‘032, 


“8809060126 Safety evaluation supporting util 870401 & 08O8OA submittals on compli- 
ance w/ATWS rule re alternate rod fnjectloh sys & recirculation pump trip syg, 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 08/08/31, 7 pp, 
46759:017-46759.032, 


0809140471 Advises that util will delay submitting Tech Spec changes until 30 days 
after receipt of response to util 880728 Itr 

PERKINS.iJ. Niagara Mohawk Power Corp 88/09/02, Document Control Branch 
(Document Control Desk). Ip 46840,277-46840,277 

8809130332 Forwards notice of environ assessment A finding of no significant Impact re 
880623 request for exemplion from certain requirements of 10CFR50,App J, 
HAUGHEY.M.F. Project Directorate 1 - 1 . 88/09/06 MANGAN,C,V, Niagara Mohawk 
Power Corp 3pp, 46833-338-46833'345, 

-8609130338 Notice of environ assessment & finding of no significant Impact re util re- 
quest for exemption from certain requirements of 10CFR60,App J 
CAPRA, R,A. Project Directorate 1-1. 80/09/06, 5pp, 46833:341-46833:345. 

8809120158 Summary of 880830 meeting w/util re status of licensing Issues for 
plant.W/llst of meeting participants & observers. 

HAUGHEY.M.F. Project Directorate 1-1 80/09/07. Project Directorate 1-1, 9pp. 
46825:025-48825.033. K 
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P. Operating license stage documents 4 correspondence 

0808120294 Generic Ltr 88 14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipmeniSvc list end 
MIRAGLIA.F J Associate Direct or for Projects (Post 67041 1) 68/08/OB Consolidated 
Edison Co of New York, Inc. 41 pp 47065 001-47065 006 

6806260105 Forwards responses to 660526 request for addl info re SEP Topic III 4 A, 
"Tornado Missile" 

NAGA1.Y Genoraj Public Utilities Corp - GPU Service Corp 8B/08/12 
DROMERICK.A.W NRG - No Detailed Affiliation Given 7pp 46658 065-46656 071 

8808300224 Forwards response to Generic Ltr 86-01 re NRC position on IGSCC In 
BWR austenitic stainless steel piping fnsp pfans still not fn complete compliance w/ 
NUREG-0313-,Rev 2 Intent of subj NUREG adopted in response to plant IGSCC expe- 
rience 

WILSON.R.F General Public Utilities Corp* - GPU Service Corp 68/08/12, Document 
Control Branch (Document Control Desk). 2pp 4669 2 309 4 6693 004 

“6800300 2 63 Rev 0 to "Response to Generic Ltr 88-01 & NUREG 0313.Rev 2." 
COVILL.D , LORENZO.R, CAPODANNO.G.R General Publfc Utilities Corp - GPU 
Service Corp TR-050 R00. 6 B/oa/10 55pp 46692 311 46693 004 

6809120094 Final response to FOfA request for documents Forwards documents listed 
In App A, Documents also available la PDR. App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOfA Exemption 5) 
GRIMSLEYiD.H. NRC - No Detailed Affiliation Given 88/08/17. CONNOR.L Doc- 
Search Associates 5pp. 46770 060-46770 089 


8808300226 Ack receipt of 880601 ltr Informing NRC of steps taken to correct violations 
noted In fnsp Rept 50-216/88 06 Request for withdrawal of violation re audits of 
emergency program unjustified Response required within 30 days. 

EBNETER.S.D Region 1 , Ofc of the Director Q8/08/19 FITZPATRICK.E, Gonorat 
Public Utilities Corp. - GPU Service Corp 7pp. 46692 207-46602.306. 


-8606310011 Audit on 870223 0511 of emergency preparedness program & associated 
emergency implementing procedures 

MACFARLANE.D General Public Utilities Corp - GPU Service Corp S-OC-87-01. 07/ 
06/26 34pp. 46692,230-46692 263. 


-8808310015 Audit on 860213 0509 of definition & Implementation of emergency plan, 
NEYSEK.W.G. General Public Utilities Corp. - GPU Service Corp. S OC-BG 03, 06/00/ 
05. 45pp 46692 264-46692 300. 

8008190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end 1 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 06/00/10. 
Consolidated Edison Co of New York, Inc, 125pp. 46690.054-46690.170. 


8008260325 Forwards fnsp Rept 50-210/00 16 on Q 00523 0726 & notice of violation 
JOHNSTON.W V Region 1, Ofc of the Director. 80/00/19 FITZPATRICK, E. Gonoroi 
Public Utilities Corp. - GPU Service Corp. 2pp 4 665 5.237-46655. 204. 


'-880&260330 Notice of violation from Insp on 660521 -0726, Violation noted, llconsoo 
performed evaluation (hat accepted calculated reduction In stress margins, bolow 
levels established by NRC, Increasing failure probability for two piping sye. 

* Region 1, Ofc of the Director, 80/08/19. Ip 46655 239 46655'230. 


—8609120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Juf Nov 1985. 

AXELftAD.J A. Enforcement Staff, fE (Pre 870413) 86/12/13. BLAHA.J.L Program 
Support & Analysis Staff, IE (Pre 870413). 13pp. 46770 211-46770 223 

8809010284 Document results of 880607 meeting w/NRC re SEP Topic 4 1.3. "Intake 
Water Level Moortonng" Concludes that Instrum entallon w/assoclaled alarm not 
necessary^based upon replacement of current water level staff gauge 
FITZPATRICK, E General Public Utilities Corp. - GPU Service Corp 88/06/19 Office 
of Nuclear Reactor Regulation, Director (Post 070411). 2pp. 4B743.346 46743.347. 

8009060355 Forwards listed Info needed to resolve Issues re SEP Topic VlMA, "Isola- 
tion of Reactor Protection Sys for Nonsafety Sys," per 871110 request 
NAGAl.Y. General Public Utilities Corp, - GPU Service Corp 85/09/19. 
OROMERICK.A W NRC - No Detailed Affifiabon Given 3pp. 46758 356-4675B 350 


' M(.rmniun,L, 'jdmdioi rui/nu vwmu» uurp - oerVICO UOrp. UU/Uc 
ment Conlrol Branch (Document Control Desk). 2pp, 40742,210-46742 220 

N R C |nf o Notice 80 060, "Setpoint Testing of Preesurlzer Safely TM1YU , T „ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list onol. 

««•«* 

^<^<SSio^n tolteSl '™ 1 " 9 ln RMhVll,B ' MD 10 dl6CUSS R0V 2 8 ru»Wffi 8n8 “ M0elina “- 136 on 000006 ln Kln S °' .o 

■'RAUL.J Quality Assurance Branch 8B/03/29 WEISS.S H Quality Assurance COWGILL.C.J, Rogl< 


iZ . J ,r r r : , ' Yivimruim I iwtuu (iruuu 

inspected, licensee action in response to Mark I containment mod requirements of 
NUREG-0661 , review of design analyses & plant unique analysis root 
CHAUDHARY,S.K„ ROMNEY.ND., STROSNIDER.J R Region 1, Ofc of (ho Dlroctor 
68/08/15 25pp. 46655*240 46655 264 

8809010278 Responds to NRC Bulletin 0B-008, "Thermal Stresses In Piping Connected 
to RCS " Neither bulletin nor suppl applicable to facility, 

FITZPATRICK.E, General Public Utilities Corp - GPU Service Corp. BB/O0/1O, Dock- 
“ - ' ‘ ' *“ n -*“ J '674 ~ 

cv v, t -* 00 O60 « "Setpoint Testing of Pressurizer Safely Valves W/ 

Filled Loop Seals Using Hydraulic Assist Devices." Svc list onol. 

Ision of OtiarflHnnAl Fvnnf.q AflfjnnRrrmnt n7n,mi on/nninn 


SPI 

Branch 3 pp 46743:108-46743 200 

88 09140218 Forwards "Race Code Methodology & Verification," per NRC 860512 re- 

3 ueat for addl info Consideration of uncertainties for input variables to code correlation 
escribed in end necessitates change In Tech Spec Change Request 1 66 
WJLSON,R F. General Public Utilities Corp. • GPU Service Corp 68/09/02 Document 
Control Branch (Document Control Desk). 2pp, 46840 195 46840 243, 

-8809140254 "Race Code Methodology & Verification " 

FURfAR.V. General Pubfic Utilities Corp - GPU Service Corp. 87/11/24 47no 
46040 197-46840:243, 

8809120101 Notification of 880928 meeting w/util In Forked RIver.NJ to discuss status 
of Sensing activities for facility, 

DROMERICK.A W. Project Directorate 1-4. 6 
4 3pp 46815 353-46615 355. 


. 66/09/07. STOLZ.J F Project Directorate I- 


B0O92OOO1 8 Forwards Amend 126 lo License DPR-1S 6 safety evaluation, Amend re- 
0n max radlolodlne concentration allowed In reactor coolant. 
DROMEffiCMW. Proleet Directorate 1 4 88/09/12. FITZPATRICK.E General Public 
Utilities Corp. - GPU Service Corp, 2pp 46899:313 46699 329. 

“8809200020 Amend 128 to License DPR-16,re vising requirement on max radiotodine 
concentration alio wad In reactor coolant 

STOLZ.J F. Project Directorate 1-4 B8/O0/12 lOpp 46699,315 46899.324, 
-B0M2O°O22 Safety evaluation supporting Amend 126 to License DPR-16, 
46e9& C 3 e 25°46a99 32 , 9 naaCl0r 0trwlor ( Post *7041 1) 88/09/12 5pp. 

8609210069 Forwards addl Info ra ASME Coda compliance for upper elevations of plant 
NRC 880728 meeting request, P 

WILSON,R,F. General Public Utilities Corp. - GPU Service Corp, 88/09/12, Document 
Control Branch (Document Control 0<esk) 8pp. 46920417 46920*1 24. 

I 0 ' ? 809 ? 1 w'util In Rockville, MD to discuss Rev 2 of 

l ?S a, r? A i? lan J or plan1s Aff&nda * rial participants end. 

68/09/rS - «*”*«■* Assurance 

Q. Inspection report*, IE Bulletins & correspondence 

8a m 8 L?? 0224 i Forwards response to Generic Lit 80 01 re NRC position on IGSCC In 
d 8l * nl9SS s1e *1 PJptoQ ^ S JP pfans still not In complete compliance w/ 
NUREG-O313,R0V SJMant of buE] nOreS Adopted In responsa irplanUG&CC expe- 

WI L SON,R F General Public Unities Corp ^ GPU Senrfce Corn. 86/08/12 DoeumAnt 
Control Branch (Document Control Desk) 2pp 466&2'309 40693. CKM. *' [>ocument 

“Response to Generic Ur 86-01 & NUREG-0313 Rev 2 " 

* t-qRENZO.R , CAPODANNO.G R General Public Utilities Coro GPU 
Service Corp TFLO50 R00. 80/06/10. 55pp. 46092311-4^93 004 ^ GPU 

M N £ OI K n 01 8 ? 0830 S Y ifica . r ' 1 Uc8 '“«> ^tlng 88-131 w/ulil In King ol 
to dlscuaa enlorcemant conlerenca re oqulprn«nl environ qualldoatlon 

^M Q 6W3 C 2«^toi^ 10 01 me Dl,acl0f ’ 68/08/16 R9 8 ,on 1. Ole ol the Director. 


2pp ■W09T 2 O.^°89.33O ' 0 °' ' h ° 00/ ° 0/M ' Ro 9 lorl '■ 010 01 Arcelor. 

T 9 he2velv!s? P sIoMd 1 ' 1 ' 0 N ° UC ° ° 6 040 ’ '' LIC0, ’ 8OO n ° pl 0( Do,oollvo no,ur 

RQSSI.C.E, Djylslon of Operational Events Assessment (Post 070411). 00/00/24 
Consolidated Edison Co or Now York, Inc, 122pp. 46713 210-46713 , 21G. 

80 notad° 373 Forward8 Safoty lnsp Rept 60210/00 20 on 000626 0730 No violations 

r^n 9i °nJ , i n 6 Di ^ctor. QG/00/24. FITZPATRICK.E. Gon 
eral Public Utilities Corp, - GPU Service Corp 2pp 40740*345 46740:350. 

-8009010375 Insp Rept 50 219/08 20 on 880026-0730 No violations notod Moloi 
eas Inspected now luel movemont & chnnnollno, plant oporatlona, physical 


Bi*c»attri5fSS: 

8888010888 Forwards Safety Insp Rapt 60-210/08-21 on 80071M6 & nottco ol viola- 
“8809020189 Notice of violation from insp on 88071 MB, Violation notod roaolor rn 

p d svSS l ^s I KfiK lhan 7 d ° yS W/0n ° ,00P 

Region 1, Ofc of tha Director 80/00/24 2pp, 40740.002 46740-063, 

" 88880 A 501 « Insp Rept 60-213/88-21 on 00071 1-15.Vlolallona notod Malor moan 
Inspected review ol events surrounding containment spray/omoroenev svo 
f-nwnui? 1 ^ d 8u [ 0 & , e ^ 8lf lno limiting condition tor operation X ™ 0, MX 

C0WQIH..C Region 1, Otc ol the Director 80/00/23, 13pp. 40740 084-40740070 

8 tr,^^ Ck Rir6 P ol2W 5 ° ln,omln8 NRC 01 °'°P 8 'o 88 - 1 18 <=0-00. violations 

Qo ™ r#i 

“8809000249 Responds to NflC 880216 ltr re violations noted In fnso Rant fin Din/a? 

MJKATS.'SS ss,.»-,;ss,as» “»» 

e dos '' sic te and! 0 N0,l0e 00 070> " ChBck Valv9 Tes| ln9 Program Dellclon- 

08/o8/£6 - 

» 88-138 w/u.11 In King ol 
rounding safety limit violation, 0 di8CU98 Individual operator actions eur 

COWGILL,CJ. Region 1, O 
2pp 46600:275-46800:276, 


rounding safety limit violation," - - 

M-CJ-^ton l, Olcol the Director. 00/08/29. Region 1. Ofo of the Director 

go°tt Reen '<V Of COSMOS 

That Event, Svc Hat end L| c«nsee Radioactivity Measurements Attributed to 

StotodWtoSn Co, fl.OoV ’’ 88/08/l), ' 
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8806300010 NRC Info Nolle© 88 072, ‘Inadequacies in Design of DC Motor Operated 
Valves," Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 070411). 88/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001 -46726 123 

8809200159 Responds to NRC Bulletin 08 005 re nonconforming mail supplied by 
Piping Supplles.lnc & West Jersey Mfg Co 

FITZPATRICK.E General Public Utilities Coro • GPU Service Corp 88/09/12 Docu- 
ment Control Branch (Document Control Desk) 4pp 46900 268 46900 271 

6809080339 NRC Info Notice 08-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, CE Oivlslon of Operational Events Assessment (Post 070411) 08/09/14 
Consolidated Edison Co of New York, Inc 122pp. 46024 215 46824 336 

0809200361 Responds to NRC Buiietin 08-007, "Power Oscillations In BWRs" Current 
operating procedures address reactor stability concerns & operator actions to mitigate 
Initiating conditions for power oscillation problems 

FITZPATRICK, E General Public Utilities Corp - GPU Service Corp, 88/09/14. Office 
of Nuclear Reactor Regulation. Director (Post 870411). 2pp, 4691 1.252 46911:263 

BB09120197 NRC Info Notice 00 076, "Disabling of Diesel Generator Oulput Circuit 
Breakers by Anti Pump Circuitry 11 Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 00/09/ 16. 
Consolidated Edison Co of New York, Inc 124pp 46946.133 46946.262. 

8609130350 NRC Info Notice 80 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control" Svc list end, 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). OQ/09/19 
Consolidated Edison Co. of New York, Inc. 125pp 46946 253 46947-013 


-0809190296 Insp Repta 50-220/00-26 & 50-410/00 26 on 880001-03, No violations 
noted Major areas inspected emergency preparedness & observation of annual partial 
participation emergency exercise, 

GORDON, C Z , LAZARUS, W.J Region 1, Ofc of the Director 80/09/09. 7pp 
46696,039 46B96 045. 

8609230152 Forwards Insp Repts 50-220/06-17 & 50 410/88 17 on 860707- 0824 & 
notice of violation Stop work order issued as result of OA dept surveillance of Inserv- 
Ice insps demonstrates Inadequate control A oversight of program 
WEN2INGER,E.C, Region 1, Ofc of the Director 80/09/15 MANGAN.CV Niagara 
Mohawk Power Corp 3pp 46932.189 46932 217 

-0809230153 Notice of violation from insp on 880707-0824 Violation noted, on 880713 
continuous fire watch was not established within 1 h on on© side of Inoperable Fire 
Door T-234. 

4 Region 1, Ofc of tho Director 88/09/15 Ip. 46932:192-46932-192 

-8009230165 Insp Repts 60-220/88*17 A 60 410/88-17 on 800707 0024. Violations 
noted.Major areas inspected’Unit 1 outage, Unit 2 power operations, NRC bulletin & 
notice reviews.LER reviews, temporary Instruction followup 8. 10CFR50.59 reviews 
JOHNSON, J.R Region 1, Ofc of the Director 80/09/14. 25pp ( 46932*193 46932.217. 

8009270120 Revised emergency plan Implementing orocedures, including Rev 9 to Pro- 
cedure EPP-15, "Health Physics Procedure" & Rev 6 to Procedure EPP-19, "Site 
Evacuation Procedure," 

BURGESS, G.W., TERRY, CD. Niagara Mohawk Power Corp 6B/09/19. 70pp. 
46971 271-46971 349 ^ 


P. Operating license stage documents & correspondence 


S. Reportable occurrences, LERs A related correspondence 

0800300351 LER 00 014-00 on 880721, upstream MSIV In steam lino A Med surveil- 
lance test & declared inoperable, Caused by procedural Inadequacy Damage to guide 
ribs repaired & poppet property aligned w/guide nbs.Valve stem re place cfW/ 0808 19 
Itr, 

GAYLEY.R.B., FITZPATRICK,*. General Public Utilities Corp • GPU Service Corp 80/ 
00/19 5pp 46692 037-46692 041. 

8809060244 LER 08 015 OO.on 08O8O5,reoctor Isolation signal Inadvertently initiated 
during Intermediate range neutron monitor front panel surveillance Caused by circuit 
not configured to facilitate testing, Fuse replaced, W/080830 Itr 
LEITMAN.LW, FITZPATRICK, E. General Public Utilities Corp, - GPU Service Corp 
80/06/30, 5pp 46768.219-46760*223 

0809230019 LER 80 016 OO.on 880D1 0.lsolation condenser automatic actuation pres- 
sure sensors RE15A,RE16B,RE16C & RE15D trlppod at values greater than specified 
In Tech Spec 2.3 E Caused by Inadequate Instrument repeatabllity.W/6809t6 Itr. 
GODKNECHT.M , FITZPATRICK, E General Public Utilities Corp - GPU Setvlce Corp 
80/09/16. 5pp. 46945.20B-46945.202. 


V. Operator Examinations 

8809080123 Requests that qncl list of ref mat! bo provided by 081003 for senior/ re actor 
operator licensing exams scheduled for wk of 081205 Description of requirements for 
conducting exams & rules & guidance (or written exam also oncl 
LANGE.D1 Region 1, Ofc of tho Diroctor. 80/08/30, FITZPATRICK.E. Genorol Public 
Utilities Corp - GPU Service Corp. 9pp. 46000.105-46800 103 

8B090Q0044 Forwards projected schedule of operator licensing exam requirements for 
FY89-92,por Generic Ur 88-13. 

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp 00/09/01 
HANNON, J. Region 1, Ofc of tho Director. 3pp. 40794 358-46794:360. 


DOCKET 50*220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 


8800300345 Advises that util 800715 proposed revs to plant security plan A training & 
qualification plan consistent w/provlslons of 10CFR5O,54(p) & acceptable. 

BELLAMY, R R. Region 1, Ofc of the Diroctor. 08/08/24. BERATTA,J,P Niagara 
Mohawk Power Corp 3pp 46698*311-46690-313 


8608310176 Revised emergency plan Implementing procedures, Including Rev 9 to EPP- 
1, "Radiation Emergencies," Rov 13 to EPP-2, "Fire Fighting" & Rev 11 to EPP-5, 
"Station Evacuation* 1 W/000829 Itr. 

GORDAN.E C„ ROMAN.T.W., ABBOTT, R.B Niagara Mohawk Power Corp. 88/08/29. 
120pp. 46702:121-46702-310 


8609080190 Provides Status Ropt 2 for plantjncludlng plant status, items of special 
Interest, activities planned, onsite NRC coverage A cumulative summary of significant 
events. 

SCHMIDT, W.L. Region 1, Ofc of the Director 00/00/30, JOHNSON, J.R. Region 1, 
Ofc of the Director. 3pp. 46000:243 48000:245. 

0009290300 Forwards summary of current restrictions contained In either Tech Specs or 

K lant procedures & Identifies emergency action levela.per 880902 request to review 
unrlcane related actions for plants 

CAPRA.R A. Project Directorate 1-1. 00/09/07. BOGER.B Project Directorate 1-1. 6pp 
48999.252-46999*260. 


8009140000 Forwards security & safeguards contingency plan Definition of secunty 
force member dl$cussed.PJan withheld. 

BERATTA,J.P. Niagara Mohawk Power Coro. 88/09/00. Office of Nuclear Reactor 
Regulation, Director (Post 070411). Ip. 46911:006-46911.005 

B809190287 Forwards Insp Repts 60-220/08-26 & 60-410/80-25 on 880801 -03,No vio- 
lations noted 

BELLAMY, R.R. Region 1, Ofc of the Director, 80/09/09. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 48896037-46898 045 


8800120294 Gonsrlc Ltr 08-14 to all holders of OLs or CPs (or nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment.Svc list oncl 
MIRAGLIA.F J Associate Director for Projects (Post 870411], 00/08/08, Consolidated 
Edison Co. Of New York, Ino 4lpp, 47065 001-47065 006, 


8808260130 Informs that tests described In 800603 Itr to assure sys operability following 
Insps during 1988 rofuellng outage be utitizod to assure continued operability ol scram 
discharge Instrument vol 

TERRY, CD Niagara Mohawk Power Corp 88/08/17 Document Control Branch 
(Document Control Desk). Ip 46655-236*46655,236 


8809120091 Final response to FOIA request for documenls.Forwards documents fisted 
In App A Documents also available In PDR, Aop B documents totally withheld (rof 
FOIA Exemption 5).App C documents partially withheld (ref FOIA Exemption 5). 
GRIMSLEY.DH NRC - No Detailed Affiliation Given, 88/08/17 CONNOR, L, Doc- 
Search Associates 6pp, 46770 000-46770 089 

“8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1995. 

AXELRAD,J A. Enforcement Staff, IE (Pre 870413). 00/12/13 BLAHA.J L Program 
Support A Analysis Staff, IE (Pre 070413). 13pp. 46770 21 1-46770:223 


8808300252 Forwards application for amend to License D PR-83 Amend changes Tech 
Specs ro RCS Isolation valves & Instrumentation that Initiates scram.Fee paid 
TERRY, CD Niagara Mohawk Power Corp. 88/08/19. Document Conlrol Branch 
(Document Control Desk). Ip. 46695 330-46695,339, 


-8B08300253 Application for amend to License DPR-63 .changing Tech Specs ro RCS 
isolation valves A instrumentation that Initiates scram, 

TERRY.C D Niagara Mohawk Power Corp, 88/00/ 1 9. 2pp 46695,331-46695 332. 

-8B08300266 Proposed Toch Specs re Instrumentation that Initiates scram & RCS Isola- 
tion valves. 

4 Niagara Mohawk Power Corp 08/00/19. 7pp 46695:^33-48695.339 

6809090001 Provides milestones accomplished re comprehensive assessment of activi- 
ties at Neely Nuclear Research Ctr.per 880223 A 0513 discussions. 

CRECINE.JP, Georgia Institute of Technology, Atlanta, GA. 86/08/19. GRACE, JN 
Region 2, Ofo of the Director, 3pp 46806.114*46806-110. 


8B09080190 Provides Status Ropt 2 for plant, including plant status, Items of special 
Interest, activities planned, onsite NRC coverage A cumulative summary of significant 
events 

SCHMIDT, W.L. Region 1, Ofo of the Director. 00/00/30 JOHNSON, J.R. Region 1, 
Ofo Of the Director 3pp. 46800,243 46800,246, 

8609060097 Forwards safety evaluation supporting ulll 070401 A 880606 submittals on 
compliance w/ATWS role ro alternate rod Injection sys A recirculation pump trip 
sys NRC will provide guidance on Tech Specs for subj sys In separate document 
HAUGHEY.MF. Project Directorate 1-1. 88/08/31, MANGAN.CV, Niagara Mohawk 
Power Corp. 2pp. 46759.01 6 40769:032, 

“8809060126 Safety evaluation supporting util 870401 A 880608 submittals on compli- 
ance w/ATWS rule re alternate rod Injeciloh sys & recirculation pump trip sys, 

4 Office of Nuclear Reactor Regulation, Director (Post 870411), 88/08/3 1 7pp. 
46769.017-49759.032 H 


8809140471 Advises that util will delay submitting Tech Spec changes until 30 days 
after receipt of response to util 800728 Ur. 

PERKINSJ.J. Niagara Mohawk Power Corp 88/09/02. Document Control Branch 
(Document Control Desk), Ip, 46040:277-46840.277, 

8809130332 Forwards notice of environ assessment A finding of no significant Impact re 
860623 request for exemption from certain requirements of 10CFR50,App J, 
HAUGHEY.M.F. Project Directorate M. 00/09/06, MANQAN,C.V. Niagara Mohawk 
Power Corp 3pp, 46033,338-46033 , 345. 

-8809130338 Notice of environ assessment A finding of no significant Impact re ulll re- 
quest for exemption from certain requirements of 10CFR50,App J 
CAPRA.R.A Project Directorate 1-1, 08/09/06, 5pp 40B3 3*34 1-46033:345. 

8809120158 Summary of 800030 meeting w/util re status of licensing Issues for 
plant W/IIst of meeting participants A observers. 

HAUGHEY.M F. Project Directorate 1-1. 88/09/07, Project Directorate 1-1. 0pp, 
48825.026-40026.033 * 
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8609140096 Requests confirmation that classification of componanls & mvestiaation of 
reactor Inp (unction components to be completed by 851 231 .has been completed, par 

HAUG H EY, MR* *P reject Directorate 1*1- 68/09707, MANGANIC V Niagara Mohawk 
Power Corp, 2pp 46845 115-45045 116 

6609160149 Forwards errata k> Amend 97 to License DPR 6 3 .consisting of corrected 

H^UGHeVmf Project Directorate 1-1 86/09/13 MANGAN,C.V Niagara Mohawk 
Power Corp- 2pp 46694*344-46694 346, 


-88091 601 59 Errata to Amend 97 to License DPR 63/evismg Figure 2,1,1, 
* Project Directorate 1-1 68/09/13 Ip, 46894 346-46894 346, 


8609190382 Forwards SER accepting evaluation of effect of potential mixup of reactor 
vessel surveillance capsufe test mail on pressure temp limits for facility. 
HAUGHEYMF Project Directorate M, 66/09/ 14. MANGAN.C.V. Niagara Mohawk 
Power Corp, 2pp 4689B 028 40898 037. 


-8809190367 Safety evaluation re reaclor vessel pressure temp limits & surveillance 

Office of Nuclear Reaclor Regulation, OJrector (Post 070411), 68/09/14. 8pp 
46698,030 46898 037. 


-0809190296 Insp Repts 50-220/88 26 & 50-410/88*26 on 800801*03 No violations 
noted Major areas Inspected.emergency preparedness & observation of annual partial 
participation emergency exercise 

GORDON, C Z , LAZARUS, WJ Region 1, Ofc of the Director 88/09/09 7pp. 
46696.039 46696 045 

8809190316 Forwards response to NRC Bulletin 88-007 Reactor operators & shift tech- 
nical advisors performing shift duties brfefed on LaSalle Unit 2 880309 event & ade- 
quacy of procedures & operator training programs evaluated 
TERRY.CD Niagara Mohawk Power Corp. 88/09/12 Document Control Branch 
{Document Control Desk) 4pp 46698 006-46898 009 

8809220309 Forwards Insp Repts 60-220/88-24 & 50 410/88 28 on 080725-29.No vio- 
lations noted 

DURR.J.P. Region 1, Ofc of the Director 88/08/12 MANGAN.CV. Niagara Mohawk 
Power Corp 2pp, 46930.287*46930 253 

-8009220311 Insp Rept3 50-220/88-24 & 50 410/8B24 on 880725-29.No violations 
noted Major areas Inspected review of corrective actions from IE Bulletin 86 003 ad- 
dressing improper limit switch & torque switch settings In motor* operated valves 
ANDERSON.C J , KOSHY.T , MATKEW.R K. Region 1. Ofc of the Director. 6B/09/08. 
I5pp, 46930-239 46930,253, 


8809200126 Requests exemption. from requirements of 10CFR50, 62(c)(4) re liquid 
poison sya control capacity equivalency requirements, Fee paid, 

TERRY.CD Niagara Mohawk Power Corp, 80/09/14. Document Control Branch 
(Document Control Desk) 3pp A 6905 244-4 6905 246 

8809220100 Informs that standby liquid control sys shutdown margins acceptable & do 
not change conclusions of 869419 SER Actions on submittals re reload Cycle 10 com- 

RaUGHEY.M.F. Project Directorate 1 1. 88/09/16 MANGAN.C.V. Niagara Mohawk 
power Corp 4pp 46928.1 60*468 20. 163. 


8809190067 Informs that 880328 response to NRC Bulletin 88 001, "Defects in Wes* 
tinghouse Circuit Breakers/' satisfactory 

HAUGHEYMF Project Directorate M 88/09/13. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 46G99.Q9B*46B99,099 

8009200216 Notification of 880919 meeting w/util In Rockville.MD to discuss status of 
Inservlce insp prog ram 

HAUGHEY.MF Project Directorate 12 08/09/13 MURLEY.T E , SNIEZEK.J,, 
MIRAGUA.F, NBC - No Detailed Affiliation Given 3pp 46910 059-46918 061, 


Q, Inspection reports, IE Bulletins & correspondence 


0000190195 NRC Info Notice 88 099, “Movable Contact Finger Binding in HFA Relays 
Mta by GE 11 Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/08/19. 
Consolidated Edison Co. of New York, Inc 125pp 46690 054 46690 176 

8008160451 NRC Info Notice 08*068, "Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assisi Devices," Svc list end 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 80/08/22 
Consolidated Edison Co of New York, Inc. 121pp 46702,31 1*46703-070, 

8809180368 Suppl 1 to NRC Jnfo Notice 00-048, 'licensee Rept of Defective Refur- 
bished Valve s. ,r Svc list end 

ROSSf.C.E. Division of Operational Events Assessment (Post 970411) 98/00/24, 
Consolidated Edison Co of New York, f nC. 122pp. 46713,218 46713.210. 


0806230112 NRC Info Notice 80 070, "Check Valve Inservico Testing Program Deficien- 


cies" Svc list end. 

ROSSI, CE Division of Operation at Events Assessment (Post 870411) 88/08/29, 
COnsGlKfaled Edison Co, of New York, Ino f23pp 46713,095 46713,217, 


8009080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA." Svc list end 
ROSSI, C,E, Division of Operational Events Assessment (Post 870411) 88/09/14, 
Consolidated Edison Co. of New York, Inc. 122pp, 48824'216 46824-336, 

8009230162 Forwards Insp Repts 50-220/00-17 & 50 410/00-17 on 880707- 0824 & 
notice of violation. Stop work order issued as result of QA dept surveillance of inserv- 
ice insps demonstrates Inadequate conlrol & oversight of program 
WENZ1NGER.E.C, Region 1. Ofc of the Director 00/09/16 MANGANIC V, Niagara 
Mohawk Power Corp. 3pp, 46032 . 1 89-46932,21 7. 

-8809230153 Notice of violation from Insp on 000707 0824 Violation noted.on 080713 
continuous fire watch was not established within 1 h on one side of Inoperable Fire 
Door T-234, 

* Region 1, Ofc Of the Director. 88/09/15, Ip, 46932*192-46932-192, 

-8009230155 Insp Repts 50 220/88-17 & 50-410/88-17 on 880707-0824, Violations 
noted Major areas Inspected Unit 1 outage, Unit 2 power operatlons.NRC butlolln A 
notice reviews, LER reviews, temporary Instruction followup & 10CFR50.69 reviews. 
J0HNSON.J R Region 1. Ofc of the Director 88/09/14. 26pp, 46932-193-48032 217. 


8909070358 Informs of actions taken to address Unresolved Item 86 07-04 from Insp 
Rapts 50.220/00 07 S 50-410/fiB 06 re methodology for determining effect of ac & do 
emergency buses when new loads added to plant 

MANGAN,C,V. Niagara Mohawk Power Corp. 88/08/29, Document Control Branch 
(Document Control Desk), 2pp. 40779.203-48779:204. 


0609080190 Provides Status Repl 2 for plant.includmg plant status, Hems of special 
Interest, activities planned, onsile NRC coverage & cumulative summary of significant 
events 

SCHMIDT.W.L. Region 1, Ofc of the Director. 86/08/30, JOHNSON, J.R Region 1, 
Ofcol the Director 3pp 46000.243*46800245. 


0800260492 NRC Info Notice 80-071, "Possible Environ Effect of Reenlry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event, Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co. of New York, Inc. 121 pp 46712 244-46713.004. 


9800300018 NRC Info Notice 80 072, ''Inadequacies la Design of DC Motor-Operated 
Valves" Svc list end, 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 88/09/02, 
Consolidated Edison Co of New York, InO. 122-pp 46726-001-46726:123, 


8B09120197 NRC Info Notice 8B-076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 08/09/16, 
Consolidated Edison Co of New York, Inc 124pp. 46946.133 46946.252. 

8B09130350 NRC Info Notice 68-076, "Recent Discovery of Phenomenon Not Previous 

K Considered In Design of Secondary Containment Pressure Control." Svc list end, 
OSSI.C.E. Division of Operational Events Assessment (Post 870411), 80/09/19. 
Consolidated Edison Co. of New York, Inc, 125pp 46946.253-48947.013. 


R. Periodic operating reports & related correspondence 


8809200127 Monthly operating repl for Aug 1000 for Nine Mile Point Unit 1 W/880913 
Itr. 

DAHLBERG,K A„ WILLIS, J.L. Niagara Mohawk Power Corp, 08/08/31, 8pp 
46919 101 46919.19B 


S. Reportable occurrences, LERs & related correspondence 


8809120112 Advises that util 880714 response to NRC Bulletin 88-003, "Inadequate 
Latch Engagement In UFA Type Latching Relays Mfg by GE," adequately addresses 
concerns 

HAUGHEY.M.F Project Directorate M. 66/09/07. MANGAN.CV. Niagara Mohawk 
Power Corp. 2pp. 46824 350-46824-357 

0809130070 Forwards Insp Repl 59 220/08-28 on 880001-05 No violations noted. 
OlIRR.J.P, Region 1, Ofc of the Director. BB/09/07. MANGAN.C.V. Niagara Mohawk 
Power Corp, 2 pp, 46033,230-46833-290 

-8309130076 Insp Rept 50-220/88-20 on 86O0OI-O5.No violations or deviations 
noted Major areas inspected util action re N UR EG 0661 containment mod 
requirements Vfewgraphs & agenda from 800426 meeting concerning torus wall thin- 
ning enef. 

CHAUDHARY.S.K , CARRASCO.J, WEBER, M. Region 1, Ofc of the Director. 88/09/ 
06. 51 pp. 40833.240-48833.290. 

8809190079 Responds lo NRC Bulletin 88-005 through Suppl 2 re matl supplied by 
Piping Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at William sburg.NJ, Total of 
629 safety-related Items purchased from subj vendors, 

TERRY.CD Niagara Mohawk Power Corp, 88/09/09 Document Control Branch 
(Document Control Desk). 1 1 pp 46899:102*46899-112, 

8809190287 Forwards Insp Repts 50 220/88 26 & 60-410/80-25 on 880001-03 No vio- 
lations noted 

BELLAMY, R R. Region 1, Ofc of the Director. 6B/0B/O9, MANGAN.C.V, Niagara 
Mohawk Power Corp. 2pp, 46896.Q37-46896045. 


6009070474 Special rept-on 880730, detection zone not returned to functional status 
within 14 days.Repair of Ionization fire detection per 000717 work request (WR) ex- 
ceeded limits because Part 4 of WR checked as lime permits, 

WJLUS.J L Niagara Mohawk Power Corp. 88/08/20, Document Control Branch (Doc- 
ument Control Desk), 3pp, 46772:140-40772,142, 


V, Operator Examinations 


8609140464 Forwards proposed operator licensing & requalfflcallon exam schodulo 
formal In response to Generic Ltr 88-13. 

PERKINSJJ Niagara Mohawk Power Corp, 88/09/02, Document Conlrol Branch 
(Document Control Desk), 3pp, 46837:224 46837:226. 


DOCKET S 0-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


O. Adjudicatory correspondence 


6809210033 Notice of appearance of counsel for licensee,* Notifies that author will 
appear on behalf of licensee In proceeding, Certificate of Svo end. 

KROESCHE.J.B. California, Unlv. of, Berkeley, CA KROESCHE.J B Orrick, Herrington 
& Sutcliffe, #308 7095. 88/09/13. 3pp, 46043:158-46843:160, 
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8809210046 Joint motion to stay proceedings lor add! 30 days & order thereon ' Inter- 
vener & licensee jointly move lor stay of proceedings.lncluding intervenor lime to file 
suppl petition for leave to intervene WvCertificate of Svc 

GELB.M, Berkeley, CA KROESCHE.J.8 California, Univ, Of, Berkeley, CA 
KROESCHE.JB Orrick, Herrington & Sutcliffe #306 7096, 66/09/16 Atomic Safety 
and Licensing Board Pane! 7pp 46843.161-46843 167 


DOCKET 50-226 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plana 

8809020123 Forwards proprietary response to NRC 880719 Itr re security violation 
noted In Inap Repts 50-225/08-02 & 70*0920/88 01 concerning effectiveness of RPI 
public safety guard checks of reactor critical facility security sys Response withheld. 
HARRIS, D.R. Rensselaer Polytechnic Institute, Troy, NY, 88/08/16 BELLAMY, R R 
Region 1, Ofc of the Director. Ip 46750 304-46750 304 


Q. Inspection reports, IE Bulletins & correspondence 

6809020123 Forwards proprietary response to NRC 880710 Itr re security violation 
noted In Insp Repts 60-225/88-02 & 70-0920/88 01 concerning effectiveness of RPI 
public safety guard checks of reactor critical facility security sys.Responso withheld 
HARRIS, D.R. Rensselaer Polytechnic Institute, Troy, NY 80/00/16 BELLAMY, R.R, 
Region 1, Ofc of the Director Ip 46750 304-46750 304 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


F. Security, medical, emergency & lira protection plans 

8809160273 Forwards security plan Plan change Involves storage of irradiated & unirra- 
diated fueLPIan withheld (ref foCFR2.790). 

NEWACHECK.R.L, Aerotest Operations, Inc. 88/09/12 Office of Nuclear Reactor 
Regulation, Director (Post 070411) Ip 46085 305-46885'305 


8809010348 Advises that 880707 Rev 51 to QA Topical Ftept CE-1-A satisfies 
10CFR60,App B requirements & acceptable. 

WRIGHT, G.C. Region 3, Ofc of the Director 68/08/19 REED.C Commonwealth 
Edison Co 2pp 46742 071-46742.072 

8808300272 Requests FR publication of notice of Issuance of Amends 100 & 96 to Li- 
censes DPR-19 & DPR-25, respectively Amends eliminate APRM scram requirement & 
remove bypass permissive on main steam line high radiation scram. 

SIEGEL.B Project Directorate 111*2. 88/08/24, NRC - No Detailed Affiliation Given. 
7pp 46692 146-46692,152, 

8809020164 Forwards Amends 100 & 96 to Licenses DPR-19 & DPR-25, respectively & 
safety evalualion.Amends eliminate APRM scram requirement & remove bypass per- 
missive on main steam line high radiation scram, 

SIEGEL.B Project Directorate 111-2 88/00/24, BL1SS„H E Commonwealth Edison Co. 
4pp 46751.150-46751 171 

-0809020166 Amends 100 & 90 to Licenses DPR-19 & DPR 25, res pec lively, eliminating 
APRM scram requirement & removing bypass permissive on main steam line high ra- 
diation scram. 

MULLER, D.R, Project Directorate HI-2 00/08/24, 14pp. 46751.154-46751.167, 

-8809020167 Safety evaluation supporting Amends 100 & 98 to Licenses DPR-19 & 
D PR-25, reapec lively, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 68/06/24. 4pp. 
40751 160-46761*171. 

6809010237 Confirms 6B0920 meeting w/util in Rockville, MD to discuss periodic mgt 
meeting & update of plant performance, 

GREENMAN.E G. Region 3, Ofc of the Director, 88/0B/25 REED.C Commonwealth 
Edison Co. ip, 46743.341-40743 341, 

8009120189 Application tor amend to License DPR-19, revising Tech Specs to facilitate 
future reload licensing review per 10CFR50 59 Supporting documents also end, Fee 
paid. 

JOHNSON,!, M, Commonwealth Edison Co, 80/00/25 MURLEYJ.E. Office of Nuclear 
Roactor Regulation, Director (Post 870411) 24pp 48826.085 40826 304 


V. Operator Examinations 


‘0809120192 Proposed Tech Specs re reload licensing reviews 
* Commonwealth Edison Co, 88/08/25. 68pp. 40026*109-40026- 170. 


8809070530 Forwards, for presentation, certificates for DJ Willett & SL Warren in re- 
sponse to Commission direction, in recognition of achieve ment.W/o ends. 

MRSCH,D.F. Region 5, Ofc of the Director, 80/00/30 NEWACHECK.R L Aerotest 
Operations, Inc. Ip, 46777.338*46777.338. 


-8609120201 "Analysis of Dresden Units 2 & 3 Operation W/Ono Relief Valve Out-of- 
Svc " 

SWOPE.D.R., COLLINGHAM.R E , STOUT, R.B. Advanced Nucfear Fuds Corp (for- 
merly Exxon Nuclear Co„ fnc,). XN NF-04 49 84/09/20. 24pp. 46820-177-46826.200 


DOCKET 60-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency & lira protection plana 


-8609120205 "LOCA-ECCS Analysis for Dresden Unite During Single Loop Operation 
W/Advancod Nudear Fuels Corp Fuel " 

SWOPE, D.R, Advanced Nudear Fuels Corp (formerly Exxon Nudear Co , Inc,). ANF- 
07-111, 07/09/20. 49pp. 40826-201-46020-261, 


0809160256 Emergency Operating Procedure DEOP 010-400-4, "Flowcharts 11 W/10 
oversize ends 

* Commonwealth Edison Co 88/05/27. 14pp 46057*063 46057 066 


08O9O9OO4B Advises that 080809 Rev 6B to emergency plan consistent w/prov)elons of 
10CFR60.54(q) & acceptable. 

SHAFER, W.D Region 3, Ofc of the Director 08/00/31 REED.C, Commonwealth 
Edison Co. 2pp. 46006:103-46806,194. 


8609080225 Forwards safety evaluation re util response to Generic Ltr 82-33 concern- 
ing emergency response capability conformance to Reg Guido 1.97, Rev 2 Response 
acceptable provided that neutron monitoring Instrumentation concern addressed. 
MULLER, D.R Project Directorate 111-2. 06/09/01 . BLISS, H.E. Commonwealth Edison 
Co. 3pp. 46793,057-46793.083, 


“8809060227 Safety evaluation supporting util response to Generic Ltr 82-33,demon- 
stratlng post accident monitoring instrumentation conformance w/Reg Guide 1.97,sub] 
to stated conditions. Response detailed In end EG&G Rept EGG-NTA-7762. 

* Office of Nucfear Reaator Regulation, Director (Post 870411). B8/09/01. 3pp, 
46703 060-46703:083. 


0BO91 50313 Rev 0 to Emergency Plan Implementing Procedure EPIP 200-T4, "Contain- 
ment Radiation Time Dependent Correction Factors Graph." 

* commonwealth Edison Co, 88/09/06. 4pp. 46854.200 46054,293, 


8009140423 Confirms 800921 as date for site visll to tour emergency response 

facllitles.per B80901 telco n. Outline of areas to be reviewed end. 

SHAFER W.D. Region 3, Ofo of the Director. 80/09/06, REED.C. Commonwealth 
Edison Co. 3pp. 46846*186-46846.188, 

8B09260345 Requests relief from commitment to Beal ventilation openings In electrical 
cabinets from water spray since safety significance of openings minimal, per review of 

fire protection requlrements.10CFR50,App R. j (( _ . tt , 

SILADY.J.A, Commonwealth Edison Co. 88/09/16, M UR LEY.T.E, Office of Nuclear 
Reactor Regulation, Director (Post 870411) 2pp 46956.207-46968:203. 


P, Operating license stage documents & correspondence 


-8809120208 "Extended Operating Domain/Equipment Out of-Svc Analysis for Dresden 
Units 2 & 3 " 

KEHELEY,T.H. Advanced Nuclear Fuels Corp. (formerly Exxon Nudear Co., Inc) 88/ 
07/13 63pp 46826:252-46026,304. 

8809080342 Application for amends to Licenses DPR-19 & DPR-25,revi3lng Tech Spec 
3,5,F,3 to Include more prescriptive requirements for ECCS operability during cofd 
shutdown & refueling Feo paid, 

SILADY.J.A. Commonwealth Edison Co 00/08/31. MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 2pp. 40795-049*46795 069 

-8809080352 Proposed Tech Spec 3 6 F.3 p reflecllng more prescriptive requirements for 
ECCS operability during cold shutdown & refueling 

* Commonwealth Edison Co. 88/08/31. 10pp. 46795,051-46795,069 

8809080225 Forwards safety evaluation re util response to Generic Ltr B2-33 concern- 
ing emergency response capability conformance to Reg Guide 1,97,Rev 2 Response 
acceptable provided that neutron monitoring instrumentation concern addressed, 
MULLER.DR Project Directorate 111-2, 00/09/01. BLISS.HE. Commonwealth Edison 
Co, 3pp, 46703.057-46793.083. 

-8809080227 Safety evaluation supporting utl! response to Generic Hr 82-33, demon- 
strating post-accident monitoring Instrumentation conformance w/Reg Guide l.97,subj 
to stated conditions. Response detailed In end EG&G Rept EGG NTA-7762, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 68/00/01. 3pp 
46793-060-46793,083. 

6809140273 Forwards safety evaluation supporting util 871117 request for relief (rom 
certain pump & valve tests In 10 yr Interval Inservice testing program, 

MULLER.D.R Project Directorate 111-2, 00/09/01. BLISS, H.E, Commonwealth Edison 
Co, 5pp. 4084O:244-46B4O:262. 

-68091 4027S Safety evaluation supporting util request for relief from certain pump & 
valve tests during second 10*yr Interval inservice testing program 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/01. 14pp. 
46840-249-46840:262. 


0008120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related aqufpment.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411) 88/00/08 Consolidated 
Edison Co of New York, Ino 41pp 47065-001-47065.006. 

6609120091 Final response to FOIA request for documents.Forwards documents listed 
In App A.Documents also available In PDR. App B documents totally withheld (ref 
FOIA Exemption 5),App C documents partially withheld Exemption 5). 

GRIMSLEyId.H, NRC - No Detailed Affiliation Given 88/08/17. CONNOR, L Doc- 
Search Associates, 6pp. 46770:060-46770:009. 

“8609120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1605. „ _ 

AXELRAD,J.A. Enforcement Staff, iE (Pre B70413) 86/12/13. BLAHA.J.L Program 
Support & Analysis staff, IE (Pre 870413) 13pp 46770-21 1-48770:223. 


0809140087 Forwards final "Rept on Potential Drywell Steel Degradation at Sand 
Pocket at Dresden Units 2 & 3 & Quad Cities 1 & 2,” in response to Generic Ur 87- 
05. 

MORGAN, W.E, Commonwealth Edison Co, 88/09/06. Office of Nuclear Reactor Reg- 
ulation, Director (Post 070411) Ip, 46842:043-46642:128 

“8009140090 "Rept on Potential for Drywell Steel Degradation at Sand Pocket Dresden 
Units 2 & 3 & Quad Cities Units 1 & 2," 

* Commonwealth Edison Co, * Sargent & Lundy, Inc. 88/08/31, 04pp. 46842*044- 
46842:128. 

G8091 60338 Forwards addl info re flued head assessment program, per 880802 request. 
JOHNSON, 1.M Commonwealth Edison Co. 88/09/07. MURLtY.T E, Office of Nuclear 
Reactor Regulation, Director (Post 070411), 9pp. 46891:101-46891:108. 
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$$09 140295 Requests FR publication of notice of consideration of Issuance of amends 
to licenses DPR-19 & OPR 25 & proposed NSHC determination & opportunity for 
hearing on 860831 request ra tow pressure ECCS sya 

SiEGEl, 0 Project Directorate flt-2 88/09/08 NRC - Mo Detailed Affiliation Given 
8pp 46838 317 48838 324 

$$09290085 Forwards Rev 52 to TopcaJ flop* CE-1 A. "Commonwealth Edison Co QA 
Program tor Nuclear Generating Station Rev made to change PACS part of charts 
& consolidate PACS organization chart to reflect new orgamzabon 
MORGAN.WE Commonwealth Edison Co, 88/09/13 Document Control 8ranch 
(Document Control Desk) Ip 46999 322-46999 336 

”0810050335 Rev 52 to "CommonweaUh Edison Co QA Program lor Nuclear Generat- 
ing Stations ” 

SHEWSKI.W. Commonwealth Edison Co CE-1 -A R52. 68/09/13 12pp 46999 323- 
46999 336. 

8809260099 Forwards recent submittal lo Slate of (L EAP application for renewal of 
NPDES Permit IL0002224.for use & info. 

SllADY.J A. Commonwealth Edison Co. 68/09/15 DAVIS, A 0 Region 3, Ofc of the 
Director. 62pp 46957 108-46957:169 


O. Inspection reports, JE Bulletins & correspondence 

8809140173 Forwards SALP Reels 50 237/88 01 A 50 249/80-01 for Jan 1987 - Jan 
1968,fcK review prior to 880502 meeting. Category Rating 2 being adjusted lo Catego- 
ry 3 w/ imp roved trend. 

DAVIS.AB. Region 3, Ofc of the Director $8/04/20 REED,C Commonweallh Edison 
Co 3pp. 46S4V157 46645 203. 

-8809140163 SALP Repts 50 237/68 01 & 50 249 /80 01 for Jan 1 987 - Jan 1 9B8. 

* Region 3, Ofc of the Qreclor. 88/04/20 43pp 46845. 160 468 4 5 203 

6809080234 Partial response lo FOIA request for documents Forward s App B 
documents App A documents maintained in PDR Records also available under listed 
FOIAs 

GRIMSLEY.D OnrisJon of Rules & Records {070413 680514) 88/08/10 

UNNERSTALL.K Newman & Koltzmger 6pp 46769 054 46769.059, 

-8809080393 Provides listed guidance lo assist in preparation of escalated enforcement 
packages, 

llEBERWAN.J. Ofc of Enforcement (Post 070413) 80/06/21 RUSS ELL ,W.T, Region 
1, Ofc of I ha Director. 9pp. 46769.1 46-4 6769 1 164. 

8898290004 Forwards Emergency Operating Procedure Team Insp Repts 50 237/86-12 
A 50-249/88-14 Plans & corrective actions re technical, human ractor & mgt control 
issues should fae provided within 30 days of Itr date, 

WRIGHT, G,C. Region 3, Ofc of the Director 66/08/18 REED.C, Commonwealth 
Edison Co. 4pp 46680.198 46680,248, 

-8800290027 Notice of violation from insp on. 680531 0603 Violation noted licensee 
fajfad to perform planned & periodic audits of emergency operating procedures bo 
tween 051031 & 680698 

WRIGHT, G C. Region 3, Ofc Of the Director. 68/03/18 Ip 46680 202-46680 < 202, 

-8608290031 Insp Repts 50-237/03-12 & 60-249/80-14 on B60531-0608 Violations 
^eoMajor areas inspected Dresden emergency operating procedures 
(OEOPa),incjudmg comparison of DEOPs w/B-WR Owners Group emergency proce- 
dures guidelines. r 

FLOREK.DJ, GALLO, RM Region 3, Ofc Qf the Director 08/03/17 43 pp 
46680 203-46680 248. KK 

woemm NRCJnfo NotJce B8-069, "Movable Contact Finger Binding in HFA Relays 

ROasj.CE Dwslon of Operational Events Assessment (Post 870411) 88/08/19, 
Consolidated Edison Co ofNew York, Inc. 125pp. 49690 054-46690i 78 

l ¥S 1 !°f 4B1 ^InfoNoliceBB 066, "Setpoint Testing of Pressurizer Safety Valves V// 
Fitted Loop Seais Using Hydraulic Assist Devices ” Svc Hat end. 

OMfallonaJ Events Assessment {Post 070411). 88/00/22. 
Consolidated Edison Co. of New York, Inc. 121 pp 46702 311-46703.070 

8008290304 Forwards Safety insp Repts 50-237/aB-19 & 50-249/86 20 on 8B0725-29 
a notice ol violation 

SHAFER, WD Region 3. Ofo ol the Director 66/08/22, REEO.C. Commonwealth 
Edison Co. 2pp. 46686,020 46680 036. " 

-8008290305 Notice of violation from insp on 680725-0804 Violation noted first two 
2 “UJEi 0 p 1 98& , 5® n5w a " a teed only six airborne particulate samples per wk & 
analyzed onfv six airborne radioiodme samples biweekly H 

SHAFER, WD Region 3, Ofc of the Director. 80/08/22. Ip, 40606022-46666.022. 

52, ■ R 1 pU 60-249/88-20 on 860725 0B04. Violations 

p,ant 

^ H E ^ jM 3 - °f c Of the Director. 88/08/22, 14pp 

M Sth" 3 VaV« ?P Sw t |W N 8 R ^l. ln, ° NOllC0 e8 ' W8, ‘' Llce '' ie0 Rfl P‘ Selective Refer- 

SEESJSSS cl a0/oa/24 - 

M “1 “sjc »s?erHS' 0 NOtlC0 8M70 ' " Che< * Valv * lnMrAe Tefitn 0 PfOflram DeBctan- 

f J*cl s,0n /?' °P* all ®0 a ' Events Assessment (Post 870411) 88 / 08/29 
Consolidated Edison Co. of New York, fno 1 23pp. 46713 095M671 3 21 7 . 1 ' 

8808260492 NRC Info Notice 86-071 "Possible Environ Effect of Rp«niru ni rncuco 

i&MiSi %T aon 01 ^ e0S6S ftffiS 

sssasL'sssi & eawQt 

* VaiJ^Ive W L n nel N ° 1ice 88 '° 72, '' 1 ™ < * e< ’ uaci<!9 ln D « 8| a n 01 DC Motor-Operated 

S2St!u.?^. E Sl.? f ® n Operational Events Assessment (Poet 870411). 88/09/02 
Consolidated Edison Co, or New York, Inc, 122pp 46726.001-46726-123/ ' 


6809160243 Responds (o NRC 060525 & 0729 Itrs re violations noted in Insp Repts 60 
237/68 11 & 50-249/68-13 Corrective actions: both chainfalls removed & proporly 
stored & Maint Memo 40 issued 

BLISS, H E Commonwealth Edison Co. 88/09/02, DAVIS, A.B. Region 3, Ofc of tho Dl 
reclor 6pp 46864.238-46864 243 

8809130047 Forwards Insp Rept 50 237/88-17 & 50 249/88 10 on 080705 0902 No 
violations noted 

FORNEY, W.L. Region 3, Ofc of the Director 88/09/07 REED.C. Commonweal th 
Edison Co Ip 46839.160-46839 169 


-8809130052 Insp Repts 50 237/B8-17 & 50-249/88-18 on 800705 0902.No violations 
or deviations noted.MaJor areas inspected- response to diagnostic evaluation loam 

B & review of previous Insp Hems 

A Region 3, Ofc of Ihe Director 88/09/07. 9pp. 46839 101 46039 169 


0009150223 Responds to NRC Bulletin 88-005 & Suppls 1 & 2 ro Piping Suppllos.fnc & 
West Jersey Mig Co malls complying w/ASME Codo requirements Itemized list of 
components received end 

MORGANAVE Commonweallh Edison Co, 80/09/08, Document Control Branch 
(Document Control Desk) 31pp 46857 021-46857.051. 


8009080339 NRC Into Notice 86-074, ‘'Potentially Inadequate Performance of ECCS In 
FYYRs During Recirculation Operation Following LOCA '* Svc list end. 

ROSSI.C E. Division of Operational Events Assessment (Post 070411). 88/09/14 
Consolidated Edison Co, of New York, Inc 122pp 46824 215 46824 336 

8809220243 Responds to NRC Bulletin 80 007 dtd 8B0616 per request that holdora of 
OLs ensure lhai adequate operating procedure & Instrumentation available ro pro 
vention of uncontrolled power oscillations during BWR operation, 

MORGAN, VV.E Commonwealth Edison Co. 88/09/ 1£ Document Control Branch 
(Document Control Desk). 11pp. 46927:190 46927 208 

$809260172 Advises of generic fnservlce testing concerns identified by NRC as result of 
Insp on 080822-26 Addl listed Info re pump9 & valves requested 
GREENMAN.E.G Raglon 3, Ofc of the Director, 80/09/16 Rf*ED,C. Commonwealth 
Edison Co, 4pp. 46956056-46956-058 


8009120197 NRC Info Notice 88 076, "Disabling of Olosol Generator Output Circuit 
Breakers by Antt-Pump Circuitry " Svc list end. i u i 

ROSSf.CE Division of Operational Events Assessment (Post 870411). 80/09/ 10 
Consolidated Edison Co. of New York, Inc. 124pp, 46846:133 46946:252 1 

8809130350 NRC Info Notice 06 076, "Recant Discovery of Phenomenon Not Previous- 
SkSK P^0" of Secondary Containment .Prossuro Control" Svc list and 
ROSSI.C. E. Division of Operational Events Assessment (Post 070411). Ofl/OD/IO 
Consolidated Edison Co. of Now York, Inc, 126pp. 46846 253 46947 013 * 


R. Periodic operating reports & related correspondence 




.... 


led from operating data rept. 

EENIGENBURG.e, Commonwealth Edison Co, 00/08/19 Office of Nuclear Ronrinr 
Regulation, Director (Post 870411) ip. 46741.273 46741.203 ^ Ronclor 


“8809010268 Revised monthly operating rept for Jul 1906. 

Commonwealth Edison Co, 88/07/31 10pp. 46741 ‘274*46741 ‘263 

e “? fl ”on!ul M 2°rlMori,, rePtS ,0r AUB 1888 tor “ Nuc ' 00 ' r™*’ 

46&9^fo5*?6B9B:160 lQENBURQ,E ‘ Comm0nweal1h Edlso " Co. 06/06/31. 6Qpp 






8 Z'Z 5 Tec h R SnL° 4 4 r « i k 3, ,ril ‘ urn . a , c ’fvity in airborne offluunts oxcoodod ol- 

error porsonno ' 

j6WU0^S.l E 7 r IQlNBUR<3 ' E to. 00/09/0., ^pp, 

DOCKET S0-244 ROBERT EMMET OINNA NUCLEAR PUNT, UNIT 1 

F. S»<urlty, medical, emergency A lira protection plena 

#a RCTT°cuiii^ln 3 , S' p . RBp . 1 on 0007 1 1-0807. 

fflpp, ?674 O 2d01.? 8 74l < O68 8B/O0/26 MECREDY ' P C. Rool,. 

■S85T. lor & ****". or doylatlone 


Imp,am0n,ln 8 p ™ 6d ores & rovlecd n U - 

MEYER.T A. Rochester Gas & Eleclrto Corp, 00/06/26. lOOpp 40744:140-46744 264 

487 ,, 255 <6ma9 , 

1 ,o security p,0n ' p °' rr 

(Documerl^’c^?r;trof > Des^0 0, 1p a 4a899 , ,MS 0 4M9 ^ 9'o 8 5 / ! 09 ,2 ’ D0CUmen ' °*W B-anoh 
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P. Operating license stage documents & correspondence 

8B08120294 Genenc Ur 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc Hat end 
MIRAGUA.FJ Associate Director for Projects (Post 070411} 88/08706 Consolidated 
Edison Co. of New York, Ino. 41pp. 47085 001-47085.006, 

8809120081 Final response to FOIA request for documents Forwards documents listed 
In App A Documents also available In PDR. App B documents totally withheld (rei 
FOIA Exemption 5).App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H NRC - No Detailed Affiliation Given 80/08/17 CONNOR, L Doc- 
Search Associates. 5pp 46770.060-46770 089. 

-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1985. 

AXEIRAD.J A Enforcement Staff. IE (Pro 870413). 66/12/13. BLAHA.J.L Program 
Support & Analysis Staff, IE (Pre 870413) 13pp 46770.211-46770.223. 

8809010061 Forwards revised rept re steam generator hydraulic snubber replacement 
program.containmg addl Info re two analysis cases performed for reactor coolant loop 
in hot & cold conditions. 

SMITH.R E Rochester Gas & Electric Corp. 88/08/19. STAHLE.C Document Control 
Branch (Document Control Desk). Ip. 46723016 46723,093. 

“8809080263 Rev 3 to "Steam Generator Hydraulic Snubber Replacement Program, 11 

* Rochester Gas & Electric Corp 88/08/15 80pp 46723 017-40723 093. 

0609010108 Forwards corrected Tech Spec pages re 870310 application for 
am end, reflecting new requirements for operation & testing of reactor trip 
breakers, Attached pages should be exchanged for like pages In 800126 submittal, per 
880622 telcon 

MECREDY.R C, Rochester Gas & Electric Corp, 89/08/26 Document Control Branch 
(Document Control Desk) STAHLE.C NRC - No Detailed Affiliation Given Ip 
46720.106 46720*108. 

“8809010110 Proposed Tech Spec changes per 880622 telcon re new requirements for 
operation & testing of reactor tnp breakers, 

* Rochester Gas & Electric Corp 88/08/26 2pp, 46720.107-46720:100 

0009060092 Advises that NRC has no objections to allow Inactive senior reactor opera- 
tor personnel to perform 8 h shift requirement Formal request to be made to modify 
Individual operator license for licensee to Implement change 

WESSMAN.RH Project Directorate 1-3 86/08/30, MECREDY.R.C. Rochester Gas & 
Electric Corp 4pp. 46754.054 46754.057 

0009060306 Forwards SER accepting util intended replacement of six of eight hydraulic 
snubbers per steam generator at plant w/ rigid structural members SALP input also 
encf. 

MARSH, L.B. Mechanical Engineering Branch 86/08/31. STAHLE.C, project Director- 
ate 1-3. Ip. 40764:202-46784:201. 

“0809060314 SER accepting util Intended replacement of six of eight hydraulic snub- 
bers per steam gererator at plant w/rlgld structural members, 

* Mechanical Engineering Branch, 80/00/31 9pp. 48764 283-46764*291 . 

8809140188 Forwards request for addl Info re proposed steam generator tube periphery 
sleeving developmsnt program Response requested within 30 days from receipt of Itr. 
STAHLE.C. Prefect Directorate 1-3 88/09/07 MECREDY.R C. Rochester Gas & Elec- 
tric Corp, 3pp. 46837 , 343‘46837.345, 


8809260325 Suppls 870724 application for amend License DPR -18, revising Tech Spec 
Page 4.14-4 re clarification of functional testing requirements for steam generator 
snubbers. 

SMITH, R.E. Rochester Gas & Electric Corp. 88/09/16, Document Control Branch 
(Document Control Desk), Ip. 46957.227-46057,220 


“0809260331 Proposed Tech Specs supporting rev of amend re clarification of function- 
al testing requirements for steam generator snubbers. „„ 

SMITH, R.E Rochester Gas & Electric Corp, 88/09/16 Ip. 46957:228-46957:226. 


Q, Inspection reports, IE Bulletins & correspondence 

6808190195 NRC Info Notice 88 089, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE. 11 Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 08/06/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 46690 054-46690,176. 

0800160451 NRC Info Notice 80 088, "Setpoint Testing of Pressurteer Safety Valves W/ 
Filled Loop Seats Using Hydraulic Assist Devices.'* Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 88/00/22. 
Consolidated Edison Co of New York, Ino. 121pp. 48702:311-46703:070. 

6808180368 Suppl 1 to NRC Info Notice 88-048, "'Licensee Rept of Defective Refur- 
bished Valves ,r Svc list encl , t 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 80/09/24. 
Consolidated Edison Co. ofNew York, Ino. 122pp. 46713:218-46713,219. 

BB09010384 Forwards Insp Rept 60-244/80-13 on 880711-0807, non 

BETTE NHAUSEN.L. Region 1, Ofc of the Director. 88/08/25. MECREDY.R.C. Roch- 
ester Gas & Electric Corp, 2pp. 46742.061-46742.060. 

“8809010365 Insp Rept 50-244/68-13 on 88071 1-0807.No violations or deviations 
noted,Ma)or areas Inspectediplant operations, ESF sya walkdown, operational safety 
verification, physical security, surveillance testing .malnt 6 periodic re pta, 

CGWG1LL,C.J, Region 1, Ofc of the Director. 89/08/23. 6pp. 46742,063-46742,068. 

8809010097 Responds to NRC 880727 notice of violation & proposed imposition of civil 
penalty In amount of $50,000, per Insp Rept 60-244/88-IO.Correctlve actions:check 
valves have been exercised monthly as part of test procedure Penalty paid. 
MECREDY.R.C Rochester Gas & Electric Corp 68/08/20. Ofc of Enforcement (Post 
870413). 12pp. 40744 051-48744*062. 

8808230112 NRC Info Notice 88-070, "Check Valve Inservice Testing Program Deflcien- 

ROSS l?C£ ^DhJslon of Operational Events Assessment (Post 670411). 86/08/29. 
Consolidated Edison Co, of New York, Inc. 123pp. 46713.095-46713:217, 


8608200492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co of New York. Inc 12tpp 46712 244 46713 004 

8B083Q001B NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Operated 
Vfllv68*^ SvC IlS^ Qficl 

ROSS1.CE. Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co, of New York, Inc. 122pp. 46726 001-46726.123. 

8809150015 Forwards summary of actions taken in response to NRC Bulletin 88 005, In 
eluding Suppls 1 & 2 re nonconforming malls supplied by Piping Supplies, Inc & West 
Jersey Mfg Co. Twenty nine carbon steel flanges installed In stated sys 
MECREDY.R.C, Rochester Gas & Electric Corp 88/09/08. STAHLE.C Document 
Control Branch (Document Control Desk) 100pp 46849.217-46849 316. 

8809080339 NRC Info Notice 80 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list encl 
ROSSLCE Division ol Operational Events Assessment (Post 970411) 00/09/14 
Consolidated Edison Co of New York, Inc 122pp. 46B24-216 40624 336. 

8809120197 NRC Info Notice 68-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry." Svc list and. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co of New York, Inc. 124pp, 46946*133-46946.252, 

8809130350 NRC Info Notice 88*076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control," Svc list end, 
ROSSI.C.E Division of Operational Events Assessment (Post 670411). 6B/09/t9. 
Consolidated Edison Co of New York, Inc. 125pp 46946:253-46947 013 


R. Periodic operating reports & related correspondence 

8809080175 "Semiannual Radioactive Effluent Release Repl.Jan-June 19B8," W/ 
880829 itr. 

MECREDY.R.C. Rochester Gas & Electric Corp, 86/08/30, 1 6pp. 48796:255- 
46796.269 

8809220062 Monthly operating rept for Aug 1988 for Ginna Station. W/880915 Itr 
MCNAMARA.AE, MECREDY.R.C. Rochester Gas & Electric Corp 88/08/31. 6pp. 
46927-007-46927.012. 


S. Reportable occurrences, LERb & related correspondence 

8809080296 LER 88-006-01 -on 88071 6, emergency diesel generator started 
automatically Caused by failed bushing on main electrical substation 115 kV oil circuit 
breakers Buahlng replaced & sent to Lapp Insulator Co for evaluationW/B80B29 Itr 
BACKUS.W H , MECREDY.R C. Rochester Gas 0 Electric Corp. 88/08/29. llpp, 
46792,312-46792 322 

8809140105 LER 80-007-00.on 880804,contalnment particulate radiation monitor de en- 
ergized duo to open AC fuse Inadvertently causing containment ventilation 
Isolatlon.Caused by Internal bridge rectifier power supply failure W/880906 Itr. 
BACKUS.W H„ MECREDY.R C. Rochester Gas & Electric Corp 88/09/00 7pp 
46039,21 0-4 6B30-224. 

8809140154 PNS 1-88 006 on OOOQODJIcenseo security notified by sheriff dept that 
bomb throat received Perimeter patrolB increased & access to site closed Nothing un- 
usual discovered during search of site Suspected caller taken Into custody. 
MARSCHALL.C , COWGILL.C Region 1, Ofc of Iho Director. 88/09/09, ip. 

46842-220-46642-220 

8809150024 RO*on 88090B,lnfo on bomb threat to util received from Wayne County 
sheriff ofc Original threat received by Monroe County & Rochester police dept Unusual 
event declared per SC-100 & offsite notifications made per SC-601, 

SPECTOR.S M Rochester Gas & Electric Corp 88/00/09. Document Control Branch 
(Document Control Desk). 2pp. 46863-321-46863 322. 

8609230146 PNS-1 88-007 .on 88001 8, site exterior lighting lost due to wiring failure In 
switching device, Supplementary security personnel called In to provide compensatory 
measures Electricians completed jumpering failed switching device. 

MARSCHALL.C., COWG1LL.C, Region 1, Ole of the Director, 80/09/19. Ip, 

46944:341-46944.341. 
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F, Security, medical, emergency & fire protection plans 

8804250267 Forwards temporary change to physical security plan re protected area 
boundary. Rev withheld (ref 10CFR 72. 790(a)) 1 . 

MROCZKA.E.J., ROMBERG.W.D. Northeast Nuclear Energy Co. (subs of Northeast 
Utilities). MROCZKA.E.J. Northeast Utilities. 88/04/22. Document Control Branch 
(Document Control Desk), 2pp 45281.286-45281:287. 

6809020155 Responds to 880607-15 regulatory effectiveness review rept Schedule for 
closure of findings not yet developed Rept detailing open Info to be forwarded In 6 
months Enel withheld (ref 10CFR73.21). 

MROCZKA.E J. Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 
MROCZKA.E J Northeast Utilities, 88/08/26 Document Control Branch (Document 
Control Desk). Ip 46745:209 46745:210. 

8809230121 Forwards Insp Rept 50-245/68-12 on 880719 0B29.No violations 
noted.Matl equipment parts list program discussed In ulll 800826 response to violation 
will be discussed during future Insp3. 

8ETTENHAUSEN.L. Region 1, Ofc of the Director, 88/09/15. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs Of Northeast Utilities) 2pp 46945*01 4-46945.020. 

“8609230122 Insp Rept 50-246/80-12 on 88071 9-0829.No violations noted. Major 
areas Inspected plant operalions.physlcal security, emergency operating procedure Im- 
provement plan & various temporary Instructions. 

MCCABE.E.C Region 1, Ofc of the Director. 00/09/16 13pp. 46945.016-46045:028. 
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0009290168 Revised emergency plan rmpfemen ting procedures .including Rev 6 to EPIP 
4612. 'TNa’ertord.StateJrt-Towrt&EMT Radio Test,” Rev 7 (o EPIP 4112-1. "Incident 
Reporting Document," & Rev 3 to EPIP 4112-3, "NBC ENS Event Notification " W/ 
880920 Ur 

MROCZKA.EJ Northeast Utilities 88/09/20, 52pp. 46965*344-46986 03? 


J, Insurance 4 Indemnity Information 

8809200165 Informs NRC that util cognizant of 6&1004 deadline re Insurance reporting 
requirements of 10CFR50 54(w)Ubl understands NRC pending actions & assurance 
that util will be relieved from 881004 deadline, 

MROCZKA.EJ Northeast Nuclear Energy Co (subs, of Northeast Utilities 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J, Northeast Util- 
ities 68/09/15, Document Control Branch (Document Control Desk) 2pp 46918.101- 
46918 102 


P, Operating license stage documents 4 correspondence 


8808120294 Generic Ltr 98-14 to all holders of Ols or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGLfA.FJ Associate Director for Projects (Post 9/0411). 88/08/08 Consolidated 
Edison Co of New York, Inc, 41 pp 47065 001-47065 006, 


6809120091 Final response to POIA requsst lor documents Forwards documents listed 
in App A, Documents also available in PDR, App B documents lot ally withheld (ref 
POIA Exemption 5) App C documents partially withheld (r©P FOIA Exemption 5) 
GRIMSLEY.D.H. NRC - No Detailed Affiliallon Given 06/08/17 CONNOR, l_ Ooc- 
Search Associates Spp, 46770 060 46770 089. 


-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1985 

AXELRA0.J A Enforcement Staff, IE (P/e 670413), 96/12/13, BIAHA.J.L, Program 
Support 8 Analysis Staff, IE IPre 870413) 13pp 46770 211*46770 223, 


8608260506 Forwards Amend 20 Co License DPR-21 & safety evaluation. Amend incor- 
porates requirements tor halon sys in control room, 

BOYLE, M L Project Directorate f-4 68/08/19. MROCZKA.EJ, Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp 46669 127-46659 137 

-8606260508 Amend 20 to License DPR 21 .Incorporating requirements for halon sys in 
control room. 

STOLZJ.F. Project Directorate I 4 88/08/19 6pp, 46669 129 46669 134. 


-6606260510 Safety evaluation supporting Amend 20 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 68/08/19 3pp. 
46669.135-46669,1 37. 


8808290362 Forwards Amend 21 to License DPR-21 & safety evaluation, Amend re- 
vises Tech Spec Section 3,7, A 3, "Primary Containment" by removing permission to 
perform open vessel cnlicality w/o containment Integrity. 

BOYLE.ML Project Directorate 14. 68/08/19. MROCZKA.EJ Northeast Nuclear 
Energy Co (subs, of Northeast Utilities) 2pp. 46677 256 46677*266. 

-8300290355 Amend 21 to License DPR-21, revising Tech Spec Section 3.7.A3, "Pri- 
mary Containment 1 ' by removing permission to perform open vessel criticality & open 
vessel tow power physics testing w/o containment Integrity 
STOLZ.J F. Project Directorate 1-4 08/08/19, 6pp, 46677.25B-46S77 283 

-8806300022 Safety evaluation supporting Amend 21 to License DPR-21. 
r Office of Nuclear Reactor Regulation, Director (Post 870411) 83/03/19 3pp. 
4667 7,264-46677*266, 


8808260398 Forwards safety evaluation re ulil 800624 requast for amend lo Tech Spec 
re spent fuel pool capacity expansion, Use of existing spent fuel racks as froe standing 
w/no seismic restraints acceptable 

BOYLE, M L Project Directorate 1-4 08/03/22. MROCZKA.EJ, Northeast Nuclear 
Energy Co (subs, of Northeast Utilities) 2pp. 46656,034-46656,039 

-3808260398 Safety evaluation supporting removal of seismic restraints & qualification 
of existing spent fuel racks as free-standing /acks.per 800624 application for amend 
to license. 

* Office of Nuclear Reactor Regulation, Director (Post 87-041 1> 88/0B/22, 4pp 
46656,038 46656 039. 


6606300029 Forwards Amend 22 to Ucense DPR-21 &, safety evaluation, Amend re- 
vises Tech Spec Section 3 9,B 5 & corresponding bases by reducing allowable battery 
sys outage time from 7 days to 24 h Revised Amends 1 & 11 also end 
BOYLE, ML. Profs ct Directorate j-4. 88/98/22 MROCZKA.EJ. Northeast Nuclear 
Energy Co, (subs of Northeast Utillli-sa). 2pp 46693 272 40093*262 

-8806300032 Amend 22 to License OPR-21, revising Tech Spec Section 3 9.B 5 & cor- 
responding bases, by reducing allowable battery sys outage time from 7 days lo 24 h 
STOLZJ F. Project Directorate I 4 B8/OB/22. 5pp 46693,274 4 6693 ,27B. 

-8809060320 Corrected Tech Spec Sections 4 9,B,1.a & b to Amend 1 to Ucense DPR- 
21 

* NRC - No Detailed Affiliation Given 88/03/22, Ip 46693.279 46693-270 


8609010320 Informs that Commissioners found Thames Valley State Technical College 
training program acceptebfe.Slaff proceeding to act on license amends 
MURLEYjJt. Office of Nuclear Reactor Regulation, Director (Post 870411) 88/QB/ 
26. MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E.J Northeast 
Nuclear Energy Co. (subs of Northeast Utilities) 3pp 46740 054-46740,056. 

8009070346 Forwards copy of 680323 ltr to Town of Waterford, providing list of hazard- 
ous chemicals used at facilities In quantities exceeding min threshold for reportable 
quantities 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities), 

MROCZKA.EJ Northeast Utilities 88/09/01, Document Control Branch (Documonl 
Control Desk). 4pp 46768 079-46788 Q82 

8609190062 Informs of decision to assess operational readiness of selected safety sys 
to function under operational & analyzed accident conditions 
MROCZKA.E J Northeast Nuclear Energy Co (subs o( Northeast Utilities), 

MROCZKA.E J, Northeast Utilities 80/09/09 Document Control Branch (Documonl 
Control Desk), 2pp. 46893 266-46893 267. 


O. Inspection reports* IE Bulletins & correspondence 

8606190195 NRC Info Nolice 86 069, "Movabfe Contact Finger Binding In HFA Relays 
Mfg by GE” Svc list end, 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411). 88/06/19. 
Consolidated Edison Co, of New York, Inc, 125pp 46690-054-46690.176. 

8806160451 NRC Info Notice 08-088, "Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end. 

ROSSI.C.E, Division of Operational Evenls Assessment (Pod 870411). 08/08/2 2. 
Consolidated Edison Co of New York. Inc. 121pp. 46702,311-46703 070. 

6808180366 Suppl 1 to NRC Inro Notice 88 040, "Licensee Rept of Defective Refur- 
bished Valves/' Svc list encl. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 80/00/24, 
Consolidated Edison Co, of New York, Inc. 122pp 46713 210-46713.219. 

8809020215 Responds to NRC 860720 ltr re violations noted in Jnsp Rept 50 245/08- 
01, Corrective actions rept Med, speed switch upgraded lo QA Category 1 prior to de- 
claring diesel operable. 

MROCZKA.EJ Northeast Nuclear Energy Co (subs, of Northeast Utilities), 
MROCZKA.EJ, Northeast Utilities. 08/08/26, RUSSELL, W.T Region 1, Ofc of tho D1 
rector Spp, 46760 305-46760.300. 

08062301 12 NRC Info Notice 68 070, "Check Valve Jnservlca Testing Program Deficien- 
cies " Svc l;sl end 

ROSSLC.E. Division of Operallonal Events Assessment (Post 870411), 88/08/29. 
Consolidated Edison Co. of New York, fnc, 123pp 46713.005-46713 217. 

0008260492 NRC fnfo Nollco 88*071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event, 1 ' Svc list end. 

ROSSI, C,E. Division of Operational Evenls Assessment (Post 870411). 88/09/01, 
Consolidated Edison Co. ofNew York, Ino. 121pp. 46712.244-46713,004 

8008300018 NRC Info Notice 08-072, "Inadequacies In Design of DC Molor-Oporolod 
Valves " Svc fist end. 

ROSSI 4 CE Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co or New York, Ino 122pp. 46720.001-46726*123. 

8809130285 Forwards response lo NRC Bulletin 08 005, "Nonconforming Mails Sup- 
plied by Pipings Suppl lesjnc. at Folsom.NJ & We9t Jersey Mfg Co at 
William Mown, NJ. No significant deficiencies discovered & no mat! replaced. 
MROCZKA,E J Connecticut Yankee Atomic Power Co MROCZKA.E J. Northeast Nu- 
clear Energy Co. (subs of Northeast Utilities). MROCZKA.EJ. Northeast Utilities, 06/ 
09/02, Document Control Branch (Document Control Desk). 17pp. 46B36-231- 
46836*247, 

0609200002 Forwards Insp Repts 50-245/88-13,60-336/88-18 & 60 423/88-13 on 
88O720-29 .no vlolatlona noted 

BELLAMY, R.R. Region 1, Ofc of the Director 88/09/09. MROCZKA.E.J. Northeast 
Nuclear Energy Co (subs, of Northeast Utilities), 2pp 46911.348-46911:354. 

-8609200091 Insp Repts 60-245/86-13,50-330/88-16 & 50 423/88-13 on 080726- 
29.No violations noted, Major areas Inspected, Unit 2 radiallon protection 
actlviUes, including status of previously Identified Items & station ALARA pracllces, 
THOMAS.W., SHANBAKYM Region 1, Ofc of the Director 88/09/00 6pp 
46911:350-40911*354. 

8809009339 NRC Info Notice 8B-074, "Potentially Inadequate Performance Of ECCS In 
PWRs During Recirculation Ope/alion Following LOCA " Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411), 68/09/14, 
Consolidated Edison Co. of New York, fnc 122pp, 46024.215-46824.336. 

0009220186 Responds to NRC Bulletin 88-007, "Power Oscillations In BWRs" Existing 
operating procedures & Instm mentation & ongoing operator training address occur- 
rence of uncontrolled power oscillations during all modes of operation. 

MROCZKA.EJ . WERNER ,R,P. Northeast Nuclear Energy Co. (subs, of Northeast Util* 
Hies) MROCZKA.EJ, Northeast Utilities 88/09/14, Document Control Branch (Docu- 
ment Control Desk). 4pp, 4601 0*19 1-46918: 104. 


—8909060325 Corrected Tech Spec Table 3 7 1 .reflecting changes made In Amend 
4,[ssuad on 67071 7, inadvertently omitted In Amend 11 to license DPR-21, 

* NRC - No Detailed Affiliation Qfven 88/08/22 Ip 46693 280 46693,280, 

-0808800035 Safety evaluation supporting Amend 22 lo License DPR-21 & correction 
to Tech Specs from Amends 1 & It. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), B8/08/22, 2pp. 
46693*281 -46693 282. 

8808310171 Documents that SPDS declared fully operational In accordance w/SAR on 
800206 after successfully completing various tests &. operator tralnlng.per NUREG- 
0737 & util 870409 ltr 

MHOC2KA.EJ Northeast Nuclear Energy Co (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 88/09/24 Document Control Branch (Document 
Control Desk) 2pp. 46726*357-46726358. 


8009230121 Forwards Insp Rapt 50-245/80 12 on 880719-0829 No Violations 
noted, Mat! equipment parte list program discussed In util 800826 response lo vJolalion 
will be discussed during future fnspa. 

BETTE NHAUSEN.L. Region 1, Of a of the Director. 0B/O9/15 MROCZKA.EJ. North- 
east Nuclear Energy Co (subs of Northeast Utilities) 2pp 46945:014-46945 020. 

-8009280122 Insp Rept 50-245/88-12 on 880719-0829 No violations noted. Major 
areas inspected plant opera tlons.physfcal security, emergency operallng procedure Im- 
provement plan & various temporary Instructions 

MCCABE.E.C, Region 1, Ofc of the Director. 88/09/15. 13pp. 46945:016-46945:020. 

6609120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end 

ROSSI.C.E. Division Of Operational Eventa Assessment (Post 870411). 88/09/16. 
Consolidated Edison Co. of New York, Inc. 124pp. 46946* 133-46646*262. 
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8809130350 NRC Info Notice 8B 076, "Recent Discovery of Phenomenon Not Previous- 
tv Considered In Design of Secondary Containment Pressure Control." Svc list end, 
hOSSI.C.E, Division of Operational Events Assessment (Post 870411). 98/09/19 
Consolidated Edison Co of New York, Inc 125pp, 46946 253-46947,013 


8809290300 Forwards summary of current restrictions contained in either Tech Specs or 
!ant procedures & identifies emergency action levels, per 8B0902 request to review 
urncane related actions for plants 
CAPRA, R A Project Directorate t-1, 88/09/07 BOGER.B Project Directorate M. 5pp. 
46999'262*46999 256 


R. Periodic operating reports & related correspondence 

8809060001 "Semiannual Radioactive Effluents Release Rept, Jan June 1998,*' W/ 
B80830 Itr, 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.E.J. Northeast Utilities. 0B/O6/3O B6pp, 46747 163-46747,247 

8809220110 Monthly operating rept (or Aug 1988 for Millstone Unit 1.W/ 880912 Itr, 
NEW0URGH.G , SCACE.S.E Northeast Nuclear Energy Co (subs of Northeast Utili- 
ties), SCACE.S.E Northeast Utilities 89/08/31. 5pp 4693Q.04D-46930 044. 


S. Reportable occurrences, LERs & related correspondence 


8809230060 Clarifies request for exemption from post-fire reentry requirements previ- 
ously discussed in 850911 submlttal.per 680812 request Previous submittals reevalu- 
ated based on Generic Ltr 86-10, ‘’Implementation of Fire Protection 11 
BRAM.SB Consolidated Edison Co of New York, Inc 88/09/14. Document Control 
Branch (Document Control Desk) 6pp 46943 299-46943 304 


P. Operating license stage documents & correspondence 

8808120294 Generic Ur 88*14 to all holders of OLs or CPs for nuclear power reactors 
ro instrument air supply sys problems affecting safety related equIpment.Svc list end 
MIRAGLIA.F.J, Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co, of New York, Inc. 41pp. 47065 001 47095 006, 


8809140129 LER 88 006 00'on 880806, standby gas treatment sys Initiated automatically 
& reactor bldg ventilation sys Isolated due to spurious high radiation signal Caused by 
electronic equipment fallure.Relays & capacitors tested, W/8B0906 Ltr 
SAUER.G., SCACE.S.E. HAYNES.H.F. Northeast Nuclear Energy Co (subs, of North- 
east Utilities). 88/09/06 4pp 46830 032-46838 035 


V. Operator Examinations 

8809010320 Informs that Commissioners found Thames Valley State Technical College 
training program acceptable Staff proceeding to act on license amends 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 07041 1) 08/08/ 
26, MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 3pp, 4e740.054- 
46740.058. 

8809230037 Forwards updated schedules for operator licensing exams for FY89 92 In 
response to Generic Ur 88-13 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co MROCZKA.E J. Northeast Nu- 
clear Energy Co. (subs of Northeast Utilities), MROCZKA,E J, Northeast Utilities. 88/ 
09/16. HANNON.J. Operator Licensing Branch, 10pp 46945 267-46945 306 
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F. Security, medical, emergency & tire protection plans 

8808300326 Forwards rev to physical security plan for plant Rev withheld (ref 
10CFR2, 790(d) & 73,21) 

BRAM.SB, Consolidated Edison Co of New York, Inc. 88/08/19 RUSSELL, W 
Region 1, Ofo ot the Director. Ip 46603,360 46B93‘360. 

8808290258 Notification of 860907 Significant Licensee Mealing 88 127 w/utll in King of 
Prussia, PA to discuss source term reduction & emergency planning. 

SWETLAND.P Region 1, Ofc of the Director. 88/08/22. Region 1, Ofc of the Director. 
2pp. 46676:208-46676,209 

8809020107 Forwards Safety Insp Rept 50 247/86-22 on B80711-15 NO violations 
noted. 

BELLAMY.R.R. Region 1, Ofc ol the Director. 80/08/23, BRAM.S, Consolidated 
Edison Co. of New York, Inc. 2pp, 46746.143 46746,162 

*•8809020109 Insp Rept 50-247/80-28 on 88071 1-15.No violations, deviations or unre- 
solved items noted, Major areas Inspected. licensee emergency preparedness program 
& emergency response facilities 

FOX.E.F., LAZARUS, W.J, Region 1, Ofc of the Director. 08/08/19 8pp. 4674fl‘145- 
46746:162. 

8809080140 Forwards public version of revs to Books 1 & 2 of emergency plan & emer- 
gency procedures document 

BRAM.S B. Consolidated Edison Co. of New York, Inc aB/08/23. Document Conlrol 
Branch (Document Control Desk). Ip, 4678B.21 2* 46798,260, 

-8809080179 Public version of revised emergency plan & procedures documenl.W/ 
880906 release memo. 

* Consolidated Edison Co. of New York, Inc, 08/08/23 46pp. 46790 '21 3*4 6798 260. 

8609070483 Forwards application for amend to License DPR-26, requesting administra- 
tive change to lire protection Tech Spec to correct error. Fee paid. 

BRAM.S.B. Consolidated Edison Co, of New York, Inc, B8/08/29. Document Control 
Branch (Document Control Desk), 2pp 46781 '139-46781: 146. 

-8809070486 Application for amend to License DPR-26, requesting administrative 
change to fire protection Tech Spec to correct error. 

BRAM.SB. Consolidated Edison Co, of New York, Ino 88/08/29 Ip 46781:141- 
48781:141 

-8809070489 Proposed fire protection Tech Spec, consisting of administrative change to 

^Consolidated Edison Co, of New York, Inc 88/08/29, 5pp 46781:142-46781:146 

8809070219 Forwards Insp Rept 50-247/88-23 on 880706 0815 & notice ot violation 
WENZINGER.E.C, Region 1, Ofc of the Director. 88/0&/31. BRAM.S Consolidated 
Edison Co. Of New York, Ino. 2pp 46783:282-46783.306 

-8809070342 Notice of violation from Insp on 880705 0815,Vioiatlons noted.key left in 
Ignition of unattended vehicle In protected area & QA audit repts containing safe- 
guards Info stored on bookshelf In ofc. 

* Region 1, Ofc of the Director. 88/08/31. 2pp 46783.284-48703:285. 

-8809070348 Insp Rept 50-247/88-23 on 880705 0B1 5, Violations noted Major areas 
Inspected, routine dally Insps.as well as unscheduled backshift Insps of onsite 
acUvities.includina actions on pretously Identified Insp findings.operallons & malnl. 
SWETLAND.P. Region 1, Ofo of the birector. 88/0B/31. 2ipp. 46783'286-46783:306 


80OB26O1 10 Responds to NRC 880815 request for addl Info ro application for amend to 
License DPR 26, permitting operation w/max svc water inlet temp of 90 F.Speciffc re- 
sponses to questions end, 

BRAM.S.B. Consolidated Edison Co, of New York, Inc 88/08/16. Document Control 
Branch (Document Control Desk) 6pp 46653,223 46653,228 

8808300031 Notification of 660823 Mooting 68-126 w/util In King ol Prussia.PA to dis- 
cuss operator professionalism. 

SWETLAND.P. Region 1, Ofc of the Director, 88/08/18 Region 1, Ofc of the Director 
2pp ( 49691.034 46691.035, 

8809010346 Commits to listed actions concurrent w/NRC approval of Tech Spec 
amend to permit operation w/max svc water Intel temp of 00 F,per 8BQ817 discussion 
w/NRC. 

BRAM.S.B. Consolidated Edison Co of New York, Inc. 88/08/18 Document Control 
Branch (Document Control Desk) 2pp, 46743.339-46743 340 

8809020017 Forwards Amend 135 to License OPR -26 & safety evaluation Amend tem- 
porarily modifies Tech Spec 5.2.C, "Containment Sys," Tech Specs Basis 3 3-10 & 
Updated FSAR Table 0,6-1, "Essential Svc Water Requirements at 75 F River Water 
Temp." 

LANGFORD, D, Project Directorate 1*1. 80/00/19 BRAM.S, 8. Consolidated Edison Co 
Of New York, Inc 2pp. 46746.047-46740 060. 

-8809020025 Amend 136 to License DPR 26, temporarily modifying Tech Spec 5 2C, 
"Containment Sys," Tech Specs Basis 3.3-10 & Updated FSAR Table 9,6-1, "Essen- 
tial Svc Water Requirements at 75 F River Water Temp." 

BOGER,B,A, Assistant Director for Region I Reactors. 88/08/10, Bpp 46746 049- 
46746:053. 

-8809020031 Safety evaluation supporting Amend 135 to License OPR 26. 

4 Assistant Director for Region I Reactors. GB/OB/19. 6pp 46746 054-46746 060. 

0808310148 Notification ot 880922 Significant licensee Mgt Meeting 88-128 In King of 
Prussia.PA re sys engineer program & design basis documentation 
SWETLAND.P Region 1, Ofc of the Director. 68/08/22, Region 1, Ofc of the Director 
2pp 46726, 354*46726'355 

8808290047 Forwards summary of 080226 & 0623 meetings In Region I to discuss ac- 
tivities re separation of electrio cabling within facility & specifically acceptability oi svc 
water cable installation Inside Manhole 21 

WENZINGER.E.C, Region 1, Ofo of the Director 88/08/23. BRAM.S. Consolidated 
Edison Co. Of New York, Inc. 2pp. 46668.205 46668,290. 

-8808290049 Summary of 000226 & 0623 meetings w/utll In Region I re electrical 
cable separation & qualification problems, 

SWETLAND.P D Region 1, Ofc of the Director, 00/08/22 Region 1, Ofc ol the Direc- 
tor 4pp. 4666B, 287-46668 200, 

6809010238 Forwards corrected Amend 136 to License DPR 26 & safety 
evaluation, correcting administrative errors listed & replacing amend Issued on 
8 80 01 9. Corrected Hr forwarding attachments also end, 

LANGFORD, D Project Directorate 1-1. 80/00/25 BRAM.S.B Consolidated Edison Co, 
of New York, Inc, Ip, 46720:175-46720.180, 

-8806010242 Forwards emergency Amend 135 to License DPR-26, changing Tech 
Specs (TS) 5.2.C, "Conlalnment Sys,” TS Basis 3 3-10 & updated FSAR Table 9,6 1, 
"Essential Svo Water Requirements at 76 F River Water Temp " Ur corrected 
LANG FORD, D, Project Directorate 1-1. 88/00/19 BRAM.S B Consolidated Edison Co. 
of New York, Inc. 2pp 46720.176-46720'177, 

-8809010243 Amend 135 to License DPR -2 6. temporarily modifying Tech Spec (TS) 
5.2.C. "Containment Sys," TS Basis 3 3-10 & updated FSAR Table 9.6-1, "Essential 
Svc water Requirements at 75 F River Water Temp," Amend corrected. 

BOGER.B.A, Assistant Director for Region l Reactors 88/08/10 5pp 46720.178- 
46720.182, 

-8809010245 Corrected safety evaluation supporting Amend 135 to License DPR*26 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/00/19 6pp, 
46720'1 83-46720 180, 

0809070483 Forwards application for amend to License D PR-28. requesting admlnlstra- 
five change to fire protection Tech Spec to correct error Fee paid, 

BRAM.S B. Consolidated Edison Co, of New York, Inc. 88/08/29, Document Control 
Branch (Document Control Desk), 2pp, 46701 ‘139*48781 '148. 

-8809070486 Application for amend to License DPR-26, requesting administrative 
change to fire protection Tech Spec to correct error, 

BRAM.S.B. Consolidated Edison Co, of New York, Inc. 88/08/29. Ip. 48701:1 41- 
46781-141. 

-8809070489 Proposed fire protection Tech Speo.conslstlng of administrative change to 
correct error. 

* Consolidated Edison Co. of New York, Inc. 80/08/29, 5pp. 46781:142-46781:146, 
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8B09060273 Summary of 800818 meeting w/ulil ro status of subcooltng margin monitor 
at plant 

LANG FOR D,D Project Directorate M, 88/03/31 Project Directorate 1-1 3pp 
48784 279-46764 281 


8809220303 Forwards Safety Insp Rept 50-247/88*25 on 880801*04 No violations 
noted 


BELLAMY, R FI Region 1, Ofc of the Director, 08/09/08 
Edison Co of New York, Joe. 2pp. 46930 045-46930 051, 


BRAM.S, Consolidated 


8809140142 Proposes to send procedures Sets E & F of emergency operating proce- 
dure by 88101 7,per 680802 request Procedures will be used by NRC during incident 
response ctr actual ton. 

BRAM.S 8 Consolidated Edison Co of New York, Inc 88/09/02 RUSSELL.W 
Region 1, Ofc of the Director Ip 46837 342-46837 342 


-0009220306 Insp Rept 50-247/88*25 on 880801-04 No violations noted Major areas 
inspected radioactive gaseous & fiquid effluent controls program Including 
disc barges, monitoring sys calibrs & tests & air cleaning surveillance & tests 
PASCIAKjW.J , DAvlOSON,BS Region 1, Ofc of the Director 00/09/07 6 dd 
46930,047-46930,05 1 . 


Q. Inspection reports, IE Bulletins 4 correspondence 

B 809199195 NRG Info Notice 88 €69, “Movable Contact Finger Binding in HFA Relays 
Mfg by GE." Svc fisl end 

ROSSLCE Orvislorb of Operational Events Assessment {Post 870411), 88/08/19. 
Consolidated Edison Co of New York, Inc 125pp. 46890 054-46690 178, 

8089290199 Discusses Safety fnsp Rept 50 247/88 24 on 800623 0708 & forwards 
notice or violation 

KANE.WF, Region 1, Ofc of the Director. 89/09/19 BRAM.S Consolidated Edison 
Co oi New York, Inc 3pp. 46677 226-46877 250 

-8908290190 Notice of violation from Insp on 880623 0708 Violation noted.unrevlewed 
safety question created due to 1982 change In facility design through imp fomentation 
of Mod ESG 82-15043, *‘MSIV Solenoid Operated Valve Upgrade, 3 ’ 

KANE.W F Region 1, Ofc of the Director. 89/09/19 22pp 46677 229*46677-250 

8808300275 Forwards results of Steam Generator 22 lube fnsp conducted during re* 
centfy concluded outage Next steam generator tube exam will not be conducted until 
next refueling outage based on results & corrective actions taken 
BRAM.S B Consolidated Edison Co of New York, !nc, 68/06/19. Document Control 
Branch (Document Control Oesk) 3pp, 46703 277-46703 279, 

8808168451 NRC Info Notice 88 06B, “Setpoint Testing of Pressurizor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end. 

ROSSI, CE. Otviston of Operational Events Assessment (Post 870411). 60/00/22 
Consolidated Edison Co of New York, Inc 121 pp 46702 311 46703.070 

6809020107 Forwards Safety Insp Rept 60 247/B8-22 on 88071 1*15 No violations 
noted 

BELLAMYS R Region 1, Ofc of the Director 00/00/23, BRAM.S Consolidated 
Edison Co of NewYorkJnc 2pp 46746 143 46746152. 

-8009028109 Insp Rept 50-247/08 22 on 8B071M5N0 viola lions, deviations or unre- 
solved items noted, Major areas Inspected licensee emergency preparedness program 
& emergency response Mcties. 

FOX.EF. LAZARUS, WJ Region 1, Ofc of the Director, 88/00/19, 6pj> 46746-145* 
46746.152 

8806180368 Suppl 1 to NRC Info Notice 88*048, "Uconsee Rent of Defective Rofur- 
Wstied Vfilvos 1 a Svc lisl &ncl 

RQSSLCE Division of Operational Events Assessment (Post B70411) 86/08/24, 
Consolidated Edison Co of New York, Inc I22pp 48713'218*46713’219, 

8608310131 Responds to Safety Sys Functional InsP Rept 50-247/88-2 00 re svc water 
& component cooling water sys Including design basis concerning short circuit inter- 
rupting capability of 480 voll switchgear buses, 

BRAM.S B. Consolidated Edison Co of New York, Inc. 88/00/24 Document Control 
Branch (Document Control Desk) 30pp. 46609 093-46699,122 

BB09020I42 Ack receipt of 880805 Hr Informing NRC of steps taken to correct violation 
noted In Insp Rept 50-247/88-1 5, 

GALLO, RM. Region I.Ofc of the Olreclor &8/03/24 BRAM.S Consolidated Edison 
Co of New York, Inc. 2pp 46746:1 53 4 6746 157. 


B509 190224 Forwards supplemental responses to observations noted fn Safety Sys 
Functional Insp Rept 50*247/68 200 Corrective act Ions, during next refueling 
outaoe ( mod will be performed to change power supply for Strainers 21 throuqh 26 
BRAM.S B. Consolidated Edison Co of New York, Inc 00/09/09 Document Control 
Branch (Document Control Desk) 43pp. 46895 301-46895 343 


6009080339 NRC fnfo Notice 88 074, "Potentially Inadequate Performance of ECCS fn 
PWRs Dunng Recirculation Operation Following LOCA. Svc fist end 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co, of New York, Inc. 122pp. 46824.215-46824,336 


8809120197 NRC Info Notice 80*076, "Disabling of Diesel Generator Output Circuit 
Breakers by Antf-Pump Circuitry '* Svc list end. 

ROSSI,C E, Division of Operational Events Assessment (Post 870411), 88/09/16 
Consolidated Edison Co of Now York, Inc I24pp 46946 133-46946 252. 

0009130350 NRC Info Notice 88-070, ""Recent Discovery of Phenomenon Not Previous 
ly Considered in Design of Secondary Containment Pressure Control" Svc list end 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co, of New York, Inc 125pp. 46946 253 46947.013 


800921 0265 Advises that util 880412 response to NRC Bulletin 88 001 ro providing 
comflrmation that Westinghouss DS series ciruit breakers are not used fn safety relat- 
ed applications at Unil 2 satisfactory 

LANG FOR D,0 Project Directorate 1-1 . 68/09/19. BRAM.S 8. Consolidated Edison Co 
of New York, Inc. 4 pp 4692O'29O-4692O,203, 


R, Periodic operating reports 4 related correspondence 

6809140308 "Semiannual Effluent & Waste Disposal RepUan-Jung 1908," W/860631 
* Consolidated Edison Co of Now York, Inc 80/08/31, 54pp 46637 283-46837 335 


S. Re-portable occurrences, LERs & related correspondence 

6809020029 RO.on 880419 & 27, Inoperable firs barriers discovered & reported on 
880524 Hourly flrewatch established & repairs completed on 880812 except fire bar- 
rier associated w / containment spray loglo disconnect box 

BRAM.SJB, Consolidated Edison Co of New York, Inc, 88/08/19 Document Control 
Branch (Document Control Desk) 2pp, 46746 061 *40748 062, 

0898310153 LER 08-009 DO on 880725, loss of all rod position Indication 
occurred, Caused by defective regulator board.Regulalor replaced W/800B24 Itr. 
55Klt , &-r B ' Ccms °lf d ated Edison Co. of New York, Inc 00/09/24 fipp 

46699, 037*46o99 l 041 l 

8689140226 LER 08 010 0O:on 880803,measured Hudson River water temp at plant 
inlet exceeded 85 F Caused by above normal temp of river water temps due to ox 
JgjJj* f 0at wave, NRC Issued temporary amend to permit temp wator to 90 F,W/ 
cbGHOt Ur* 

TS« A i!S^£S?fifjP B Ccnsolldatod Edison Co of New York, Inc. 88/09/01 4pp 
4oB3&,Q2o 40636,029. 


8808230112 NRC Info Notice 88 070, "Check Valve Inservlce Testing Program Deficlen 
ctes" Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 68/00/29, 
Consolidated Edison Co. of New York, Inc 123pp 48713 095 46713.217 


88090732 19 Forwards Insp Rept 50 247/88-23 on 830705 0815 & notice of violation 
WENZlNGER,E.C Region 1, Ofc of the Direclor. 68/06/31 BRAM.S. Consolidated 
Edison Co of New York, Inc, 2pp 46783*282 46763, 306. 


6B0 9260255 LER SB 007 01:on 060629. In advertent opening of MSIVa occurred Cau sod 
by blown fuse. Blown fuse replaced W/0809 14 Hr 

B * Consolidated Edison Co of New York, Inc. 00/09/14 6pp, 

40056 , 141 - 46900 - 146 . 


V. Operator Examination* 


-0809070342 Notice of violation from Insp on 880705 0816 Violations noted key left In 
Ignition of unattended vehicle In protected area A QA audit ropla containing safe- 
guards Info stored an bookshelf In ofc, 

r Region 1, Ofc of the Director 88/08/31. 2pp. 46783,284*46703 285, 






resignation as of 880016, 

BRAM.SJB* Consol Ida tad Edison Co of New York, Inc. 00/08/16 Document Control 
Branch (Document Control Desk), ip 46668:291-46668:291, 


—8809070348 Insp Rept 50-247/88-23 on 880705 081 5. Violations noted Major areas 
inspected routine daily Insps.as well as unscheduled backshift Insps of onsite 
activities, Including actions on prelousty Identified Insp findmgs.operatlons A malnt 
SWETLAND.P, Region 1, Ofc of the Olreclor, 88/08/31. 2ipp 46783*206-46783 306 

8809140227 Requests extension of response date for NRC Bulletin 88-004, “Potential 
Safety* Related Pump Loss " Extension necessitated by requirement that Worthington 
Corp evaluate turbine-driven auxiliary feedwater pump 

BRAM.S B. Consolidated Edison Co of New York, Inc, 68/08/31 Document Control 
Branch (Document Control Desk) 2pp, 46040:271-46640.272 


8808260492 NRC Info Notice 80-071, "Possible Environ Effect of Reentry of COSMOS 
1900 4. Request for Collection of License* Radioactivity Measurements Attributed to 
That EvenL'* Svc list end 

ROSSI, CE Otoslon of Operational Events Assessment (Post 870411), 80/09/01. 
Consolidated Edison Co of New York, Inc 121pp 46712-244 46713 004. 

0731 Hr Informing NRC of stops taken to correct violations 
86-01, 50-247/88*17 & 50 286/86-09. 

Ofc of the Director. 88/09/01, BRAM.S Consolidated 
2pp. 46773:183-46773,189. 


8809070357 Ack receipt of 881 
noted in fnsp Rept* 50*247/ 
BELLAMY.R.R. Region 1, 
Edison Co of New York, Jno 


0BO83OOO18 NRC Info Notice 80-072, "Inadequacies In Design ol DC Molor-Operatfld 
Valves," Svc fisl end. 

RO-SSI'C E Drvjslon of Operational Events Assessment (Post 670411). 80/09/02 
Consolidated Edison Co. of New York, Inc. 122pp, 46726.001-46726.123. 


Vlu l * r uir oo-u, uperaior Licensing Exams " in- 

voking schedules tor operator licensing exams & requallflcallon exams Response ro 
fleets current best estimates for FY09-92 (Oct 1 to Sept 30) P 

?^u ,S, ^ C 2 n8o1 w a L 0d ^onCo of New York, Inc, 88/09/14. HANNON, J. Opera- 
tor Licensing Branch. 5pp. 46944.355 46944,359 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plan* 


88 overa!fee 5 eiKJa ier0ariCV Op0rat,n 9 Procedure DEOP 010-400 4, "Flowcharts” W/10 
* Commonwealth Edison Co. 88/05/27, 14pp. 46857:083-46857:066. 


88 1 Q OCFR50 fl 54(q) 9 & ! acS®? 09 R0V 6B ! ° erner00ncy P |an consistent w/provlslons of 
Ed H ^ W 2 pp R 4ToSj 3 93°/M0a,9l D,rTCtO " 88/08/31 ’ REED ' C ' Commo "* eallh 


ds eafety ev | ? alj o n r ® util response to Generic Ltr 82*33 concern- 
ing emergency response capability conformance to Reg Guide 1.97, Rev 2 RosDonse 
provided that neutron monltonn a Instrumentation concern SfitoZIS . P 

Hl ' 2 ' Ba ? 00m BUSS ^ Comm °9weellh Edison 
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-8809080227 Safety evaluation supporting util response to Generic Ltr 82*33,demon- 
stralmg post-accident monltonng instrumentation conformance w/Reg Guide 1 97,subj 
to stated conditions Response detailed in end EG&G Rept EGG NTA-7762 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 90/09/01. 3pp 
46793 060-46793 083 

8809150313 Rev 0 to Emergency Plan Implementing Procedure EP1P 200-T4, "Contain- 
ment Radiation Time Dependent Correction Factors Graph " 

* Commonwealth Edison Co 88/09/06. 4pp. 46654.290 46054 293 

8B0926034S Requests relief from commitment to seal ventilation openings In electrical 
cabinets from water spray since safety significance or openings minimal, per review of 
fire protection requirements, 10CFR50,App R 

SILAOY.J A Commonwealth Edison Co, 00/09/15 MURLEY.T.E, Office of Nuclear 
Reactor Regulation, Director (Post 870411), 2pp 46956 207-46956 208. 


6809140273 Forwards safety evaluation supporting util 871117 request for relief from 
certain pump ■& valve tests in 10 yr Interval InservTca testing program 
MULLER, DR Project Directorate 111-2 88/09/01, BMSS.H E Commonwealth Edison 
Co 5pp 46040.244 46840-262 

-8809140275 Safety evaluation supporting util request for relief from certain pump & 
valve tests during second 10-yr interval Inservice testing program, 

' Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/01. 14pp 
46040,249 46840 262 

8809140007 Forwards final "Rept on Potential Drywell Steel Degradation at Sand 
Pocket at Dresden Units 2 & 3 & Quad Cities 1 & 2," In response to Generic Ltr 87- 
05 

MORGAN.W E Commonwealth Edison Co. 00/ 09/08. Office of Nuclear Reactor Reg- 
ulation, Director {Post 87041 1) 1 p. 46842 043 46842 1 2Q 


P. Operating license stage documents & correspondence 


0808120294 Generic Ur 88-14 to all holders of OLs Or CPs for nuclear power reactors 
ra instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGUA.F.J. Associate Director for Projects (Post 870411), B8/08/08 Consolidated 
Edison Co of New York, Inc 41 pp 47065 001-47065 006 


8009120091 Final response to FOIA request for documents Forwards documents listed 
In App A.Documents also available In PDR App B documents totally withheld {ref 
FOIA Exemption 6) App C documents partially withheld (ref FOIA Exemption 5), 
GR]MSLEY,D.H. NRC - No Detailed Affiliation Given 88/08/17. CONNOR, L. Doc- 
Search Associates. 5pp. 46770,060-46770.000, 


-8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1985 

AXELRADJA. Enforcement Staff, IE (Pre 870413), 86/12/13, BLAHA.J L. Program 
Support & Analysis Staff, IE (Pre 870413). 13pp 46770,21 1-46770 223. 


6809010348 Advises that 880707 Rev 51 to QA Topical Rept CE-1-A satisfies 
10CFR50,App B requirements & acceptable. 

WRIGHT.G.C Region 3, Otc of the Director, 00/08/10. REED,C Commonwealth 
Edison Co. 2pp. 46742,071 -46742 072. 


8808300272 Requests FR publication of notice of issuance of Amends 1O0 & 96 to Li- 
censes DPR-19 & D PR-25, respectively. Amends eliminate APRM scram requirement & 
remove bypass permissive on main steam line high radiation scram. 

SIEGEL.B, Project Directorate 111-2, 88/08/24. NRC * No Detailed Affiliation Given. 
7pp. 46692.146-46692:162 


8B09020164 Forwards Amends 100 & 96 to Licenses DPR-19 & DPR-25, respectively & 
safety evaluation Amends eliminate APRM scram requirement 6 remove bypass per- 
missive on main steam line high radiation scram. 

SIEGEL, B. Protect Directorate 111*2, 80/00/24 BLISS, H.E. Commonwealth Edison Co 
4pp. 46751:156*40761 *171. 


-8809020166 Amends 100 & 96 to Licenses DPR-19 & DPR-25,respeclfvely. eliminating 
APRM scram requirement & removing bypass permissive on main steam line high ra- 
diation scram. 

MULLER.D.R Project Directorate 1 1 1- 2 88/00/24, 14pp. 46761 '154-40751. 107. 


-0809020167 Safety evaluation supporting Amends 100 & 96 to Licenses DPR-19 & 
DPR-25, respectively, 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 80/06/24. 4pp 
46751:168-46751:171. 


6809010237 Confirms 880920 meeting w/utll In RockvIlle.MD to discuss periodic mgt 
meeting & update of plant performance. 

GREENMAN.E.G, Region 3, Ofc of the Director, 80/08/25, REED,C Commonwealth 
Edison Co. Ip. 46743 341-46743.341. 


8809120189 Application for amend to License DPR-19, revising Tech Specs to facilitate 
future reloaa licensing review per 1QCFR50.69. Supporting documents also encl.Foe 
paid. 

JOHNSON.t.M Commonwealth Edison Co 6Q/0D/2S, MURLEY,T,E, Office of Nuclear 
Reactor Regulation, Director (Po3t 670411). 24pp. 46026,085-40026.304, 


-0809120201 "Analysis of Dresden Units 2 & 3 Operation W/One Relief Valve Out of- 
Svc." 

SWOPE.DR, COLLINGHAM,R.E„ STOUT, R.B. Advanced Nuclear Fuels Corp. (for- 
merly Exxon Nuclear Co , InC.) XN-NF-04-49 84/09/2B 24pp. 46026*1 77-4 0026,200 


-0809120205 “LOCA-ECCS Analysis for Dresden Units During Single Loop Operation 
W/Advanced Nuclear Fuels Corp Fuel" 

SWOPE, D.R. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.) ANF- 
87-111, 87/09/28. 49pp. 46826 201-46026:261. 


-8809120208 “Extended Operating Domain/Equipment Out-of*Svc Analysis for Dresden 
Units 2 & 3.” 

KEHELEY.T.H. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co , Inc,), 88/ 
07/13. 53pp. 46826.252-46826 304. 


8809080342 Application for amends to Licenses DPR-19 & DPR-25, revising Tech Spec 
3.6 F 3 to Include more prescriptive requirements for ECCS operability during cold 

SI r Comrnonweafth Edison Co. 88/08/31 MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (PoBt 870411). 2pp. 46795 049-46795:069. 


-8809080352 Proposed Tech Spec 3 5.F, 3, reflecting more prescriptive requirements for 
ECCS operability during cold shutdown & refueling, 

* Commonwealth Edison Co, 88/08/31, 19pp. 40/95.051-46795:069. 


8809080225 Forwards safety evaluation re util response to Generic Ltf 82-33 concern- 
ing emergency response capability conformance to Reg Guide 1.97, Rev 2.Response 
acceptable provided that neutron monitoring Instrumentation concern addressed 
MULLEfl.DR. Project Directorate 111-2. 88/09/01. BUSS, HE, Commonwealth Edison 
Co. 3pp 40793:057*40793.083. 

-8809080227 Safety evaluation supporting util response to Generic Ltr 82*33, demon- 
strating post-accident monitoring Instrumentation conrormance w/Reg Gu3de 1,97,subj 
to stated conditions. Response detailed In end EG&G Rept EG Q -NTA-7762 
* Office of Nuclear Reactor Regulation, Director (Post B70411), 88/09/01. 3pp 
46793:060*46703:083 


-0009140090 "Rept on Potential for Drywell Steel Degradation at Sand Pocket Dresden 
Units 2 & 3 & Quad Cities Units 1 & 2“ 

* Commonwealth Edison Co * Sargent & Lundy, Inc 88/08/31 84 pp 46842.044- 
46842,120 


8809150338 Forwards addl info re fluod head assessment programmer 800002 request 
JOHNSON, I.M Commonwealth Edison Co, 88/09/07 MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411), 9pp 49891 -101-46891 *108, 


0809140295 Requests FR publication of notice of consideration of Issuance of amends 
to Licenses DPR-19 & DPR-25 & proposed NSHC determination & opportunity for 
hearing on 8B0831 request re low pressure ECCS sys 

SIEGEL, B. Project Directorate llt-2 68/09/08. NRC - No Detailed Affiliation Gjven. 
8pp 46030-317-46830.324. 

8009290065 Forwards Rev 52 to Topical Ropt CE-1-A, “Commonwealth Edison Co QA 
Program for Nuclear Generating Stations " Rev made to change PACS part of charts 
& consolidate PACS organization chart to reflect new organization 
MORGAN, WE. Commonwealth Edison Co, 88/09/13. Document Control Branch 
(Document Control Desk). Ip. 46999,322-46999 336 


■0010050335 Rev 52 to "Commonwealth Edison Co QA Program for Nuclear Generat- 
Inq stations ** 

SREWSKI,W. Commonwealth Edison Co CE-1-A R52. 08/09/13, 12pp 46999,323- 
46999.336, 


8809230191 “Dresden Unit 3 Cycle 11 Startup Testing Summary." W/8G0914 Ur. 
SILADY.J.A. Commonwealth Edison Co. 00/09/14. MURLEYJE Office of Nuclear 
Reactor Regulation, Director (Post 870411) 1 1 pp. 46945,146-46945.166 

8809260099 Forwards recent submittal to State of IL EAP application for renewal of 
NPDES Permit IL0Q02224,for use & Info 

SILADY.J.A, Commonwealth Edison Co, 88/09/15 DAVIS, A B. Region 3, Ofc of the 
Director, 62pp. 46957.108 46957*169, 

8009230173 Forwards summary of 800707 & 17 lolcons re automatic depress urizar sys 
design basis & cable mod study Attachment B provides mod conceptual design study 
Initiated to support upgrade 

SILADY.JA. Commonwealth Edison Co 88/09/16. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411) 22pp 46032-167-46932.108. 


Q. Inspection reports, IE Bulletins & correspondence 

8609140173 Forwards SALP Repls 50-237/88 01 & 50 249/88-01 for Jan 1907 - Jan 
1988, for review prior to 880502 meeting Category Rating 2 being adjusted to Catego- 
ry 3 w/im proved trend, 

DAVIS, A. B. Region 3, Ofc of the Director. 00/04/20. REED.C Commonwealth Edison 
Co 3pp. 46045.157-46045*203. 

-6809140183 SALP Repls 50 237/88 01 & 50-249/08-01 for Jan 1907 - Jan 1908. 

* Region 3, Ofc of the Director. 88/04/20, 43pp 46845-160 46846 203, 

8809080234 Partial response to FOIA request for docu mo nls Forwards App B 
documents App A documents maintained In PDR, Records also available under listed 
FOIAs 

GRIMSLEY.D Division of Rules & Records (870413 080514) 88/08/10, 

UNNERSTALL,K Nowman & Holtzlnger 6pp 46789-054-49769 059. 

-8809080393 Provides listed guidance to assist In preparation of escalated enforcement 

P Ack QfldSi 

UEBERMAN.J Ofo of Enforcement (Post 870413) 68/06/21. RUSSELL,W.T. Region 
1 , Ofc of the Director. 9pp 40769. 1 46-40769:1 54. 

8808290004 Forwards Emergency Operating Procedure Team Insp Repls 50-237/08-12 
& 60-240/88-14 Plans & corrective actions re technical, human factor & mgt control 
Issues should be provided within 30 days of ltr date, 

WRIGHT,G C. Region 3, Ofc of the Director. 80/08/18. REED,C, Commonwealth 
Edison Co. 4pp. 46080-100-46680-248. 

-B606290027 Notice of violation from insp on BB0531-0608.Violation noted -licensee 
failed to perform planned & periodic audits of emergency operating procedures be- 
tween 861031 & 880600. 

WRIGHT, G C. Region 3, Ofc of the Director 88/00/18. Ip, 46680:202-46680.202. 

-8808290031 Insp Repts 50-237/88-12 & 50-249/88 1 4 on 880531*0608. Violations 
noted. Major areas Inspected.Dresden emergency operating procedures 
(DEOPa), Including comparison of DEOPa w/BWR Owners Group emergency proce- 
dures guidelines. 

FLOREKDJ,, GALLO, R M. Region 3, Ofc of the Director 86/08/17, 43pp. 
48600:203 46680,248, 

8808190195 NRC Info Notice 88-069, “Movable Contact Finger Binding in HFA Relays 
Mfg by GE." Svc Hat end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/03/19, 
Consolidated Edison Co, of New York, Ino, 125pp. 46690.054-46690:178 
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8606160451 NRC Info Notice 86 003, "Setpoffrt Testing of Pressunzer Safety Valves VW 
Filled Loop Seals Using Hydraulic Assisi Devices." Svc fist end 
ROSSI, CE Division of Operational Events Assessment (Post 670*41 1} 88/08/22, 
Consolidated Edison Co. of New York, Inc 121 pp 46702 31 1-46/03 070 

8808230304 Forwards Safety Insp Repts 5O-237/0B-19 & 50 249/50 20 on 880725 29 
& notice of violation. 

SHAFER, WD Region 3, Ofc of the Director 83/03/22 REED,C. Commonwealth 
Edison Co 2pp 46686,020-4 6 6&6 036 

-6608290305 Notice of violation from insp on 830725 080 4. Violation noted first two 
quarters of 1S86 licensee analyzed only six airborne particulate samples per wk & 
analyzed only six airborne radiolodme samples biweekly 
SHAFER,W,D. Region 3, Ofc of the Director 88/00/22 Ip, 46686 022-46686.022 

-6308290309 fnsp Repts 50-237/88-19 & 60-249/88 20 on 680725-0804 Violations 
noted Major areas In see clod. confirmatory measurements, Including plant chemistry 
oroanization.mgl controlsjrainmg & qualifications 

JANUSKA.AG, SCHUMACHER, M Region 3, Ofc of the Director 80/08/22. 14pp. 
46086 023-46606 036. 

8808180360 SuppJ 1 to NRC Info Notice 88-046, '"Licensee Rept of Defective Refur- 
bished Valves 11 Svc list end. 

ROSSf.CE, Division of Operational Events Assessmeni (Post 870411) 30/08/24. 
Consolidated Edison Co, of New York, tnc 122pp. 46713 218-46713 219 

86082301 12 NRC Info Notice 80-070, "Check Valvo Ins ervice Testing Program Deficien- 
cies/* Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 68/08/29 
Consolidated Edison Co, of New York, tnc 123pp 46713 095-46713.217. 

6308260492 NRC Info Notice 88 071, ' Possible Environ Effect of Reentry of COSMOS 
1900 & Request (or Collection of Licensee Radfoactrvity Measurements Attributed (o 
That Event.’' Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 88/09/01. 
Consolidated Edison Co. of New York, Inc 1 21pp. 46712 244*46713 004. 

8B08300018 NRC fnfo Notice 83 072. "Inadequacies In Design of DC Motor Operated 
Valves ” Svc list end 

ROSSLCE. Division of Operational Events Assessment (Post 370411) 06/09/02, 
Consolidated Edison Co of Now York, Inc 122pp. 46726,001 46726:123 

8809160243 Responds to NRC 880525 & 0729 ftrs re violations noled in Insp Repis 50- 
237/88-11 & 60 249/SB* 13 Corrective actions, both chalnfalls removed & properly 
stored & Malnt Memo 49 Issued. 

BLISS, H E Commonweallh Edison Co 86/09/02. DAVIS.AB, Region 3, Ofc of the Di- 
rector. 6pp. 46864.233-40864*243. 

8E09130047 Forwards fnsp Rept 60 237/68-17 & 50-249/88-18 on 660705 0902 No 
violations noted, 

FORNEY, W.L. Region 3, Ofc -of the Director, 08/09/07 REED.C. Commonweallh 
Edison Co Ip. 4653&-16O-46039.1 69 

-8039130052 fnsp Repts 50-237/88-17 & 60-249/00-18 on 80O7O5-O9O2.No violations 
or deviations noted Major areas Inspected response to diagnostic evaluation team 
findings & review of previous Insp items 

RING, M A Region 3. Ofc of the Director. 88/09/07 9pp 46039-101 40839-169. 

6609150223 Responds to NRC Bulletin 08 005 & Suppte 1 & 2 re Piping Supplies, Inc & 
West Jersey Mfg Co mails complying w/ASME Code requirements Itemized list of 
components received end. 

MORGAN.WE. Commonwealth Edison Co. 86/09/OB, Document Control Branch 
(Document Control Desk) 31 pp 46857 021 46857.051 

6609080339 NRC Info Notice 86-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA Svc fist end 
ROSSI ,C.E Division of Operational Events Assessment (Post 870411). 88/09/14. 
Consolidated Edison Co of New York, fno. 122pp 48824 215 46824*336 

8809220243 Responds to NRC Bulletin 88 007 did 880615 per request that holders of 
OLs ensure that adequate operating procedures & In sl/umentatfon available re pre- 
vention of uncontrolled power oscillations dunng BWR operation 
MORGAN.W.E Commonwealth Edison Co 86/09/15. Document conlrol Branch 
(Document Control Desk) 11pp. 46927.198*46927 209 

8809260172 Advises of generic jnservfce testing concerns Identified by NRC as result of 
fnsp on 880822-26 Addl listed Info re pumps & valves requested 
GREENMAN.E.G, Region 3, Ofc of the Director. 00/03/15 REEO.C, Commonwealth 
Edison Co. 4pp. 46956055-46056 058 

6809120197 NRC Info Notice 88-075, '’Disabling of Diesel Generator Output Circuit 
fireakeis by Anti Pump Circuitry." Svc list end 

ROSSf.CE Division of Operational Events Assessmeni (Post 370411) 68/09/16 
Consolidated Edison Co or New York, Inc 1 24pp. 46946-1 33 46946.252 

8909130350 NRC inf-o Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of S a condary Containment Pressure Control " Svc list end 
ROSSf.CE. Division of Operational Events Assessment (Post B70411). 80/09/19 
Consolidated Edison Co of New York, fnc 125pp 46946.253 46947 013, 


R. Perfodlo operating reports & related correspondence 


B809010235 Forwards util summary & work request data for Jul 1988 Inadvertently omit- 
ted from opBi ailna data rept. 

EENIGENBURG.fc Commonwealth Edison Co. 88/08/(9 Office of Nuclear Reactor 
Regulation, Dirac lor (Post 870411). Ip. 46741:273-46741.203 


—8009010288 Revised monlhfy operating rept for Juf 1998, 

• Commonweallh Edison Co 88/07/31, lOpp, 46741*274 46741:283, 

88W1M351 Monthly operating repts for Aug 1908 for Dresden Nuclear Power 
Station, Units 2 & 3.W/880901 Itr. 

y^S w ?Jr L,D * c * EENIGENBURG.E Commonwealth Edison Co. 86/08/31, 56pp 
46898-105 46898:160, r 


DOCKET 60-250 TURKEY POfNT PLANT, UNIT 3 


F, Security, medical, emergency & fire protection plana 


8606290106 Advises that G0O623 Rev 14 to physical security plan consistent w/provf 
Sion s of 10CFR5Q.54(p) & acceptable, w/ exception of change discussed w/S Ferre I 
on 880005. 

CLINE, WE, Region 2, Ofc of the Director. 88/08/12, WOODY,CO Fiorrda Power & 
Light Co. 4pp 46668,292-46666 295. 


0608290161 Advises that 880426 Rev 17 to emergency plan meals planning side of 
10CFR5Q 47(b) & requirements ol IQCFRSO.App E, Submission ol all revs to emer- 
gency plan in accordance w/ Section 1 1.P of NUREG-0664 encouraged 
COLLINS, DM Region 2, Ofc of the Director. 88/08/15 CONWAY.W.F Florida Power 
& Light Co 2pp. 46668 305-46666.306 


8808290191 Forwards Rev 3 to safeguards contingency plan, per 1OCFR50 54(d) Rev 
withheld (ref 10CFR2 790(d)) w 

CONWAY.W.F. Florida Power & Light Co 8B/08/24 Document Control Branch (Oocu 
meet Control Desk) 2pp 46660 296 46660.297 


6808310127 Nuclear Chemistry Procedure NC-23C, "Operation of Post- Accident Sam 
pllng Sys Tor RCS Dunng Emergency Conditions " W/0BO825 Itr. 

CONWAY, W.F. Florida Power & Light Co 08/00/26. 26pp. 46699-001-46699.026 


8808390191 Forwards Rev 15 to physical security plan Rev Incorporates changes made 
under Rev 14 Into NUREG-090B plan rewrite, Includes organizational changes, deletes 
exemption & makes several other changee.Rev wilhheld 

CONWAY, W F Florida Power & Light Co. 8B/08/26 Document Control Branch (Oocu 
merit Control Desk) 2pp 46693.021-46693,022, 


0809020263 Responds to NRC Itr re violations noted In fnsp Rept 50-250/8B-16 & 60 
251/88-16 Corrective actions draft of ttr of instruction for security plan changes pre- 
pared for review & comment. 

COMWAYjW F. Florida Power & Light Co 86/08/26 Document Control Branch (Docu- 
ment Control Desk) 2pp. 46746:126-46746.127 


8B09070549 Partially wilhheld Insp Repts 50-250/BB 20 & 50-251/00-20 on 00QBO1- 
05 One violation noted, Major areas Inspected testing & malnl, physical barriers - pro- 
tected area & vital areas, personnel training £ qualification & access controls. 
TILLMARA, MCGUIRE, D.R, Region 2, Ofc of the Director. 00/08/31 Ip, 46779-190- 
4Q779 190, r 


8809000040 Forwards Insp Repts 50-250/88-20 & 50-251/00-20 on 000001-05 & notice 
of violation Insp repts & notice of violation withheld (ref 10CFR2.790 & 79.21). 

CLINE, W.E. Region 2, Ofc of the Director. 88/09/01. CONWAY ,W.F Florida Power & 
Ught Co, 2pp. 46707 318 46787-31 9 


8689130153 Forwards Insp Repts 50*250/88-18 & 60 251/80-18 on 880626- 0725 & 
notice of violation 

W1LSORB A. Region 2, Ofc of the Director. 88/09/02 CONWAY,WF Florida Power 
& Ught Co. 2pp. 46030-333 46830 351 


-0009130156 Jnsp Repts 50-250/88-18 & 50 251/88-10 on 880025-0726, Violation 
noted Major areas Inspected backshift Insp, areas of annual & monthly 

surveitianco.mafnt ob se rvallo ns & reviews, ESFs.facility security & plant events. 

|T ^e n m ^ 5 o ll c CRLENJAK,R V. RogloK 2, P Ofc of the Director. 
88/00/31, 16pp. 46030 337-46830,351 


0009260091 Advises that 860017 Rev 5 to guard training & qualification plan consistent 
w/provfslons of 10CFR50.54(p) & acceplablo. 

CLINE, W.E, Region 2, Ofc of the Dfreclor 68/09/12. WOODY.C .0 Florida Power & 
Light Co, 3pp. 40957:091-48057 093. 


0809260144 Forwards 5ALP Repts 50-250/88-16 & 60-251/60-15 for June 1987 - Juno 
1938 Overall performance or plan! satisfactory.Weaknesses identified In areas of plant 
operations, malnt, security & safeguards * 

GRACE, J N. Region 2, Ofc of the Director, 88/09/13, CONWAY, WF. Florida Power & 
Light Co, 2pp. 46965, 109 46965:164 


-0009260140 SALP Repts 50 250/88-15 & 50-251/88-15 for June 1987 - June 1988. 
Region 2, Ofc of the Director, 68/09/13, 54pp 46965.111-46965:164 

8609260252 Advises that 880824 Rsv 3 to safeguards contingency plan consistent W/ 
provisions of 10CFR50.54(p) & acceptable. 

GLINE.W.E Region 2, OJc of Ihe Director. 88/09/16 WOODY.C O Florida Power & 
Ught Co. 3pp 46965:193-46965-195, 


G. Adjudicatory correspondence 


68091206^3 Order,* Advises that time wjlhfn which Commission may act to review 
AL4B 698 extended until 8SQ927.Served on 880906, 7 

CHILK.SJ, Office of the Secretary of the Commission. #388 7011. 88/09/06 Com 
mlsrioners Ip. 46752:147-46752:147, 


P. Operating license stage documents A correspondence 


0000120294 Generic Ur 86-14 to all holders of OLs or CPs for nuclear power reactors 
K.KXWSW supf ft Problems affecting safety-related equlpmenl Svc fist end 
Ass °cfata Director for Projects (Post 870411). 80/08/00, Consolidated 
Edison Co of New York, Inc. 41pp. 47065.001-47065,006. 

8390260133 Advlsos that util will be using discretionary enforcement for extension o( 
action statement time 48 h (or Containment Spray Pump 38 pullout assembfv. 
CONWAY,W.F Florida Power & Ught Co. 88/08/10. GRACfcjj.N, Region 2, Ofc of the 
Director. 3pp. 46667:351-46667*353 r In 


fr ° r w ards results of NRC confirmatory measurements program samples, per 
880421 request r 

& AY fca^oS:3 L sf Co - 88/08/15 KAHLE ' J B - Refllon 2 ' 0,0 01 «* 
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8009120091 Final response lo FOIA request for documents.Forwards documents Hated 
In App A Documents also available In PDR App B documents totally withheld (ref 
FOIA Exemption 5} App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.OH NRG • No Detailed Affiliation Given 80/08/17. CONNOR.L. Doc- 
Search Associates. Spp 46770.060 46770 009. 


-8809010039 Insp Repts 50-250/88-19 & 50-251/00-19 on 66071 8-22.No violations or 
deviations noted Major areas Inspected employee training A qualifications. external & 
internal exposure monitoring & controls, ALAR A programs & solid waste 
KUZO.G B„ LAUER.M T„ HOSEY.C.M Region 2, Ofc of the Director. 80/08/19 19pp. 
46743-003-46743 021 


-6809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1 985 

AXELRAD.J A. Enforcement Staff, IE (Pro 870413) 86/12/13, flLAHA.J L Program 
Support A Analysis Staff, IE (Pre 870413) 13pp. 46770.211-46770.223 

8808280239 Notification of 880913 meeting w/utll in Rockville, MD to discuss Tech Spec 
improvement pro) 

EDISON, G.E. Project Directorate II 2, 80/00/24 BERKOW.H N Project Directorate II- 
2. 3pp. 46669:165 46669.167 

8808300265 Summary of 080818 meeting w/util in Rockville, MD re Tech Specs 
converslon.Li9t of attendees & agenda end 

EDISON, G E, Project Directorate 11-2 80/00/25. Project Directorate 11-2, 14pp 
46691.216-46691.229. 

8809080223 Forwards draft generic Itr to clarify status ol largo number of unreviowed 
inservlce testing programs (1ST) re Tech Spec requirements A to remedy variety of 
generic 1ST problems 

MARSH.L.B, Mechanical Engineering Branch 08/00/29. HOYLE.T.F. ASME Oper- 
ations A Maintenance Working Group on Inservlce Testing of Pumps & Valv, 
HOYLE.TF. American Society of Mechanical Engineers. 21 pp 46815.310 46816*330 


8808160451 NRC Info Notice 88-068, "Setpoint Testing ol Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc Ii9l end 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co, of New York, Inc 121pp. 46702.311 -46703.070. 

8808180368 Supp! t to NRC Info Notice 88 040, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co of New York, Inc. 122pp 46713 218-40713,219. 

8809020263 Responds to NRC llr re violations noted In Insp Rept 60-250/80 16 A 50- 
251/08-1 6, Corrective actions draft of Hr of instruction for security plan changes pre- 
pared for review & comment. 

CONWAY.W F Florida Power A Light Co, 00/08/26 Document Control Branch (Docu- 
ment Control Desk) 2pp 46746*126 46746.127, 

8806230112 NRC Info Notice 88 D70, “Check Valve Inservlce Testing Program Deficien- 
cies " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411), 8B/08/29. 
Consolidated Edison Co of New York, fno 123pp 46713 095-46713 217. 


8809150323 Forwards summary of Investigation Rept Q2-B7-Q18 re alleged drug abuse 
at plant Investigation concluded that Individuals named by alleger were not licensed & 
that NRC drug testing program revealed no evidence of drug use. 

GRACE, J.N. Region 2, Ofc of the Director 88/09/01. CONWAY ,W.F. Florida Power A 
Light Co. 2pp. 46064.299-46864 300 


8809130352 Forwards Bafety evaluation ro response to Generic Ltr 83 28, Item 
2.1 .equipment classification (reactor trip sys) Program for identifying, classifying A 
treating components .meat requirements of Item 2 1 

EDISON, G.E. Project Directorate 11-2. 88/09/02. CONWAY, W.F. Florida Power & Light 
Co. 3pp. 40950.227-46950.234, 


8809080288 Responds to Violations noted In Insp Repts 50-250/80-14 A 50-251/08- 
H.Correclive action filling that failed on Pump 3A replaced w/slaintess steel mall per 
Class L of piping spec. 

CONWAY, W F Florida Power A Light Co 08/08/29, Document Control Branch (Docu 
ment Control Desk) 3pp 46790.196-46790.196. 

B8091 40475 Confirms 800921 mat meeting lo review results of SALP for requfatory per- 
formance for period of June 1987 - June 1900, 

GRACE, J N, Region 2, Ofc of the Director. 80/00/30, CONWAY, W.F. Florida Power & 
Light Co 2pp 46845 026*46045.027- 


-B6Q9 130354 Safety evaluation ro response lo Generic Ur 03-28,ltem 2.1, (Part 1) re 
equipment classification (reactor trip sys components) Program for 
Identifying, classifying & treating components meets requirements of Item 2.1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/02. 5pp 
46950*230-46950-231 . 


8809070549 Partially withheld Insp Repts 50-250/88-20 & 60 251/20*20 on 880801- 
O5.0ne violation noted Major areas Inspected. testing & malnt, physical barriers - pro- 
tected area & vital areas, personnel training & qualification & access controls. 
TILLMAN.A , MCGUIRE.D.R. Region 2, Ofo of Ihe Director. 88/00/31. Ip. 46779.190- 
46779:190. 


-8809300179 Safely evaluation re response to Generic Ltr 03 26,ltem 2.1, (Part 2) re 
vendor interface program (reactor trip sys components) Program moots requirements 
of Item 2.1 (Part 2) of Generic Ltr 03-20 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/02. 3pp. 
46950:232-46950.234. 


0808200492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurements Attributed lo 
That Event. Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 88/09/01. 
Consolidated Edison Co of New York, Inc. 121pp. 46712 244 48713,004 


8809130049 Notification of 8B0920 meeting w/utll In Juno Beach, FL to discuss status of 
licensing actions. 

EDISON ,G,E, Project Directorate 11-2. 88/09/07. BERKOW,H,N. Project Directorate II- 
2. 3pp. 46033:165-46033:167. 


8809080048 Forwards Insp Repts 50-250/80-20 A 60-261/00-20 on 860801 05 A notice 
of violation Insp repts A notice of violation withheld (ref 10CFR2 790 A 73 21) 

CLINE, WE. Region 2, Ofc of the Director, 88/09/01. CONWAY, W.F. Florida Power A 
Light Co 2pp 46787.318-46707:319. 


8009130109 Summary of 880030 meeting w/utll in RockvlIte.MD re enhancement ot 
emergency electrical power sys Attendance list, meeting agenda A handouts end. 
EDISON.G E Project Directorate 11-2, 08/09/07 Project Directorate 11-2, 7pp 
46033 317-46833*323. 


8800300018 NRC Info Notice BB-072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/09/02. 
Consolidated Edison Co. of New York, Inc. 122pp, 46726 001-46726*123 


8809190296 Application tor amends to Licenses DPR-31 A DPR-41 .modifying Tech 
Specs to require that operations superintendent either hold or have held senior opera- 
tor license (SRO) on plant or have held SRO license on similar plant Fee paid 
CON WAY, W.F. Florida Power A Light Co, 80/09/12, Document Control Branch (Docu- 
ment Control Desk). 6pp. 46899,047-46899.066, 


-8809190292 Proposed Tech Specs Pages 6-1 a A 6-5, involving change that operations 
superintendent hold or have held senior reactor operator (SRO) license on plan! or 
have held SRO license on similar plant 

4 Florida Power A Light Co. 88/09/12. 4pp, 48899.053 46099-056 


8809160147 Notification of cancelled 8BQ920 meeting w/util In Juno Beach.FL to dis- 
cuss licensing actions. 

EDISON, G.E. Project Directorate 11-2. 80/09/13. BERKOW.H, N, Project Directorate II- 
2 3pp. 46884:202-40864-204. 


8809070460 Responds to violations noted in Insp Repts 60 260/88-11 A 50 251 /Be- 
ll, Corrective actions, chemistry dept training program revised to Include addl Instruc- 
tion on procedure usage 

CONWAY t W.F. Florida Power A Light Co. 08/09/02, Document Control Branch (Docu- 
ment Control Desk). 4pp. 46772.092-46772 095 

8809130153 Forwards Insp Repts 50-250/88-10 A 50-261/08-18 on 880625- 0725 A 
notice of violation, 

WILSON, B, A, Region 2, Ofc of the Director 80/09/02, CONWAY.W.F. Florida Power 
A Light Co. 2pp. 46830,333-46630-361. 

-8009130156 Notice of violation from Insp on 880825-0726 Violation noledriailure by 
day shift reactor control operator to refer lo ONOP-028, "Reactor Control Sys Mal- 
function," Indicating greater than 12 steps misaligned w/other rods in bank 
WILSON, B.A, Region 2, Ofc of the Director. 88/09/02. 2pp 46830:335 46030.336. 


Q. Inspection reports, IE Bulletins A correspondence 


8B09090098 Partial response to FOIA request for memos re selection of severity levels 
for various violations at nuclear plants, Forwards documents listed In App 
C.Documenls also available In PDR. 

GR1MSLEY.D.H. NRC - No Detailed Affiliation Given. 08/08/17, UNNERSTALL.K. 
Newman A Holtzlnger 2pp. 46766-272-46766 274 


-8809090222 Documents agreement re proposed course of action per 810902 
memo.Based on DOT Interpretation matl shipped meets DOT requirements. 
THOMPSONS. Director's Ofc, Enforcement & Investigation Staff, IE (Pre 820201) 
81/09/14. ALDERSON.C.E Region 2, Ofc of the Director (010301-820201) Ip. 
46766-301 -46766’301 . 


-8609090228 Supports util denial ot Severity Level 111 violation for punclured drums on 
basis that shipment met requirements for Sulk shipment par 49FR1 73.392(d). Draft re- 
sponse to util A DOT ltr lo util end. 

ALDERSON.CE, Region 2, Ofc of the Director (810301-820201). 81/09/02, 
THOMPSONS. Director's Ofc, Enforcement & Investigation Staff, IE (Pro 820201). 
3pp. 46766:302-46766-304, 


0608190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 


Mfo by GE," Svo list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/00/19, 
Consolidated Edison Co. of New York, Inc. 125pp 46690.054-46690.170, 


8809010030 Forwards Insp Repts 50-250/88-19 A 50-251/88-19 or 88071 8-22 .Viol a- 

SajSffifc. Region 2, Ofc of the Director, 88/08/19. CONWAY.W.F. Florida Power 
A Light Co 2pp. 46743 001-46743.021. 


-8809130156 Insp Repts 60-260/68-18 A 50-251/88-18 on 080625-0725 Violation 
noted Major areas Inspected- backshift insp.areas of annual A monthly 
survelllanceimafnl observations & revlews.ESFs, facility security A plant events 
MCELHINNEY.T.F,, SCHNEBLI.G A., CRLENJAK.RV Region 2, Ofo of the Director. 
00/08/31, I5pp 46830.337-46B3O.351 

6609190173 Forwards revised response to NRC 80OB12 Itr re violations noted In Insp 
Repts 50-260/86*06 A 60-251/86 06 Corrective adlonsiProcedure 3/4 OSP 068,2 will 
be revised lo establish requirements for new ref values. 

CONWAY.W.F, Florida Power & Light Co, 88/09/12 Document Control Branch (Docu- 
ment Control Desk). 2pp 46899 100-46099,101 

BB09220299 Ack receipt of 880626 Hr Informing NRC of stops taken to correct violations 
noted in Insp Rept 50-250/8B Ifl.Response meets requirements of 10CFR2 201. 
CLINE.W.E Region 2, Ofo of the Director. 08/09/12 CONWAY.W.F Florida Power A 
Light Co. Ip. 46927-234-46927,236. 

8809260098 Advises that util verbally granted addl 48 h extension on 8B0610 re Tech 
Spec Action Statement 3.4 2,b,2 to allow one containment spray pump to be out of 
svo provided that pump restored lo operable status within 24 h, 

GRACE, J N. Region 2, Ore of the Director. 00/09/12. MURLEY.TE. Office of Nuclear 
Reactor Regulation, Director (Post 870411), TAYLOR, J.M., LIE8ERMAN.J, Ofc of En- 
forcement (Post 870413) 2pp 46965-268-46965:263. 

-0009260110 Ack receipt of util 880910 request for 48-h extension of Tech Spec Action 
Statement 3 4 2 b 2 re containment spray pump out of svo for more than 24 h.Request 
granted on one- time basi9 In 8 60S 10 tefcon 

GRACE, J.N. Region 2, Ofc of the Director. 88/09/12, CONWAY.W.F. Florida Power A 
Light Co. Ip. 46965*263-46965:263, 
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8009260144 Forwards SALP Repts 60-250/88-15 & 50 251/68-15 for June 1987 • Juno 
1988 .Overall performance of plant satisfactory Weaknesses identified m areas of plant 
operations, malnUecunty & safeguards ,, . „ 

GRACES N Region 2, 6fc of the Director 88/09/13 CONWAY.W F Florida Power A 
Light Go. 2pp 46965.109 46965 164. 

-0BO920O14B SALP Repts 60 250/88*15 & 60-251/88*15 for June 1987 - June 1988 
• Region 2, Ofc of the Director 88/09/13 54pp 46965 til 46965 164 

8809270011 Forwards Insp Repts 60-250/88*22 A 60 251/88*22 on 880808-12 No vio- 
lations or deviations noted Util basis for denial of violation, examined & violation still id 
effect 

HERDT.A R. Region 2, Ofc of the Director. 68/09/13 CONWAY.W.F, Florida Power A 
Light Co 2pp. 46970,162*46970,173 

-8809270022 Insp Repts 50-250/8B22 & 50-251/88*22 on 660608 12,No violations or 
deviations noted Major areas inspected NRG bulfeims.lnfrared thermography.action on 
previous insp findings & malnt 

KLEIN SORGE.W.P, BLAKE.JJ. Region 2, Ofc Of the Director 86/09/07. 10pp. 
46970:164 4 6970“ 173 

8809680339 NRC Info Notice 86-074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA lf Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 070411). 88/09/14. 
Consolidated Edison Co of New York. Inc, 1P2pp. 46824 215 4 6624,336, 

8809120197 NRG Info Notice 884)75, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end, 

ROSSJ.C E. Division of Operational Events Assessment (Post 870411) 08/09/16 
Consolidated Edison Co. of New York, Inc 124pp 46946.133*46946\252, 

8809130350 NRC Info Notice 88-076, “Recent Discovery of Phenomenon Not Previous* 
fy Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co cl New York, Ino. f25pp, 46946 253-46947 013. 


R. Periodic operating reports & related correspondence 


8809070238 "Semiannual Radioactive Effluent Release Rept.Jan-June 1«9S " W/ 
880829 Hr. 

STEINKE.fl N , CROSS, J E , CONWAY.W.F. Florida Power A Light Co 80/06/30 
25pp. 46783:165-48783 189, 

B8090B0187 "Changes, Tests & Expenmanls Made W/o Prior Commission Approval for 
Jul 1687 * June 1988 " W/8S0901 Itf 

CONWAY.W.F. Honda Power A Ughl Co 88/06/30. 163pp, 46792 920 4 6792-182, 


8000290144 Forwards mgt-on-shift weekly summary rapt for wk starting 68Q729,Plant 
supervisor nuclear shift rapta also submitted, 

CONWAY.W.F. Florida Power & Light Co 88/03/10, GRACE, J N Region 2, Ofc of (he 
Director. 49pp 46684:269 46684'317 

8809090047 Forwards mgt on shift (MOS) weekly rapt per NRC 071019 order PJanl su- 
pervisor-nuclear shift repts also end. 

CONWAY, W,F. Florida Power & Light Co. 88/08/17* GRACE ,J N. Region 2, Ofc of the 
Director. 62pp 46804.016 46804:070 


8899010144 Forwards monthly status rapt for Turkey Point for 800616- 0721 .covering 
recent operating events A performance trends 

GRACE.J N Region 2, Ofc of the Director. 88/0B/22. MURLEYJ E Ofrice of Nuclear 
Reader Regulation, Director (Post 870411). 4pp. 46721 306 46721,319, 


8808300237 Forwards summary rept of Integrated schedule for Aug 1988, reflecting Info 
as of 88081 9,1ncfudmg new outage completion date for Unit 4,Cycle l2.Next S-monlh 
rept will be Issued following Nov 1 900 schedule 

■CONWAY.W.F. Florida Power & Light Co, 88/08/24 Document Control Branch (Docu- 
ment Control Desk) 4pp. 46703*178-40703-161. 


6809120144 Forwards Bummary of mgt-on shill weekly repts Supervisor-nuclear shift 
repts encf, 

CONWAY.W.F Florida Powar & Light Co, 88/08/24, GRACE.J N Region 2, Ofo of the 
Director. 37pp. 46813*110-46813.155 

8609190171 Forwards summaiy of mgt-on-shift weekly repl per 871019 order. 
CONWAY.W.F, Florida Power & light Co 88/08/31, GRACE.J N. Region 2, Ofc of the 
Off actor. 54 pp. 4 60 87 306-46887 3 59, 


6899190169 Forwards select sys assessment progress summary for Aug 1988, per 
66081 2 order. 

CONWAY.W.F, Florida Power & Light Co, 88/09/15, Document Control Branch (Docu- 
ment Control Desk) 2pp. 46892 357-46892:350, 


0 889220070 Forwards monthly operating repts for Aud 1988 for St Lucie & Turkey Point 
A corrected repl of unit shutdown A power reduction for Jul 1988 for Si Lucie Unit 
1, Method of shutting down reaclor Incorrectly coded manual scram. 

CONWAY.W.F. Florida Power & Light Co 68/09/15. Document Control Branch (Docu- 
ment Control Desk), 1 p. 46927,247-46927:265, 


“8869220071 Monthly operating repts for Aug 1 998 for Si Lucie A Turkey Point, 
BQNETT.D.M. Florida Power & light Co. 88/08/31. 16pp. 46927:246-46927:264. 

“8009220073 Corrected page to Jul 1988 monthly operating rept for St Lucie Unit 1 
80NETT.D M. Florida Power 8 Light Co, 88/07/31. Ip. 46927 265 46027 265. 


S. Reportable occurrences, LERe & related correspondence 

806*9079259 LER 68 015-00 on 880729/rech Spec surveillance requirement 4.16 did not 
verify ihrae valves on each unit to be in required position, Caused by programmatic 
deficiency fn drawing update process .Procedures revlsed.W/080829 Itr, 

GROSS.K.W.. CONWAY.W.F. Florida Power A Light Co. 88/08/26. 4pp, 46776*237* 
46776.240, 


8009190175 LER 88 017-QQ.on 88061 B.controf room ventilation sya out of svc In excess 
of Tech Spec time limit due to intermittent circuit failure Caused by procedural 
deficiency Bodge circuit replaced A plant mod In effect.W/880914 Itr 
SALAMON.G., CONWAY.W F. Florida Power & Light Co, 80/09/14, 4pp 46098,353- 
46898,356, 

8909260179 LER 8B-016 00 on 8 80011, containment spray pump out-of-svc lor malnt ex- 
ceeding Tech Specs limits Caused by lack of knowledge re need for break-in period 
for new bearings Training procedures to be revised W/B0O919 Itr. 

GROSS.K.W. CONWAYW.F. Florida Power & Ughl Co 80/09/19 5pp 46950 329- 
46950 333 


V. Operator Examinations 

0&O031OCB2 Forwards summary of ref matl supplied to Region II for operator exams, per 
request 

CONWAY.W F. Florida Power & Light Co. 08/08/24 Document Control Branch (Docu 
meat Control Desk) 17pp. 46699 225-46699.241 

8609190288 Application for amends to Licenses DPR-31 & DPR-41 .modifying Tech 
Specs to require that operations superintendent either hold or have held senior opera 
tor license (SRO) on plant or have herd SRO license on similar plant Fee paid 
CONWAY,' W F Florida Power & Light Co 68/09/12. Document Control Branch (Docu 
manl Control Desk). 6pp. 46899,047-46699,056 

“8809190292 Proposed Tech Specs Pages 6-1 a & 8-5, Involving change that operations 
superintendent hold or have held senior reactor operator (SRO) license on plant or 
have held SRO license on simitar plant 

- Florida Power & Light Co. 88/09/12. 4pp 46899 053-46099 056 

8809260211 Forwards estimated operator licensing exam & re qualification schedule for 
FY89 FY92,per Generic Llr 88-1 3. 

CONWAYW.F. Ffonda Power & Light Co 80/09/13 HANNON.J Office of Nuclear 
Reactor Regulation. Director (Post 870411) 3pp 46965.197-46965 199 
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F. Security, medical, emergency A fire protection plans 

8008290105 Advises that 880623 Rev 14 to physical security plan consistent w/provi- 
slons of 10CFR50.54(p) & acceptable, w/ exception of change discussed w/S Ferrol 
on 880805. 

CLINB.W.E, Region 2, Die of the Director. 80/08/12 WOODY, C O Florida Power & 
Light Co. 4pp. 46668 292-46 660:205. 

8800290161 Advises that 680420 Rev 17 to emergency plan meets planning aids of 
1QCFR50 47(b) & requirements of lOCFRBO.App E. Submission of all revs to onrior- 
gancy plan In accordance w/ Section 1 1 ,P of NUREG 0654 encouraged, 

COLUNS.DM Region 2, Ofc of the Director. 88/08/15 CONWAY.W.F Florida Power 
& Light Co. 2pp 46668 , 305*46668 l 306 1 

8808290191 ForwardB Rev 3 to safeguards contingency plan, per l0CFR60 54(p> Rov 
Withhold (ret 10CFR2 790(d)), 

CONWAY, W.F. Florida Power & Light Co, 60/08/24. Document Conlrol Branch (Docu 
mem Control Desk), 2pp 46668 296*46608*297. 

8808310127 Nuclear Chemistry Procedure NC-23C, "Operation of Post- Accident Sam* 
pllng Sys for RCS During Emergency Conditions ” W/080626 Itr 
CONWAY.W F. Florida Power & Light Co. 88/00/25. 26pp, 46699 001-46699:028. 

6800300191 Forwards Rev 15 to physical secunty plan Rev Incorporates changes made 
under Rev 14 Into NU REG-0908 plan rewrite, Includes organizational changeable tos 
exemption & makes several other changes.Rev withheld. 

CONWAY, W F. Florida Power & Light Co, 88/08/26, Document Control Branch (Docu- 
ment Control Desk) 2pp 46693*021 -4669 3,022 

6009020263 Responds to NRC Jlr re violations noted In Insp Rept 50-250/08-16 A CO- 
26 1/88- 16, Corrective actions, draft of Itr of Instruction for security plan changes pre- 
pared for review & comment. 

CONWAY.W F. Florida Power & Light Co, 88/00/26 Document Conlrol Branch (Docu 
ment Control Desk), 2pp 46746: 1 26-4674 6, 1 27, 

8809070549 Partially withheld Insp Repts 50-250/88-20 & 60-251/88-20 on 680601* 

05 One violation noled.MaJor areas Inspecled.testfng & malnt, physical barriers - pro- 
tected area 8 vital areas, personnel training & qualification & access conlrol9, 
TILLMAN ,A Region 2, Ofc or the Director. 88/00/31, Ip 46770 190-46779.190. 

6809080048 Forwards Insp Repts 50*250/88-20 A 50-251/88-20 on 880801-05 & notice 
of violation, Insp repts & notice of violation withheld (ref 10CFR2 790 & 73.21). 
CLINE.W.E Region 2, Ofc of the Director. 88/09/01, CONWAY.W.F. Florida Power & 
Ugh t Co, 2pp. 46787:318-4 6787:3 1 9. 

680*9130153 Forwards Insp Repts 50-250/88-18 & 50-251/88-18 on 080625* 0725 A 
notice of violation, 

WILSON.B.A, Region 2, Ofo of the Director. 88/09/02, CONWAY.W.F, Florida Power 

6 Lfght CO. 2pp. 46030:333-46830.351. 

“8009130156 Insp Repts 50-250/88-18 & 50-251/80-18 on 080626-0725 Violation 
noted, Major areas Inspected.backshlft Insp, areas of annual & monthly 

surveillance, main! observations & revie ws.ESFs, facility security & plant events, 
MCELHINNEYXF. Region 2, OfO of the Director. 88/08/31, 15pp. 46030*337* 


8809280091 Acfvlses that 080817 Rev 5 to guard training A qualification plan consistent 
w/P revisions of 10CFR 50.54 (p) & acceptable, 

CLlNE.W.E Region 2, Ofo of the Director. 88/09/12 WOODY, C.O, Florida Power A 
Light Co. 3pp 46957.091-46957:093. 


8809070530 Special Rept, on 880828,nonfunctional fire barrier penetration not returned 
to functional states within 7 days, In accordance w/ Tech Spec 3.14.5,b Addf correc- 
tive aelkm Initiated A compensatory measures Implemented as applicable, 
CONWAY.W.F, Florida Power 4 Ughl Co. 88/08/29. Document Control Branch (Docu- 
ment Control Desk). 4pp, 46772.014-46772,017. 


6800260144 Forwards SALP Repts 50*250/88-16 & 50-251/88-16 for June 1987 - June 
1988 .Overall performance of plant aatlsfaoloiy.Weaknesses Identified In areas of plant 
operatlons,malnt t secu rity & safeguards. 

GRACE.J.N. Region 2, Ofc of the Director. 8B/09/13. CONWAY.W.F. Florida Power A 
Light Co. 2pp. 46965 1 09-40965,1 S4 
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-8809260146 SALP Repts 50-250/80-16 & 50-251/88-15 for June 1987 - June 1688 
* Region 2, Ofc of the Director. 88/09/13 54pp. 46965.111-46965,164 

8B09260252 Advises that 880024 Rev 3 to safeguards contingency plan consistent w/ 
provisions of 1QCFR50 54(p) & acceptable 

CLINE, W.E Region 2, Ofo of the (Director. 88/09/16 WOODY.CO Florida Power & 
Light Co 3pp. 46965:193-46965 195. 


G. Adjudicatory correspondence 

8809120043 Order.* Advises that time within which Commission may act to review 
ALAB-898 extended until 88Q927.Served on 880906. 

CHILK.SJ Office of the Secretary of the Commission #3BQ 7011 86/09/06. Com- 
missioners. Ip. 46762:147-46752.147. 


P. Operating license stage documents & correspondence 

8808120294 Generic Hr 88-14 to alt holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment 5vc list end 
MIRAGLIA.F J. Associate Director for Projects (Post 870411). 8B/QB/08, Consolidated 
Edison Co. of New York, Inc. 41pp. 47066,00 1-47065«006 

8808310217 Forwards results of NRC confirmatory measurements program samplea^er 
880421 request. 

CONWAY.W.F. Florida Power 4 Light Co 88/00/16 KAHLE.J 8. Region 2, Ofc of the 
Director, 2pp. 46723,350-46723:351. 

6808260239 Notification of 880913 meeting w/util In Rockville.MD to discuss Tech Spec 
Improvement proj, 

EDISON, G E. Pro ect Directorate II 2 00/08/24 BERKOW.H.N, Project Directorate II- 
2. 3pp. 46669-166-46669:167. 

8808300265 Summary of 080818 meeting w/utll in Rockvilla.MD re Tech Specs 
converslon.U9t of attendees & agenda end. 

EDISON, G.E. Project Directorate 11-2. 08/08/25. Project Directorate 11-2. 14pp. 
46691.216-46691:229. 


-8809090222 Documents agreement re proposed course of action per 810902 
memo.Sased on DOT interpretation mail shipped meets DOT requirements. 
THOMPSON, D Director’s Ofc, Enforcement & Investigation Staff, IE (Pre 820201). 
81/09/14. ALDERSON.C E Region 2, Ofc of the Director (010301-820201). Ip 
46766 301-46766.301. 

-8809090226 Supports util denial of Severity Level III violation for punctured drums on 
basis that shipment met requirements for bulk shipment per 49Fm73.392(d).Draft re- 
sponse to util & DOT Itr to util end 

ALDERSON.C E Region 2, Ofc of the Director (810301-020201) 81/09/02. 
THOMPSONS Director's Ofc, Enforcement & Investigation Staff, IE (Pre 820201) 
3pp, 46766.302-46766.304 

6808190195 NRC Info Notice 80 069, “Movable Contact Finger Binding In HFA Relays 
Mfg by GE ” Svc fist end 

ROSSI, C E. Division of Operational Events Assessment (Post 070411) 88/00/19, 
Consolidated Edison Co of New York, Inc, 125pp 46690 054*46690.170. 

8809010038 Forwards Insp Repls 50 250/88-16 & 50 251/88-18 on 680718 22 Viola- 
tion not cited, 

COLLINS.O M Region 2, Ofc of the Director. 88/08/19. CONWAY.W.F Florida Power 
& Light Co. 2pp. 46743.001-46743 021 

-6809010039 Insp Repts 50-260/88-19 4 60-251 /BB-1 9 on 88071 0-22,No violations or 
deviations noted. Major areas inspected, employee training & qualifications .external & 
Internal exposure monitoring & controls, ALAR A programs & solid waste 
KUZO.G.B., LAUER.M T , HOSEY.C.M. Region 2, Ofc of the Director. 88/08/19 19pp 
46743.003 46743.021. 

6608160451 NRC Info Notice OB 068, “Setpoint Testing of Pressurirer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices 11 Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411), 0B/O8/22, 
Consolidated Edison Co of New York, Inc, 1 21 pp 46702 311-46703 070. 

8808180368 Suppl 1 to NRC Info Notice 80 048, “Licensee Rept of Defective Refur- 
bished Vatves 11 Svc list end. 

ROSSI.CE. Division or Operational Events Assessment (Post 870411). 08/00/24. 
Consolidated Edison Co of New York, fno. 122pp. 46713*21 8-46713:219, 


0809080223 Forwards draft generic Itr to clarify status of large number of un reviewed 
inservice testing programs (1ST) re Tech Spec requirements & to remedy variety of 
generic 1ST problems 

MARSH.LB. Mechanical Engineering Branch. 88/08/29, HOYLE.T.F. ASME Oper- 
ations & Maintenance Working Group on Inservlce Testing of Pumps & valv. 
HOYLE.T.F. American Society of Mechanical Engineers, 21 pp, 4681 5.310-4681 6' 330 


8809150323 Forwards summary of Investigation Rept Q2-07-O10 re alleged drug abuse 
at plant.lnvestlgatlon concluded that individuals named by alteger were not licensed & 
that NRC drug testing program revealed no evidence of drug U9e. 

GRACE.J N. Region 2, Ofc of the Director. 08/09/01. CONWAY.W.F Florida Power & 
Light Co. 2pp. 48864:209-40864.300. 

0809130352 Forwards safety evaluation re response to Generic Ltr 83-28, Hem 
2,1 .equipment classification (reactor trip sysJ.Program far identifying, dasslfylng & 
treating components, meet requirements of Item 21. imiiii n u L 

EDISON.G.E Pro ect Directorate II 2. 08/00/02 CONWAY.W.F. Florida Power & Light 
Co. 3pp. 46950-227-48950.234 

-8809130354 Safety evaluation re response to Generic Ltr 83-28, Hem 2.1, (Part 1) re 
equipment classification (reactor trip sys components),Program for 

identifying, classifying & treating components meets requirements of Item 2.1 
• Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/02 6pp. 
46950*230-46950‘231 , 


-8809300179 Safety evaluation re response to Generic Ltr 83-20, Item 2 1, (Part 2) re 
vendor Interface program (reactor trip sys components) .Prog ram meets requirements 
of Item 2.1 (Part 2) of Generic Ltr 83-28. 

* Office of Nuclear Reactor Regulation, Director (Post 87Q411) 80/09/02 3pp 
46950:232-46960.234. 


8809130049 Notification of 880920 meeting w/util In Juno Beach, FL to discuss status of 
licensing actions. 

EDISON, G.E. Project Directorate 11-2. 88/00/07 BERKOW.H.N. Project Directorate II* 
2. 3pp. 46633:165 46833.167. 


0009130109 Summary of 880830 meeting w/util In Rockville.MD ra enhancement of 
emergency electrical power sys Attendance list.meetlngagenda & handouts end 
EDISON, G,E. Project Directorate 11*2. 88/00/07, Pro|ect Directorate 11-2. 7pp. 
46833:317-46833:323. 


6809190286 Application for amends to Licenses DPR-31 & DPR-41, modifying Tech 
Specs to require that operations superintendent either hold or have held senior opera- 
tor license (SRO) on plant or have held SRO license on similar pfant.Fes pa Id, 
CONWAY.W.F, Florida Power 4 Light Co. 80/09/12. Document Control Branch (Docu- 
ment Control Desk). 6pp 46899.047-46089.056 


-8809190292 Proposed Tech Specs Pages 6-1 a 4 6 6, Involving change that operations 
superintendent hold or have held senior reactor operator (SRO) license on plant or 
have held SRO license on similar plant 

* Florida Power & Light Co. 88/09/12, 4pp. 46899.053-46899*056. 


8609160147 Notification of cancelled 000920 meeting w/utll in Juno Beach, FL to dls- 

EC5ISON AE? Projeofbl rectorate 11-2, 88/09/13. BERKOW.H N. Project Directorate II- 
2, 3pp. 46864*202-46864*204. 


Q, Inspection reports, IE Bulletins 4 correspondence 


8809020263 Responds to NRC ltr re violations noted In Insp Rept 50-250/B8-16 & 60* 
251/88-16 Corrective actions, draft of Itr of Instruction for security plan changes pre- 
pared for review & comment. 

CONWAY.W.F. Florida Power & Light Co. 88/08/26. Document Control Branch (Docu 
ment Control Desk). 2pp. 46740. 1 26 46746*1 27 

0808230112 NRC Info Notice 88*070, “Check Valve Insoryico Testing Program Dellclen- 
Gigs," Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 87041 1). 88/08/29 
Consolidated Edison Co. of New York, Inc, 123pp, 46713.095-48713:217. 

8609000288 Responds to violations noted In Insp Repts 60-260/08 14 4 50*251/80- 
14.Correcliv0 actfon-fittlng that failed on Pump 3 A replaced w/atalnless steel matl per 
Class L of piping spec. 

CONWAY.W.F, Florida Power 4 Light Co. 68/08/29 Document Control Branch (Docu- 
ment Control Desk). 3pp. 46790.1 96-46790.1 98. 

8809140475 Confirms 880921 mgt meeting to review results of SALP for requlalory per- 
formance for period of June 19B7 - June 1988. 

GRACE, J.N. Region 2, Ofo of the Director. 88/08/30 CONWAY, W F. Florida Power 4 
Light Co, 2pp. 46845-020-46046-027 

8809070549 Partially withheld Insp Repts 60-260/88-20 4 50-251/88-20 on 880801* 
OS.One violation noted.MaJor areas (nspected.tesllng 4 main I, physical barriers * pro- 
tected area 4 vital areas, personnel training 4 qualification 4 access controls, 
TILLMAN, A , MCGUIRE, DR Region 2, Ofc of the Director. 88/0B/31. Ip. 46779:100 
46779.190. 

0008260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 4 Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Svc list end, 

ROSSIjC.E. Division of Operational Events Assessment (Post 070411), 80/09/01. 
Consolidated Edison Co of New York, Inc 121pp 46712*244-46713.004. 

8809080048 Forwards Insp Repls 50 250/88-20 4 60*251/88-20 on 080801-05 4 notice 
of vlolalion.lrsp repts 4 notice of violation withheld (ref 10CFR2.790 4 73 21), 

CLINE, W.E. Region 2, Ofc of the Director. 88/09/01. CONWAY.W.F Florida Power 4 
Light Co, 2pp 46787-318 40707*319. 

8808300016 NRC Info Notice 86 072, "Inadequacies In Design of DC Motor-Operated 
Valves." Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co. of New York, Inc, 122pp. 40726 001-46726:123 

8809070460 Responds to violations noted' (n Insp Repls 50-250/86-11 4 50-251/00* 
11 Corrective actlons-chemlstry dept training program revised to Include addl Instruc- 
tion on procedure usage. 

CONWAY.W.F, Florida Power 4 Light Co. 80/09/02. Document Control Branch (Docu- 
ment Control Desk). 4pp. 46772.092-46772.095. 

8809130153 Forwards Insp Repls 50-250/66-18 4 60-251/88-18 on 880625* 0725 4 
notice of violation, 

WILSON, BA. Region 2, Ofo of the Director 00/09/02. CONWAY.W.F Florida Power 
4 Light Co 2pp 46030-333*40830:351. 

—8809130155 Notice of violation from Insp on 880625 0725 Violation noted failure by 
day shift reactor control operator to refer to ONOP-Q28, "Reactor Control Sys Mal- 
function," Indicating greater than 12 steps misaligned w/other rods in bank. 
WILSON.B.A. Region 2, Ofc of the Director. 80/09/02. 2pp. 46830:335*46830.336. 


8809090098 Partial response to FOIA request for memos re selection of severity levels 
for various violations at nuclear plants Forwards documents listed in App 

G R I klfsLE^Y.D H S °N RC l! * ^No detail ed Affiliation Given 88/00/17. UNNERSTALL.K, 
Newman 4 Holfcringer. 2pp. 46766.272*46766.274 


-8009130166 Insp Repts 50-250/80*18 4 50-251/88*16 on 860625 0725. Violation 
noted.Major areas Inspected. backshift Insp.areas of annual 4 monthly 
survel Dance, maint observations 4 re views, ESFs, facility security 4 plant events. 
MCELHINNEYJ.F., SCHNEBL1.GA, CRLENJAK.R.V Region 2, Ofo of the Director 
88/00/31, 15pp. 46830.337-46830:351. 



30 DOCKETED ITEMS 


*^50 25«SSo» 

P^TSM/M/^men. Con.o, Branch (Docu- 
SJJcK 0«Ts lPP -*6899 I&- 4S899 101. 

8809220999 At* recall of 680826 IU Inlorniinj NRC cl steps '^"loccrrocl VjdatiOnS 

^wtssrsjsss®— 

Ught CO IP 46&27 234-46927,239 

\aa Forwards SALP Repts 50-250/88*15 & 50*251/99 16 for June 1987 * June 
^le^^^^rf^rnaiTCQ of plant satisfactory Weaknesses Identified in areas of plant 

OTACE.J “ tf&Dwtor 88/09/13 CONWAV.WF Flonda Power 8 
Ught Co 2pp 46*965 109*46965 164 

-88002601 48 SALP Repta 50*250/98*15 & 50*251/88*15 for June 1987 - Juno 1988 
’ Region 2, Ofc of the Director 88/09/13, 54p p 46965111-46965.164, 

££092700 11 Forwards fnsp Repts 50*250/88*22 & 50*251/88 22 on 880808*1 2, No wo* 
8 tal^swd^viatwna noted Uhl baas for denial of violation examined & violation still in 

Region. 2, Ofc or the Director. 88/09/13 CON\YAY,W F FJonda Power & 
Ught Co. 2pp 46970 102-46970 173 

-JS80327D022 Insp Repts 50-250/88*22 & 60-251/86*22 on 660609 12 No violations or 
noted Ma^r areas inspected NRC bulletms.fnfrared thermography, action on 

^LE^DBC?e!vV P 5 S aLAKe n jJ. Region 2, Ofc of the Director 89/09/07 10pp. 
469701 164-46970 173. 

8809080339 NRC Jnfo Notice 66 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Folio wno LOCA Svctisi encl 
ROSSI.C G. Division of Operational Events Assessment (Post 1 17041 1) 86/09/14. 
Consotidated Edison Co. of New York, Irw. 122pp 48824 215 46624 336 


S, Reportable occurrences, LERs & related correspondence 

«o a, sar s&a « p 

46686 046 46686.047. 

8808300339 PNO II 88 050A’on 88001 6, spent fuel pit cooling sye pump JolJpd rosjiltfng 
fn unplanned spilling of some 3,100 gallons of spent fuel pit water at plant, frickup 
pump Ins tailed 0111 contlnu Ing work to decontaminate HX room 
LEWIS, M , CHRISTENSEN^. Region 2, Ofc of Ihe Director. 06/0&/17 2pp 
46698 301 46699 302. 

8609970536 Special Rept on 680826, nonfunctional fire barrier penetration not rfl turn oj 
to functional status within 7 days, In accordance w/Tech Spec 3.14.6 b Addl corroc- 
live actions Initiated & compensatory measures Implemented as applicable. 

CONWAY W.F. Florida Power & Ught Co. 80/08/29 Document Control Branch (Docu 
mentConirol Desk) 4 pp. 46772,014-46772,017. 

0809160298 LER 88 007*00:on 88081 2 .while performing corrective mafnl, BUbcrllicci) rp 
actor trip occurred.Caused by failure of source range neutron detector N*32,Po&l*tilp 
review performed & detector replaced.W/800912 Itr, 

LYONS.E , CONWAY, W,F. Florida Power & light Co 80/09/12. 3pp. 46007.166- 
46897 158, 

6899190120 LER 68 Q08-00.on 8B0815, Phase A of containment Isolation Twin A 
actuated, Caused by wire bundle bouncing contacts of relay 4-SIA2 Actual Ion flignnl 

SALAMcfna, 1 CONWAY, W.F Florida Power & light Co, 80/09/14. 3pp. 40800,004 
46896 066, 

8809190166 LER 88 009 OO.on 88081 6,stoam generator feedwater pump trip pod during 
coating of condensate polisher vessel 4B w/ rosin for secondary sys startup Ca us uu 
by failure of differential pressure switch Switch replaced.W/00091 5 ltr 
LYONS, E , CON WAY, W.F. Florida Power & Light Co, 88/09/16. 4 pp 4OB03 017* 
46833:020. 


8800120197 NRC Info Notre* 80-075, "Disabling of Diesel Generator Output Circuit 
Breakers by AnthPump Circuitry,” Svc list end , an/no/iii 

ROSSI C.E. Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co ofNew York, Inc 124pp. 46946 133-46946 252. 

8809130350 NRC Info Notice 08*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Cojttoi; Svc ; list end 
RO-SSLC E. Division of Operational Events Assessment (Post 670411) 63/09/19. 
Consolidated Edison Co of New York, fnc 125pp 4 6 946 253-46947.013 


R. Periodic operating report* & related correspondence 


8809Q7Q23S “Semiannual Radtoactrve Effluent Release Rept.Jan-June I960." W/ 
080629 Hr 

STEINKE.R N, CROSS.JE. CONWAY, W.F Florida Power & Ught Co 88/06/30 
25pp 467 B3' 165*46783 189. 

8809050137 "Chaflges.Tests & Experiments Wade W/o Prior Commission Approval for 
Jut 1fiB7 - June 1988:' W/0SD9O1 Itf. 

CQNWAY.W F. Fkmda Power 4 Ught Co 88/06/30. I63pp 46792020-46792.162. 

8808290144 Forwards mgt*on-shift weekly summary rept tor wk starling 880729 Plant 
supervisor nuclear shift repts also submitted r 

CON WAY. W F. Florida Power & Light Co. 60/00/10. GRACE.J.N Region 2, Ofc of Ihe 
Director 49pp 40684:269*46684*317. 

8809090047 Forwards mg l on shift (MOS) weekly rept, per NRC 871019 order Plant su- 
pervisor-nuclear shift repts also encl. 

CONWAY.W-F. Florida Power & Light Co, 88/08/17. GRACE ,J N Region 2, Ofc of Ihe 
Director. 52pp 46804 01 9*46804 070 

0809010144 Forwards monthly status rept for Turkey Point for 880616- 0721,covenng 
recent operating events &. performance trends 

GRACE,J N Region 2, Ofc of the Director 88/00/22. MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 4pp 46721:306*46721:310 


8808300237 Forwards summary rept of Integrated schedule for Aug 1908, reflecting Info 
as of 9808 19, Including new outage completion date for Unit 4, Cycle 12,Next 6 month 
rept will be Issued following Nov 1988 schedule. 

CON WAY, W F Florida Power & Ught Co. 88/98/24. Document Conlrol Branch (Docu- 
ment Control Desk) 4pp. 46703.1 78*46703.181 


8409120144 Forwards summary of mgt-on-shlft weekly repts. Supervisor-nuclear shift 
repts end, 

CONWAY,WF. Florida Power 4 Ught Co. 80/08/24. GRACE J.N, Region 2, Ofc of the 
Oraclo*. 37pp 46813,119-48813.155. 


8409 190171 Forwards summary of mot-on shift weekly rept per 67 1 0 1 9 order, 

CONWAY, W F. Florida Power & Light Co. 88/00/31 GRACEJ N Region 2, Ofc of the 
Director 54pp. 46887,306*4 60 87.359, 


8809190^ 69^R>rwarda select sys assessment progress summary tor Aug 1988, par 

CONWAY.WF. Florida power A Light Co 08/09/15 Document Control Branch (Docu- 
ment Control Desk) 2pp. 46892,357-46892 358. 


8809220070 Forwards monthly operating repts for Aug 1988 for St Lucie & Turkey Point 
& corrected rept of unit shutdown A power reduction for Jul 1988 for St Lucie Unit 
1. Method of shutting down reactor Incorrectly coded manual scram. 

CONWAY, W.F. Florida Power A Ught Co 88/99/15. Document Control Branch (Docu- 
ment Control Desk). Ip. 46927.247*46927:265, 


-g^reffllMonthty operating repU for Aug 1 98B for St Lucie A Turkey Point 
BONETTjm Florida Power A Light Co BB/03/31, 16pp. 46927:248*4 6927*264 


8899230295 LER 80 010 00 on a 60 01 9, reactor trip occurred due to lo-fo steam (jonora 
lor B level Caused by cognitive personnel error Reactor control operator counaomd re 
procedural compliance A attonllon to details, W/88091 9 fir. 

5ALAM0N.G., CONWAY, W.F, Florida Power A Light Co. 00/09/19. 4pp. 46026*305’ 
46925*308. 


V, Operator Examinations 

8808310082 Forwards summary of ret matl supplied to Region II for operator oxama.por 

cSnWAY.W.F. Florida Power A Light Co. 88/00/24. Document Control Branch (Door 
ment Control Desk). 17pp. 46699*225-46699*241. 

8809190286 Application for amends to licenses DPR-31 & DPR-41, modifying Todi 
Specs to require that operations superintendent either hold or have hofd aonloir opera* 
tor license (SRO) on plant or have held SRO license on similar pJanl.Foo paid, 

CON WAY, W.F, Florida power A light Co 88/09/12 Document Control Branch (Docu- 
ment Control Desk) 6pp 46899 047 46899*056, 

-8809190292 Proposed Tech Specs Pages 6*1a A 6 B.InvoJving change that opomlJonij 
superintendent hold or have held senior reactor operator (SRO) license on plan! or 
have held SRO license on similar plan!, 

* Florida Power & Light Co. 66/09/12. 4pp. 46899.053 40809*050. 

8809260211 Forwards estimated operator licensing exam A requallflcatlon achodulo for 
FY89*FY92,per Generic Ur aa-13, 

CONWAY.WF. Florida Power & Light Co. 68/09/13. HANNON, J. Office of NilCfonr 
Reactor Regulation, Director (Post 870411), 3pp> 48965:197-46986:199, 


DOCKET 60-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & flro protection plane 

8B09080272 Forwards response to allegations re security activities nolaU in NRC 
830615 Itr End withheld, 

BUSS.H.E, Commonwealth Edison Co 08/08/10, DAVIS.A.B Region 3, Ofc of tho Di- 
rector, Ip 46792.339-467 62:330. 

8809090046 Forwards response to allegations re security actlvlllea.per NRC 000715 
request Response withheld (rei 10GFR2 790) 

BLISS.HE. Commonwealth Edison Co. 88/08/19. DAVIS.A.B Region 3. Ofc of Iho Di- 
rector, Ip 46793,173 46793*. 173, 

8&Q&D10127 Conllrms G Shear $He visit on 880906 re emergency response fadllllos p-flr 
880016 tefcon between P Sklermonl A G Shear Outline of areas for review onci, 
SHAFER, W.D, Region 3, Ofo of the Director, 88/08/24 REED,C, Commonwealth 
Edison Co, 3pp. 46721:359-46721:361, 

8806300220 Rev 7b to Pages 6-1 1 A QCA 6-5 lo "Quad Cities Annex Changes.'’ 

* Commonwealth Edison Co, 98/08/31. Spp, 46703:224-46703:228. 

6809090046 Advises that 880809 Rev 68 to emergency plan consistent w/ provisions Of 
1OCFR50.54(q) & acceptable. 

SHAFER r W.D Region 3, Ofc of the Director. 88/08/31, REED,C, Commonwealth 
Edison Co 2pp 46806 193-46006,194. 

8809120223 Rev 2 to QEP 730-T2, "Procedure Distribution Matrix for Emergency Ro- 
aponse Manuals' 1 A procedures Index, 

* Commonwealth Edison Co. 88/08/31. 6pp. 46015:334-46815.339. 

8609130267 Rev 2 to Emergency Plan Implementing Procedures QEP 600*2 "Eeuln- 
ment Inventory.” ^ ' 

» r*/,~ --'* L r- " 
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6609130284 Revised emergency plan Implementing procedures, including Rev 5 to QEP 
140 0, “Security Director & Rev 2 to QEP 140-SI, “Security Director Alert Checklist 11 
* Commonwealth Edison Co 08/08/31. 7pp 46636 296 46836 303 


P. Operating license stage documents & correspondence 

8809060021 “Reactor Containment Bldg Integrated Leak Rale Test" W/BB0815 Itr. 
BAX.R L Commonwealth Edison Co. 88/06/13 MURLEY.T.E, Office of Nuclear Rg 
actor Regulation, Director {Post 870411) 82pp 46795 070 46795.159. 

8808120294 Generic Hr 68-14 to all holders of Ols or CPs for nuclear power reactors 
re Instrument air supply 9ys problems affecting safety-related equipment Svc list end 
MIRAGLIA,FJ Associate Director for Projects (P03t 870411). 88/OB/OB Consolidated 
Edison Co of New York, Inc 41pp. 47065,001-47065 006. 

6609120091 Final response to FOIA request for documents, Forwards documents Hated 
in App A.Documents also available in PDR, App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FQfA Exemption 6). 
GRIMSLEY.DH NRC - No Detailed Affiliation Given, 88/00/ 17, CONNOR, L Doc- 
Search Associates, 5pp. 46770 060 46770 009. 

-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1986, 

AXELRAD.J A Enforcement Staff, IE (Pre 870413). 06/12/13 BLAHA.J L Program 
Support A Analysis Staff, IE (Pre 070413) 13pp 46770*21 1-46770,223. 

8609010348 Advises that 800707 Rev 51 to QA Topical Rept CE-1 A satisfies 
l0CFfl50,App B requirements & acceptable 

WRIGHT, G.C Region 3, Ofc of the Director. 80/00/ 19. REED.C Commonwealth 
Edison Co, 2pp 46742 071-46742 072 

8809070461 Describes revised plan for encapsulation of chemical decontamination 
waste liner.Liner 14-170 will be properly transported In CNS 14-1 90H cask to burial 
site where encapsulation performed. 

JOHNSON,! M Commonwealth Edison Co 00/08/25. MURLEY.T E, Office of Nuclear 
Reactor Regulation, Director (Post 070411). 2pp. 46772-018 46772.019, 

8809140087 Forwards final “Rept on Potential Drywell Steel Degradation at Sand 
Pocket at Dresden Units 2 & 3 & Quad Cities 1 A 2,“ In response to Generic Ur 87- 
OS 

MORGAN.W E Commonwealth Edison Co. 80/09/06 Office of Nuclear Reaclor Reg- 
ulation, Director (Post 07041 1). Ip 46042-043 46842,120 

“6809140090 "Rept on Potential for Drywell Steel Degradation at Sand Pocket Dresden 
Units 2 & 3 & Quad Cities Units 1 & 2 " 

* Commonwealth Edison Co. * Sargent & Lundy, Inc. 88/08/31, 84pp 46842,044- 
46842.120. 

8809160338 Forwards addl info re (luod head assessment programmer 800802 request, 
JOHNSON,1.M Commonwealth Edison Co, 80/00/07. MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 9pp 4G891:1 01 -4609 1*10 B 

8809290065 Forwards Rev 52 to Topical Rept CE-1 -A, “Commonwealth Edison Co QA 
Program for Nuclear Generating Stations," Rev made to change PACS part of charts 
A consolidate PACS organization chart to reflect new organization. 

MORGAN, W,E. Commonwealth Edison Co 80/09/13. Document Control Branch 
(Document Control Desk). Ip. 48999-322-40999.336, 

-8810050335 Rev 62 to “Commonwealth Edison Co QA Program for Nuclear Generat- 
ing Stations “ 

SHEWSKI.W. Commonwealth Edison Co. CE-1 -A R52. 88/09/13. 12pp, 46999.323- 
46999.336 


8808310030 Forwards Exam Rept 50-254/OL 88 01 for exams administered on 880719* 

22 . 

WRIGHT.G C Region 3, Ofc of the Director. 88/08/25 REED.C Commonwealth 
Edison Co, 2pp, 46777 1 10-46777.240 

“8808310040 Exam Rept 50-254/OL-88 01 on 000719 22 Exam results all candidates 
passed wntten exams One reactor operator & five senior reactor operators passed 
oral exams, 

KING.M , PARRISH, M , JORDAN.M J Region 3, Ofc of the Director 80/08/26 129pp 
46777 112-46777.240 

8808230112 NRC Info Notice 68 070, "Check Valve Inservice Testing Program Deficien- 
cies." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411} 88/08/29 
Consolidated Edison Co of New York, Inc. 123pp 46713 095 46713.217. 

8808260492 NRC Info Notice 06 071, "Possible Environ Effect of Reentry of COSMOS 
1000 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event, Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post 070411), 86/09/01. 
Consolidated Edison Co, of New York, Inc 1 21 pp 46712 244 46713.004 

8800300018 NRC Info Notice 08 072, “Inadequacies in Design of DC Motor Operated 
Valves." Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411} 88/09/02 
Consolidated Edison Co, of New York. Inc I22pp 46726 001-46726,123. 

8009150223 Responds to NRC Bulletin 00-005 & Suppls 1 & 2 re Piping Supplies, Inc A 
West Jersey Mfg Co malls complying w/ASME Code requirements, itemized list of 
components received end. 

MORGAN.WE Commonwealth Edison Co 08/09/00 Document Control Branch 
(Document Control Desk). 3ipp, 46057,021-46057 051 

8809199400 EN>88 073 on 86091 5, notice of violation & proposed Imposition of civil pen- 
alty will be issued, based on Inability of shared diesel to respond for approx 2 months 
St operating ungrounded 125-volt dc battery sys as grounded 
LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413), 88/09/12. Ip 
46099,247-46899.247 

8809080339 NRc Info Notice 06 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA. Svc list end 
ROSSI, C,E. Division of Operational Eventa Assessment (Post 070411). 08/09/14 
Consolidated Edison Co of New York, Inc. 122pp. 46024 215 46824:336 

6809260277 Forwards corrected pages for Insp Repta 60-254/88-15 & 50 265/80 16 
GREENMAN.EG Region 3, Ofc of the Director. 80/00/14. REED,C Commonwealth 
Edison Co. Ip. 46950.238-46950,242. 

”8809260286 Corrected Pages 13 & 14 to fnsp Repls 60-254/88 16 & 60-285/88-15. 
* Region 3, Ofc of the Director. 88/09/14. 4pp, 46950.230-46950,242. 

8B09200346 Forwards Insp Repts 50-254/06-11 A 50-265/88-12 on 880418-20,660502- 
06,11,31 A 800601 A notice of violation & proposed Impostlon of civil penalties 
DAVIS, A B. Region 3, Ofc of Iho Director. 88/09/16 O'CONNER, JJ Commonwealth 
Edison Co 4pp 46913:318 46913:345, 

--6609200350 Notice of violation A proposed Imposition of civil penalty In amount of 6 
60,0000 Noncompliance notedJIcensee design control program did not assure that 
design basis correctly translated Into drawings, 

DAVIS, A B, Region 3, Ofc of the Director, 88/09/16. 6pp. 46913*322-46913:345 


Q. Inspection reports, IE Bulletins A correspondence 


8800300195 Responds to NRC 880621 Ur re violations noted in Insp Repta 60-254/B6- 
10 A 50-265/88-11. Extensive review of personnel records showed that 25% rule not 
applied In certification of any NDE examiners Adherence to ASME Code requirements 
met. 

BLISS, H.E. Commonwealth Edison Co 08/08/15, DAVIS.A.B. Region 3, Ofc of the Di- 
rector. 4pp. 46690 280-46698*291. 


8808260018 Confirms plans for 880826 enforcement conference In Glen Ellyn.IL to dis- 
cuss proper verification of component (MCC 28/29-6) after Installation & periodically 
thereafter, 

GREENMAN.E.G. Region 3, Ofc of the Director. 80/08/18. REED,C. Commonwealth 
Edison Co. Ip. 46656 046-46656.046, 


6008190195 NRC Info Notice 88 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE.“ Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 83/08/ 19, 
Consolidated Edison Co of New York, Inc 126pp. 46690 054-46690,178 


8808160451 NRC Info Notice 80 068, “Setpoint Testing of Pressurfzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/08/22, 
Consolidated Edison Co of New York, Inc. 121pp. 46702*311-46703.070. 

8808180368 Suppl 1 to NRC Info Notice 88*048, “Licensee Rept of Defective Refur- 
blshed Valves/ 1 Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 0B/O8/24. 
Consolidated Edison Co. of New York, Inc. 122pp. 46713 218-46713:219. 


8808290298 Forwards Safely insp Repts 50-254/80-15 & 50-265/80-15 on 000605- 
0806 A notice of violation. 

GREENMAN.E G Region 3, Ofc of the Director, 88/08/24 REED.C. Commonwealth 
Edison Co 2pp. 46686.313-48686.330. 

“0806290301 Notice of violation from Insp on 000605 0B06 Violation noteddemporary 
procedure change notice sheets not properly disseminated to document procedure 

GRE§NMAN,E,G. Region 3, Ofo of the Director. 08/00/24. Ip 46606.315 46686:315, 

“8808290302 Insp Repts 50-254/08-16 & 50-265/88-15 on 8e0605-0806.No violations 
noted.Major areas lnspected:resldent Insp of oper atio ns, maint.survell lance, LER 
review, routine repts, temporary Instructions A radiation control 
RING.M.A, Region 3, Ofc of Ihe Director. 80/08/23. 16pp. 46686:316-46686*330. 


8809220243 Responds to NRC Bulletin Q0-007 dtd 000015 per request that holders of 
OLs ensure that adequate operating procedures A Instrumentation available re pre- 
vention of uncontrolled power oscillations during BWR operation, 

MORGAN.W.E, Commonwealth Edison Co 0B/O9/15. Document Control Branch 
(Document Control Desk). 11pp. 46927:198-46927.208. 

6609260172 Advises of generic Inservlca testing concerns Identified by NRC as result of 
Insp on 880822-26 Adal listed Info re pumps A valves requested 
GREENMAN.E.G, Region 3, Ofo of ino Director. 88/09/16 REED.C. Commonwealth 
Edison Co, 4pp 46956*055-46956 058. 

8809120197 NRC Info Notice 86 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry 11 Svo list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 88/09/16. 
Consolidated Edison Co of New York, Inc 124pp 46946*133-46946.252. 

6609130359 NRC Info Notice 00 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control," Svc list end 
ROSSI, C.E. Division of Operational Eventa Assessment (Post 870411} 08/09/19, 
Consolidated Edison Co of New York, Inc 125pp 46946:253-46947*013. 

8609260291 Forwards Safety Insp Repts 50-254/88-25 A 50 265/88-26 on 6B0908- 
14 No violations noted 

HARRISON.J J Region 3, Ofc of thfl Director, 88/09/20. REED.C Commonwealth 
Edison Co. 2pp. 46957*278-46957:285. 

“8809260302 Insp Repts 50-254/88-25 & 50-265/88-26 on BQ09O8-14.No Violations 
noted.Major areas Inspected licensee written practice for nondestructive exam pertain- 
ing to 25% rule desenbed in SNT-TC-1 A. 

SCHAPKER.J.F. Region 3, Ofo of the Director, 88/09/20 6pp 46957*280 46957*205 


R. Periodic operating reports A related correspondence 


8809010081 "Effluent A Waste Disposal Semiannual Rept for Jan-Jun 1980," W/ 
BB0826 Itr. 

WOTENZA.R.A., BAX,R,L Commonwealth Edison Co, 88/06/30. 14pp. 40743:107- 
46743,120, 

8809190181 Submits listing of changes.tosta & experiments for Aug 1988 
ROBEY, R A. Commonwealth Edison Co, 68/08/31, Office of Nuclear Reactor Regula- 
tion, Director (Post 8704 1 1 ). 1 9pp. 46895:265 48095:283. 
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8909200289 Monthly operating re pts for Aug 1988 for Quad Cities Nuclear Station Units 
1 & 2 W/080631 Itr* 

DEELSNYDER,L. ROBEY, R A. Common wealth Edison Co 80/06/31. 23pp 
46909 339 46909 361. 


$. Importable occurrence*, LEJRs A related correspondence 

8808310085 LER 80-010-00 on OBOSKdrywell atmosphere thermocouples splices 
found w/no Raychem heat shrink applied & splices not environmentally 
quaitfied.Caused by personnel error Splices repaired & training session conducted V// 
880819 Itr. 

THOMANN.RF, BAX.R L Commonwealth Edison Co. 88/09/19 5pp. 46699.277- 
46699.281 

8809200253 LER 87-008-01 on 870508, R HR SVC water sys operable, but outside plant 
design specs.Caused by anchor bolt nuts loosening in sve while being subjected to 
operational vibration Plate & boils replaced W/8808 29 Itr 

CRAVENS.KB, BAX.R.L Commonwealth Edison Co 88/09/29. 6pp 46915 038 
46915.043. 

8809130305 LER 88-012-00 on 8 8 0807, standby gas treatment sys (low found outside 
Tech Spec limit Caused by personnel error Item discussed w/lndivtdual Involved & in- 
stalment mechanic dept at weekly tailgate meeting W/880B29 itr. 

CASTRO.B, BAX,R L Commonwealth Edison Co 88/09/06, 5pp. 4693 0 063- 
46830 067, 


V. Operator Examination* 

6608310030 Forwards Exam Reol 50-254 /OL-8B-01 for exams administered on 880719- 

22 . 

WR5QHT.G.C Region 3, Ofc of the Director 80/08/25 REED.C. Commonwealth 
Edison Co 2pp. 46777 110-46777.240 

*-8800310040 Exam Repl SO-254/OL-88 01 on 890719-22 Exam results all candidates 
passed written exams One reactor operator & live senior reactor operators passed 
oral exams, 

KING.M., PARRIS H,M , JORDAN.M J Region 3, Ofc of the Director. 96/08/25. 1 29pp 
46777-112-46777.240 


6809120047 Informs that end FEMA 880601 Itr & associated final exorcise evaluation 
on offsite emergency preparedness exercise conducted on 880217 reviewed, No defl- 

rlartrbQ LH IA//a Anri 

SHAFER.WD, Region 3, Ofc of the Director 88/09/01 HOFFMAN.D.P Consumers 
Power Co. 2pp 46825.325-46826.326 

5809120104 Responds to deviation noted in Insp Rapt 50-255/88-12. Corroctivo 
actions Fire Protection implementing Procedure 8 will be revised to Includo requlro* 
men! that all firo brigade members participate in at least two drills per yr. 

BERRV,K.W, Consumers Power Co, 88/09/07. Document Control Branch (Documonl 
Control Desk) 2pp 46826 038-46826039. 

6809190380 Rev 3 to Emergency Implementation Procedure El 6.6, “Gamma E Deter- 
mination,” rev & approval summary sheet, 

BROTT.N Consumers Power Co 88/09/09. 2pp. 46899 303 46899:304 

5809150305 Rev 2 to Emergency Plan Implementing Procedure El-7 8, "Quanlltallvo 
Analysis of Chloride in Post Accident Solution, 1 ' rov & approval summary shoot. 
CHARTRAND.TA, BRUNET.JR, HILLMAN, C.T. Consumers Power Co. 00/00/10. 
2pp 46849-354-46849,365 

6809150307 Rev 6 to Section 6 of “Palisades Nuclear Plant Site Emergency Plan," rov 
& approval summary sheet. 

BRUNET.J.R. Consumers Power Co 06/09/10. 2pp. 46056.042-46856.043. 

5809260174 Revised general ofc emergency planning procedures, Including Rov (J 1o 
GEN-1, "Overview," Rev 8 to GEN-3, "On Shift Sys Power Controller, Rov 4 lo 
GORT-1, “General Ofc Response Team” & Rev 3 to EOF 4, M Communication Sup- 
port Team." 

% Consumers Power Co. 88/09/19, 85pp 46950.243-46950-327 


P, Operating license stage document* & correspondence 

6808120294 Generic Ltr 88-14 to all holders of OLs or CPs for 
re instrument air suppry sys problems affecting safety related 
MJRAGLfA,F,J, Associate Director for Projects (Post 870411). 
Edison Co of New York, Inc. 41 pp, 47085,001-47065.006. 


nuclear powor reactor* 
equlpment.Svo list oriel 
80/08/00 Consolidated 
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F. Security, medical, emergency & fire protection plans 

0609190392 Temporary Change Notice TCN-El-88-002 to Emergency fmpla mentation 
Procedure El-7 1, “Post Accident Sampling PCS UquWGas & Containment Air" 
HAGER, J, KOZUP.C.S , BUCHMAN,W.L Consumers Power Co 68/05/19. 7pp. 
46897,353-46897.359. 

8808290078 Periodic review of rev & approval summary for Temporary Change Notice 
TCN-El-87-003 to Emergency Implementation Procedure EI-4.1, “Technical Support 
Ctr” 

BRUNET^J R„ ROGERS, D.W. Consumers Power Co. 88/08/16, 2pp 46886041- 
46686 042. 

-6695290102 Temporary Change Notice TCN-EJ-87 003 to Rev 5 lo Emergency Jmple 
mentation Procedure El 4.1, Technical Support Ctr,” rev & aprproval summary sheet 
BRUNET, J.R, ROGERS, D.W. Consumers Power Co 68/08/16. 2pp 46656.253- 
46686 254. 

5508290024 Rev & approval summary sheet to Rev 2 to Emergency Implementation 
Procedure El-16 1, “MaJnt of Emergency Equipment" 

DAWSON, M, KOZUP.CS. Consumers Power Co 66/06/17, 2pp, 46666.357- 
46686 358, 

0008290040 Temporary Change Notice TCN-E1-65-0O7 to Rev 6 lo Emergency Imple- 
mentation Procedure Et-10, "’Accident Environ Assessment" 

DUOUETFTE.J M , ROGERS.DW, BRUNETT.JR Consumers Power Co 68/08/17. 
2pp 46668 357-46668 3 5S. 

5508300219 Temporary Change Notice TCN El 85-007 to Rev 6 to Emergency Imple- 
mentation Procedure El- 10, Accident Environ Assessment" rev & approval summary 

OUQU ETTE, J. W ,, BU FtNCTT * J, R , , ROGERS, DW Consumers Power Co. 88/08/17. 
2pp. 46703:102-46703 183. 

8009020014 Temporary Change Notice TCN-E 1-65-028 to Rev 5 lo Emergency Plan Im- 
plementing Procedure El-4.3, “Emergency Operations Facility Activation?" 

BRUNET.JR Consumers Power Co, 88/08/18. 2pp. 46746 001-46746:001. 

6808300000 Forwards Safety Insp Rept 50-255/86-17 on 8807074)610 No violations 
noted. 

HOFFMAN.D.P Consumers 

-Moesomi Insp Repl 50-255/89-17 (Ml BB0707-0810.No violations noled. Melor 
Inspected foitowup of previous Insp findinoa ooeratfnnAl 
^fety^Lsu^'^e.physica 1 security, radiological p P fotec™L?Rs & info notice 

BURGESS, B L Region 3, Ofc of the Ofrector. 80/09/19 6pp. 46692 016-46692.021, 

a8 SS??^SZ 2 l ?, ev ^ 3 tc Section 1 01 coversheet of site emergency plan 
BRUNET,J R. Consumers Power Co 88/06/29. 2pp. 4677 9 3 51-46779.352. 

“S* 0 * 018 * 4 wrw' sheet to Emergency Implementing Procedure El 8 2, "Re- 

mospfSric Ixfr^vS?^* Fr0m St * am Une W£m,tors f0f Stea ™ Releases Through At- 
BRUNETJ.R Consumers Power Co, 88/OB/29 2pp. 46764 044-46784:045, 

0009120063 Rev 4 to Section 3 of "'Palisade* Nuclear Planl Sfte Emergency Plan •* 

• Consumers Power Co, 68/08/29. 2pp 46813.328-46813:330. 0 ^ nan * 

M SS)nS2Pi to SecUo 5 2 of emergency plan. 

BRUNET^ R, Consumers Power Co 88/08/29. 2pp. 46626061-46626.063. 


8009080234 Partial response to FOIA request for documontB.Forwards App O 
documents. App A documents maintained In PDR Records also available under liatocl 
FOIAs, 

SfiL l £?(-| Y > a Dlvisfon oi Rules & Records (870413 000514). 08/00/10. 
UNNERSTALL.K, Newman & Holtz! nger 6pp 40769:054-46769.164. 

-8103110626 Advises that proposed health physics appraisal violations Inability of nor* 
sonnel lo complete radioactivity survey In specified time, Is Invalld.Utll had onnerenlly 
taken more than acceptable corrective measures. 

JcdKcdW Staff, le 820201). 01/01/20, 

KEPPLER.J.G. Region 3, Ofc of the Director. 2pp. 46760.062-46769.063. 

8008290135 Forwards description of allegation received re fitness for duty program ni 
p & re8 ponse.R 0 sults of util review & disposition should bo aubniitlod 
within 30 days of Itr recetot Enel withheld (ref 10CFR2.790). 

KSSP «6^o.2li-«§w.l3l. Dlrec,or BB/08/15 ' H0FFMAN ’ DP Con ™™" 

8809120091 Rnal response to FOIA requesl for documents Forwards documonts listed 
Jp—flPP A Documonts efso available In PDR App B documents totally withhold (rol 

GniMSLFYn H n NR^ P SdJEEES w % l ? eld < rer F0IA ExompVn 6 . 

Qlven - 88/08/ ' 7 - CONNOn ' L D «- 

En,0rC6ment a,a " °' refllonal in 

AXELRAD.J A. Enforcement Sfaff, IE (Pre 670413), 86/12/13. BLAHAJL Pronram 
Support & Analysis Staff, IE (Pre 870413), 13pp 46770:211-48770:223. 1 * ® 

8 of 860812 m0 e etin P w/utll Ih RockvIlle.MD to discuss ulll plan* 
robpr^i p W?HK po H‘L fl L?? ,e of M( ^gfafation on fuel sloVaeo 

88/08/18 R0US ^' LC ' FubI S*l?,y 

"V P r t is^^rofde a s a,,owin ° abwa «™ und w oi <!-> 
&s G a H (e J A 6 3 Jr/^5Sra 2 H 1 L ' 0,,lca 01 NUdW 

Soc ™ ni m ^ 

SffittKofeX 08 ' 84 ' Dccunienf Corlrol Branch (Doorman. 


TflblO 


>or Chech, , Cellbrs 4 

Consumers Power Co, 68/08/24. 2pp. 46744 027-46744:028. 

BS KHforXS & Qene ' i0 , lU , 

WAMBA^ * n ^ 

" M - 98/08/25 ' BE ff>V,K.W. •con.umar. Power 
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8608300298 Forwards Amend 114 to License DPR-20, revising license requirements for 
receipt, possession & use of byproduct matl per format & content of current NRC 
licenses. Notice will be Included In biweekly Ffi notice 

WAMBACH.T.V. Project Directorate 111-1 68/00/25. BERRY.K.W. Consumers Power 
Co. 4pp. 46693-347*46693.354 

“6800300303 Amend 114 to License DPR -20, re vising license requirements for 
receipt, possession & use of byproduct matl per format & content of current NRC 
licenses, No changes to current radiation protection program required. 

VIRGIUO.M.J Project Directorate 111-1. 06/08/25 4pp. 40893.351-46093 354. 

6008300314 Requests withdrawal of 800819 Tech Spec change request re primary 
coolant pump upper flywheel exam due to administrative error & lack of sufficient 
technical justification. 

BERRY.K.W. Consumers Power Co 88/08/25, Document Control Branch (Document 
Control Desk). Ip. 40777-1 03-40777 103 

8B09060030 Advises that further evaluation has determined that requirements of pro- 
posed Tech Spec change request re control room ventilation sys overly 
restrictive Administrative controls approved & Implemented per Standing Order 54. 
KUEMIN.J.L Consumers Power Co. 88/08/30, Document Control Branch (Document 
Control Desk). Ip 40758.360-46768 360. 

0009070320 Forwards revised Tech Specs to 871126 application for amend to License 
DPR-20, per NRC request.Rev Includes deletion of alpha-numerical quadrant locations 
of core exit thermocouples, 

BERRY.K.W. Consumers Power Co, 88/09/02. Document Control Branch (Documenl 
Control Desk), 6pp. 40779.1 74 46779,1 84. 

“8809070322 Proposed Tech Specs re core exit thermocouples 
* Consumers Power Co. 88/09/02. 5pp, 46779:180-46779.184. 

6609140294 Informs of completion of mod to facility capabilities to record control rod 
position following reactor trip, per Generto Ltr 83-28, Item 1 2 re control rod position In- 
dication. 

KUEMlNiJ.L. Consumers Power Co 88/09/08. Document Control Branch IDocument 
Control Desk). Ip. 46838:316-46838:318 

8009160118 Responds to NRC 880727 ltr re abbreviated Bite access training program 
JOHNSON.B.D. Consumers Power Co, 88/09/09, Document Control Branch (Docu- 
ment Control Desk), Ip. 46864:109 46864,109. 

8009160170 Requests exemption from 10CFR50,App J, III, A, 3, "Containment Leakage 
Rate Data Analysis," Fee end 

BERRY.K.W. Consumers Power Co, 88/09/09. Document Control Branch (Document 
Control Desk), 3pp. 46885:231-46005,233, 


“6809230026 Rev 1 to "Palisades Cycle 8. Disposition & Analysis of SRP Chapter 16 
Events " 

LINDQUIST.T.R Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co , fnc.) 
ANF-8B-108 R01. 88/09/07 92pp 46945.030-46945-121. 


O, Inspection reports, IE Bulletins & correspondence 


8807130473 Forwards add) Info re 10CFR50 49, "Environ Qualification of Electric Equip- 
ment Important to Safety for Nuclear Power Plants n Info submitted per B80624 en- 
forcement conference resulting from Insp Rept 5O-25S/06-32 & Dec 1987 review. 
JOHNSON.B.D, Consumers Power Co 80/07/07 Document Control Branch (Docu- 
ment Control Desk), 26pp 46694.001-46695,274 

“8809060110 Rev A to "Umitorquo Yalve Actuator Temp re High Superheat Amblenl 
Temps." 

DRAB.J B„ DENKOW5KI,W,J , FORMICA, C D. Umltorque Corp. B-0027 R A 78/10/ 
16 27pp. 46694-020 46694.055. 

“8809060116 "Clarification of Info re Environ Qualification of Umltorque Motorized 
Valve Operators.” 

■* Nuclear Utility Group on Equipment Qualification B6/04/30 60pp 46094 056- 
46694.141. 

“7903150370 "Qualification Type Tost Rept, Umltorque Valve Actuators for PWR Svc" 
Tested per IEEE Standard 382-1 972.Test performed 740607-1 122.Prolecl 600456. 
SYKES, W.L., OENKQWSKI.W J. Tennessee Valley Authority. 75/12/09. 43pp 
46694:142-46694-184. 

“8809060150 "Rept of Test on Umltorque Corp SMBO Operator W/Motor (40 Ft Lb) & 
Motor (25 Ft Lb)," 

SOLTIS, R.F., BLACK, W, A.. JOHNSON, J. Lockheed Electronics Co (subs of Lock- 
heed Corp) 3521-4811. 74/08/17. 20pp, 46694*185 46694.249. 

“8809060188 Rev 2 to "Evaluation of Dose Rate & Shielding Requirements for Post- 
Accident Sample Sya ” 

GASTON, D.M, Sentry Equipment Corp 82/09/30. 32pp, 46694:250 46694 282 

“6009060192 Rev 0 to "Sys Design Description 0330 1-776 51-01 for Post- Accident 
Sample Monitoring Sys," 

*■ Gllbert/Commonweolth, Inc (formerly Gilbert Associates, Inc.). 776 R00. 82/06/30. 
52pp. 46694-283 46694:334, 


8809220115 Submits addl Info re NUREG-0737.II.D.1, "Performance Testing of Relief & 
Safety Valves’ 1 1 Ur identifies pressurizer block valves & PORV planned for installation 
after Sept 1989 & partially responds to Itom 1. 

SMEOLEY.R.W. Consumers Power Co, 88/09/14. Document Control Branch (Docu- 
ment Control Desk). 3pp. 46930.134-46930.136. 

8809200072 Forwards application for amend to Llcenso DPR-20, Incorporating contain- 
ment Isolation valve spec to allow manual operation of Penetration 33 Isolation valves 
at power for sampling safety Injection tanks Into Tech Spec.Fee paid. 

BERRY, K.W. Consumers Power Co, 08/09/16 Document Control Branch (Document 
Control Desk) Ip. 46919:090-46919:1 11. 


“8809280003 Application for amend to License DPR-20 .Incorporating containment Isola- 
tion valve speo to allow for manual operation of Penetration 33 Isolation valves at 
power for sampling safety injection tanks Into Tech Specs, 

HOFFMAN, D.P. Consumers Power Co 88/09/15. 6pp. 46919.091-46919,096. 


8808190195 NRC Info Notlco 80 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE,” Svo M end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 88/00/19, 
Consolidated Edison Co, of New York, Inc 125pp. 46690.054 46690:170. 

B808300086 Forwards Safety Insp Rept 60-266/00-17 on 080707 0810 No violations 
nolod, 

AXELSON.W.L. Region 3, Ofo of the Director. 80/08/19, HOFFMAN, D.P. Consumers 
Power Co. 2pp, 46692 014-46692,021. 

-6000300001 Insp Rept 50 255/08-17 on Q80707-0810.No violations noted. Major 
areas Inspected-followup of previous Insp findings, operational 
safety, m alnt .surveillance, physical security, radiological protection ,LERs 0 Info notice 
followup. 

BURGESS, BL. Region 3, Ofc of the Director. 80/09/19. 0pp 46692.016-46692-021 


“6009200079 Proposed Tech Specs, Incorporating containment Isolation valve spec to 
allow for manual operation of Penetration 33 Isolation valves at power for purpose of 
sampling safety In action tanks. 

* Consumers Power Co. 88/09/15. 16pp. 46919,097-46919,111. 

8009220204 Confirms that 24 h hold period will be maintained while performing contain- 
ment leakage test using mass point method In accordance w/ANSI 45 4,Sectlon 7.6. 
SORDINE, T.C. ConBumera Power Co 98/09/16 Document Control Branch (Docu- 
ment Control Desk), Ip 46927.176-46927.176 

8809210223 Forwards Rev 1 to ANF-B8-108, "Palisades Cycle 8 Disposition & Analysis 
of SRP Chapter 16 Events,” supporting peaking factors & LOCA llmila Tech Specs 
change requrest 

KUEMIN.JX, Consumers Power Co. 88/09/19. Document Control Branch (Document 
Control Desk). Ip. 46925:337-46925.337. 


0800160451 NRC Into Notice BB-068, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 070411). 80/08/22, 
Consolidated Edison Co. of New York, Ino. 121pp 46702.311-46703:070. 

0000160308 Suppl 1 to NRC Info Notice 88 040, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end, 

ROSSl p C E. Division of Operational Events Assessment (Post 870411). 80/08/24 
Consolidated Edison Co. of New York, Inc 122pp. 43713*210 46713-219. 

8608230112 NRC Info Notice 88 070, "Check Valve (nservlce Testing Program Deficien- 
cies ” Svc list end. 

ROSS!, C.E. Division of Operational Events Assessment (Post 870411). 88/08/26. 
Consolidated Edison Co. of New York, Ino 123pp 46713,095-46713.217. 


“8809210221 Forwards application for amend to License DPR-20, allowing Increase of 
3 5% in radial peaking factors for plants & removal of peaking factor limits for "peak 
rod” & "narrow gap rod".Fee end. 

BERRY.K.W, Consumers Power Co 88/09/01. Document Control Branch (Document 
Control Desk). 2pp 46925:335-46926.163, 

“B809210226 Application for amend to License DPR-20 revising Tech Specs to delete 
definition of "Total Radial Peaking Factor,” delete definition of "Narrow Water Gap 
Fuel Rod” & change "1500 gpm" to "2810 gpm’\ „ _ _ 

HOFFMAN, D.P. Consumers Power Co. 68/09/01. 12pp 46925:338-46926:349 


-0009210230 Proposed Tech Specs.lncludlng Pages 1-2 & 1 -2a, Increasing radial peak- 
ing factors by 3.6%, removing peaking factor limits for peak rod & narrow gap rod & 
modifying linear heat rale limits to provide only peak rod limit, 

* Consumers Power Co. 88/09/01, 21pp. 46925-350-46926:010 


“0009210240 "Palisades Large Break LOCA/ECCS Analysis W/Increased Radial Peak- 

Q&TTULA.R.C, Advanced Nuclear Fuels Corp, (formerly Exxon Nuclear Co., Inc ). 
ANF-68-107. 88/08/02. 62pp. 46926.011-46926.062, 


“0800210242 "Palisades Cycle 6:Dlspos1tlon & Analysis of SRP Chapter 15 Events," 
UNDQUIST.T.R. Advanced Nuclear Fuels Corp, (formerly Exxon Nuclear Co., Ino.). 
ANF-80-1OB, 88/08/02. 90pp. 46926.063-46926.153. 


0008260492 NRC Info Notice 80 071, "Possible Environ Effect of Reentry of COSMOS 
1000 & Request for Collection of Ucensee Radioactivity Measurements Attributed to 
That Event Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 08/09/01. 
Consolidated Edison Co. of New York, Inc, 121pp. 46712:244-46710.004. 

6009000047 Responds to NRC Bulletin 08 005 & Suppls 1 & 2 re nonconforming 
malls.Conflrmatlon that actions taken to assure items Installed in safety-related appli- 
cations verified to be in conformance w/requlrements or replaced. 

BERRY, K.W, Consumers Power Co, 88/09/01. Document Control Branch (Documenl 
Control Desk). Ilpp 46709.331-46789,341 

0808300018 NRC Info Notice 00 072, "Inadequacies In Design of DC Motor-Operated 
Valves,” Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 86/09/02. 
Consolidated Edison Co, of New York, Ino. 122pp. 46726.001-46726:123. 

0009080138 Submits revised response to violation noted In Insp Rept 60-265/88- 
Q8.Correclive actlonsrinternal review revised concerning unrevlewed safety question 
not existing due to reduction In margin of safety inherent to Tech Spec 3,8,1.a, 
BERRY.K.W, Consumers Power Co. 88/09/02 Document Control Branch (Documenl 
Control Desk) 10pp, 46788:173-48708-182, 


8809230020 Forwards Rev 1 to ANF-88-100, "Palisades Cycle 8* Disposition & Analysis 
of SRP Chapter 15 Events.” Authorization to disregard "Customer Disclaimer" notice 
& place In public domain. 

KUEMIN.J.L Consumers Power Co, 88/09/19. Document Control Branch (Document 
Control Desk). Ip 46945.029-46945:121. 


0609120104 Responds to deviation noted In Insp Rapt 50-265/88-12. Corrective 
aotiona:Flre Protection Implementing Procedure 6 will be revised to include require- 
ment that all fire brigade members participate in at (east two drills per yr. 

BERRY,K.W, Consumers Power Co 88/09/07, Document Control Branch (Document 
Control Desk). 2pp, 46826.030-46820,039, 
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B 60908-0339 NRC Info- Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs Dunn-g Recirculahon Operation Following LOCA" Svc Jist end 
ROSSI/C E Division of Operational Events Assessment (Post 870411) 89/09/14 
Consolidated Edison Co of New York, Inc. 122pp 46024 215 46824, 336, 

&B09120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti* Pump Circuitry.’ ' Svc list end ^ _ 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co of New York, Inc 124pp 46946 133-46946252 

8809130350 NRC Info Notice 86 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Coni a innrtenl Pressure Control" Svc list enc! 
ROSSf.CE Division of Operational Events Assessment (Post 870411) 8B/09/19 
Consolidated Edison Co of New York, Inc 125pp, 46946253 46947 013 

8889260051 Advises that pressurizer auxiliary spray line upstream of Check Valve CK- 
2118 potentially susceptible to temp induced stresses that could be caused by unno- 
ticed seat feakage.per NRC Bulletin 8 8 -008 .Evaluation continuing 
BERRY, KW, HOFFMAN ,D P Consumers Power Co, 89/09/19. Document Control 
Branch [Document Control Desk) 3pp 46965 264-46965 266 


8009200231 Immediate temporary change to Rev 1 to Emergency Plan Implementing 
Procedure EPIP-14, “Radiological Control Procedure " W/680914 Ur. 
rsaim cvn Tonnotcon VaIIhv Anlhorlh/ 88/09/14. 11 do 48899 849*46099:360 


H. General correspondence 

8808300038 Informs that RA Pedde & CC Mason assigned acfdl responsibilities as silo 
directors of facilities to replace JP Darling & HP Pomrehn 

WHITENS A Tennessee Valley Authority 88/08/19 PARTLOW.J.G Ofo of Special 
Projects 4pp 46698 292*46698 294 


f. Financial Information 

8809150168 Forwards financial fnfo for FY ended Sept 19B7,per10CFR140 Ulil eelect- 
ed alternative five to meet guarantee requirements of retrospective premium sys 
GRIDLEY.R.L Tennessee Valley Authority. 68/09/09 Document Control Branch 
(Document Control Desk). 56pp 46664 036 46864*090. 


R. Periodic operating reports & related correspondence 


80O9O6C276 Forwards "Semiannual Radioactive Effluent Release & Waste Disposal 
Repl for Jan-June 1988" & revised "Semiannual Radioactive Elfluenl Release Repl 
for Jul Dec 1987 " 

JOHNSON, BD. Consumers Power Co 66/08/31. Document Control Branch (Docu 
ment Control Desk) Ip 46753 092*46753:112, 


-66090-60260- “Semiannual Radioactrve Effluent Release & Waste Disposal Rept for 
JarKlune 1986 ” 

1 Consumers Power CO 8B/06/30 12pp 45753 093 46753 104 


-8809060203 Revised "Semiannual Radioactive Effluent Release Rept for Jul*Dec 


1987 " 

* Consumers Power Co 87/12/31. 8pp 


46753 105-46763.112 


6609150169 Monthly operating repl for Aug 190B (of Palisades Nuclear Plant W/880&09 
Hr. 

PACKARD,GC, GORALSKI.G Consumers Power Co, 68/08/31. 5pp. 46864,294- 
46864 298 


S. Reportable occurrences, LERs 4 related correspondence 

6809148040 PNO-I 1 1-80*07 7.cn 880903,fuel assembly stuck in upper guide 
structure Containment integrity established by closing personnel & equipment 
hatches Special tools fabncated & tested to remove assembly & recovery procedures 
Ofepartd 

BURGESS, BL, AXELSON.WL Region 3, Ofo of the Director 88/09/06 2pp. 
46B44.174 46844.175 

6809148150 LER 88 012 00 on 8BOB08,s1eann generator tube leakage noted Cause 
undetermined Eddy current testing in progress 4 supplemental rept discussing test 
results, cau 3 Q of failure 4 all planned corrective actions will bo submitted. 

KOZUP.C S , JOHNSON, BD. Consumers Power Co 88/09/06 5pp 46840 092- 
46840.096 


V. Operator Examinations 

■00D9O&M6Q Forwards bast estimate of util needs for operator licensing & ^qualification 
exams for FY89*FY92,per Generic Ltr 88 1 3. 

COOPER, HF, Consumers Power Co 6B/09/01. HANNON, J Operator licensing 
Branch 5pp 46768 327-467BB 331 
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F. Security, medical, emergency & fire protection plans 

8808260292 Revised emergency plan Implementing procedures, Including Rev 1 to EPIP- 
14, "Radiological Control Procedures" & Rev 1 lo EPIP-17. "Emergency Equipment & 
Supplies" 

MARKS, B K, Tennessee Valley Authonfy 88/08/03. 41pp 46656:142-46656102 

0BO83OO27O Ack receipt of 800630 Hr Ir arts mating Rev 9 to physical security plan Rev 
contains Issues w/policy Implications re existing bultet resisting barriers 4 require- 
ments of 10CFR73 55(c)(6) & 73,2(6) Rev withheld (rat 10CFR73 21) 

MCCOY 5 F.R. Ole of Special Projects 88/08/19 WHITES A. Tennessee Valley Au- 
Ihonty, 2pp 46697.109 46697 110, 

8809080072 Forwards Rev 10 to physical secunty /contingency pran Rav withheld (ref 

GRIDLEY.R 1.. Tennessee Valley Authority. 80/08/31 Document Control Branch 
(Document Control Desk) 2pp. 46798 033-46798 034 

8809130313 Rev 3 to Emergency Plan Implementing Procedure EPIP-IO, "Medical 
Emergency Procedure." W/880902 Ur, 

GRIDLEY.R Tennessee Valley Authority. 68/09/02 25pp. 46834,004 46634 026. 

8809230104 Ack receipt of scenario & submittal of scope & objectives for plant emer- 
gency exercise scheduled on 880921-22, 

MCCOY, F R. Ofc of Special Projects, 88/09/12, WHITE.SA. Tennessee Valley Au- 
thority. 2pp. 46944*360-46944 361. 7 

6809160322 Forwards SER supporting util B80429 ltr describing reorganized fire brigade 
at pfant, 

BLACK, S Ofc of Special Projects, 88/09/13 WHITE, S-A Tennessee Valley Authority. 
Ip 46865.0 14-4 6865 017. 

-W 09160324 Safety evaluation supporting util 880429 descnptJon of reorganized fira 
brigade, 

* Ofc of Special Projects, 88/09/13. 3pp, 46865 015 46865 017, 


K. Utility Final Safety Analysis Report (FSAR) 4 amends 

0009220232 Forwards pages Inadvertently omitted from Amend 6 to updated FSAR for 
Browns Ferry Nuclear Plant, 

GRIDLEY.R Tennessee Valley Aulhority 80/09/19 Document Control Branch (Docu- 
ment Control Desk). 3pp. 46930,026*46930033 

”8009220233 Pages inadvertently omitted from Amend 6 to updated FSAR for Browns 
Ferry Nuclear Plan! 

* Tennessee Valley Authority 88/09/19, 5pp. 46930,029 46930 033. 


P. Operating license stage documents & correspondence 


0808120294 Generic Ur 96 14 to all holders of OLs or CPs for nuclear power reaclore 
re instrument air supply sys problems affecting safety-related equipment Svc list oncl. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 08/08/00. ConBoPldalod 
Edison Co, of New York, Inc 41pp, 47065.001-47065*006 

8009080234 Partial response to FOIA request for documents Forwards App D 
documents App A documents maintained In PDR.Records also available under listed 
FOIAs 

GRIMSLEY.D Division of Rules & Records (870413 080514). 00/08/10, 

UNNER5TALL.K Newman & Hollzlnger, 6pp, 46769 054-46769*164 

-81043C0429 Summarizes results of NRC discussions of 801224 & 29 memos ro aoloc* 
lion of severity levels Concurs w/proposed selection In Carnbean Gulf refining 
case, Disagrees w/downgrading of security level fn Browns Ferry security case. 
THOMPSoN.D Directors Ole, Enforcement & Investigation Staff, IE (Pro 820201), 
61/01/12. 0 REILLY, J P Region 2, Ofc of the Director. Ip. 4 0769 0 60-46769.060, 

6809120091 Final response to FOIA request for documenls.Forwarda documents Haled 
fn App A Documents also available in PDR App B documents totally withheld (rol 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given. 88/08/17, CONNOR, L. Doc- 
Search Associates 5pp 46770,060 46770009, 


-8BQ9120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 1 905, 

AXELRAD.J A Enforcement Staff, IE (Pre 870413) 86/12/13 BLAHA.J L. Program 
Support & Analysis Staff, JE (Pre 870413). 13pp, 46770*211-46770*223 

B8082 90125 Forwards welding project employee concern evaluation repta, Including Rov 
0 to WP 01-BFN,WP-02-BFN,WP-03-BFN,WP 04 BFN, WP*06-BFN,WP-07BFN,WP- 
11-BFN,WP'13 BFN.WP-16 8FN,WP-24-BFN, WP-25-BFN.WP-32-BFN A WP-35 BFN. 
GRIDLEY.R, Tennessee Valley Authority. 00/08/22, Document Control Brandi (Docu- 
ment Control Desk) 3pp, 46601.076-46681.219 

”8808290132 Rev 0 to Welding Project Employee Concern Evaluation Root WP-01- 
BFN, "Control of Welding Filler Matl at Browns Ferry Nuclear Plant " 

SHEVUN,E , ROSE.J E , LEWIS.J Tennessee Valley Authority, WP-01 -BFN R00 87/ 
04/01 . 1 6pp. 46681 ,079-46601 .094 

~ 8 n e 2?. 2 ? ( ? 137 £ ,0 Weldir ig Project Employee Concern Evaluallon Repl WP-02- 

SHV Insp of Welds Through Carbo-2ino Primer at Browns Ferry Nuclear Plant " 

m/mTJp «68i' J ol , .|a08! S io8 Te ' lna8S6e Va!loy Aulhon,v ' WP - 02 ' BFN **» 07/ 


BFN, "Welder Qualification & Continuity at Browns Ferry Nuclear Plant " 

04m L Hpp 3e^io7U L 6 E 68]?i2 0 TBnn89M< ‘ Vall9y Au,hor " y - wp - 03 - BFN «» w 


~60O829O 14 ORev 0 to Wejdlng Project Employee Concern Evaluation Rept WP-04- 
BFN, "lisp Tools.Browns Ferry Nuclear Plant." H 

Eft# Vai'ey Aulhority WP-04-BFN R00 87/ 

} Q . Welding Projecl Employee Concern Evaluallon Repl WP-06- 
SLL&jt iW C RnQ? i’S® ^5 f ca -J lon flt Browns perf y Nuclear Plant," 

St' S:1faU 66 8ifi4i nS38e6Va loy Au ' h0,i,y WP - 06 BFN no ° 07/ 


M/08 Tpp.® Aft T9nnSSS “ Va "‘ , >' Aum0rity ' WP-W-BFN R00. «7i 

Ra p* wp.1 .■ 

04/04 $ 4S;i5,:46WM59. Tenne8aee V9 " Sy Author "* WP ' ,1 ' BFN R». 07 . 



DOCKETED ITEMS 35 


**8808290146 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-13 
BFN, “Welding Equipment," 

PATE.BW, ROSE,J,E , LEWIS.J, Tennessee Valley Authority WP-13-BFN R00. 07/ 
04/06, 6pp 46681 160*46681*165 

**8606290149 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-16- 
BFN, "Structural Steel Prewela Insps at Browns Ferry Nuclear Plant " 

PATE.BW, ROSE.JE, LEWIS, J Tennessee Valley Authority WP-16 BFN ROO. 67/ 
08/10. 12pp 46601.166*46681 177 

**8808290153 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-24- 
BFN, "Welder Qualification at Browns Ferry Nuclear Plant " 

PATE.B W , ROSE.J E , LEWIS.J, Tennessee Valley Authority WP-24-BFN R00. 07/ 
04/16. flpp 46081,178 466QV185. 

•*8806290154 Rev O to Welding Project Employee Concern Evaluation Rept WP-25- 
BFN, "Weld Repairs Not Meeting ASME Code Requirements at Browns Ferry Nuclear 
Plant.” 

SHEVUN.E., ROSE.J.E,, LEWIS.J. Tennessee Valley Authority WP-25-BFN R00 07/ 
05/07. 6pp. 40681:106 46681,193 

-BBQ6290158 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-32* 
BFN, "Adequacy of Structural Support Welds at Browns Ferry Nuclear Plant 11 
SHEVUN.E., ROSE.J.E., LEWIS.J Tennessee Valley Authority WP-32-BFN R00 87/ 
07/18. 12pp. 46681:194*46681.205 

-8808290158 Rev O to Welding Project Employee Concern Evaluation Rept WP-35- 
BFN, "Weld Insp Procedures at Browns Ferry Nuclear Plant." 

SHEVUN.E., ROSE.J.E,, LEWIS.J. Tennessee Valley Authority WP*35*BFN R00. 87/ 
04/20. 14pp 46081.206-46601 219. 

8808290133 Advises that revised process for review of correspondence to NRC has re- 
duced util requests re extension of response lime. 

GRIDLEY.R. Tennessee Valley Authority 88/0B/23 Document Control Branch (Docu- 
ment Control Desk). 2pp. 46677,267-46677.268, 

8809010181 Responds to Inquiry by NRC re radiograph indications found In Weld 
Number DSRHR-2-5A,per 880511 meeting .Weld DSRHR-2-GA found to bo acceptable 
for continued operation w/o repair because of nature of Indications Related Info encL 
GRIDLEY.R. Tennessee Valley Authority. 88/08/25. Document Control Branch (Docu- 
ment Control Desk) 6pp 46743:321-46743.326 

8809020104 Forwards revised Request for Relief H-12,addlng Valve 85*589 to ASME 
Cl 8 9 s 2 pressure test boundary & clarification of requester 880629 tetcon.Addition of 
NRC-suggested valve would not Increase safety margin 

GRIDLEY.R. Tennessee Valley Authority. 08/08/26 Document Control Branch (Docu- 
ment Control Desk), 6pp. 46745.21 1 -46/45*216. 

8809020257 Forwards PRA summary rept, providing addl Info to support conclusion that 
plant not outlier re severe accident characteristics when compared to plants of similar 
type & vintage. 

GRIDLEY.R. Tennessee Valley Authority, 88/08/26. Document Control Branch (Docu- 
ment Control Desk). 44pp 40744 314-46744*357. 

8609140263 Corrected notice of consideration of issuance of amends to Licenses DPR- 
33.DPR-52 & DPR-68 & proposed NSHC determination & opportunity lor hearing on 
880817 request re control room emergency ventilation ays. 

BLACK.S.C. Ofcof Special Projects 60/08/26, 8pp. 40844*322*46844:329, 

8809070231 Responds to NRC 880822 request to verify data contained In safety Issues 
mat sv 3 (SIMS) for plant.SIMS data for units end. 

GRIDLEY.R. Tennessee Valley Authority 00/09/02, Document Control Branch (Docu- 
ment Control Desk). 29pp. 46784:161-46784:179 

8809160215 Forwards Amends 154,160 & 125 to Licenses DPR-33.DPR-52 & DPR* 
60, respectively & safety evaluation Amends modify Tech Spec 3.4 re standby liquid 
control sys.allowlng use of enriched sodium pentaborate. 

BLACK, S Ofc of Special Projects. 88/09/02. WHITE.S.A Tennessee Valley Authonty. 
3pp. 46885:165-48885,199 

-8809160218 Amends 164,160 & 126 to Licenses DPR-33.DPR-52 & DPR-6&, 
respectlvely.modlfyina Tech Spec 3.4 to allow use of enriched sodium pentaborate in 
standby liquid control sys. 

BLACK, S. Ofcof Special Projects 08/09/02 27pp, 46685,168 46905.194 

-8809160219 Safety evaluation supporting Amends 154,160 & 126 to Licenses DPR* 
33.DPR-62 & DPR*68, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/02. 6pp. 
46886*195-46886:199. 

8809220037 Forwards rept of NRC Investigation re harrassment & Intimidation of author- 
ized nuclear Inspectors, Investigation revealed that four authonzed operators were 
either coerced, pressured, harassed or Intimidated by mgl W/o end. 

PART LOW, J G. Ofc of Special Projects. 00/09/09 DOBEL.H F Hartford Steam Boiler 
Inspection & Insurance Co Ip, 46920:1 64-48928' 164. 

8809220086 Forwards rept of NRC Investigation re harrassment & intimidation of author- 
ized nuclear Inspectors.lnvestlgallon revealed that four authorized operators were 
either coerced, pressured, harassed or threatened by mgt.W/o encL 
GRIMES.BK Division of Reactor Inspection & Safeguards (Post B70411), 88/09/09 
MIKESELL.W.R. American Society of Mechanical Engineers 2pp. 46928:158* 
46928:159 


8809220224 Provides addl info on human factors program & hardware Isolation features 
associated w/SPDS .Aval! ability of info directly dependent on implementation schedule 
of SPDS 

GRIDLEY.R Tennessee Valley Authority 08/09/19. Document Control Branch (Docu> 
ment Control Desk) 3pp, 46920 349-46920 351, 

8809220332 Responds to 860830 Itr re addl regulations for facilities having landfill dis- 
posal permits Wastes not specified by permit handled In accordance w/encl proce- 
dure & managed as hazardous waste W/o end. 

SCHIERBACH.M Tennessee Valley Authority 80/09/19 HONEYCUTT, J Alabama, 
State of 2pp 46927.013-46927 014 


Q, Inspection reports, IE Bulletins & correspondence 

8809090098 Partial response to FOIA request for memos ro selection of seventy levels 
for various violations at nuclear plants Forwards documents listed In App 
C.Documents also available In PDR 

GRIMSLEY.D H NRC - No Detailed Affiliation Given 08/08/17, UNNERSTALLK, 
Newman & Holtzlnger, 2pp 46766 272-4Q766 274 

-8809090208 Agrees w/reglonal analysis & conclusion that no civil penally be Issued to 
util for violations Involving excess whole body dose Draft forwarding Itr, insp rept & 
notice of violation end 

THOMPSONS Enforcement & Investigation Staff, R1 81/00/14 CARLSON, R 
Region 1, Ofc of the Oirector (010301*020201). ALDERSON.C Region 2, Ofc of the 
Director (010301-820201). STREETERJ. Region 3, Ofc of the Director (810301- 
820201 ). 6pp. 46766,289 46766'294. 

-8009090213 Forwards draft documentation re Severity Level III violation No civil penal- 
ty will be assessed since util taking steps to ensure proper dose limits assigned to 
workers under age of 10. 

O'REILLY. J.P. Region 2, Ofc of the Director (010301-820201) 81/08/05 

THOMPSONS Enforcement & Investigation Staff, R1 6pp 46766 296-46766300 

8809190195 NRC Info Notice 00 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svo list end 

ROSSl.CE, Division of Operational Events Assessment (Post b/0411). 88/09/19. 
Consolidated Edison Co, of New York, Inc 126pp. 46690.054-46690-178 

6808160451 NRC Info Notice 06 068, "Setpoint Testing of Presaurizer Safety Valves W/ 
Filled Loop Seats Using Hydraulic Assist Devices Svc list end. 

ROSSfjC.E. Division of Operational Events Assessment (Post 070411). 8B/0B/22. 
Consolidated Edison Co. of New York, tnc. 121pp. 46702:311-46703.070 

6808290125 Forwards welding project employee concern evaluation repta, Including Rov 
0 to WP-01-BFN,WP-02-BFN,WP-03-GrN,WP-04-BFN. WP-06-BFN.WP 07 BFN.WP- 

1 1 -BFN,WP*13*BFN,WP-16-BFN,WP*24 BFN, WP-25-BFN.WP-32-BFN & WP-35 BFN. 
GRIDLEY.R. Tennossee Valloy Authority. OQ/OO/22. Document Control Branch (Docu- 
ment Control Desk), 3pp, 46681-076 46681 .219 

*•0008290137 Rev 0 to Welding Project Employeo Concern Evaluation Rept WP-02- 
BFN, "Insp of Welds Through Carbo-Zlnc Primer at Browns Ferry Nuclear Plant." 
SHEVUN.E, Tennessee Valley Authority. WP-02-BFN R00. 87/04/04 12pp 
46601,095-46681.106. 

“8608290140 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-04- 
BFN, "Insp Tools, Browns Ferry Nuclear Plant " 

PATE.B.W, Tennessee Valley Authority. WP-04 BFN R00 07/05/11. 7pp. 46681:121- 
46681:127. 

**8800290143 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-08- 
BFN, "Inspector Training & Certification at Browns Ferry Nuclear Plant." 

SHEVUN.E, Tennessee Valley Authority. WP-06-BFN FQ0. 87/05/21. 14pp 

46681:120-46681-141 

“8800290168 Rev 0 to Welding Project Employee Concern Evaluation Rept WP*35- 
BFN. "Weld fnsp Procedures at Browns Ferry Nuclear plant " 

SHEVLIN.E, Tennessee Valley Authority WP-36 BFN R00. 87/04/20 14pp. 

46681.206-46681:219 

8B09070280 Forwards Exam Rept 50-259/OL-88 01 administered on 880323 & 8B0502- 

12 & util comments re written exams 

JULIAN.C.A Region 2, Ofc of the Director. 00/08/23. WHITE.S.A, Tennessee Valley 
Authority, 2pp. 46782.157-46783-040 

“0809070283 Exam Rept 5O-259/OL-80-O1 on 880323 & 0502-1 2 Exam results: nine 
reactor operator & seven senior reactor operators passed exams 
ARILDSEN.J.A. Region 2, Ofc of the Director. 96/08/23, 200 pp 46782:159* 
46782:354, 

-6809140021 Forwards comments on written exams administered on 880323, providing 
assistance to NRC examiners In establishing appropriateness of exam questions 
POMREHN.H.P, Tennessee Valley Authority. 88/03/30. BROCKMAN, K, Region 2, Ofo 
o f the Director. 52pp. 40702:355-46783. 046. 


8809210060 Responds to B80810 request for addl Info re automatic depressurization 
ays actuation mod,W/17 oversize drawing change authorizations, 

GRIDLEY.R. Tennessee Valley Authority, 88/09/12. Document Control Branch (Docu- 
ment Control Desk) 55pp. 46910.311-46918 349, 


6800180360 Suppl 1 to NRC Info Notice 60-040, "Licensee Rept of Defective Refur- 
bished Valves.Svo list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 08/08/24 
Consolidated Edison Co, of New York, Inc. 122pp. 46713,218-46713.219. 


6809210009 Documents TVA understanding of agreements reached during 880011 
meeting w/NRC & 880031 telcon re control room habitability Ust of commitments 

GRIDLEY.R, Tennessee Valley Authority. 80/09/16. Document Control Branch (Docu- 
ment Control Desk), 4pp. 46920,201-46920:204. 


6609210174 Notifies that use of sodium nitrite as corrosion Inhibitor Identified at 
planLOngoIng malnt Identifies possibility that leaks In air conditioning sys will allow dis- 
charge of sodium nitrite at low levelB.Leaka will be monitored. 

SCHMIERBACH.M, Tennessee Valley Authority. 80/09/15 HORN.C., PIZNAR.T.G. 
Alabama, State of. 2pp. 48920.240*46920:249. 


860901029S Responds to NRC Bulletin 80-005, "Nonconformance Matts Supplied by 
Piping Supplies, Inc & West Jersey Mgl Co," Plan developed to systematically locate 
Installed Piping Supplies & West Jersey mails, 

GRIDLEY.R Tennessee Valley Authority, 88/08/25 Document Control Branch (Docu- 
ment Control Desk), 4pp. 46740-168-46740.171. 

8808230112 NRC Info Notice 88-070, "Check Valve Inservice Testing Program Deficien- 
cies " Svo list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/00/29, 
Consolidated Edison Co. of New York, Ino 123pp. 46713-095-46713.217, 
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8809060224 Forwards mfo re Byron-Jaekson Co recirculation pump shaft & cover 
cracking, per 800629 request re relief requests for inservice insp program No matnl 
action should bo required before Urut 2 startup. 

GRIDLEY.R, Tennessee Valley Authority. 88/06/29 Document Control Branch {Docu 
ment Control Desk). 15pp 46768 224-46750 238 

8009120149 Forwards Insp Repts 60-259/66-1 9, 50-260/88- 19 & 50-206/88-19 on 
600620 24 No violations or deviations noted 

MCCOY, F R Ofc of Special Projects MCCOY, F,R. Region 2, Ofc of the Director, 68/ 
08/29 WHITER A. Tennessee Valley Authority 2pp, 46826 05 M 6826 060 

— B8D91201S1 Insp Repts 50-259/88-19,50 260/68-19 & 50-290/06-19 on 800920- 
24 No violations or deviations noted Major areas inspected Mark: I containment long 
term program mod.fE Bulletins 79-02 & 79 14. 

CHOILR C , CARRION*R P , BLAKE J J. Region 2, Ofc of the Dtrector. 80/OB/22. 6pp, 
46026 053-46826 060. 

8809070456 Forwards safety evaluation accepting util response to IE Bulletin 67-001, 
'Thinning of Pipe Walls in Nuclear Power Hants ' 

BLACK, S Ofc of Special Projects 68/00/31 WHITE, $ A Tennessee Valley Aulhonty 
2pp 46786 333 46706.340 

-8809070459 Safety evaluation accepting util response to IE Bulletin 87 001, “Thinning 
of Pipe Walts In Nuclear Power Plants." Licensee insp 4 surveillance program also 
acceptable 

4 Ofc of Special Projects 88/08/31 6pj> 46706 335-46766 340. 

8808260492 NRC Info Notice 68-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event’ Svc list encl 

ROSSI, CE. Division of Operational Events Assessment <Post 070411). 9B/09/01. 
Consolidated Edison Co <h New York, fnc, 121pp. 46712 24 4 46713 004. 

8808300010 NRC Info Notice 00 072, "Inadequacies In Design of DC Motor-Operated 
Vafves." Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/09/62 
Consolidated Edison Co or New York, Inc 122pp 46726.001-4 6 726,123. 

8809120225 Ack receipt of 800706 Kr denying violations noted In Insp Repts 50 259/88 
10,50 260/68-10 & 50 296/68-1 0.Based on info provided In response, violations will be 
deleted from record Disagrees w/utit statement on Page 2 of encl to response 
RICHAROSON.S D Ofc of Special Projects 88/09/06, WHITE,SA Tennessee Valley 
Authority. 2pp 46025 047 46825 046. 

8809190131 Forwards list of TVA suppliers for rasteners over last 10 yrs.fn response to 
NRC Bulla tin 67-002, Suppls 1 & 2. 

QRIOLEY.RL Tennessee Valley Authonty. 88/09/12 Document Conl/ol Branch 
(Document Conl/ol Desk). 180pp, 40896335 46897.155, 

0809260035 Forwards Insp Repts 50-259/88-10,50-260/88-16 & 50-296/88-16 on 
880501-061 1 & notice of violation. 

MCCOY, F.R. Ofc of Special Protects. 80/09/12 WHITE, S.A Tennessee Valley Au- 
Uwity. 2pp. 46957,301-46957,325, 7 

—8609280038 Notice of violation from Insp on 880501-061 1. Violation noted, three fire bri 
gade members who entered dcyweN for fire fighting operations not qualified & Q list 
aquipmenl data package (Sys 1) not in compliance w/rni clear OA manual, 

MCCOY.F.R. Ofc of Special Projects, 88/09/12 3pp, 46957 303 46957.305. 


-8908290317 Revised monthly operating repts for June I960 for Browns Farry Nucloar 
Plant 

* Tennessee Valley Authonty, 80/06/30 2pp 46685 134-46685 135 

-0800290316 Revised monthly operating repts for Sept 1986 for Browns Forry Nucloar 
Plant 

RATLIFF.S A , CREAM ER.K.L Tennessee Valley Authority. 06/09/30. 0m 

46605 136 46685,138 

-8008290322 Revised monthly operating repts for Oct 1906 for Browns Forry Nuclear 
Plant. 

RATLIFF.S A, CREAMER.K.L Tennessee Valley Authority. 66/10/31, 3pp, 

46635,139 46665 141 

— B80B290325 Revised monthly operating repts for Nov 1906 for Browns Forry Nuclear 
Plant 

RATLIFF.S, A Tennessee Valley Authority. 06/11/30. 3pp 46685*142-46605,144, 

-0000290329 Revised monthly operating repts for Deo 1086 for Browns Forry Nucloor 
Plant, 

RATLIFF.S A„ CREAMER.Kl, Tennessee Valley Authority. 06/12/31, 4pp 

46605*145 46685 148. 1 

—8608290330 Revised monthly operating repts for Jan 1987 for Browns Forry Nucloar 
Plant. 

RATLIFF.S A, CREAMER.K.L. Tennessee Valley Authority. 87/01/31. 3pp. 

4B68 5. 149 4 6685.151 11 

-8008290331 Revised monthly operating repts for Feb 1907 for Browns Forry Nucloar 
Plant 

RATLIFF.S A, CREAMER.K.L, Tennessee Valley Authority. 07/02/20 3pp. 

46605 152 46685:154. 

-8808290332 Revised monthly operating repts for Mar 1987 for Browns Forry Nucloor 
Plant. 

RATLIFF,S,A„ CRAWFORD, J.D. Tennessee Valley Authority. 87/03/31. 3pp, 

46685,155 46685*167. 

-0808290334 Revised monthly operating repts for Apr 1987 for Browns Forry Nucloar 

SfiJUl FF,S A, C RAWFORD.JD Tennessee Valley Authority. 87/04/30 3pp 

48605:158-46685.160, 

^308290335 Revised monthly operating repts for May 1007 for Browns Forry Nucloar 
Tennesseo Valley Authority 07/05/31. 3pp 

4Dbbi>. 1 81 *4 booo , 1 63 

~ fl p 0 |anf 9a336 Revised nf10n1hf ^ operating repts for June 1987 for Browns Forry Nucloar 
46685*1 64**4668 5*166^^^ ^' ^* T0nne8S0 ° Valloy Authority, 07/06/30. 3pp 

-0600290337 Revised monthly operating repts for Jul 1Q07 for Browna Forry Nuclear 
46^^fl^7-46^^69^^ R J.D. Tennesseo Valloy Authority. 07/07/31. 3pp, 


—8809200043 Insp Repts 50-259/00-16,50-260/88-16 & 50-296/86-16 on 600501- 
0611. Violations noted Major areas Inspected, operational safety, malnt 
observation, surveillance testing observattorve start test program & Q list concerns 
PAULK, Q.L , UTTLE.W.S Region 2, Ofo of the Director. 86/09/09 20pp 46957,306- 
46957 325. 

8809080339 NRC Info Notice 80-074, "Potentially Inadequate Performance of ECCS In 
PWRs Durina RerJ/riLitflllAA rWvHj»H/\n Pnllrtu^rvi I nr: A »» 


Insp Herts 50-259/BB 23,60.280/88-23 & 60.296/88-23 on 
$00001*05 No violations or deviations noted 

MOCOJ'™ 010 of Director. 88/09/14. WHITES A Tennessee Valley 

Authority. 2pp . 4 §965 229 -46965 245 y 

-8809260272 Insp Repts 50-259/00-23.50-260/08 23 & 50-296/00-23 on 880801- 
05,Na violations or deviations noted Major areas Inspected organization & mgl con- 
trols In radiation protection & radwaste & control of radioactive mails. 

' HOSEY ' CM ' R " ton 2 - 0,0 01 tha "• 

M Breatels\y^5Si.p , u^ llijend! 119 ° f 06861 G6n6,B, ° r 0u,put Clreu " 

Op^fational Events Assessment (Post 070411). B8/09/16, 
Consolidated Edison Co. of New York, Inc 124pp 46946.1 33-46946' 252 . 1 

S 8 * 076 ^ " R *ceni Discovery of Phenomenon Not Previous- 
Kn§?t1r , p^SiJ^ 9 5f n °JS^nd^Contitfrvrnenl Pr6ssur0 Controf" Svc list encl. 
52J*, 6 S' , 7L/?J 8ton Operational Events Assessment {Post 870411). 83/09/19 
Consolidaled Edison Co of Naw Yort, Inc. 125pp. 46946 25346947.013 J 


R, Periodic operating reports & related correspondence 

5S?topt » u X r8 A lor Jul 1988 ,0f B,ow " 8 Ffl ^ ** 

* Nucl - Re - 

*% M 1988 f " ? r&wns Fo "V Nuclear Plant. 
40605 04^46^5:1 M WF0RD ' JD Tsrvrie4We V 011 ^ Authority. 88/97/31, 84j 


-MM290315 Revised morthfy operating repts for Apr 1088 for Browns Ferry Nude* 
6 Tennessee Valley Authority. B8/04/30. Ip. 46665:133-46605:133. 


-88O029O33B Revised monthly operating repts for Aug 1987 for Browna Forry Nucloar 
4660^1 70 4666^172 WFOnD|J,a TenneS80e Valley Authority. 07/00/31, 3pp 

-8800290339 Revised monthly operating repts for Sept 1087 for Browna Forry Nucloar 
Tenno88e0 Vflll °y Authority, 07/00/30. Opf), 

Revi8ed monthly operating repts for Oct 1987 for BrownB Ferry Nucronr 
4 7^4668 ^ Tenn08S00 Valley Authority. 87/10/31, 3pp, 

-8808290343 Revised monthly operating repts for Nov 1967 for Browns Forry Nuclcnr 
4 T0nn0SS0 ° Valley Authority. 87/11/30 3pp 

-BMB290346 Revised monthly operating repts tor Deo 1007 for Browna Ferry Nucloar 
4^M^ll8 l 2-46685*105^^^^ ,v * ° Tenn08se0 Valle V Authority. 87/12/31. 4pp 

“Ran?® 0347 fleVjS0d nn0nlhly operating repl8 i0{ Jfln 1988 for Browna Ferry Nucloar 
?6 A MS F 18M A 66BWBT FOaD ' J - D ' TenneSSM Valley Aulh0,lt V' ^3/01/01. 3pp 

-8MMM348 Revised monthly operating repts lor Feb 1988 for Browne Ferry Nircloor 
4M™ F 18f A 668S™8T FORDJD ' T0nne3sea Vflll °y Authority. 88/02/29. 3pp. 

-8808290360 Revised monthly operating repts for Mar 1988 lor Browns Ferry Nucloar 
?0 A MS F 9f.' A B8eS^9 AWFOF1D,Ji:) ' TennassM Val19 / Authority. 88/03/31. 3pp. 
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-8909140470 "Radiological Impact Assessment Rapt Browns Ferry Nuclear Planl, Jan- 
June 1968" 

* Tennessee Valley Authority. 08/06/30 58pp 46796 077-46706 134 

8809010312 Forwards weekly schedule of TVA activities for wks of 860829 & 0906 
KELLY,J,L Ofc of Special Projects 86/09/01 BLACK.S Ofc of Special Projects. 6pp, 
46744.141-46744 14B. 


S. Reportable occurrences, LERa & related correspondence 

8808290120 LER 08*022-00, on 06O72O,spurious refuel zone hi radiation causing con- 
tainment isolation occurred Caused by (allure of upscale logic relay coll Corrective 
malnt Initiated to replace relay & radiation monitor tested W/8B0822 Itr. 

CAMPBELL.G G„ WILLARD, S.C Tennessee Valley Authority, 08/08/19 4pp 
46676-204-46676:207. 

8809010333 Forwards list of currently Inoperable radioactive effluent Instruments & 
dates for restoration. 

GRIDLEY.R. Tennessee Valley Authority 68/08/25 Document Control Branch (Docu- 
ment Control Desk). 4pp 46741:204 46741.287 


V. Operator Examinations 

8809070280 Forwards Exam Rept 50-269 /OL- 8 8 -01 administered on 000323 & 800502- 
12 & utli comments re written exams 

JULIAN.C.A, Region 2, Ofc of the Director. 88/08/23. WHITE, S, A. Tennessee Valley 
Authority 2pp. 46782:157-46783 046. 

-8809070283 Exam Rept 50-259/OL-88-01 on 880323 & 0602-12 Exam results- nine 
reactor operator & seven senior reactor operators passed exams 
ARILDSEN.J A, MUNRO.J.F., BROCKMAN, KE Region 2, Ofc of the Director, 88/08/ 
23. 200pp. 46782' 159 46782.354. 

-8809140021 Forwards comments on written exams administered on 000323, providing 
assistance to NRC examiners In establishing appropriateness of exam questions 
POMREHN.H.P, Tennessee Valley Authority. 80/03/30 BROCKMAN, K Region 2, Ofc 
Of the Director 52pp. 48782.355-46703.046 

8809180004 Ack receipt of 880516 Itr re utilization of Group IV operators at 
facilities Reiterates NRC position that all Group IV operators must pass NRC adminis- 
tered requaliflcailon exam prior to performing licensed duties. 

RICHARDSON.S.D. Ofc of Special Projects 80/08/31. WHITE, S.A. Tennessee Valley 
Authority. 2pp 46097:241-46897.242. 

8809060357 Responds to Generic Hr 00-13 re operator licensing exams & provides 
update to earlier response to Generic Ltr 87-14 on NRC licensing exam site 
visits Updated exam schedules & requaliflcatlon schedules for facilities end. 
GRIOLEY.R L. Tennessee Valley Authority. 08/09/01. HANNON. J. NRC - No Detailed 
Affiliation Given Bpp. 46767:344-46767.351 
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F. Security, medical, emergency & fire proteotlon plane 

8808260292 Revised emergency plan Implementing procedureajncluding Rev 1 to EPIP- 
14, "Radiological Control Procedures" & Rev 1 to EPIP-17, "Emergency Equipment & 
Supplies." 

MARKS.B.K. Tennossee Valley Authority. 80/00/03 41 pp. 46656:142-46056:182. 

8808300270 Ack receipt of 880630 Itr transmitting Rev 9 to physical security plan. Rev 
contains Issues w/pollcy Implications re existing bullet resisting barriers &. require- 
ments of 10CFR73 66 (g)( 6) & 73.2(s).Rev Withheld (ref 1 0CFR73.21). 

MCCOY ,F.R. Olo of Special Projects. 88/08/19 WH1TE.S.A, Tennessee Valley Au- 
thority. 2pp 46897:109-46697:110. 

8809070466 Forwards SER accepting proposed fire protection Improvement 
program, Continued rigorous Implementation of program will Increase Improvements In 
overall safety of plant, 

BLACK.S. Ofc of Special Projects. 88/08/31. WHITE, S A Tennessee Valley Authority. 
2pp 46767.327-46787:331. 

-8809070470 SER accepting licensee fire protection improvement program for plant. 

* Ofo Of Special Projects, §8/08/31 3pp. 46707.329-46787,331 

8809080072 Forwards Rev 10 to physical security/con Urgency plan Rev withheld (ref 
10CFR73.21). J , 

GRIDLEY.R.L. Tennessee Valley Authority. 88/08/31. Document Control Branch 
(Document Control Desk). 2pp, 46798,033-46798:034. 

8809130313 Rev 3 to Emergency Plan Implementing Procedure EPIP-10, "Medical 
Emergency Procedure." W/680902 Itr, 

GRIDLEY.R. Tennessee Valley Authority. 88/09/02. 26pp. 46834-004 48834:028, 

8809230104 Ack receipt ot scenario 0 submittal of Bcope & objectives for plant emer- 
gency exercise scheduled on 880921-22. 

MCCOY ,F.R. Ofo of Special Projects. 88/09/12, WHITE, S, A Tennessee Valley Au- 
thority 2pp. 46944.380 40944.361, 

8809160322 Forwards SER supporting util 800429 ltr describing reorganized fire brigade 
at plant. 

BLACK.S, Ofc of Special Projects. 88/09/13, WHITE, S, A. Tennessee Valley Authonty. 
Ip. 46865:014-46866 017. 

-8809180324 Safety evaluation supporting util 880429 description ol reorganized fire 
brigade. 

* Ofc of Special Projects. 88/09/13, 3pp. 46865.015-49865.017. 

8809200231 Immediate temporary change to Rev 1 to Emergency Plan implementing 
Procedure EPjp-14, "Radiological Control Procedure," W/080914 Hr. 

GRIDLEY.R. Tennessee Valley Authority. 88/09/14, 11pp. 46899,349-46899:360 


H. General correspondence 

8808300038 Informs that RA Psdde & CC Mason assigned add I responsibilities as site 
directors of facilities to replace JP Darling & HP Pomrehn 

WHITE, S A. Tennessee valley Authority. 8B/0B/19 PARTLOW.J G Ofc of Special 
Projects 4pp 46690 292-4669B, 294 


I. Financial Information 


8809150188 Forwards financial Info for FY ended Sept 1987,per10CFR140 Util select- 
ed alternative five to meet guarantee requirements of retrospective premium aye 
GRIDLEY.fl L. Tennessee Valley Authority. 88/09/09 Document Control Branch 
(Document Control Desk). 56pp 46864.036 46004,090. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

BS09220232 Forwards pages Inadvertently omitted from Amend 6 lo updated FSAR for 
Browns Ferry Nuclear Plant. 

GRIDLEY.R. Tennessee Valley Authority 86/09/19. Document Control Branch (Docu- 
ment Control Desk) 3pp, 46930.026 46930 033. 

-8809220233 Pages Inadvertently omitted from Amend 6 to updated FSAR (or Browns 
Ferry Nuclear Plant 

* Tennessee Valley Authority, 88/09/19 5pp. 46930 029 46930.033 


p t Operating license stage documents & correspondence 

8808120294 Generic Ltr 88-14 lo all holders of OLg or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related oqulpmentSvc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 070411), 60/00/00, Consolidated 
Edison Co. Of New York, Inc 41pp. 47065.001-47065 006. 

8809080234 Partial response to FOIA request for documents. Forwards App B 
documents, App A documents maintained In PDR Records also available under listed 
FOlAs, 

GRIMSLEY.D Division o! Rules & Records (070413-8B0514) 88/06/10. 

UNNERSTALL.K, Newman & Holtzlnger. 6pp. 46769 054-46769,059 

-8104300429 Summanzes results of NRC discussions of 801 224 & 29 memos ro selec- 
tion of severity levels Concurs w/proposod selection In Carribean Gulf refining 
case.Dlsagrees w/downaradlng of security level in Browns Ferry security case, 
THOMPSONS. Directors Ofc, Enforcement & Investigation Staff, IE (Pre 820201). 
81/01/12 CmEILLY,J,P. Region 2. Ofc of the Director Ip, 46769.060 46769:060, 

8808260495 Summary of 800811 meeting w/uill in RockvIlle.MD re control room vontlla* 
tlon sys List ol meeting attendees & vlewgraphs end. 

GEARS, G E. Ofc of Special Projects, 80/08/19. Ofc of Special Projoots 21pp. 
46656:1 16-46658:130. 

8808290125 Forwards welding project employee concern evaluation repis, Including Rov 
0 lo WP-01-BFN.WP-02-BFN.WP-03 BFN.WP-04-BFN. WP-O0-BFKWP-O7.BFN.WP- 
1 1 * BFN.WP-1 3-QFN ,WP-1 6 BFN.WP-24-9FN, WP-26 BFN.WP-32-BFN & WP-35 BFN. 
GRIDLEY.R. Tennessee Valley Authority 88/08/22. Document Control Branch (Docu- 
ment Control Desk), 3pp 46601.076 46681:219. 

-8808290132 Rev 0 to Welding Project Employee Concern Evaluation Root WP-01- 
BFN, “Control of Welding Filler Mall at Browns Ferry Nuclear Planl," 

SHEVLIN.E,, RQSE,J.£„ LEWIS.J, Tennessee Valley Authority. WP-01-BFN FIDO, 87/ 
04/01, 10pp. 46681 '079 46001.094 

-8808290137 Rev 0 lo Welding Project Employee Concern Evaluation Rept WP-02- 
BFN, "Insp of Welds Through Carbo-Zinc Pnmer at Browns Ferry Nuclear Plant." 
SHEVUN,E, ROSE.J.E , LEWIS.J. Tennessee Valley Authority, WP-02- BFN R00. 07/ 
04/04. 1 2pp. 40681 :09 5 4660 1 '1 06 

-8800290139 Rev 0 lo Welding Project Employee Concern Evaluation Rept Wp-03- 
BFN, "Welder Qualification & Continuity at Browna Ferry Nuclear Plant," 

SHEVUN.E, ROSE,J.E,, LEWIS.J, Tennessee Valley Authority WP-03-BFN ROO. 67/ 
04/17 14pp. 46681:107-46601,120. 

—8808200140 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-04- 
BFN, "Insp Tools, Brawns Ferry Nuclear Plant," 

PATE.B.W, ROSE.J.E., LEWIS.J. Tennessee Valley Authority. WP-04-BFN ROO. 87/ 
05/11. 7pp. 46681:121-40681:127, 

-8008290143 Rev 0 to Welding Project Employee Concern Evaluation Rapt WP-OQ- 
BFN. "Inspector Training 4 Certification at Browns Ferry Nuclear Plant " 

SHEVLIN.E, ROSE.J.E , LEWIS, J, Tennessee Valley Authority. WP-O0-BFN ROO. 87/ 
05/21. 14pp. 46681:120-46081:141. 

-8808200146 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-07- 
BFN, "Welder Training A Experience at Browns Ferry Nuclear Plant." 

SHEVLIN.E,, ROSE.J.E., LEWIS.J. Tennessee Valley Authority, WP-07-BFN R00. 67/ 
04/06. 9pp. 46681:142-46681:150, 

-8808290147 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-11- 
BFN, "Surface Grinding of Welds at Browns Ferry Nuclear Plant'* 

PATE.B.W., ROSE.J.E,, LEWIS.J. Tennessee Valley Authority. WP-11-BFN ROO 07/ 
04/04 9pp. 46681:151-48681:159. 

-8806290148 Rev 0 to Welding Project Employee Concern Evaluation Rent WP-13* 
BFN, "Welding Equipment." 

PATE.B.W,, ROSE.J.E., LEWIS.J. Tennessee Valley Authority. W P-1 3- BFN ROO 07/ 
04/06. 6pp. 46681:160-46601:165. 1 

••8808290149 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-16- 
BFN, "Structural Steel Prewela Insps at Browns Ferry Nuclear Plant," 

PATE.B W., ROSE.J.E., LEWIS.J. Tennessee Valley Authority. WP-10-BFN ROO 07/ 
08/18, 12pp. 46661:166 46601.177 ’ 
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-8608290153 Rev 0 lo Welding Project Employee Concern Evaluation Rept WP24- 
BFN, " Welder Qualification at Browns Ferry Nuclear Plant" 

PATE.BW, ROSE.JE, LEWIS.J. Tennessee Valley Authority. WP24BFN ROO 87/ 
04/16 epp 46681 178 46661:185 

-8938290154 Rev 0 to Welding Project Employee Concern Evaluation Rept WP 25* 
BFN, "Weld Repairs Not Meeting ASME Code Requirements at Browns Ferry Nuclear 
Plant' ' 

SHEVLIN.E. ROSE.JE, LEWIS.J Tennessee Valley Authonty WP-25 BFN ROO 87/ 
05/07. 8pp 46331 186-46681 193 

-8808290156 Rev 0 to Welding Project Employee Concern Evaluation Rept WP32- 
BFN, ’’Adequacy of Structural Support Welds al Browns Ferry Nuclear Plant." 
SHEVLIN.E, ROSE.J E , LEWIS, J Tennessee Valley Authonty WP-32-BFN ROO 87/ 
07/16 I2pp 46661.194 46601 205. 

-6808290158 Rev 0 to Welding Project Employee Concern Evaluation Rept WP35* 
BFN, "Weld Insp Procedures al Browns Ferry Nuclear Plant" 

SHEVLIN.E, ROSE.J E . LEWiS.J Tennessee Valley Authonty WP-35-BFN ROO 87/ 
04/20, 14pp 46681 206-46661 219 

0868290116 Forwards response to NRC 880726 Itr re open items & concerns noted in 
safety evaluation concerning seismic program interim operability cntena Procedure 2 
GOI 200-2 ensures that Irasn or tools removed before drywell closure 
GRIDLEY.R Tennessee Valley Authonty 88/08/23 Document Control Branch (Doc u 
ment Control Desk) 7pp 46664:205*46684 211 

8008290133 Advises that revised process for review of correspondence to NRC has re- 
duced util requests re extension of response time 

GRIDLEY.R, Tennessee Valley Authonty 88/08/23 Document Control Branch (Docu- 
ment Control Desk) 2 pp 46677:267-46677,263 

88 89030395 Forwards ’Mgt Self-Assessment (MSA) of Readiness for Restart," validat- 
ing accomplishment of preparedness & giving independent review & overview or ade- 
quacy of preparations 

WHITE.S A Tennessee Valley Authority. 88/08/24. PARTLOW.JG Ofc of Special 
Projects 3pp 46300 253-46800 274 

-8609080398 "Mat Self-Assessment (MSA) of Readiness for Restart ” 

TOTO.G , WHITEjS A. Tennessee Valley Authonty 88/08/31 18pp. 46800,256 

46800 274. 


6809220086 Forwards rept of NRC investigation re harrassment & intimidation of author- 
ized nuclear inspectors Investigation revealed that four authorized operators wero 
either coerced, pressured,harassed or threatened by mgt W/o end 
GR1MES.BK, Division of Reactor Inspection & Safeguards (Post 870411). 88/09/09, 
MIKESELL.W.R. American Society of Mechanical Engineers 2pp 40926*160- 
46928 159. 

8809210060 Responds lo 880810 request for addl info re automatic depressurization 
sys actuation mod. W/ 17 oversize drawing change authorizations 
GRIDLEY.R Tennessee Valley Authority. 88/09/12, Document Control Branch (Docu- 
ment Control Desk) 55pp 46918 311 46918*349 

8809 1603 18 Requests end list of addl Into re unit startup be submitted within 30 days in 
order for NRC to resolve technical Issues. 

BLACKS Ofc of Special Projects 88/09/12 WHITE, S.A. Tennessee Valley Authonty 
3pp. 46885 200-46885 202 

8809210009 Documents TVA understanding of agreements reached during 06031 1 
meeting w/NRC & 880831 telcon re control room habltablllly.Ust of commitments 
end 

GRiDLEY.R. Tennessee Valley Authority 88/09/15 Document Control Branch (Docu- 
ment Control Desk) 4pp 46920 281 46920 284. 

8809210174 Notifies that use of sodium nitrite as corrosion Inhibitor Identified at 
ptanl.Ongoing main! identifies possibility that leaks In afr conditioning sys will allow dis- 
charge of sodium nlfnte at low levels. Leaks will be monitored. 

SCHMIERBACH.M Tennessee Valley Authority 80/09/15. HORN.C , PIZNAR.T.G, 
Alabama, State of 2pp. 4 6920 24 8 46920 249 

8009220224 Provides addl Info on human factors program & hardware isolation fontures 
associated w/SPDS, Avail ability of info directly dependent on implementation schedule 
of SPDS 

GRIDLEY.R Tennessee Valley Authority 88/09/19, Document Control Branch (Docu» 
me nl Control Desk) 3pp. 46920 349 46920,351 , 

8809220332 Responds to 880830 Itr re addl regulations for facilities having landfill dis- 
posal permits Wastes not specified by permit handled In accordance w/oncl proce- 
dure & managed as hazardous waste W/o end. 

SCKIERBACH.M, Tennessee Valley Authority 88/09/19. HONEYCUTT ,J. Alabama, 
State Of. 2pp 46927.013-46927 014 


8009010181 Responds to inquiry by NRC re radiograph indications found In Weld 
Number DSRHR-2-5A,per 0BO511 mealing Weld DSRHR-26A found to be acceptable 
for continued operation w/o repair because of nature of indications Related Info end 
GRIDLEY.R. Tennessee Valley Authonty 66/06/25 Document Control Branch (Docu- 
ment Control Desk), 6pp 4674 3 321-46743 326 

8899020104 Forwards revised Request for Relief H-12,adtJing Valve 85 589 to ASME 
Class 2 pressure test boundary & clanfication of reqiresLper 8B0629 telcon Addition of 
NRC-sugaested valve would not Increase safety margin. 

GRIDLEY.R Tennessee Valley Authonty BB/06/25, Document Control Branch (Docu 
ment Control De s k) 5pp 4 674 5 211-46745215 

8009020257 Forwards PRA summary rept providing eddf into to support conclusion that 
plant not outlier re severe accident characteristics when compared to plants of similar 
type & vintage, 

GRIDLEY.R Tennessee Valley Authonty. 88/08/25 Document Control Branch (Docu- 
ment Control Desk) 44pp. 46744 31 4-46744*357 

8809140253 Corrected notice of consideration of Issuance or amends to Licenses DPR- 
33.DPR-52 & DPR-68 & proposed NSHC determination & opportunity for hearing on 
88081 7 request re control room emergency ventilation sys 
BLACKS C Ofc of Special Projects 88/08/25 8pp. 46844 322*46844,329 

8809080012 Application for amend to License DPR Sa.conslsting of Tech Spec 254.ro 
vising Tech Specs to reflect reactor core operating limits for Cycle 6 operation Rev 2 
to TVA-RLR-002, "Reload Licensing Rept” end .Fee paid 

RAY.M J. Tennessee Valley Authority. 88/08/26 Document Control Branch (Docu- 
ment Control Desk). 4pp 46941 029-46941 070. 

-8809080020 Rev 2 to "Reload Licensing Rept " 

' Tennessee Valley Authonty TVA-RLR-002 R02 68/07/31, 3Bpp, 46941*033. 
48941,070. 

8009130006 Summary of 880810 meeting w/ulil in Oecalur.AL re diesel generator con- 
cerns resulting from restart test program List of attendees.agenda & related info end. 
MORAN.D.H. Ofc of Special Projects. 88/09/01 Ofc of Special Projects 14pp 
48835*340 46835.361. 

8809070231 Responds to NRC B80622 request to verify data contained in safety Issues 
mgt sys (SIMS) Tor plant SIMS data for units end, 

GRIDLEY.R Tennessee Valley Authority 88/09/02 Document Control Branch [Docu 
ment Control Desk) 2Spp 46784.151-46784*179 

8B0916C216 Forwards Amends 154,150 a 125 to Licenses DPR33DPR-52 & DRR- 
68,respecUvely & safety evaluation Amends modify Tech Spec 3 4m alandbv liquid 
control sys.allowing use ol enriched sodium pentaborate 

BUCKS Ofc of Special Projects. 68/09/02. WHITE.S A Tennessee Valley Authonty 
3pp 46065 165 46085.199. 

-8809100218 Amends 154,150 A 125 lo Licenses DPR-33 4 DPR-52 & DPR-68 
a^andb^lk^i^^'nUofsys 0 ^ 3 4 to allow use of ennehed sodium pentaborate In 
BLACKS Ofc of Special Projects, 60/09/02 27pp 4 68B5 168-46005.194 

"" 8 ^Dp 1^-52^ ^ Am6ndS W15 ° & 125 to 

46M5^1 0 9S°46885 199 RSaCtW R ® 9U?aUon * Dlfec * or < Posl 970411). 00/09/02, 5pp. 

8809226037 Forwards rept of NRC Investigation re harrassment & Intimidation of author- 
ized nuclear Inspectors Jnyeshgatlon revealed that four authorized operators were 
^^ooerced. pressured, harassed or intimidated by mgt W/o oncl. ^ 
PARTLOW.J.G. Ofc of Special Projects. 88/09/0$ DOBEL.H F. Hartford Steam Boiler 
Inspection & Insurance Co Ip, 46928:164-46926.164. 


Q. Inspection reports, IE Bulletins & correspondence 

9809090090 Partial response to FOIA request for memos re selection of sevorlly lovols 
for various violations at nuclear plants. Forwards documents listed in Aim 
C Documents also available in PDR 

GRIMSLEY.D H NRC • No Detailed Affiliation Given, 68/00/17. UNNERSTALL.K. 
Newman & Holtzinger 2pp. 46766*272 46766 274 

-8609090208 Agrees w/regfonal analysis & conclusion that no civil penalty bo Issued to 
util for vlo aliens involving excess whole body dose, Draft forwarding Itr, insp ropt & 
notice of violation end r r 

THOMPSON ,D Enforcement & Investigation Staff, R1. 01/08/14. CARLSON.R 
Region 1, Ofc of the Director (810301-020201) ALDERSON.C, Roglon 2, Ofo of the 

avrxssr R8s,on 3 * o, ° oi ,h ° 

— 8B090902 1 3 Fo iwards draft documentation re Severity Level III violation No civil ponal 
£ e b0 a * S0330d since ulil taking steps lo ensure proper dose limits assigned to 
worriers unaer age oi is 

?u^ E Ji L n L ^P^ W on 2' B °[ c of the Director (810301-820201). 81/06/05 
THOMPSON ,0 Enforcement & Investigation Staff, R1 6pp. 46766.295-40706.300, 

8 8 |5l to by G I.” Svo' Ball enc L CQ 8B '° 69 ' MMovable Contacl Fln 0 Gr Bindln 0 fn «FA Holays 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/00/10 
Consolidated EdisonCo, of New York, Inc. 125pp. 46690.054-46690:178. 

i Mot [5 °^ 88 ^ e8 / Testing of Pressurlzor Safety Valves W/ 

5JKL|^SP Sea l & Using Hydraulic Assist Devices *' Svc list end V 

n Oceratlona I Events Assessment (Post 67041 1). 00/08/22. 
Consolidated Edison Co of New York, ino 121pp 46702.311-46703*070/ 

B ^| , |E8-7i , 02 O a1ra79*4r8stert , |s , suM nfl W/U "' ,n RoCkvil,e - MD 10 rosolullon 

°p E p A 468l6 E O 5 O 6«a 5 e SP 0 58 ial Pro|ec,s 88/D6/22 ' BWCK ' S ' 0,0 of Special Prcjocta 

TS° F ™ 

11-BFN.WP-13 BFN.WP-16 BFN.WP-24-BFN WP-25-BFN WP-3P rfn T tup « new 

4^&:i6Mt n i06 ^' ey AUth0rUy ' WP -° 2 ‘ 0FN R0 °- 87/04/04 12pp. 

concam “o- 1 ** wpo4. 

4688 E i427: Tanna39aa V9lte¥ A,,lhorlt Z WP-04-BFN ROO. 87/05/11. 7pp 48001 :121- 

gSria.* »« »«• 

4608^^8™““* y Authorily ' Wp -O6-0FN H00. 67/05/21. 14pp. 

"IS! ^’ffi«^S'' Evaiua,ion f,epi wp - 3B - 

4em L ^ E 466 T a"S?| 3ee Va " fly Aulh0rity WP ‘ 35 ' B ™ R00 07/04/20. 14pp. 
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8606290320 Notification of canceled 880630 meeting w/utll in Rockville, MO to discuss 
resolution of IE Bulletins 70 02 4 79-14 restart issues 

GEARS.G E. Ofc of Special Projects 00/00/22. BIACK.S, Ofc of Special Projects 
3pp 46677 339*46677:341 

8809070280 Forwards Exam Rept 5O-259/OL-08-O1 administered on 860323 & 880502- 
12 & util comments re written exams 

JULIAN.C A Region 2, Ofc of the Director 88/08/23. WHITE.S A Tennessee Valley 
Authority. 2pp. 46702 157-46783 046 

-8809070283 Exam Rept 50 259/OL 88 01 on 0BO323 & 0502-1 2 Exam results nine 
reactor operator & seven senior reactor operators passed exams. 

ARILDSEN.J.A Region 2, Ofc of tha Director 80/08/23 2Q0pp. 46782 159- 
46702.354 

-0009140021 Forwards comments on written exams administered on 880323, providing 
assistance to NRG examiners In establishing appropriateness of exam questions, 
POMREHN.H.P Tennessee Valley Authority. 88/03/30. BROCKMAN.K. Region 2, Ofc 
of the Director. 52pp 46702.355-46783 046. 

0000180360 Suppl 1 to NRC Info Notice 88*048, "Licensee Rept ol Defective Refur- 
bished Valves * Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co of New York, Inc. 122pp. 46713.21 B-46713 210. 

0009010296 Responds to NRC Bulletin 80-005, "Nonconformance Malls Supplied by 
Piping Supplies, Inc & West Jersey Mgt Co," Plan developed to systematically locate 
Installed Piping Supplies & West Jersey malls 

GRIDLEY.R. Tennessee Valley Authority. 88/08/25. Document Control Branch (Docu 
ment Control Desk). 4pp, 46740 168-46740.171. 

8000230112 NRC Info Nolice 88 070, "Check Vatvo Inservice Testing Program Deficfen 
cles ” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 88/00/29 
Consolidated Edison Co. of New York, Inc 123pp. 4671 3*095-4671 3:21 7. 

8809060224 Forwards info re Byron Jackson Co recirculation pump shaft & cover 
cracking, per 880629 request re relief requests for Inservice fnsp program No maint 
action should be required beforo Unit 2 startup, 

GRIDLEY.R. Tennessee Valtey Authority. 8B/08/29. Document Control Branch (Docu- 
ment Control oesk). 1 5pp. 40758,224-46760,238. 

8809120149 Forwards Insp Repts 50 259/00*19,50-260/00-19 & 50-296/88 19 on 
880620-24.No violations or deviations noted, 

MCCOY.FR. Ofo of Special Projects, MCCOY.F.R Region 2, Ofc of tha Director 60/ 
08/20, WHITE.S A. Tennessee Valley Authority. 2pp, 46026 051-46826 , 060. 

-0809120151 Insp Repts 50-259/8B-1 9,50-260/88-1 9 & 50 206/88-19 on 080620 
24.No violations or deviations noted Major areas inspected Mark J containment long 
term program mod, IE Bulletins 79-02 & 79-14. 

CHOU,R C.j CABRION.R.P , BLAKE, J J, Region 2, Ofc of the Director, 88/00/22 0pp. 
46826 053*46826.060, 

0809070456 Forwards safety evaluation accepting util response to IE Bulletin 07-001, 
"Thinning of Pipe Walls In Nuclear Power Plants 7 ' 

BLACK, S Ofc of Special Projects 88/08/31, WHITE.S A. Tennessee Valloy Authority. 
2pp 46706.333-46786.340 

-0609070459 Safety evaluation accepting util response to IE Bulletin 87-001, "Thinning 
of Pipe Walls in Nuclear Power Plants." Licensee Insp & surveillance program also 
acceptable. 

* Ofo of Special Projects. 88/08/31. 6pp 46706*335-40786:340. 

0808260492 NRC (nfo Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributod to 
That Event ,T Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). B8/G0/O1. 
Consolidated Edison Co. of New York, Inc. 121 pp. 46712 244 46713.004, 

8808300010 NRC info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 08/09/02 
Consolidated Edison Co. of New York, Ino 122pp 46726.001-46726:123 

8809120225 Ack receipt of 880706 Hr denying violations noted In Insp Repts 50 - 259 / 8 B- 
10 , 50 - 260 / 88-10 & 50-296/08-1 O.Based on Info provided In response, violations will be 
deleted from record. Disagrees w/utll statement on Page 2 of end to response, 
RICHARDSON.S.D Ofc of Special Projects 88/09/06. WHITE ( S A. Tennessee Valley 
Authority, 2pp. 46025:047-46825:040 

8809130154 Notification of 680908 meeting w/ulll in Rockville.MO to discuss resolution 
of IEB-79-02 & IEB-79-14 restart Issues for facility. 

GEARS.G E. Ofc of Special Projects 88/09/07. BLACK.S. Ofc of Special projects 
3pp. 46830.21 e-46030‘220. 

8809130201 Notification of 800913 meeting w/utll In Soddy Daisy ,TN to discuss shut- 
down margin Insp findings, TVA operational readiness review findings & Unit 1 restart 
status & definition of operable for fuel load for facility 

DONOHEW,J. Ofo of Special Protects 88/09/07. BLACK.S, Ofc of Special Projects, 
5pp. 46839,032-46039:036. 

8809190131 Forwards list of TVA suppliers for fasteners over last 10 yrsjn response to 
NRC Bulletin 87-002, Suppls 1 & 2. 

GRlOLEY,R,L Tennessee Valley Authority. 80/09/12 Document Control Brandi 
(Document Control Desk). IBOpp 46896 33u-46B97'1 65. 

8809260035 Forwards Insp Repts 50-259/86-16,50-260/08-16 & 50-296/68-16 on 
860501-0611 & notice of violation 

MCCOY, F.R. Ofo of Special Projects. 88/09/12. WHITE.S A Tennessee Valley Au- 
thority. 2pp. 40957:301-46957,325 

-8909260038 Notice of violation from Insp on 880501-0611. Violation noted.three fire bri- 
gade members who entered drywell for fire fighting operations not qualified & Q list 
equipment data package (Sys 1) not In compliance w/rudear OA manual. 

MCCOY, F.R. Ofo Of Special Projects. 88/09/12, 3pp. 46967:303-46957:305, 


-8809260043 Insp Repts 50-259/88-16,50-260/88-16 & 50*296/88-16 on 880501- 
061 1 Violations noted Major areas inspected operational safety, maint 
observalio ^surveillance testing observation, restart test program & Q list concerns. 
PAULK, G.L., LITTLE, W S Region 2, Ofc of the Director 88/09/09. 20pp 46957*306 
46957-326 

8809000339 NRC Info Notice 88*074, “Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York, Inc 122pp. 46824 215-46824*336 

8809260268 Forwards Insp Repts 50-259/88-23,50 260/OB 23 & 50 296/86-23 On 
880801*05 No violations or deviations noted 

MCCOY, F.R Region 2, Ofc of the Director BB/09/14 WHITE.S A Tennessee Valley 
Authority 2pp 46965 229 46965.245 r 

“8809260272 Insp Repts 50-259/BB 23,50-260/88-23 & 5Q 296/88 23 on 880801- 
05.No violations or deviations noted Major areas Inspected organization & mol con 
trols in radiation protection & radwaste & control of radioactive malls 
GLOERSON.W B , COLLINS, T.R., HOSEY.C M. Region 2. Ofc of the Director 68/09/ 
02. 15pp 46965,231-46965 245, 

8609120197 NRC Info Notice 08 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411) 08/09/ 1 6 
Consolidated Edison Co of New York, Inc. 124pp 46946*133 46946.252, 

8809130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control" Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 070411) 88/09/19 
Consolidated Edison Co, of New York, Inc, 125pp 46946 263 46947 013 


R, Periodic operating reports & related correspondence 

8600290306 Forwards monthly operating repts for Jul 1988 for Browns Ferry Nuclear 
Plant & revised repts for Sept 1 986 - Mar 1988 

CAMPBELL, G.G. Tennessee Valley Authority, 88/00/16. Office of Nuclear Reactor 
Regulation, (Director (Post 870411) 2pp 46685,047-46605 194 

“8808290312 Monthly operating repts for Jul 1988 for Browns Ferry Nuclear Plant 
CAMPBELL,G.G., CRAWFOhD.JD, Tennessee Valley Authority, 88/07/3 1 04pp 
40685,049-46685*194 

“6808290315 Revised monthly operating repts for Apr 1986 for Browns Ferry Nuclear 
Plant. 

* Tennessee Valley Authority 88/04/30, Ip 46805 133-46685*133. 

“8808290317 Revised monthly operating repts for June I960 for Browns Ferry Nuclear 
Plant 

* Tennessee Valloy Authority. 00/06/30. 2pp. 46685:134-46685.135. 

-8808290310 Revised monthly operating repts for Sept 1986 for Browns Ferry Nuclear 
Plant 

RATLIFF.S A , CREAMER.K.L Tennessee Valley Authonty. 86/09/30, 3pp 

46685*136 46685,130 H 

”8808290322 Revised monthly operating repts for Oct 1986 for Browns Ferry Nuclear 
Plant, 

RATLIFF.S A., CREAMER, K.L. Tennessee Valley Authority 06/10/31, 3pp. 

46605.139 46685*141. ^ 

-0008290325 Revised monthly operating repts for Nov 1986 for Browns Ferry Nuclear 
Plant 

RATLIFF.S A Tennessee Valley Authority. 86/11/30 3pp 40605.142-46685 144 

-0000290329 Rovlsed monthly operating repts for Doc 1966 (or Browns Ferry Nuclear 
Plant 

RATLIFF.S.A,, CREAMER, KL, Tennessee Valley Authority. 86/12/31 4pp 

46685.1 45*4 6685. 148. H 

-8808290330 Revised monthly operating repts for Jan 1987 for Browns Ferry Nuclear 
Plant 

RATLIFF.S A., CREAMER, K L. Tennessee Volley Authority 87/01/31. 3pp. 

46685:149-46665:151, K 

“8808290331 Revised monthly operating repts for Feb 1987 for Browns Ferry Nuclear 
Plant. 

RATLIFF.S A , CREAMER, K.L. Tennessee Valley Authority 87/02/28. 3pp 

46605162-46685:164. K 

-0008290332 Revised monthly operating repts for Mar 1907 for Browns Ferry Nuclear 
Plant, 

RATLIFF, S A., CRAWFORD, J D Tennessee Valley Authority. 07/03/31 3pp. 
46605,155-46685:157. 

“6908290334 Revised monthly operating repts for Apr 1987 for Browna Ferry Nuclear 
Plant. 

RATLIFF.S A, CRAWFORD, J.D Tennessee Valley Authority. 87/04/30 3pp. 

46605,158-46685:160, 

-8300290335 Revised monthly operating repts for May 1987 for Browns Ferry Nuclear 
Plant, 

RATLIFF.S, A, CRAWFORD, J.D, Tennessee Valley Authority, 87/05/31. 3pp 

46685:161-46685.163 

“8000290336 Revised monthly operating repts for June 1987 for Browns Ferry Nuclear 
Plant. 

RATLIFF.S A., CRAWFORD, J D, Tennessee Valley Authority, 87/06/30 3pp. 

46005.164-46665*106 

-8006290337 Revised monthly operating repts for Jul 1887 for Browns Ferry Nuclear 
Plant. 

RATLIFF.S A, CRAWFORD.J D. Tennessee Valley Authority. 07/07/31 3pp, 

46665*167-46605:169, 
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-8808200338 Revised monthly operating repls for Aug 1997 for Browns Ferry Nuclear 
Plant 

RATUFF.S A s CRAWFORDJ a Tennessee Valley Authority 87/08/31. 3pp. 
46685 170 46685172 

-8808290339 Revised monthly operating repls tor Sept 1987 for Browns Ferry Nuclear 
Plant 

RATUFF.S A.. CRAWFORD.J 0 Tennessee Valley Authority. 87/09/30 3pp. 

46685 173-46685175. 

-8808290340 Revised monthly operating repls for Oct 1987 for Browns Ferry Nuclear 
Plant 

RATLIFF, S A , CRAWFORD.J D Tennessee Valley Authonty 87/10/31 3pp 

46685 176-46665 170 

“8808290343 Revised monthly operating repls for Nov 1997 for Browns Ferry Nuclear 
Pfant 

RATUFF.S A, CRAWFORD, J.D Tennessee Valley Authonty. B7/11/30 3pp. 

46665 179-46685 161 

“6806290346 Revised monthly operating repts tor Dec 1987 (or Browns Ferry Nuclear 
Plant 

RATUFF.S A „ CRAWFORD.J D, Tennessee Valley Authority, 07/12/31. 4pp> 
46665 162 46665:185 

“8808290347 Revised monthly operating repls ror Jan I960 for Browns Ferry Nuclear 
Pfant 

RATUFF.S A, CRAWFORD.J D Tennessee Valley Authonty. 0B/O1/31. 3pp. 

46685 166-46685188 

“8808290349 Revised monthly operating repTs tor Feb 1988 lor Browns Ferry Nuclear 
Plan! 

RATUFF.S A, CRAWFORD.J D Tennessee Valley Authonty. BB/02/20. 3pp. 

46685.109-46665:191 

“8808290350 Revised monthly operating repts for Mar 1938 for Browns Ferry Nuclear 
Plant 

RATLIFF.SA, CRAWFORD.J D, Tennessee Valley Authonty 88/03/31, 3pp 

46685 192-46685*194 


0009140456 Forwards "Effluent A Waste Oisposal Semiannual Repl.Jan-June 1908" £ 
"Radiological impact Assessment Rept Browns Feny Nuclear Plant.Jan-Juna 1988“ 
GRIDLEY.R. Tennessee Vallay Authonty. 88/08/31, Document Control Branch (Docu- 
ment Control Desk) 2pp. 46796 058-46790.134 

-8809080334 "Effluent & Waste Disposal Semiannual Repl.Jan-June 1966 " 

* Tennessee Valley Authonty B8/06/30 70 pp 46796 060-46796 070 


“8809140470 "Radiological Impact Assessment Rept Browns Ferry Nuclear Plant Jan- 
JunelBBB" 

* Tennessee Valley Authonty. 00/06/30 58pp. 46796.077-46796 134 


8609010312 Forwards weekly schedule of TVA actrrities for wks of B8Q829 & 0906 

&&'09/01 BLACK, $ Ofc of Special Projects 6pp. 

457441 14 8744 1-46 


S. Reportable occurrence*. LERs A related correspondence 

8809010333 Forwards list of currenlly Pnoperabla radioacbve effluent instruments A 
dates for restoration. 

QRtDLEY.R Tennessee Valley Authority. 88/08/25. Document Control Branch (Docu- 
ment Control Desk) 4 pp 4 674 1-204 *46741 *207. 1 

0809070562 LER BB-005-W on 880e03.unlt received spurious low reactor water level 
signals which completed Initiation logic for reactor scram Caused by procedural 
Inadequacies Workplan procedure will be revised W/8B0902 Itr, 1 v 

46767.?0256767 ( 106 P&Etl,G ' G> T^rmes * <H, Val1 ^ Authority. 60/09/02. Spp 


V. Operator Examination* 

“Zu?r:tr /OWMI «**»*« 080323 & 800502- 

M ' 08 ' 23 - WHITE ' SA ' Valley 

f*® 1 ? Reft 50-259/01-88^1 on 880323 4 0502-12 Exam results nine 

ffiu r*S? , f? r 5 ,K f^^!?. r .? peral " s exams ' n,ne 

a! 20^ u'iehifuwSi 6782 35 4 R0CKMAN ' KE - F,9 9 ion «# ol the Oireclor. 88708/ 
’"'SuMe'loNnc aicams a:lm,r,lst0 r«t on 880323, proving 

pomrehnh 2® SE l XSP, nal ® n9SS ° r exam que»ifon$. u 

8fl/03y3 °- BR0CKMAN ' K "•#*» 2. Oto 

aL® ^ S ^7 a 241468l72^ 0 ^ 8a/ ° 8/31 ' WHITE ' SA leasee Valley 
J eeA09/01 . HANNOM.J, NBC- No Detailed 


DOCKET 50*261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8800260340 Revised emergency plan procedures.lncluding Rev 2 to PEP-652, Tmor- 
gency Facilities & Equipment" & Rev 5 to PEP 653, "Performance of Training, Drills A 
Exercises," W/ 880B1B Itr. 

MORROW, M C , JOHNSON, R . MORGAN.R.E. Carolina Power A Light Co 88/06/10 
27pp 46653,319 46653.345, 

6809130229 Forwards Insp Rept 50-261/80*19 on 00071 1-001 0.No violallona Of ifovf* 
allons noted 

VERRELLI.DM Region 2, Ofc of the Director. B8/00/29 UTLEY, E E. Carolina Power 
& Light Co 2pp 46S33:352-46633‘360, 


“8009130232 Infip Rept 50 261/68-19 on 08071 1-0020, No violations notod MflkX 
areas Inspected folJowup on previous Insp Items, oporollonal safoly 
venflcation.physlcalprotecllon, surveillance observation & mafnt obaorvallon, 

GARNER ,L.W., LATTA.R M , FREDRICKSON.P. Region 2, Ofc of tho Dlrootor. 80/00/ 
29 7pp 46033 354-46B33 360, 

8009130159 Forwards Insp Rept 50 261/08-20 on 8G0G01 03.No violations or devi- 
ations noted 

COLLINS.D M Region 2, Ofc of the Director, 80/09/02. UTLEY.E E, Carolina Powoi A 
Light Co, 2pp. 46830 313-46830 332, 


“0809 130 160 Insp Rept 50 261/88*20 on 880801-03 No violations or dovlalloriB 
noted Major areas Inspected observation A evaluation of key omorgoncy A ornnnlifl. 
tlonal functions during partlal-parllclpaiion exercise. Related Info end. 

SARTOR/W M,, DECKER.T Ft Region 2, Ofc of Iho Diroctor 80/08/31 IBoo 
.46830,316-46030 332. 11 ' 


8809220168 Forwards payment of civil ponally In amount of $50.000, por 071113 notice 
of vlolaiion re 1 0CFRSO.App R (fire protection). 

Vp ^4692(Ki 40*469Z& 340 ^ 88/09/09 0fc of Enforcomont {Poal 070413), 

^Projections 1 Plan fmpf0menllng p 'o™duro PEP-301, "Initial Ooso 
JgHNSON.R,, MORGAN.R.E. Carolina Power & Light Co. 00/09/12, 7pp, 46000 001- 


P, Operating license stage documents A correspondence 
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6606260427 Forwards Insp Rept 50*261/88-09 on 990516 20 & notice of violation Enel 
notice inadvertently omitted from Insp Rept 50-261/87*06 sent on 871113 No new 
violations noted. 

JULIAN.C A. Region 2, Ofc of the Director 89/08/12 UTLEY, EE Carolina Power & 
Light Co 2pp. 46656.097-46656.11$. 

-6606260432 Notice of violation from insp on 870309-04 IS.Vlolatfons noted, failure to 
lake prompt corrective action to determine cause of significant conditions adverse to 
quality.ossure correction & preclude repetition oi listed events 
JULIAN, C.A Region 2, Ofc Of the Director 68/00/12. 2pp. 46656:099-46656:100 

-8608260436 Insp Rept 50*261/88*08 on 8B0516-20.No new violations noted. Major 
areas inspected corrective actions for previously identified violations & insp followup 
items, 

DEGRAFF.MI, SHYMLOCK.M B Region 2, Ofc of the Director 88/08/11 15pp. 
46656.101*46656115. 


-8809130160 Insp Rept 50*261/86 20 on 860801*03 No violations or deviations 
noted Major areas inspected observation & evaluation of key emergency & organiza- 
tional functions during partial participation exercise. Related info end, 

SARTOR, W.M., DECKER, T, Ft. Region 2, Ofc of the Director 88/00/31 18pp 
46830.316-46830 332 

8809140422 Forwards response to NRC Bulletin 86*005 & Suppls 1 & 2, “Nonconform 
ing Mall Supplied by Piping Supplies, Ino at Folsom, NJ & West Jersey Manufacturing 
Co at Williamstown.NJ ,r 

MCOUFFIE.M.A Carolina Power & Light Co 08/09/07 Document Control Branch 
(Document Control Desk). 19pp, 46637 233*46637.251, 

8609220158 Forwards payment of civil penalty In amount of $50, 000, per 871113 notice 
of violation re 10CFR50,App R (fire protection). 

UTLEY.E.E. Carolina Power & Light Co 08/09/09. Ofc of Enforcement (Post 870413) 
Ip. 48920 340 46920 340 


8808190195 NRC Info Notice 88 069, “Movable Contact Finger Binding in HFA Relays 
Mfg by QE " Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 88/08/19. 
Consolidated Edison Co, of New York, Inc. 125pp. 46690*054-46690:178. 

8808160451 NRC Info Notice 88*068, "Selpolnt Testing of Pressurizor Safoty Valve 3 W/ 
Filled Loop Seats Using Hydraulic Assisi Devices," Svc list end. 


Filled Loop Seals Using Hydraulic Assisi Devices," Svc list end. 

ROSSl.C.E, Division of Operational Events Assessment (Post 870411), 88/OB/22 
Consolidated EdlBon Co. of New York, Inc, 121pp. 46702,311-46703.070. 


8809070015 Ack receipt of revised 680812 llr Informing NRC of steps taken to correct 
violations noted in Insp Rept 50 261/88-07, 

VERRELLf.D M, Region 2, Ofc of the Director. 88/06/23. UTLEY, E.E. Carolina Power 
& Light Co. Ip. 46788.083-46788:083. 

8808160368 Suppl 1 to NRC Info Notice 88-048, “Licensee Rept of Defective Refur- 
bished Valves. Svc list end 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). B8/08/24. 
Consolidated Edison Co. of New York, Ino, 122pp. 46713'218 46713*219, 

8809070078 Confirms that that Region II will conduct second program review of ALARA 
program during wk of 880919 at slles.per 880815 telconlnfo on end list should bo 
available to insp team at sites by 880829. t „ 

COLLINS, D.M. Region 2, Ofc of the Director, 88/00/24. UTLEY.E E, Carolina Power S 
Light Co. Ip. 48785:369-46763.359. 

8608230112 NRC Into Notice 88 070, "Check Valve Inservice Testing Program Deficien- 
cies.” Svo list end 

ROSSl.C.E Division of Operational Events Assessment (Post 670411), 68/00/29 
Consolidated Edison Co of New York, Inc 120pp. 46713:096-46713:217. 

0809130229 Forwards Insp Rept 60 261/88-19 on 860711 081O.No violations or devi- 
ations noted. 

VERRELU,D M. Region 2, Ofo of the Director. 86/08/29. UTLEY.E E, Carolina Power 
& Light Co, 2pp. 48833*352-40833:360. 

-8809130232 Insp Rept 50 281/88*19 on B8071 1-0620 No violations noted. Major 
areas Inspected, followup on previous insp items, operational safety 

verification, physical protection, surveillance observation & malnt observation. 
GARNER.LW., LATTA.R.M , FREDRICKSON.P. Region 2, Ofc of the Director 88/08/ 
29 7pp. 46033*354 40833.360. 

8809060373 Suppls util 8B0613 response to Insp Rept 60-261/86 01 . Review & subse- 
quent revs to Vol 4 of plant operating manual scheduled to be completed by 891231 
as pari of ongoing procedure enhancement program , ^ u 

MORGAN.R.E. Carolina Power & Light Co. 88/08/31, Document Control Branch (Doc- 
ument Control Desk). Ip. 46763:340-46703.340 

8809140335 Forwards Insp Rept 50*261/88*21 on 86 0001 *05. No violations or devi- 
ations noted. 

HERDTAR Region 2, Ofo of the Director. 88/08/31. UTLEY.E, E, Carolina Power & 
Light Co. 2pp. 46838:198 46038:204. 

-8809140336 Insp Rept 60*261/88*21 on 880609.No violations or deviations 
noted, Major areas inspected IE Bullentin 79-02 re pipe support base plate design 
using concrete expansion anchor bolts & IE Bullentin 79-14 ~ 

CARRION, R.P., BLAKE, J J. Region 2, Ofo of the Director. 08/00/26 5pp. 4BB30 200- 
46838*204. 

8800260492 NRC Info Notice 80-071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 

ROsIlcIe! Division oT Operational Events Assessment (Post B70411). 80/09/01, 
Consolidated Edison Co. of New York, ino. I2tpp. 46712*244-46713.004 

8809090140 Responds to 000616 notice of violation & proposed Imposition of civil pen- 
alty for alleged deficiencies re environ qualification of electrical equipment at 

plant.Violallona Insufficiently significant to merit cfvil penalty. 

UTLEY, E.E. Carolina Power & Light Co. 80/09/01. L1E0ERMAN.J, Ofo of Enforce- 
ment (Post 870413). 36pp. 46813:053-46813:165 

-8809090141 Affidavit of VS Noonan, PA DIBenedetto & RG Lagrange re evolution of 
issue of Instrument loop accuracy, ^ „ , . U1 ~ , 

NOONAN.V.S., DIBENcDETTO.P., LAGRANGE.R G. Carolina Power & Light Co 88/ 
08/29, 19pp 46813:088-46813:106. 

-8809090144 Affidavit of CJ Crane & GJ Toman re Instrument loop accuracy calcula- 

CRANE,C J„ TOMAN, G.J. Carolina Power & Light Co. CRANE.CJ. Main Lino Engi- 
neering Associates 88/08/29, 12pp 46813:107-46813:118 

8808300018 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 

ROS e sl 1 C.E VC DMs?on of Operational Events Assessment (Post 870411). 88/09/02. 
Consolidated Edison Co. of New York, Inc. 122pp. 46726.001-46726:123 


8809130169 Forwards Insp Rept 50*261/88-20 on 880801 -03, No violations or devl- 

COLUNsId^M Region 2, Ofo of the Director, B8/09/02, UTLEY, E.E, Carolina Power & 
Light Co, 2pp. 46830 313-46830.332. 


8609080339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA ” Svc Hat enct. 

ROSSI, CE, Division of Operational Events Assessment (Post 870411). 88/09/14. 
Consolidated Edison Co. of New York, Inc. 122pp 48624.215 46624*336, 

8609230169 Responds to NRC 680608 Itr re violations noted In Insp Rept 60-261/80* 
10 Corrective actionsJurbine redundant overspeed trip sy3 being evaluated to deter- 
mine If sys required & permanent at-powor surveillance test procedure developed. 
DIETZ, CR Carolina Power & Light Co. 68/09/15 Document Control Branch (Docu- 
ment Control Desk), 4pp. 46945:277-46945:280 

8609120197 NRC Info Notice BQ-076, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (PoBt 870411). 88/09/16 
Consolidated Edison Co of New York, Inc. 124pp 46946:133 46946,252 

8809130350 NRC Info Notice 06 076, "Recent Discovery of Phenomenon Not Previous 
iy Considered in Design of Secondary Containment Pressure Control." Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co, of New York, Inc 125pp. 46946:253 46947,013. 


R, Periodic operating reports & related correspondence 

8009060127 "Semiannual Radioactive Effluent Release Repl.JanJuno 1980." W/ 
880820 Itr. 

MORGAN.R.E. Carolina Power & Light Co. 80/06/30. 26pp, 46753 300-48753.325. 

8000140300 Monthly operating rept for Aug 1908 for Robinson Unit 2 W/880909 Itr 
HAYNESWORTH.V, MORGAN ,R E Carolina Power & Light Co. 80/OB/31, 4pp. 
46637.354-46837.357. 

8809140301 Forwards "Personnel Exposure & Monitoring Rept HB Robinson ISFSI.Jan- 
Juno 1086 " Rept for 10Q7 personnel exposures will be submitted by 680930. 
MORGAN.R E. Carolina Power & Light Co. 88/09/06. Document Control Branch (Doc- 
ument Control Desk). Ip. 46840*270-46640,279 

-B&09140317 "Personnel Exposure & Monitoring Rept HB Robinson ISFSI.Jan- Dec 
1986," 

* Carolina Power & Light Co 86/12/31. Ip. 46040*270-46840,276 

6800230216 Submits rept of Individual whole body exposures for FY87Jn compliance w/ 
License SNM-2S02 & 880016 llrSubmiUals RNPD/88-0347 & RNPD/88 034D to be 
supplemented to provide corrected whole body exposure data for License D PR-23 
MORGAN.R.E. Carolina Power & Light Co. eo/OD^IO. Document Control Branch (Doc- 
ument Control Desk). 3pp 4 0 94 5 .001-40945.00 3. 


S, Reportable occurrences, LERs & related correspondence 

8809090098 Partial response to FOIA request for memos re selection of severity levels 
for various violations at nuclear plants. Forwards documents listed in App 
C Documents also available In PDR 

GRIMSLEY.D.H NRC - No Detailed Affiliation Given, 80/00/17. UNNER STALL, K. 
Newman & Hotfclnger 2pp. 40766*272-46766:274 

-8009090109 Discusses selection of Severity Level IV lor 810114 loss of heat l/aclng at 
Robinson 2 Mitigating circumstances listed, 

O'REILLY.J.P Region 2, Ofc of the Director. 01/02/10 THOMPSONS. Director's 
Ofc, Enforcement & Investigation Staff, IE (Pre 820201). 3pp, 46766 276*46766,278. 

8BQ9130130 PNO*l1-86-053.on 060830, licensee commenced orderly shutdown in order 
to facilitate testing of svq water (SW) sys associated w/contalnment fan 
coolers Results of Sw testing last wk indicated negative pressures Addl pump maint 
needed. 

CARROLL, R.E Region 2, Ofc of the Director, 88/09/01. Ip, 46033*350 46833,350. 

8809200103 LER 88-01 7-00 on 88001 2, containment vessel spray Isolation valves ad- 
justed w/o post-malnt testing condition & requlrements.Caused by personnel 
error.Operatlons procedures being revised to require post-malnt lesting,W/8B0909 Itr, 
LEGETTE,F.L,, MORGAN.R.E. Carolina Power & Light Co 68/00/09 6pp. 46800:170- 
46900:174. 

8009190134 LER 88-011 -01 ;on 80051 2,plant experienced automatic turbine trip/raaclor 
trip while surveillance testing of turbine redundant overspeed trip sys (TROTS) was In 
progresa.Caused by 2 out of 3 TROTS logio.W/880913 Itr 

LEGETTE.F.L, MORGAN.R.E, Carolina Power & Light Co. 88/09/13 5pp 46806.001- 
46866,005. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8809120138 Application for amend to License SNM-2502,ral8lnfl Tech Spec 2 4,1 beta 
& gamma contamination on surface of dry shielded canister from current limit to 2,200 
dls/mln/100 cm2 &, raise limit to current limit of 2.200 dls/mln/100 cm2 Fee paid. 
UTLEY.E.E, Carolina Power & Light Co. 00/08/11. ROUSE Division of Industrial & 
Medical Nuclear Safety (Post 870729) 6pp. 46611.315-46812,241. 
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—300$ 120 139 Proposed Tech Specs racing limits in beta & gamma contamination on 
surface of dry shielded canister from current limit to 220,000 dis/msn/100 cm2 4 rais- 
ing alpha limit to 2,200 dis/min/100 cm2 

•Carolina Power & Ughl Co 68/06/11 216pp 46811:32046812 241 

6609060206 Forwards Amend 4 to “ISFSI SAR for HB Robinson Plant ” 

LOFLIN.L! Carolina Power & Light Co, 88/08/15 ROBERTS, J P NRC - No Detailed 
Affiliation Given 4pp 46762 079-46762,103 


-8809120127 Amend 4 to ISFSI SAR 
' Carolina Power & Light Co 88/08/15, 19pp 46762083-46762 103 


8809140453 Notification of 660824 meeting w/ut)l in Rockville, WO to discuss license 
amend application for plant ISFSI 

STURZ.F Fuel Cycle Safety Branch 88/09/09 RQUSE.LC Fuel Cycle Safety 
Branch 3 pp 46837 227-46837 229 


DOCKET 5*263 MONTICELLO NUCLEAR GENERATING PLANT 


-8809010267 Rev 1 to, "Reload Safety Evaluation Methods." 

RIEDEL, CJ , BONNEAU.C, ANDERSON, RO Northern States Power Co. NSPNAD 
8608 R01 85/08/17. tOOpp 46718 037-46710.292 

8808310215 Forwards “Effluent & Waste Disposal Semiannual Rept for Jan-Juno 
1908," Rev 6 (o ", Offsite Dose Calculation Manual,'' amend to effluent & wnaio UIb 
posal semiannual rept for 1987 & Rev 7 to process control program 
FET.F.L Northern States Power Co 85/08/26 Document Control Branch (Document 
Control DeskJ Ip 46724 018-46725.050 

-6B05310222 Rev 6 1o "Monlicelio Nuclear Generating P/ant Offsite Dos© Calculation 
Manual 

PETERSEN, J.B. Northern States Power Co. 80/02/15 340pp 46724.040 40726050 

8809080356 Forwards application for amend to License DPR -2 2, re vising Toch Specs to 
ref lecl adm ini slratrve c h a nges 

MUSOLF.D. Northern States Power Co 88/00/31 Document Control Branch (Docu 
meat Control Desk), Ip. 46768*340 46788356 


F, Security, medical, emergency & fire protection plana 

8808260317 Rev 11 to Emergency Plan Implementing Procedure A 2-101, "Classifica 
Lon of Emergencies” a Rev 19 to list of pages 

HAMMER, FEY.F.L Northern States Power Co 88/08/16 49pp 46653 270 
46653 31 B, 

9508290289 Forwards Safety fnsp Rept 50-263/6914 on 880808-1 2 No violations 
noted 

SHAPE R,W D Region 3, Ofc of the Director. 89/08/24 LARSON, C E. Northern 
States Power Co 2pp 46656 333 46686 345 


-8809080372 Application for amend to License DPR 22, revising Toch Space lo lofloct 
administrative changes, Fee paid 

MUSOLF.D. Northern States Power Co 86/08/31 3pp 48706 34146780 343 

-8009080360 Proposed Tech Specs reflecting administrative changes 
* Northern Slates Power Co. 8B/08/31. 13pp. 46788 344-46700.366. 

8809090022 Advises that Rev 6 updating Montfcello SAR & Rev 12 to oporallon OA 
plan for both plants acceptable, 

WflIGHT.G C Region 3, Ofc of the Director, 88/08/31. LARSON, C.E. Northern Staloo 
Power Co Ip. 46B03 355 46B03.355 


-8808290293 Insp Rept 5*263/00-14 on 580808-12 No violations or deviations 
noted Majjor areas Inspected action on prevxHisfy Identified items.emergency plan 
acUvatrans.LER review & operational status of emergency preparedness program 
SMITH.MJ, PLOSKI,T J , SNELL, W Regran 3, Ofc of the Director 00/08/23 11pp. 
46686 335-46686 345 

8609060040 Forwards response to 880729 Itr re violations noted in Insp of License 
DPR 22 Response withheld (ref 10CFR73) 

LARSON.C E. Northern Stales Power Co. 88/08/26 NORELIUS.C.E. Region 3. Ofc of 
the Director Ip 46753 32*46753 325 

8609070498 Rev 4 to Emergency Plan Implementing Procedure A 2-424, " Emergency 
Operations Facility Count Room Procedures 11 W/88083D fir & list of current pages. 
FEY.F L Northern States Power Co 88/08/30 14pp 40784 251-46754 294 

8809140109 Rev 3 to 870814 application for amend to License DPR 22 re senior reac- 
tor operator license reomremeois for mgt & support staff 

MUSOLF.O. Northern States Power Co 88/0B/31. Office of Nuclear Reactor Regula 
bon, Director (Post 870411) 7pp 45044 063-46844 064 


8609140109 Rev 3 to 870814 application for amend to License DPR-22 ro senior r out: ' 
lor operator license requirements for mgl & support staff. 

MUSOLF.D. Northern States Power Co, 88/08/31. Office of Nuclear Rone lor Ronulii’ 
lion, Director (Post 870411). 7pp. 46644.063-46844 034. 

-8909140117 Proposed Tech Specs Pagea 232,234 & 235 re replacement of Ofgankn 
llonal charts w/appropriate administrative control requirements. 

MUSOLF.D Northern States Power Co BB/08/31. Document Control Branch (Douj 
men! Control Desk). 15pp, 46844 070 46844-084, 


8009200338 Notification of 880922 meeting w/ulU & Science Applications full Corp m 
sile in Monticello.MN to discuss categorization of human engineering dlscrontmclOB A 
schedule for resolving discrepancies, per util DCRDR 

STEFA NO.JJ, Project Directorate IIM BB/09/1Q MDRLEY.T., SNIEAiKJ. 
MIRAGLIA.F. NRC - No Detailed Affiliation Given 2pp 400 18*067-4 691 6.000. 


Q. Inspection reports, IE Buffetlna A correspondence 


— 08991451 17 Proposed Tech Specs Pages 232,234 & 235 re replacement of organiza- 
tional charts w/appr opria te admmis tra live control requirements 
MUSOLF.D. Northern Stales Power Co 86/06/31 Document Control Branch (Docu 
ment Control Desk) 1 5pp, 4 9544 070-46044 004 

8809140442 Advises that 550812 Rev 25 to physical security plan consistent w/provi- 
sons of 10CFR50.54(p) & acceptable. 

MALLETT.BS Region 3, Ofc of the Director 88/00/31 LARSON, CE Northern 
States Power Co Ip 46838.16046538 188. 

Svises that 880512 flav 3 to safeguards contingency plan consistent w/ 
10CFR50 54 (p) & acceptable Ends withheld, 

5 Region 3, Ofc of the Director. 58/08/31 LARSON, CE Northern 
Co Ip 46840 306 4 684 0 308. 


86091 4D446 Ac 

provisions of 
MALLETT.B £ 
States Power 


P Operating license stage documents & correspondence 

6606120294 Genenc Ltr 68-14 to all holders of C 
re instalment air suppEy sys problems affecting 
MtRAGUA.KJ Associate Director for Projects (I 
Edison Co of New York, Inc. 4tpp 470650014 

8609010279 Forwards Rev 1 to 870216 application for amend to License DPR-22 l incor- 
porating addl Into re radiation environ monitoring program sample location & withdraw- 
ing revs to organizational diagram 

MUSOLF.D Northern States Power Co B6/O0/17. Document Control Branch (Docu- 
ment Control Desk) 3pp 46695:342-46695 347 ' 

-8808260094 Rev 1 t© 850216 application for amend to License DPR-22, withdrawing 
rev to organizational charts. A providing addl mro re radiation environ monitoring pro- 
gram sample location a K 

MUSOLF.D. Northern States Power Co 88/08/17 4pp 46695 345 46595 345 


>Ls or CPs for nuclear power reactors 
safety-related equipment Svc list end 
Post 67041 1). 6B/O0/O8. Consolidated 
■7065 000 


suuuzsuna *uppis response to nhc bulletin 85 0D3.Suppl t.ltom (oL Furthor ttwiUU 
adjustments to four of five valves listed In ortcl not required, but further fouling to 
?2!!S£!fPJY? wovQiy a flor Inadverte nt valve mlsposltionlng roqulrod 
URSONAE Northern States Power Co 06/00/12. Ottloe ol Nuclear Roaelor Miigu. 
iatlon, Director (Post 870411). 4pp 46686.037-46086,540, 

NRC Info Notice 80-069, "Movable Conlact Finger Binding In UFA Holrtya 
Mfg by GE" Svc iisl end, M * 

OnriBion Of Operational Events Assessment (Post 070411) 00/00/ If) 
Consolidated Edison Co or Now York, Ino 125pp 46690,05446690,170 

NRC Info Notice 88 060, "Selpolnt Testing of Pressurizor Safety Velvet) W / 
Seals Using Hydraulic Assisi Devices.” Svc list oncl 
ROSSi.c.E. OMslon &f Operational Events Assossmenl (Post 67041 1 ), 00/08/22 
Consolidated Edison Co of New York, Inc, 121pp. 467Q2 , 3 1146703*070 . ' 

^^blshed'val ves^Svc Nalencl lnf ° Nol?C<3 00 ° 40, ,,Ucens00 R °P l Defoolivo Rotor* 
ROSSi.CE. Division of Operallonal Events Assessment (Post 570411), 60/00/24 
Consolidated Edison Co, ofNew York, fnc 122pp 46713,21846713:210, 1 

88 (?oted >289 Forvvafds Safety lns P 50-263/88-14 on 800808-1 2.No vlotollOivs 

SHAFER.WD Region 3. Of C of the Director. 08/08/24 LARSON, C E Northern 
Slates Power Co. 2pp 46686 33346686 345, ' u * 

l ™ P R e P‘ 60 263/00-14 on 880808-12 No violations or dovlniions 
SHIES i?a 0aa lns eec^, action on previously Identified items.omorfloncy ©fan 
SMTH M 1 PI aSEt *1 a n alu t s of e ™ r 9 enc y preparedness program P 

46606*335 46 , 6a6 345 TJ ' SNELL ' Wl Re0lon 3 * °* c of the Director 58/08/23. I Ipp 


-060828009 6 Proposed Tech Specs re radiation environ monitoring program sampling 
locations, 

* Northern Slates Power Co. 85/08/17. 2pp 46695 346 46695:347, 

88 ,?. 8 ?l°? 36 Ra 9 ues,a B? 08 ? 1 request for exemption from 10CFR50,App J, Sectxjn 
III A3 be supplemented w/ccmmilmant of min lest duration of 24 h whenever mass 
point used. 

MUSOLF.D. Northern States Power Co 88/08/23 Document Control Branch frwi». 
ment Control D*sk). 2pp. 46786 32646786327. ' 

aawotOfSS Fwwards add! info re progress in resolving Priority 1 human engineering 
(^crepancies desenbed in licensee itfiMO “DCRDR Summary Rept," per JjStefano 

Saw 1 w.'Te&%S 5 °^™ nt Co " tol <*»• 

Fowa ' d3 Topical Rapt NSPNAMSOB.Rev 1, "Ratoatf Salaly Evalualfon 

MUSOLF.D. Northern Stales Power Co, 88/08/25 Document Control Branch fDnr*. 
nnenl Control Desk) Ip 46718 0364671 B 292. n f ° urancn ^ DociJ 


TAG 87000 Con aWcrod » 
S?4W.4^3“r 3 0a M ' M/0B/26 ' MUS0LF ' D ' M Nolll,orn 8MI0. 

'TO1?es F ^aT< " r re Vl ° ,a,,0n9 n ° Wd ln8 P 

p N< ww 326 al/sS 00, 8B/O0/2S ' N0RELIUS ' &E ' Ro a'°h 3. O ICC, 

8 desrslc IW end ' 5 N ° 1|C<! 80 ■ O7(,, " Cheok Va,v8 lnservice Te8,,n 9 Program Dolldorl. 
ROSSI.C.E. Dfvislon of Operational Events Assessment (Post B704111 nA/cn/on 
Consolidated Edison Co ofNew York, Inc, 123pp 40/13 .09646713-217 ' 1 80/08/2 ® 
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8806300018 NRC Info Nolice 88 072, “Inadequacies In Design of DO Motor-Operated 
Valves." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411) 88/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001-46726,123 

8809140084 Responds to NRC Bulletin 88 008 re thermal dresses in piping connected 
to RCS.Pipe thermal stress analysis showed tremp differences not large enough to 
cause excessive thermal stresses in RCS unisolable piping 

LARSON, C E. Northern States Power Co, 88/09/02 Document Control Branch (Docu- 
ment Control Desk) 3pp. 46840 309 46840 31 1, 

8609150303 Responds to NRC Bulletin 88 005, "Nonconforming Mails Supplied by 

M Supplies, Inc at Folson,NJ & West Jersey Mfg Co at Wilhamstown.NJ Comput- 
database created to track all known procurement via other suppliers 
LARSON, C E. Northern States Power Co 08/09/08. Document Control Branch (Docu- 
ment Control Desk), 8pp, 46850 001-48850.008 

8809080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA 4 Svc list end 
ROSSI.C.E Division of Operational Events Assessment (Post 870411). 00/09/14 
Consolidated Edison Co of Now York, Inc 122pp. 46024 216 46824:336 

8809190216 Informs of completion of requested Action 2 of NRC Bulletin 88 007 re 
power oscillations In BWR. 

LARSON, C.E, Northern States Power Co 88/09/15, Office of Nuclear Reactor Regu- 
lation, Director (Post 870411) 4pp, 46897.301-46897.304. 

8809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list end, 

ROSSI, GE. Division of Operational Events Assessment (Post 870411) 00/09/16 
Consolidated Edison Co. of New York, Inc 124pp 46946 133 46946.252, 

8009260346 Forwards Insp Rapt 50-263/88*16 on 880822-26, No violations noted, 
SHAFER.WD Region 3. Ofc of the Director. 86/09/16 LARSON, CE Northern 
states Power Co 2pp 46957,035 46957:045 

-8809260360 Insp Rept 50-263/88-16 on 880822-26 No violations noted Major areas 
Inspected.plant chemistry organization, mgt controls, training & 

qualifications, QA, confirmatory measurements for In-plant radiochemical analysis, 
JANUSKAA, SCHUMACHER, M C Region 3, Ofc of the Director. 66/09/16 9pp, 
46957.037-46957 045. 

8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSI.C.E Division of Operational Events Assessment (Post 870411), 80/09/19 
Consolidated Edison Co. of New York, Inc. 125pp. 46946 253 46947.013 


R. Periodic operating reports & related correspondence 


0609090048 Advises that 0BO8O9 Rev 6B to emergency plan consistent w/provislons of 
1 0CFR50 54(q) & acc eptablo 

SHAFER.W.D, Region 3, Ofc of the Director. 80/08/31 REED.C. Commonwealth 
Edison Co 2pp 46606.103 46806 194 

6809120223 Rev 2 to QEP 730-T2, "Procedure Distribution Matrix for Emergency Re- 
sponse Manuals" & procedures Index 

* Commonwealth Edison Co 86/08/31 6pp, 46815334-46815 339 

8809130267 Rev 2 to Emergency Plan Implementing Procedures QEP 600 2, "Equip- 
ment Inventory " 

* Commonwealth Edison Co 88/08/31 20pp, 46830.152-46830 171 

6B09 130284 Revised emergency plan Implementing procedures, Including Rev 5 to QEP 
140 O, "Security Director & Rev 2 to QEP 140-SI, "Security Director Alert Checklist" 

4 Commonwealth Edison Co, 68/08/31. 7pp, 46830 296-46B36 303 


P, Operating license stage documents & correspondence 

8808120294 Generic Ltf B8-14 to all holders of QLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equipment. Svc list end 
MIRAGLIA,F J. Associate Director for Projects (Post 870411) 08/08/08, Consolidated 
Edison Co of New York, Inc. 4lpp 47065 001-47065.006. 

8809120091 Final response to FOIA request for documents Forwards documents listed 
In App A Documents also available In PDR, App B documenls totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FQlA Exemplson 5) 
GRIMSLEY.DH. NRC - No Detailed Affiliation Given 68/06/17. CONNOR, L. Doc* 
Soarch Associates 5pp 46770 060*46770.009. 

-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul Nov 1 965. 

AXELRAD.J A. Enforcement Staff, IE (Pre 870413) 86/12/13 BLAHA.J L Program 
Support & Analysis Staff, IE (Pro 370413) 13pp 46770,21 1-46770 223. 

8B090 10348 Advises that 860707 Rev 51 to QA Topical Rept CE-1-A satisfies 
10CFR60,App B requirements & acceptable. 

WRIGHT.GC Region 3, Ofc of the Director 88/08/19 REED.C. Commonwealth 
Edison Co. 2pp. 46742 071-46742.072. 

8809070461 Describes revised plan for encapsulation of chemical decontamination 
waste Ilner.Uner 14-170 will be properly transported in CNS 14-190H cask to burial 
site where encapsulation performed 

JOHNSON, I.M Commonwealth Edison Co 88/00/25 MURLEY.T.E Office of Nuclear 
Reactor Regulation, Diractor (Post 070411) 2pp 46772 010-46772.019 


8808310215 Forwards "Effluent & Waste Disposal Semiannual Rept for Jan June 
1988" Rev 6 to " .Offsite Dose Calculation Manual,” amend to effluent & waste dis- 
posal semiannual rept for 1987 & Rev 7 to process control program. 

FEY.F.L. Northern States Power Co 88/08/26 Document Control Branch (Document 
Control Desk). Ip 46724:018 46725.050 


8609140087 Forwards final "Rept on Potential Drywell Steel Degradation at Sand 
Pocket at Dresden Uml3 2 & 3 & Quad Cities 1 & 2," In response to Generic Llr 87- 
05. 

MORGAN.W E Commonwealth Edison Co 08/09/06. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411) Ip. 46042*043 40842:128. 


-8608310216 "Effluent & Waste Disposal Semiannual Rept for Jan June 1080, " 

* Northern States Power Co. 88/06/30. 17pp. 46724 019 46724:035. 

-8809070525 "Amend to Montlcello Effluent & Waste Disposal Semiannual Rept for 
Second Half of 1987, 1 ' 

* Northern Slates Power Co 07/12/31 4pp 46724.036-46724.039 

-8808310222 Rev 6 to "Montlcello Nuclear Generating Plant Offsite Dose Calculation 
Manual. 

PETERSEN, J.B. Northern States Power Co 08/02/16 340pp, 46724 040-46725.050 

0809220005 Monthly operating rept for Aug 1988 for Monticello Nuclear Generating 
PJant.W/880913 llr, 

MYRABO.A.L,, MUSOLF.D Northern Stales Power Co. BQ/08/31. 5pp. 46925.324- 
46926:328 


V. Operator Examinations 

6809140109 Rev 3 to 870814 application for amend to License DPR-22 re senior reac- 
tor operator license requirements for mgt & support staff, 

MUSOLF.D. Northern States Power Co 88/08/31 . Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 7pp 46844.063-46844 084. 

-8809140117 Proposed Tech Specs Pages 232,234 & 235 re replacement of organiza- 
tional charts w/approprlate administrative control requirements 
MUSOLF,D Northern States Power Co 86/00/31. Document Control Branch (Docu- 
ment Control Desk) 15pp, 46844.070-46844 084. 


DOCKET 60-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 


8809080272 Forwards response to allegations re security activities noted In NRC 
880615 ltf Enel withheld. t ^ ^ 

BLISS, H E. Commonwealth Edison Co. 88/08/10. DAVIS.A.B. Region 3, Ofc of the Di- 
rector. Ip. 46792.339*46792 , 339. 


8809090046 Forwards response to ^allegations re security ectlvitles,per NRC 880715 

request. F 

BLISS V 

rector ’ 1 p74 6799. 173*46799,1 73. 


isl, Response withheld (ref 10CFR2 790). 

S,H E. Commonwealth Edison Co. 88/08/19. DAVIS, A B Region 3, Ofc of Ihe Di- 


6809010127 Confirms G Shear site visit on 880906 re emergency response facilities per 
880816 telcon between P Sklermont & G Shear. Outline of areas for review end 
SHAFER, WD Region 3, Ofc of the Director. 88/08/24, REED,C. Commonwealth 
Edison Co. 3pp 46721:359-46721.361, 


8808300220 Rev 7b to Pages 6*11 & OCA 6-5 to "Quad Cltle 9 Annex Changes," 
# Commonwealth Edison Co. 8B/0B/31 5pp. 46703:224-46703,228 


-0009140090 "Rept on Potential for Drywell Steel Degradation at Sand Pocket Dresden 
Units 2 & 3 & Quad Cities Units 1 & 2 " 

* Commonwealth Edison Co, 90/08/31. 84pp 46842*044-46842 128. 

8809150338 Forwards oddl Info ro flued head assessment programmer 880802 request, 
JOHNSON, I M. Commonweal lh Edison Co 88/09/07. MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 870411). 9pp. 46091’1O1-46891 , 1OB, 

88092900B5 Forwards Rev 52 to Topical Rept CE-1-A, "Commonwealth Edison Co QA 
Program for Nuclear Generating Stations," Rev made to change PACS part of charts 
& consolidate PACS organization chart to reflect new organization. 

MORGAN.W.E, Commonweal lh Edison Co 08/09/13 Document Control Branch 
(Document Control Desk), Ip 46909*322-46999.336. 

-0010050335 Rav 62 to "Commonwealth Edison Co QA Program for Nuclear Generat- 
ing Stations 11 

SHEVVSKI.W, Commonwealth Edison Co CE-1-A R52. 88/09/13, 12pp 46099*323 
46999:336 


Q. Inspection reports, IE Bulletins & correspondence 

8008300195 Responds to NRC 9B0621 Itr re violations noted In Insp Rapts 60-254/88 
10 & 60-265/88*11, Extensive review of personnel records showed that 25% rule not 
applied In certification of any NDE examiners, Adherence to ASME Coda requirements 
met 

8LISS.H E, Commonwealth Edison Co. 88/08/15 DAVIS, A B, Region 3, Ofc of the Di- 
rector, 4pp, 46698*288-46998:291 

6008260010 Confirms plan9 for 880826 enforcement conference In Glen Ellyn, IL to dis- 
cuss proper verification of component (MCC 28/29 5) after installation & periodically 
thereafter 

GREENMAN.E.G, Region 3, Ofc of the Director. 08/08/18 REED.C. Commonwealth 
Edison Co, Ip 46656 048 40658.046, 

8808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE," Svc list end. 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411), 88/08/19 
Consolidated Edison Co, of New York, Inc. 125pp, 46690 054 46690.178. 

8608160451 NRC Info Notice 88-066, "Setpoint Testing of Press urizer Safety Valves W/ 
Riled Loop Seals Using Hydraulic Assist Devices." Svc list end, 

ROSSLC.E, Division of Operational Events Assessment (Post 870411). 88/08/22. 
Consolidated Edison Co. of New York, Inc. 121pp 46702,311*46703.070 

8608180368 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves. ,r Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411). 88/08/24 
Consolidated Edison Co. of Now York, Inc. I22pp 46713.218*46713:219 
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88Q$29029& Forwards Safety Snsp Repts 50*254/88*15 & 50-265/86-15 on 880605- 
0B06 & notice of violation 

GREENMAN.E.G Region 3, Ofc of the Director B8/08/24 REED.C Commonwealth 
Edison Co 2pp 48686313*46586 330 


-8608290301 Notice of violation from Insp on 880605-0805 Violation noted temporary 
procedure change notice sheets not properly disseminated to document procedure 
changes. 

GREENMAN.EG Region 3, Ofc of the Director 88/08/24 Ip 46686 315 46686 315. 

-6600290302 Insp Repts 50*254/88-15 & 50 205/88 15 on 880605-0606 No violations 
noted Major areas inspected resident insp or opera boas, maint.surve&lt a nce.LER 
review.coutine repts, temporary Instructions & radiation control 
RING.M A Region 3, Ofc of the Director 88/08/23 t5pp 46685 316-46666 330 

8808310030 Forwards Exam Repl 50-254/01*86 01 for exams administered on 680718 
22 

WRIGHT, GC Region. 3, Ofc of the Director 88/08/25 REED.C Commonwealth 
Edison Co 2pp 46777 1 10 46777 240 


-88083 10C40 Exam Rept 50-254/01-68-01 on 880719*22 Exam results all candidates 
passed written exams One reactor operator & five senior reactor operators passed 
oral exams 

KING.M Region 3, Ofc of the Director. 88/08/25. 129pp. 46777,11 2-467 77-240. 


8608230112 NRC fnfo Notice 88 070, “Check Valve I nservice Testing Program Deflcien- 
cios." Svc list encl 

RQSSJ.C.E, Dtvision of Operational Events Assessment (Post 870411) 88/08/26 
Consolidated Edison Co. ol New York, Inc 123pp, 46713 095-49713 217 

8808260492 NRC Info Notice 88-071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Altnbuted to 
That Evenr Svc list end 

ROSSI ,C E Division of Operational Events Assessment {Post 670411). 86/09/01, 
Consolidated Edison Co. of New York, Inc 121pp. 46712 244-46713 004. 

8808300016 NRC Info Notice 88-072, “Inadequacies In Design of DC Motor-Ope rated 
Valves' 1 Svc fist end. r 

ROSSt.CE. Division of Operational Events Assessment (Post 870411) 86/09/02 
Consolidated Edison Co of New York, Inc 122pp. 4 6726 001 -46726,1 23. 


8SQ91S0223 Responds to NRC Bulletin 88-005 & Suppls 1 & 2 re Piping Supplies.lnc & 
West Jersey Mfg Co malls complying w/ASME Code requirements Itemized list of 
components received encl 

MORGAN, W.E. Commonwealth Edison Co 88/09/09 Document Control Branch 
(Document Control Desk) 31pp 46857.021-46857 051. 


8809190400 EN-&S*073on 880915, notice of vtofatfon & proposed imposition of civil pen- 
alty wilt bo issued.based on Inability ol shared diesel to respond for approx 2 months 


& operating ungrounded 125-volt dc battery sys as grounded 
LUEHMAN.J. LIEBERMAN.J Ofc ol Enforcement (Pen 


46899 247-46899 247. 


(Post 670413), 88/09/12 Ip 


8809080339 NRC Info Notice 88-074, 1 'Potentially Inadequate Performance of ECCS In 
PWRs Dunng Recirculation Operation Following LOCA/ 7 Svc list encl 
ROSSI, CE. Division or Operational Events Assessment (Post 870411) 68/09/14 
Consolidated Edison Co of New York, Inc. 122pp. 46624 215 46624 336 

8 n c 0 " 0 '** 1 Pa9 0 8 for Insp Repts 50-254/88-15 & 50-265/68-15 
ORE ENMAN.EG, Region 3. Ofc of the Director. 86/09/14 REED.C, Common wealth 
Edison Co. Ip. 4S950 238-46850.242, 

-8809280266 Reeled Pages 13 & 14 to fnsp Repts 50-254/88-15 & 50-265/68-15, 
Region 3, Ofc of the Director 88/09/14. 4pp. 40^50 239-46950 242 

Edfeon'co 68 

-M?”®® 3 * 0 Noll =? ol wlafcn a proposed Imposition ol civil penalty In amounl ol s 

d / s,t)pl conUo1 pf0sram did nal aaBure th «t 
design basis correctly translated Into drawings. 

DAVISAB Region 3, Oic of the Director. 88/09/15 5pp 46913,322-46913.345 

8809226243 Responds to NRC Bulletin 88-007 did 880615 per request that holders of 
OLs ensure that adequate operating procedures 4 Instrumentation available re pre- 
vention of uncontrolled pow er oscillations dunng BWFI operation 
MORGAN, WE. Commonwealth Edison Co §8/09/15 Document Control Branch 
(Document Control Desk) Itpp 46927.198 46927:208 " 01 b 

?|j, e nTiS in f' v1oa l88Un S «™ ams WwWW by NRG as result ol 

86/ °^ 5 ' REED ' C - Co-nmonWlh 

$609280351 Forwards Enforcement Conference Reel 50-265/68*24 nn ftftnA^n 
-0009200352 Insp Rept 50-265/88-24 on 880826.No violations noted Mator areas 

&S53% 01 eo ~ 1 B&35 

RING.MA Region 3, Ofc of the Director. 88/09/14. 22pp. 46957 245-46957.266 

^ & oi &assl Qwwa10r 0u ' put areu » 

ssasSd'ssK^i ««» 


C^SdaW-E^ &. 

M f?.?to?waSn?i 8 «i Sa,e ' y ln4p RepU 60 ' 2M/8S - 25 4 60-265/08-26 or, eeowx 
«£^'^-.?6l^27M C B95?!2^ 88/09/20 REED - C - Commanwaal. 


-8809260302 Insp Repts 50 254/88-25 & 50-265/88-20 on 880908-14, No violations 
noted Major areas inspected licensee written practice for nondestructive oxnm pertain 
ina to 25% rule desenbed in SNT-TC-1A. 

SCHAPKER.J F. Region 3, Ofc of the Director 80/09/20. 6pp. 46957.200 40057,205, 


R, Periodic operating reports & related correspondence 


8809010081 “Effluent & Waste Disposal Semiannual Rept for Jan-Jun 1008“ W/ 
080620 Itr. 

WOTEN2A.R A , 8AX.R.L Commonwealth Edison Co 66/06/30 14pp. 40743107* 
46743 120. ' 


ROBEY.FI a Commonwealth Edison Co 88/00/31 Office of Nuclear Reactor llonula 
lion, Director (Post 87041 1) 19pp 46895.265-46895.283 


8809^00289 ^Monthly operating repis for Aug I960 for Quad-CIliea Nuclear Station (Jnita 

OEELSNYDER.L , ROBEY.R A Commonwealth Edison Co. 88/00/01. 23pi> 
46S09 339-46909.361. W 


V. Operator Examinations 

8B08410030 Forwards Exam Rept 50-254/OL-88-01 for exoma admlnlstorod on 000710- 

WRIGHT, G.C. Region 3, Ofc of the Director 08/08/26. REED.C, CommonwoMlh 
Edison Co 2pp 46777 110 46777:240. 

-8808310040 Exam Rept 5O-254/OL-80 01 on 800719-22 Exam rosutts.nll c<W<Jktalo» 
paa^wnWen 6xamsOfl0 feac,or °P eral 0' r & live senior reactor operators pmmod 

tJ W ' ' J0F| DAN,M J Region 3, Ofc of the Director 08/00/26, 129pr> 
46/77: 112-40777.240. 


F. Security, medical, emergency & fire protection plans 

8809020284 Forwards public version of revised emergency plan ImnlomonlirKv 

K?Pip J 7 0 ? l i nC )>Ai nf V c 12 A*' "Technical Support Ctr Activation'^ & Rov 1? 
0 ,K- 3 U ’ Airborne Sampling & Direct .“W/80OB31 reloaeo momo. 

Documom Con,ro1 l3 ' nne,, ,t)ocu - 

Sampling & Direct Dose Rate Survey Guidelines,'' J ’ 1 ’ /v,uo,n< * 

Wisconsin Electric Power Co. 86/08/15. 38pp 46745:231. 46745’280. 

P, Operating license stage documents & correspondence 

"StSSXi G t 0n ? nc L, V S8 ' 14 to fll1 holders of OLa or CPs for nudoar power roAdwa 

'^SSSaSSSSSS^ 

teo f W ,p W W S »fr C °- ® 1 W.S.A.B. Region 3, OIo o, 

8 \i?eK(5^a'a r ^ ual Monito,in9 Ra P'- Ja "- J “" a 1006" 4 Rov a lo OH. 

Docu ™o> Conlfol B, final i (Doc. 

" 88 Wtei™!£ ?? v ? t0 n" 0,,8i !S 0038 Caiculatlon Manual." 

Wisconsin Elaclnc Power Co. bb/ 02/29. 13Bpp. 46723-1 66-46723:285. 

4 DPR ^- conalsUnn olTach 
FAV.C.W, Wisconsin ElecWc Power m/oa/m ®n povvor p ,°i kfn P ^ciofaToa paw 
me nl Control ^^mMS^mowor 28, DooumB ''l Carrol Branch (Docu 

Point Beach Nuclear Ran^UnSe i°i 2 n ° rsasat * paal(i,1 9 Factors & Fuol UporacJo ol 
• Wisconsin Electric Power Co 88/00/31. 22pp. 46000:308 46800:320. 

,,8 vwwo^Elocifi^poIwCo,^6/be/a”3e^VMooSM- r 70^M/ oakln ^ ** C,<H * 

wovlslonsd < U) S CFR50E4?a) 6 & 3 10CFR50 V App^4ac r ce r 1 n h| S8Cll0n 1-0 con,l,lont w/ 

ssa?*, KA&aSK' aw®. 



man. C^niroT oS* ^SWSOSS. 

^ 0 (IUl^Qmsnls PfOPOSOC, Tech Sp8C8 15 - 3 -8'Piovldlng more spoclfio & proclsa rofuolro 
1 Wisconsin Elactrlo Power Co. 86/09/09. Spp. 46928:203-46928:207. 
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8809220044 Advises that insufficient data exists to demonstrate that leak chase chan 
nel sys can be qualified as Integral part of containment liner plate, Comparison w/ 
ASME Boiler & Pressure Vessel Code, Section III suggested 
SWENSON.WH Project Directorate 1114 88/09/1 S FAY.C.W Wisconsin Electric 
Power Co 2pp, 46928.141*46928.142, 


Q. Inspection reports, IE Bulletins & correspondence 


8808190195 NflC Info Notice 88 089, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE" Svo list end, 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/00/19 
Consolidated Edison Co Of New York, Inc 125pp 46690,054-46600,178, 

8800160451 NRC Info Notice 88 088, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end, 

ROSSI, C E Division of operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co. of Now York, Inc 121pp. 46702 311-46703-070 

8806180368 Suppl 1 to NRC Info Notice 88-048, "Licensee Rept of Defectrve Refur- 
bished Valves. Svc Hat end 

ROSS1.C.E, Division of Operational Events Assessment (Post 870411), 88/08/24. 
Consolidated Edison Co. of New York, Ino. 122pp. 46713:210 46713.219, 


8BQ8230112 NflC Info Notice 80 070, "Check Valve Insen/lce Testing Program Deficien- 
cies " Svc list end. 

ROSSl.C.E. Division of Operational Evonls Assessment (Post 870411) 80/08/29 
Consolidated Edison Co, of New York, Inc. 123pp. 46713 095 46713,217, 


8806260492 NRC Info Nolice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1000 & Request for Collection of Licenses Radioactivity Measurements Attributed to 
That Event * Svc list oncl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 070411) 88/09/01 
Consolidated Edison Co. of New York, Inc. 121 pp 48712-244*46713.004. 


8808300018 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Operated 
Valves." Svo list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/09/02, 
Consolidated Edison Co. of Now York, tnc, 122pp 46720 001-46726,123. 


8B09 120160 Responds lo IE Bulletin 68 005 & Suppl 1, "Nonconforming Mails Supplied 
by Piping Suppliesdno." Attached listing consists ol malls supplied by contractor & re 
suits of testing & disposition of mall ^ 

FAY.C W. Wisconsin Electric Power Co. 80/09/07. Document Control Branch (Docu- 
ment Control Desk). 4pp, 40813.16O-46Q13'163. 


8609190301 Submits suppl response lo IE Bulletin B0 04 re main steam line break 
scenario Concludes core damage would not occur lor accident in present cycles ol 
op oral Ion. 

FAV.C.W. Wisconsin Electric Power Co. 06/00/07 Document Control Branch (Docu 
monl Control Desk). 4pp, 46806-024 48090.027. 


8809140439 Forwards Safety Insp Ropts 60-266/88-18 & 50-301/88-16 on 880816- 

HARRISON JJ? Region 3, Ofo of the Director. 88/09/08, FAY,CW, Wisconsin Electrio 
Power Co. 2pp. 4603B:21O-46O38'223. 


-8809140441 Insp Ropts 50-266/00-18 & 50-301/88-16 on 80001 5-1 9.No violations 
nolod.MaJor areas Inapected.activltlos w/respect to NRC Bulletin 85 003 & Suppl 1, 
"Motor Operalad Valve Common Mode Failures During Plant Transtents Due to 
HUBER.M.P., SMITH.J.F., DANIELSON.D.H. Region 3, Ofc of the Director. 88/09/08 
12pp, 46838-21 2-46038:223. 

8809000339 NRC Info Notice 00 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " s t v c list end. 

ROSSI, C.E. Division of Operational Evonts Assessment (Posl 870411). 00/09/14. 
Consolidated Edison Co. of New York, Ino 122pp. 46824,215 46824 338 


8809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svo list end. . 

ROSSl.C.E; Division of Operational Evonts Assessment ^ 88/09/1 6 ' 

Consolidated Edison Co. of Now York, Inc. 124pp 46946:133*46946.252 


0009130350 NRC Info Notice 88*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control. Svo list end. 
ROSSl.C.E. Division of Operational Evonls Assessment (Post 870411). 08/09/19 
Consolidated Edison Co. of New York, Inc. 126pp. 46946-253 46947.013, 


R, Periodic operating reports & related correspondence 


8808310145 Forwards "Semiannual Monitoring Repl,Jan-June 1988" & Rev 2 to ‘Off- 

FAY C°W. Wisconsin El eclrlc Power Co B8/O0/23. Document Control Branch (Docu- 
ment Control Desk). ip 46723:137-46723:286. 


-8808310161 "Semiannual 

* Wisconsin Electric Power Co. 88/06/30, 17pp 46723.1 SB 


46723-164. 


so Rev 2 to "Offsite Dose Calculation Manual." 

* Wisconsin Eleotrlo power Co. 80/02/29. 130PP 48723:155-46723-285, 

0809140248 Monthly operating repla for Aug 1988 for Point Beach Nuclear Plant Units 1 

Kf?AKsE^C?W^/FAY,C.W. Wisconsin Electric Power Co. 88/08/31 lOpp 46840-316- 
46840:325. 


S. Reportable occurrence!, LERe * related correspondence 

S€S.&w«“ “ *"* 


8809140390 LER 88 008-00 on 880812,di5covered lhat contmued addition of feedwater 
while main feedwater pumps discharge valves cycle shut would result in exceeding 
containment design pressure Caused by design inadequacy. W/88091 2 Itr 
FAY.CW Wisconsin Electric Power Co 88/09/12 8pp 46842 022-46842 029 

8809200123 LER 88-OO7*G0.on 88081 9,suspectod safety injection (SI) block circuitry 
design deficiency revealed potential SI inoperability Design changed to separate SI 
block by train & installation planned on nexl refueling outage W/880916 Itr 
FAY.CW Wisconsin Electric Power Co 88/09/16 7pp 46900 080 46900086 


V. Operator Examinations 


8B09 140145 Forwards proposed operator licensing & requahficalion exam schedule 
format in response to NRC request for estimates of needed operator licensing exams 
per Generic Ltr 88*13 

BRUNO, R J , ZACH.J J Wisconsin Electnc Power Co 88/09/06. HANNON, J Opera- 
tor Licensing Branch 3pp 46837.259 46837,261 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


8B09070265 Forwards Insp Rept 50-267/88-16 on 880701-31, No violations or devi- 
ations noted. 

CALLAN.L J Region 4, Ofc of the Director. 88/0B/29 WILLIAM$,R O Public Service 
Co, of Colorado 2pp 46703-347-46763*358 

-8009070274 Insp Repl 50-267/8B-16 on 8B07O1-31 No violations or deviations 
noted Major areas Inspected operational safety venficallon.LER review, monthly mainl 
observation.monlhly surveillance & monthly security observation, 

FARRELL, R.E., MICHAUD, P.W , WESTERMAN.T F Region 4, Ofc of the Director 88/ 
08/26 I0pp 46703 349*46783 358, 

80O913OO5O Concurs w/util 880818 Itr that requirements for 4-h rating unnecessary & 
potentially difficult to implement Util commitment lo 3-h fire rating for 
structure, doors, frames & hardware acceptable 

HE1TNER.K.L. Project Directorate IV 88/09/02. WILUAMS.R O Public Service Co of 
Colorado. 4pp, 46039 175*46839-178 

8009160314 Summary of 880831 meeting w/ulil re fire protection issues at 
plant.Meetmg attendees end. 

HEITNER.KL Project Directorate IV, 88/09/09 CALVO.J A Project Directorate IV 
13pp. 46894 331-46894.343, 

0809200075 Forwards Insp Repl 50-267/88-19 on 060810-11 No violations or devi- 
ations noted 

CALLAN.L J Region 4, Ofc of the Director 68/09/13 WILLIAMS, RO Public Service 
Co of Colorado. 2pp 46905*295 46905 297 

“8009200078 Partially withheld Insp Rept 5O-267/0B-19 on 880810 11 (ref 
10CFR73.21) No violations or deviations noted Major areas Inspected licensee safe- 
guards contingency plan Implementation & physical protection of safeguards into 
EARNEST.A B , EVERETT\R J Region 4, Ofc of the Director. 88/08/30. Ip, 
46905.297-46905-297 


P. Operating license stage documents 4 correspondence 

8800120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGL1A.F J. Associate Director for Projects (Post 870411). 88/08/06 Consolidated 
Edison Co of New York, Inc 41pp. 47065,001*47065 006 

8809190193 "Fort St Vraln Initial Approach to Power (B-Serles)," Intenm Repl 48 for 
period ending 880800 W/0BO91 5 Itr 

FULLER, C,H, Public Service Co. of Colorado 88/08/08 3pp. 46898.350 46898 352 

6609120091 Final response to FOIA request for documents. Forwards documents listed 
In App A. Document s also available in RDR, App B documents totally withheld {ref 
FOIA Exemption 5), App C documents partially withheld (ret FOIA Exemption 5) 
GRIMSLEY.DH NRC - No Detailed Affiliation Given 88/08/17, CONNOR.L Doc- 
Search Associates, 5pp 46770,060 46770 089 

“6809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1905 m „ 

AXELRAD.JA Enforcement Staff, IE (Pre 870413). 86/12/13 BLAHA.JL Program 
Support & Analysis Staff, IE (Pre 070413). 13pp 46770 211*46770 223 

6009160206 Forwards "PCRV Tendon interim Surveillance Rept " 

WAREMBOURG.D.W, Public Service Co of Colorado 68/00/19 CALVO.J.A. Project 
Directorate IV 2pp. 46805.265 46885.304 

“8809160206 Forwards "PCRV Tendon Interim Surveillance Rept," did Jul 1989, 

WARE MBOURG,D,W. Public Service Co, of Colorado. 88/07/20 CALVO.J A Stand- 
ardization & Non-Power Reactor Project Directorate 9pp. 46885*267-46885 304. 

“6809160212 "PCRV Tendon Interim Surveillance Repl." W/four oversize drawings 
* Public Service Co. of Colorado. 88/08/31, 29pp. 46885.276-46885 304 

8608310087 Requests extension to respond lo NRC 880624 itr re role of operators In 
mitigating high energy line breaks until temp profile issue adequately completed 
WILLIAMS, RO, Public Service Co, of Colorado 88/08/22 Document Control Branch 
(Document Control Desk), Ip, 46717.359-46717,359. 

8809020092 Requests plant configuration be reviewed for possible Impact of prolonged 
low power operation on reliability of check valves . . , . ^ _ L11 „ „ _ . 

HEITNER.K.L. Project Directorate IV 88/08/25. WILLIAMS.R.O, Public Service Co. of 
Colorado. 4pp 46745.194-40745:197. 
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8809130004 Requests add! info re Rev 7 to schedule commitment items on PCRV 
tendon suiveallance Involving provision of schedule for conducting evaluation within 45 

days for PCRV tendon degradation. „ ^ ^ „ 

HEITNER.K L Project Directorate IV. 69/03/30, WILLIAMS.R O, Public Service Co. ot 
Colorado 7pp. 46030 236 46830 Z44 

6609070465 Discusses how util resolved issues associated w/QAL parts Issue for WRC 
info as committed in 880512 Itr Attachment 1 documents results of util actions dis 

cussed in Attachment 2 of 860512 lir. , „ . , _ 

WILLIAMS.R O- Public Service Co of Colorado 88/05/31. Oocument Control Branch 
{Document Control Desk) 8pp 46781.147-46781.1 54, 

6609160213 Forwards schedule tor completion of action items addressed in util 680620 
jtr re plant protective sys setpoint reevaluation 

BREY,H,L, Public Service Co of Colorado 89/09/02 CALVO.JA Project Directorate 
IV 4pp 48848,213 46848 216 

B609230027 Forwards Amend 63 to License DPR-34 & safety evaluation Amend 
changes Tech Spec Section 7 re administrative control 

HElTNEFI.K L, Project Directorate IV. 68/09/15. WILLIAMS.R O, Public Service Co. of 
Colorado 3pp. 46942024 46942 044 

-8809230030 Amend 63 to License DPR-34, changing Tech Spec Section 7 re adminis- 
trative controls 

CALVO.J A ProjectDirectoratelV.ee/09/16 I4pp 46942 027-46942 040 

-8809230032 Safety evaluation supporting Amend 63 to License DPR-34. 

* Office of Nuclear Reactor Regulation. Director (Post 870411) 68/09/15. 4pp. 
46942041-48942 044 

6609230055 Forwards correct version of Enel 1 1o 880830 lir.correctlng facility schedule 

R^TtN E fL kV^PtoJ e c t Directorate IV. 88/09/15 WILLIAMS.R.O. Public Service Co of 
Colorado 6pp. 46932 270 46932 275 

0609230131 Forwards Amend 64 to License DPR 34 & safety evaluation Amend 
changes Tech Specs for plant DC power sya & allows for future changes to station 

HBTNER.K L Project Directorate IV. 88/09/15 WILLIAMS.R O Public Service Co of 
Colorado, 3pp. 46943 200 46943 21 1 

-8809230138 Amend 64 to License DPR 34, c hanging Tech Specs for plant DC power 
sys & allowing for future changes to slation batteries 
CALVO.J A Project Directorate IV. 56/09/15 6pp 46943.203 46943 208 


-9809230141 Safety evaluation supporting Amend 64 
' ‘ irectorate IV. 56/09/16 3pp 48943 209- 


64 to License DPR-34 
46843*21 1 


Project Directorate l 

0809270045 Forwards Info an assessment or station battery load profile & Interim re- 
sponse to loss ot ac power event Util position that svc demand on batteries need only 
satisfy 1 h load profile described In original FSAR* 

WILLIAMS, RO. Public Service Co. of Colorado 08/09/19 Document Control Branch 
(Document Control Desk). 6pp 46970:147-46970,152 


Q. Inspection reports, IE Bulletins & correspondence 


0090290255 Responds to NRC 880706 Hr re deviations noted in fnsp Rept 50-267/88* 
12 Corrective ections.new quarterly preventive maint item will be created to periodical- 
ly monitor & correlate flow readings of FIC-1 1295 

WILLIAMS.R O Public Service Co of Colorado 88/08/11. Document Control Branch 
(Document Control Desk), 7pp 46686 013 46966 010 


0098280042 Requests concurrence w/ulil proposal t-o revise FSAR Section B.5.19 0 to 
explicitly exempt records ctr from recommended 4 h min rating & Class A 
designation^ order to resolve deviation noted In l-nsp Rept 50-267/85-16 
WILLIAMS.R O Public Service Co of Colorado B9/08/18 Document Control Branch 
(Document Control Desk) 8pp. 46653 194 46653*201. 


0008190195 NRG Info Notice 88 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE." Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/00/19 
Consolidated Edison Co. of New York, Inc. 125pp 46690 054 46690,178 


0000160451 NRG Info Notice 88-068, ,J SelpoJnl Testing of Prassurfzer Safety Valves W/ 
Filled Loo-p Seals Using Hydraulic Assist Devices." Svc list end. 

ROSSLCE. Division of Operational Events Assessment (Post 070411) 88/00/22 
Consolidated Edison Co, of New York, Ino 1 21 pp, 46702 31 1-46703 070 


0000300271 Ack receipt of 88070B Hr Informing NRC of steps taken lo correct violations 
rioted tn Insp Rept SO 267/66 10 

C ALLAN, L J Region 4, Ofc ot the Director. 88/08/23 WILLIAMS.R.O. Public Service 
Co. of Colorado Ip 40777 092 46777 092 


0006300297 Ack receipt of 880617 Itr informing NRC of steps laken to correct violations 
noted tn Insp Rept 50 267/88-07. 

CALLAN.LJ, Region 4. Ofc of the Director. 86/09/23. WILLIAMS, R.O, Public Service 
Co. of Colorado Ip 46706 284-46766 284 


80O810O36B Suppl 1 to NRC Info Notice 88 040, "Licensee Rept of Defective Refur- 
bished Valves/’ Svc list end, 

ROSSI.CE Dvlsion of Operational Events Assessment (Post 870411) 88/06/24. 
Consolidated Edison Co of New York, Inc. 122pp 4671 3-21 B-4671 3*21 9 

8808230112 NRG Info Notice 88-070, '"Check Valve Inservice Testing Program Deficien- 
cies," Svc list and 

ROSSI.CE. Division of Operational Events Assessment (Rost 870411) 68/00/29. 
Consolidated Edison Co, ol New York, Inc. 123pp. 46713,095-46713:217 

0009070265 Forwards Insp Rap) 50-267/08 16 on 880701«31,No violations or devi- 
ations noted 

CAUAN.L J. Region 4, Ofc of Ihe Director, fi 5/05/29. WILLIAMS, R.O, Public Sarvlce 
Co of Cofora do 2pp 46783 347 46703 350, 


-0009070274 Insp Rept 50-287/00-16 on 860701-31. No violations or deviations 
noted Major areas inspected operational safety vanficationglER revfew,month!y maint 
observation, monthly surveillance & monthly security observation. 

FARRELL.R E., MICHAUD.P W„ WESTERMAN.T.F Region 4, Ofc of the Director 68/ 
08/26. lOpp 43703:349 -46753:3 56. 


0800260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed lo 
That Event. Svc list end 

ROSSf.CE Division of Operational Events Assessment (Post 870411), BB/00/01. 
Consolidated Edison Co of New York, Inc. 121pp 46712 244*46713.004. 

8009130139 Responds lo NRC Bulletin 80 Q05,Suppls 1 & 2 No evidence found to Indi- 
cate that Piping Supplies, tec or West Jersey Mtg Co supplied safety-related fittings or 
flanges to util within time frame examined 

WILLIAMS.R.O, Public Service Co of Colorado, 88/09/01 Document Control Branch 
(Document Control Desk), 3pp. 46830 149 46830.151 

0808300018 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Operated 
Valves." Svc fist end 

ROSSI.CE, {Division of Operational Events Assessment (Post 870411) 00/09/02, 
Consolidated Edison Co of New York, Inc, I22pp 46726 001-40726 123 

80091 4031 8 Forwards Insp Rept 50-267/80 14 on 880725 0805 & notices of violation & 
deviation 

CALLAN.L.J, Region 4, Ofc of the Director 88/09/02 WILLIAMS.R O. PublFc So/Vfco 
Co of Colorado 2pp. 46845 21 1-46845,239 

-0609140321 Notice of violation from Insp on 880725-08U5 Violation noted Survoillflrco 
Procedures SR 5,2 15 M.-SR 5 4, 1.1.8 b M & SR 5 4 1.3 2.c-M failed to havo IrKlopofu!- 
ent verification steps 

* Region 4. Ofc Of the Director 8B/09/02 Ip 48845*213 46845*213, 

-8809140325 Notice of deviation from Insp on 880725-0805.Devlallon noted liconsoojn 
Oct 1996,lnd0fimtely postponed const of new records storage facility & failed lo Inform 
NRC of change In commitment 

* Region 4. Ofc of the Director. BB/09/02 Ip. 46845.214-46845 214 

-8009140327 Insp Rept 50-267/88*14 on 000725 0806 Violations & dovlollons 
noted Major areas Inspected, followup of previous Insp findings, status of Ron Guido 
1 97 Implementation, slates of Generic Ltr 83-28 implemanlatlon & lollowup of LCRs 
MILHOAn.J.L Region 4. Ofc of the Director 80/09/02 25pp 46045 215-46845 230 

0809190135 Forwards response to NRC Bulletin 80-004, "Potential Safety Related 

3 Loss," Sufficient justification exists to warrant continued operation of plant w / 
ig pump design configurations 

WILLIAMS.R.O. Public Service Co of Colorado. 88/09/08. Document Conlrol Branch 
(Document Conlrol Desk) 12pp, 46898 083 46898:094. 

8609160317 Forwards Jnsp Rept 50 267/88 15 on 880711-0005 & notices of violation & 
deviation 

CALLAN.LJ. Region 4, Ofc of the Director 88/09/13. WILLIAMS.R.O. Public Sorvica 
Co, Of Colorado, 3pp 46605,026 46695,046, 

-6809160319 Notice of violation from Insp on 8B0711 0805. Violation noted.clmrla gen- 
erated by control room recorders not stored In facility described in Ad mini Btr a II vo Pro- 
cedures Manual Q-17,fssuo 11, 

* Region 4, Ofc of the Director. 88/09/13. 2pp 46896*029 46895*030, 

-0009160321 Notice of deviation from Insp on 08071 1-O0D5.Daviation noted, telluro to 
obtain chemical & mechanical certified mill test repts & heat treat furnaco charts (or 
Helium circulator Part C21 Ol -300-95 spring plungers, 
f Region 4, Ofc of the Director 88/09/08 Ip. 46895*03 1-46895.031. 

-6809180326 Insp Rept 50-287/89-15 on 88071 1-O0O5.V)olatfon & deviation 
noted Major areas Inspected previous Insp findings, LER followup, control of tfQBlfln 
changes & mods & activities re refurbishment of reactor helium circulators 
BARNES, I , TAYLOR, R G , BARNES, I Region 4, Ofc of the Director. 88/00/00 16pp 
46895 032-48895 046 

8009200075 Forwards fnsp Rept 50 287/88-19 on 080010-11. No violations or devi- 
ations noted, 

CALLAN.LJ, Region 4. Ofc of the Director 80/09/13. WILLIAMS.R.O Public Sorvtco 
Co of Colorado 2pp. 4690 5*295 46905 297. 

-0809200076 Partially withhold Insp Rept 50-267/88-19 on B80010-1I (rof 
10CFR73 21) No violations or deviations noted Major areas inspected llconsao a&fo- 
guards contingency plan fmplemenlatlon & physical protection of safeguards info 
EARNEST, A B . EVERETT, R J Region 4, Ofc of the Director 08/08/30. Ip 
46905 297-46906 297. 

8809000339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svo list end 
ROSSP.C.E. Division of Operational Events Assessment (Post 870411), 56/09/14 
Consolidated Edison Co of New York, Inc 122pp 46024*216-46024*336, 

8009260323 Ack receipt of 600311 Itr Informing NRC of steps taken to correct violation 
noted In Insp Rept 60-267/88-12. 

CALLAN.LJ Region 4. Ofc of Ihe Director 88/09/14, WILLIAMS.R.O. Public ScmvIco 
C o, of Colorado 2pp. 46950*341 -46950:349, 

8009120197 NRC Info Notice 88 076, "Disabling of Diesel Generator Outpul Circuit 
Breakers by Anti-Pump Circuitry." Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post B70411). 00/00/10 
Consolidated Edison Co of New York, Inc 124pp 46946*133-46940*252. 

8609130350 NRC Info Notice 58-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In D©9?gn of Secondary Containment Pressure Control" Svo list oncl 
ROSSI.CE, Division of Operational Events Assessmenl (Post 870411). 00/09/10 
Consolidated Edison Co. of New York, Inc 125pp. 40946 253-46947*013, 


R, Periodic operating reports & related correspondence 

8609010060 "Semiannual Radioactive Effluent Release Rept.Jan-June 1908." W/ 
880825 Itr. 

WILLIAMS.RO. Public Service Co, of Colorado 88/06/30 51pp. 46722.071- 
46722:121 
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8808290264 Forwards amended page lo 880229 semiannual radioactive effluent rept for 
jul Dee 1987, Amended page contains corrected value for average stream flow during 

V&M O Public Service Co of Colorado. BB/08/08 Document Control Branch 
(Document Control Desk) 4pp, 46677 252-46677*255. 

-8608290269 Amended Page 14 to semiannual radioactive effluent release rept for Jut- 
Dec 1987 .correcting value (or average stream flow, 

* Public Service Co. of Colorado, 87/12/31. Ip 46677 255-46677 255 


8809220041 Monthly operating 
BLOCK, M,L. t FULLER, CH 
46927 074-46927:002. 


rept for Aug I960 for Fort St Vraln W/ 8B0915 Itr 
Public Service Co. of Colorado 88/0B/31 . Bpp 


S. Reportable occurrences, LERa & related correspondence 


8809260120 LER 88*01 2-OOon 800816, error discovered In open bldg CONTEMPT-G 
program used In developing environ qualification temp profiles Caused by inappropri- 
ate assumptions made In CONTEMPT-G program.Program error corrected,W/8809l5 

GRAMLING.J.M,, FULLER, C.H Public Service Co. Of Colorado, 68/09/15 9pp 
46957.202-46957,210. 


8809260037 Requests results of review of potential Interaction of plan! protective sys & 
control sys against FSAR Criteria 19-22 within 60 days as followup to LER 87-020 
HEITNER.K L. Project Directorate IV 08/09/20, WILLIAMS, R.O. Public Service Co. of 
Colorado. 5pp. 46957-336-46957,340. 


V. Operator Examinations 


6009230135 Discusses NRC 800908 meeting w/llcensee in Arllngton.TX re oporalor li- 
censing requallficatlon program at plant, Util agreed lo submit Itr outlining planned tran- 
sition from previous program to new requallficatlon oxam methodology. 

CALLAN.L J, Region 4, Ofc of the Director, 08/09/19. WILLIAMS.RO, Public Service 
Co. Of Colorado. 2pp, 46932.305-46932.306 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8809070075 Forwards Insp Repts 50-269/88-20,50-270/00-20 & 50 287/88-20 on 
880718 0815 No violations or deviations noted, ^ „ 

BROWNLEE, V.L Region 2, Ofc of the Director 88/08/23, TUCKER ,H.B. Duke Power 
Co. 2pp 46784.328 46784.330. 

-8809070077 insp ReptS 50-269/88-20,50-270/00-20 &. 50-287/88-20 on 6B071S- 
0815.No violations noted Major areas inspected- operations, surveillance testlng.malnt 
activities, safe guards, radiation protection & open items Weaknesses noted 
SkInNER ! p.rf Region 2, Ofc Of the Director, 80/08/23. 0pp, 46784.330 46704:338. 

8809020154 Forwards addl justification required for Oconee Nuclear Station to resolve 
Issues re protection of auxiliary sve water feedwater piping at plant Enel withheld (ref 
10CFR73 21) 

TUCKER, H b! Duke Power Co. 8B/08/26. Document Control Branch (Document Con- 
trol Desk). 3pp. 46761:176-46751:170, 

0809060257 Forwards Safeguards Insp Repts 60-269/00-21,50-270/88-21 & 50-207/ 
00-21 on 000726-29 No violations or deviations noted. nn n 

CLINE, W E Region 2, Ofc of the Director, 80/08/20 TUCKER, H.B, Duke Power Co. 
2pp. 46769.001-46759.003, 

-8809060262 Partially withheld Insp Repts 50-269/88-21,50*270/88-21 & 60-287/88-21 
on 080726-29 (ref 1OCFR2.70O(d) & 73 21 ).Nq violations noted.Major areas 
inspected.security program audit, vital area barriers & detection aids & communlca- 

MASNYK.O.M. Region 2, Ofc of the Director 88/OB/ 29, Ip 46769.003-46769 003. 

8809020147 Forwards Rev 25 to security plan.Rav withheld (ref 10CFR73.21), 

TUCKER H B Duke Power Co. 8B/0B/30, Document Control Branch (Document Con 
trol Desk), 2pp. 46751:172-46751*173. 


8809020152 Forwards Rev 26 lo plant security plan.Rav withheld 
TUCKER H B Duke Power Co, 00/08/30. Document Control Branch (Document Con- 
trol Desk). 2pp. 46750.280-46760*281. 

8609070326 Rev 88-06 to Emergency Plan Implementing Procedure R P/O/ B/ 1000/ 
012, "Determination of Protective Action Guldes by Control Room Personnel or Emer- 
gency Coordinator During Radiological Accident " ^ ™ 

DAVIS.J.M,, TUCKER.H B, MCINTOSH, J.T, Duke Power Co. 88/06/30. 50pp, 
46788-084*40788:133. 

8809140462 Forwards Insp Repts 60-269/00-22,50-270/88-22 8 60-2B7/88-22 on 

880801-06 No violations or deviations noted ^ , n 

COLLINS.D.M. Region 2, Ofc of the Director 88/08/31 TUCKER.H B Duke Power 
Co. 2pp. 46837:346 46037:353. 

-0809140463 Insp Repts 50 269/00-22,50 270/88-22 & 60-297/80-22 on 880801- 
05.No violations or deviations noted.Major areas Insp acted .emergency 

prepared ness, Including emergency plan Implementing procedures & organization & 

k!8eH°J.L? R egion 2, Ofo of the Director 88/00/29. 6pp 46037.348-46837:353. 


P. Operating license stags documents & correspondence 

8808120294 Generic Ltr 08-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end. 
MIRAGUA.F J. Associate Director for Projects (Post 870411) 88/08/08. Consolidated 
Edison Co, Of New York, Inc 41pp 47065 001-47065 006 

8608260318 Advises that provision of submittal addressing unreviewed safety question 
re mod to Install cavitatlng venturis will not be submitted by 0BO815 Provision of sub- 
mittal by 080915 anticipated 

TUCKER.H B Duke Power Co 00/08/15 Document Control Branch (Document Con 
trol Desk) Ip 46653:192 46653 192 

6809120091 Final response to FOIA request for documents Forwards documents listed 
in App A, Documents also available In PDR App B documents totally withheld (ref 
FOIA Exemption 5).App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.DH NRC - No Detailed Affiliation Given. 88/0B/17. CONNOR, L. Doc 
Search Associates, 5pp. 46770.060 46770 009 

-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul Nov 1985 

AXELRAD.J.A Enforcement Staff, IE (Pro 870413) 66/12/13 BLAHA.J.L Program 
Support & Analysis Staff, IE (Pre 870413). 13pp. 46770 211-46770*223 

6808260383 Requests clarification of proposed rev.deleting numerical values of certain 
cycle-dependent core operating limits from Tech Specs to be pfaced In core operating 
limits rept 

MATTHEWS, D.B. Project Directorate 11-3 88/08/23 TUCKER.H B Duke Power Co 
6pp 46669.065 46669 070. 

8800310086 Forwards Request for Rolief 0B 07 from Section XI of ASME Boiler & Pres- 
sure Code (w/addenda through Winter 1980) requirements re pressure testing specific 
welds during in service insp at Unit 3 W/one oversize drawings. 

TUCKER.HB Duke Power Co. 88/00/23. Document Control Branch (Document Con 
trol Desk). 5pp, 46703:131-46703*135. 

8806310110 Forwards Request for Relief 8B-06 from requirement of Section XI of 
ASME Boiler & Pressure Vessel Code (w/addenda through Winter 1900). Requests 
concern Inservice Insp at Unit 3 during second 10 yr Interval W/one oversize drawing 
TUCKER.H, B, Duke Power Co 88/08/23. Document Control Branch (Document Con- 
trol Desk). 5pp. 46703,136 46703,140 

8809160238 Forwards Request for Relief 88*08 from requirements of Section XI of 
ASME Code (w/Addenda through Winter 1980) due to impracticably of pressure test- 
ing specific welds required by code following repair.W/one oversize drawing 
TUCKER.HB Duke Power Co, 88/00/24 Document Control Branch (Oocumenl Con- 
trol Desk). 6pp 46067,067-46657:071. 

8809010203 Notification of 880908 meeting w/util In Seneca, SC to disctia9 cause & cor- 
rection actions of degraded post accident performance of reactor bldg cooling units as 
Indicated by lest results, 

PASTIS.H.N Project Directorate H-3. 88/08/29, MATTHEWS, D.B. Project Directorate 
11-3 3pp 46740.341 48740 343 

8B090603B4 Forwards proprietary Topical Rept DPC NE-2003, "Oconee Nuclear Station 
Core Thermal-Hydraulic Methoaology using VIPRE-01." Rept withheld (ref 
1OCFR2.70OJ. 

TUCKER.H B, Duke Power Co. 00/08/31 Document Control Branch (Document Con- 
trol Desk). Bpp 46807,005 46807.009. 

8809190324 Revised application for amends to Licenses DPR-38.DPR-47 & DPR-55, de- 
leting cycle-dependent core operating limits from Tech Specs & facilitating 
10CFR50.69 reviews for future core reloads Proposed amend supersedes 970903 5 
800227 requests. 

TUCKER, H.B. Duke Power Co 08/09/09 Document Control Branch (Document Con- 
trol Desk). 4pp 46895*344 40896 013. 

—8809190330 Proposed Tech Specs, deleting cycle dependont core operallng limits & 
facilitating 10CFR60.69 reviews for future core reloads. 

* Duke Power Co, 80/09/09 26pp. 46895,348-46896 013 

0609220129 Forwards environ assessment & finding of no significant impact re 6BO510 
request tor amends to Licenses DFR-38, DPR-47 & DPR-55,Amend8 support Cycle 1 1 
operation at full rated power 

PASTIS.H.N, Project Directorate 113. 00/09/12 TUCKER.HB, Duke Power Co. 3pp 
46942,010-46942,016. 

-8809220132 Environ assessment 8 finding of no significant Impact re 880510 applica- 
tion for amenefs to Licenses DPR-3B.DPR 47 & DPR-55, revising Tech Specs to sup- 
port Cycle 1 1 operation at full rated powor. 

MATTHEWS, D 0. Project Directorate 11-3. 88/09/12. 4pp, 46942,013 46942016 

8809160216 Notification of 881028 meeting w/ulil In Rockville, MD lo discuss util corpo 
rate approach re OA surveillance & audit techniques 

HOOD.D Project Directorate il-3. 90/09/14. MATT HEWS, D.B. Project Directorate 11-3. 
6pp. 46864:175 46864,179 

8809230065 Forwards request for addl Info re Tech Specs for safe shutdown 
facility. Request Include rationale for not providing compensatory measures In pro- 
posed Tech Specs as provided In previous Tech Spec proposal 
MATTHEWS, D.B. Project Directorate 11-3 88/09/20, TUCKER, H.B Duke Power Co 
3pp 46944:336-40944.330. 


Q. Inspection reports, IE Bulletins & correspondence 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8808260266 Forwards master table of contents Inadvertently omitted from 1987 FSAR 

REAVES, J, Duke Power Co. 00/08/16. NRC - No Detailed Affiliation Given Ip. 
46658:207-46650:224. 


-8808260351 Master table of contents to 1997 FSAR update, 
* Duke Power Co. 88/08/16 17pp, 46658*200*46658,224. 


8008190195 NRC Info Notice 08-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE, n Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 68/08/10 
Consolidated Edison Co, of New York, Ino. 125pp. 46690,054-46690:178. 

8808160451 NRC Info Notice 88-068, “Setpoint Testing of Pressurlzer Safety Valves W/ 
Riled Loop Seals Using Hydraulic Assist Devices," Svc llsl end, 

ROSSI, CE. Drvision of Operational Events Assessment (Post 670411) 88/08/22, 
Consolidated Edison Co of New York, Inc. 121pp. 46702.311-46703 070. 
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8809010152 Forwards Insp Repls 50-209/08*25,50-270/00*25 & 50 287/83 25 on 
88080 1'tS Violation under consideration (or escalated enforcement 

action Enforcement conference will be scheduled 

GRACe,J N ^ Region 2 t Ofc of the Director 88/08/22 TUCKEfl.H B Duke Power Co. 
2pp. 46720 124 46720.129. 

-00OMKH55 Insp Repts 50 269/88 25,50 270/88 26 & 50*237/68.25 on 880801- 
IS.One violation noted Major areas Inspected Inadequate dasign analysis of high 
pressure injection ays recirculation mode of operation _ . M „ww« 0 

SKINNER,P.H. WERT.LD. PEEBLES, T A Region 2, Ofc of the Director, 88/00/16. 
4pp. 46720 126-46720.1 29. 

8809070075 Forwards Insp Repls 50 269/68 20,50-270/68-20 & 50-287/66-20 on 
8807 18 * 08 15 No violaljons or deviations noted ^ . n 

BROWNLEE V L Region 2, Ofc of the Director 68/08/23 TUCKER, KB Duke Power 
Co. 2pp, 46784 328-46784 336, 

-6809070077 Insp Repls 50 289/86*20.50 270/08-20 & 50 287/88*20 on 68071 B* 
0815 No violations noted Major areas Inspected, ape rat Ions, surveillance testing, mairrt 
activities, safeguards, radiation protection A open items Weaknesses noted 
SKINNER, P,H. WERT,L D , PEEBLES, T A, Region 2, Ofc of the Director. 68/08/23 
9pp 46784,330-46784 338. 

8908180368 Suppl 1 to NRC Info Notice 88 048, “Licensee Rept of Defective Refur- 

RQMliC^&^DiviSon cooperation a! Events Assessment (Post 870411). 88/08/24. 
Consolidated Edison Co of New York, Inc, 122pp 49713 218*40713 219 

5809000167 Discusses Insp Repts 50 269/60*03,60 270/80-03 & 50 287/08 03 on 
880222 26 & forwards notice of violation, Info util provided at enforcement conference 
showed that item re documentation of cable similarity is i not violation. 

GRAGE.J N Region 2, Ole of the director 88/08/26, TUCKER, H B. Duke Power Co, 
2pp 46796 306 46790:309. 

-6809060166 Notice of vtotaton from insp on 880222 26,VloJations noted: file did not 
document performance charact eristics tor Victoreen high range radiation monitor sys 
&. reactor bfdo revel Iransm liter junction box not filled w/oit 
GRACE, J.N Region 2, Ofc of the Director. 88/08/26, 2pp. 46796 308-40706.309. 

6808230112 NRC Info Notice 86-070, “Check Valve lnservice Testing Program Deficien- 
cies 11 Svc list end 

ROSSI CE Division of Operational Events Assessment (Post 8704 H). 80/08/29 
Consolidated Edison Co, of New York, Inc, 123pp 46713 0954 6713,217 

8600060257 Forwards Safeguards fnsp Repia 50 269/66-21, 50-27-0/86 21 S, 50*267/ 
66*21 on 880725 29 No violations or deviations noted, 

CLINE WE Region 2, Ofc of the Director. 89/08/29, TUCKER.HB Duke Power Co, 
2pf. 40759 001-46759.003 

-9009060262 Partially withheld Insp Repts 50*269/86-21,50*270/60*21 & 50 287/66-21 
on 680725 29 (ref 10CFR2,790(d) & 73 21) No violations noted.MaJor areas 
inspected security program audil.vital area barriers & detection afds A commgnica* 

MASNYK.O.M, MCGUIRE.D R Region 2, Ofc of the Director, 88/06/29 Ip, 
46759.003 46759.003 


8809120067 Confirms 850816 lelcon re 690912 enforcement conference on inadequate 
design analysis of HPI sys In ECC5 sump recirculation mode 
GflACE.J N Region 2, 6 to of the Director, 60/06/29. TUCKER, HR Duke Power Co, 
Ip 46824*358-46024,3 58 


88090 80417 Forwards interim response to NRC Bulletin 88 004 re potential safety refat* 
ed pump loss Pump Interaction not expected to affect Individual performance Flow lim- 
ited in each min flow line upstream oi common min How return line 
TUCKEfl.H B. Duke Power Co. 09/03/31 Document Conlro) Branch (Document Con- 
trol Desk), 33pp 4 6793 007-46703' 1 1 9 


8809140462 Forward* Insp Repls 50-239/89*22,50 270/68 22 & 50 287/80 22 on 
390301-05 No violations or deviations noted, 

COLLI NS.D.M Region 2, Ofc of the Diroclor 86/08/31. TUCKER, HR Duke Power 
Co 2pp. 46637.046-46037.353, 


-9009140463 fnsp Repls 50-269/63 22,50 270/08*22 & 50-297/80 22 on 880801- 
05, No violations or delations noted Ma[or areas Inspected emergency 

preparedness, Including emergency plan Implementing procedures & organization & 
mgl control 

KREH.J L, DECKER.T.R Region 2, Ofc Of tha Director. 00/09/29. 6pp. 46837 348- 
46937*353. 


0008280492 NRC Info Notice 88*071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event ’’ Svc fist ervcl. 

ROSSLCE. DMsfon of Operational Events Assessment (Post 870411). 8B/09/O1. 
Consolidated Edison Co of New York, foe 121pp. 46712,244-46713,004. 

8600300010 NRC Info Notice 884)72, '“Inadequacies In Design of DC Motor-Operated 
Valves, 11 Svc list end. 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411) 06/09/02. 
Consolidated Edison Co, of New York, Inc 122pp 46726 001-46726:123. 

8804080114 Responds to NRC 890893 Itr re violations noted In Tnsp Repts 60-269/68 
13,50-270/89*13 & 60-287/06 13, Corrective actions. Insaivfce program being revised 
to require timing actuation to-IJpht for valve slroke timing teat. 

TUCKER.H.B. Ouke Power Co, 80/09/02 Document Control Branch (Document Con- 
trol Desk). 10pp. 46796 246 46796 254 , 

8809220178 Forwards Irvap Repts 50-269/88-23.50-2 7 9/0 B 23 4 50-287/68*23 an 
880801-05.No violations or deviations noted, 

HERDT.A R. Region 2, Ofc of the Director. 00/09/09. TUCKER.H.B. Duke Power Co. 
2pp. 46928 009-46929:100 

-6609220192 Jnsp Repts 50-239/89-23,50*270/88 23 A 60-287/80-23 on 900801- 
05 No violations noted, Major areas Inspected, pipe support base plate designs using 
concrete expansion anchor bolls A seismic analysis for as-built piping sys. 

CHOU.R.C. , BLAKE, J.J. Region 2, Ofc of the Director. 88/09/06 10pp. 46928:091- 


9809160101 Forwards Rev 0 to "Response to NRC Bulletin 86-005, 'Nonconforming 
Malls Supplied by Piping Supplies, Inc at Folsom, NJ & West Jersey Mfg Co al 
Williams to vm.NJ,’ for Oconee Nuclear Station, McGuire Nuclear Station... 

TUCKER.H B. Duke Power Co 88/09/09 Document Control Branch (Documonl Con 
trof Desk), Ip 46915 124-46915.330. 

-8909230251 Rev O to "Response to NRC Bulletin 88-005,Nonconformlng Matls Sup- 
plied by Piping Supplies. fnc at Folsom.NJ & West Jersey Mfg Co " Proprietary Pro- 
cedure 1404.1, "LEEB Hardness Testing (Equotlp) *' end Procedure withhold 
- Duke Power Co 88/09/09 250pp 46915 125 46916'330. 

6609160234 Responds to followup Items noted in Insp Repts 50*269/88-11, 60 270/68 
11 & 50-287/80*1 1. Corrective) actions App O under evaluation to correct labeling dl$ 
crepancles between emergency operating procedures & panel indication, 

TUCKER, HB Duke Power Co 08/09/09. Document Conirol Branch (Documonl Con 
CfOl Desk) 17pp. 46335 062 46855,078 

8009060-339 NRC fnfo Notice 88-074, “Potentially Inadequate Performance of ECCS \n 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, CE, Division of Operational Events Assessment (Post 870411) 08/09/14, 
Consolidated Edi$on Co. of New York, fnc. 122pp. 46824.216 46B24'336 

8809120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Outpui Cir-curl 
Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSf.C.E. Division or Operational Events Assessment (Post 870411), 00/09/16. 
Consolidated Edison Co, of New York, fnc 124pp 46946 133-46946 252. 

8009130350 NRC Info Notice 88-076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Co ntainmenl Pressure Control" Svc Hat oncl 
ROSSI, C,E, Division of Operational Events Assessment (Post 070411) 08/09/18, 
Consolidated Edison Co. of New York, Inc 125pp. 46946-253-46947 013 


R. Periodic operating reports 4 related correspondence 


8809070064 "Radioactive Effluent Release & Solid Waste Disposal Rept for Jon Juno 
me" VY/830829 Itr. 

TUCKER.H, 0. Duka Power Co. 08/06/30 32pp, 46774.289-46774 319, 

6809200293 Monthly operating repts for Aug 1988 for Oconee Nuclear Station Umla 1,2 
& 3.W/46ffll16 Hr 

REAVISJ.A , TUCKER.H B Duke Power Co, 88/08/31 17pp. 46911 303 46011:316 


S. Reportable occurrences, UERs & related correspondence 


9809080034 Informs of postponement of self-initiated internal QA Audit during third A 
fourth quarter 1993 per 600406 LER commitment, Postponement due to numerous 
Ifisps & audits conducted during 1988. 

TUCKER.H 0, Duke Power Co. 98/08/29, Document Control Branch (Documonl Con- 
trol Desk), tp 46792.184-46792184, 

8009160280 LER 68-006-01 on 8B0519,deslgn deficiency re operation of HPIS & LPISfn 
ECCS sump recirculation mode discovered. Caused by inadequate design 
documentation Addl operational guidance written & distributed W/880909 llr 
NORTH, P.J., TUCKER.H B, Duka Power Co. 88/09/08, 14pp. 48897-165 46097,176 


0009230036 Forwards request for addl info to complete review of LER 269/87-05 ro 
potential tripping of HP! pump molors on overcurrent for pump starting during 
LOCA.Info requested wlfhln 45 days of date of Ur 

MATTHEWSES Profact Directorate 11-3 B8/09/20 TUCKER, H B, Duke Power Co 
3pp 46942 021-46942 02-3, 


V. Operator Examinations 

8009070173 Forwards u(U best estimate of operator licensing & requaliflcallon oxam re 
quirements for FY89-FY92. 

TUCKER.H.B Duka Power Co 88/08/31. Document Control Branch (Document Con- 
trol Desk) Bpp 46784 046-46/B4.053, 


Y. Dry Cask Independent Spent Fuel Storage installations 

8800290098 Forwards responses to NRC 880624 questions re util license application 
for plant I 3FSI. Responses concern JSFSI environ rept Site preparation & earth remov- 
al will begin on 881 CHH w/first design concrete pours schedufed for Apr 1089. 
TUCKER.H.B, Duke Power Co. 88/00/16, Document Control Branch (Document Con- 
trol Desk). 60pp 46601*261-46632:129, 

8809060208 Summary of 800722 meeting w/lfconsee re current status of sys wfdo 
spent fuel storage & plana for dry cask storage 

BFLL.MJ- Regulatory Branch 88/00/30, Regufalory Branch. 3pp. 46765 037- 
46755*039 

8009079043 Forwards request for Info for NRC review of NUTECH Topical Rept.NUH 
002, Rev I.Some calculations provided do not appear to correspond to NUTECH 

ROBERTS, J,P. Fuel Cycle Safety Branch. 88/08/31. MCCONAGHY.W.J. NUTECH 
Engineers, Ipo. 4pp, 46777.342-46777:345, 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medlealj emergency & ffre protection plana 

8609070076 Forwards Insp Repts 50-269/80-20,50.270/88*20 & 60-287/86*20 on 
60O71B-O816.No violations or deviations noted 

BROWNLEE, V.L Region 2, Ofc of fhe Director. 88/08/23. TUCKER.H B. Duke Power 
Co. 2pp. 46784:328*46784:338, 
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“0809070077 Insp Repts 50-269/86-20,50 270/80-20 & 50-207/88-20 or 880718- 
0815.No violations noted, Major areas Inspected operations, surveillance testing, mafnt 
actlvities.safeguards, radiation protection & open items Weaknesses noted 
SKINNER, P.H Region 2, Ofc of (he Director 88/08/23, 9pp. 46784 330-46784,330 

8809020154 Forwards addl justification required for Oconee Nuclear Station to resolve 
Issues re protection of auxiliary svc water feedwater piping at plant Enel withheld {ref 
10CFR73.21) 

TUCKER.H.B Ouke Power Co 88/08/26 Document Control Branch (Document Con- 
trol Desk) 3pp 46751*176 4675V178, 

8809060257 Forwards Safeguards Insp Repls 60-269/88-21,50*270/88-21 & 50 287/ 
88-21 on 880725-29 No violations or deviations noted, 

CLINE.WE Region 2, Ofc of the Director 80/08/29 TUCKER ,H B Duke Power Co 
2pp, 46759 001-46759 003 

-8809060262 Partially withheld Insp Repls 50-289/60-21,50 270/68-21 & 50-207/88-21 
on 880725-29 (ref 10CFR2 760(d) & 73 21), No violations noted, Major areas 
Inspected. security program audil.vital area barriers & detection aids & communica- 
tions. 

MASNYK.O M. Region 2, Ofc of the Director 68/08/29, Ip 4B759 003-46759 003. 

8809020147 Forwards Rev 25 to security plan Rev withheld (ref 10CFR73 21). 
TUCKER.H.B. Duke Power Co 88/08/30 Document Control Branch (Document Con- 
trol Desk) 2pp. 46751:172-46751:173. 

8809020162 Forwards Rev 20 to plant secunN plan Rev withheld, 

TUCKER.H.B, Duke Power Co. 88/00/30. Document Control Branch (document Con- 
trol Desk), 2pp. 46750:280-46750'281 . 

8609070326 Rev 86-06 to Emergency Plan Implementing Procedure RP/O/B/IOOO/ 
012, ‘'Determination of Protective Action Guides by Control Room Personnel or Emer- 
gency Coordinator During Radiological Accident.' 1 

DAVISJ.M., TUCKER.H.B,, MCINTOSH, J.T. Duke Power Co. 00/08/30. 60pp. 
46788.084-46788.133 

8B09140462 Forwards Insp Repls 50 269/80-22,50-270/88 22 & 50-2B7/88-22 on 
060001 -05,No violations or deviations noted. 

COLLINS.D M. Region 2, Ofc of the Director, 00/08/31. TUCKER.H.B, Duke Power 
Co. 2pp. 46837,346 46837.353. 

-8809140463 Insp Repts 50-269/88-22,50-270/80-22 & 50-287/88-22 on 800601- 
05 No violations or deviations noted, Major areas inspected emergency 

preparednessjncludlng emergency plan Implementing procedures & organization & 
mgt control. 

KREH.J.L. Region 2, Ofc of the Director, 88/08/29. 6pp, 46B37,34O*46037 1 353. 


K, Utility Final Safety Analysis Report (FSAR) & amends 

8808260266 Forwards master table of contents Inadvertently omitted from 1967 FSAR 
update. 

REAVIS, J DukQ Power Co 08/08/16. NRC - No Detailed Affiliation Given, Ip 
46858:207-46058:224. 

-8808260351 Master table of contents to 1087 FSAR update. 

* Duke Power Co. 88/08/16 17pp. 46656.208-46658,224, 


6809190324 Revised application for amends to Licenses DPR-38,0PR-47 & DPR-65.de- 
leimg cycle dependent core operating limits from Tech Specs & facilitating 
10CFR50 59 reviews for future core reloads Proposed amend supersedes 870803 & 
860227 requests 

TUCKER, H.B. Duke Power Co 88/09/09 Document Control Branch (Document Con- 
trol Desk) 4pp, 46B95.344 46996 013 

—8909190330 Proposed Tech Specs.defetmg cycle-dependent core operating limits & 
facilitating 10CFR60 59 reviews for future core reloads 
11 Duka Power Co 88/09/09 26pp. 46695 348-46896 013 

8809220129 Forwards environ assessment & finding of no significant Impact re 860516 
request for amends to Licenses DPR-3Q, DPR 47 A DPR-55 Amends support Cycle 11 
operation at lull rated power. 

PASTIS.H.N, Project Directorate 11-3 88/09/12, TUCKER.H.B Duka Power Co 3pp 
A 6942.01 0-46942.01 6, 

— BB09220132 Environ assessment & finding of no significant Impact re 880516 applica- 
tion for amends to Licenses DPR-3&.DPR-47 & DPR-55, revising Tech Specs to sup- 
port Cycle 11 operation at full rated power 

MATTHEWS ,D B Pro|ect Directorate il 3 88/09/12 4pp. 46942 013 46942.016. 

6809160216 Notification ol B81028 meeting w/util in Rockville ,MD to discuss util corpo 
rete approach re QA surveillance & audit techniques, 

HOOD.D. Project Directorate 11-3. 88/09/14, MATTHEWS, D.B, Project Directorate 11-3 
6pp. 46664:1 75-46864' 179. 

8800230065 Forwards request for addl info re Tech Specs for safe shutdown 
facility, Request include rationale for not providing compensatory measures in pro- 
posed Tech Specs as provided in previous Tech Spec proposal 
MATTHEWS.D.B, Project Directorate lt-3 88/09/20 TUCKER.H B. Duko Power Co 
3pp, 46844 338-40944.338 


Q. Inspection reports, IE Bulletins A correspondence 

6808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE,” Svc list end, 

ROSSI ,C£. Division of Operational Events Assessment (Post 870411), 8B/08/19. 
Consolidated Edison Co of New York, Inc, 125pp. 46690 054 46690,178 

8808160451 NRC Info Notice 88-O0B, ‘'Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devlcos " Svo list end 
ROSSI, CE Division of Operational EventB Assessment (Post 870411). 08/08/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 46702,31 1*46703 070. 

8809010152 Forwards Insp Repts 60-269/00-25,50-270/00-25 & 60 207/88-25 on 
860601-15 Violation under consideration for escalated onforcement 
action. Enforcement conference will bo scheduled. 

GRACE.J.N Region 2, Ofc of the Director. 88/08/22, TUCKER.H.B, Duko Power Co. 
2pp 46720 1 124-46720.129 

—8809010155 Insp Repts 50-269/06- 26,50 270/88-25 & 50 287/60-25 on 9B0B01- 
15.0ne violation noted Major areas inspected, Inadequate design analysis of high 
pressure Infection sys recirculation mode of operation. 

SKINNER, PH., WERT.L.D., PEEBLES.T.A Region 2, Ofc of the Director. 08/OB/ia, 
4pp 46720 126-46720*129, 


P. Operating license stage documents A correspondence 

0600120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-relaled equipment Svc list oncl. 
MIRAGLIA.F.J Associate Director (or Projects (Post 870411). 86/08/08. Consolidated 
Edison Co of New York, Inc, 4 1pp. 47065.001-47065:006. 

660B260318 Advises that provision of submittal addressing unrevlewed safety question 
re mod to install cavitating venturis will not be submitted by 880815 Provision of sub- 
mittal by 880916 anticipated 

TUCKER.H.B. Duke Power Co 88/08/16. Document Control Branch (Document Con- 
trol Desk). Ip 48653:192-46653:192 

8000260383 Requests clarification of proposed rev.deletlng numerical values of certain 
cycle-dependent core operating limits from Tech Specs to bo placed In core operating 
limits rept 

MATTHEWS.D.B, Project Directorate 11-3. 66/0B/23 TUCKER.H.B. Duke Power Co. 
6pp. 46669 065-46660:070. 

88083 100B8 Forwards Request for Relief 00 07 from Section XI of ASME Boiler & Pres- 
sure Code (w/addenda through Winter 1980) requirements re pressure testing speclllc 
welds during Inservlce insp at Unit 3,W/one oversize drawings 
TUCKER.H.B, Duke Power Co. 8B/O0/23. Document Control Branch (Document Con- 
trol Desk) 5pp. 46703.131-46703,135. 

8008310110 Forwards Request for Relief 88-06 from requirements of Section XI ol 
ASME Boiler & Pressure Vessel Code (w/addenda through Winter 1980), Requests 
concern Inservlce Insp at Unit 3 during second 10-yr Interval ,W/one oversize drawing, 
TUCKER.H B. Duke Power Co. B6/0B/23. Document Control Branch (Document Con- 
trol Desk) 6pp. 46703:136-46703.140, 

0809160238 Forwards Request for Relief 88-08 from requirements of Section XI of 
ASME Code (w/Addenda through Winter 1900) due to Impractlcallty of pressure test- 
ing specific welds required bv code following repalr.W/one oversize drawing. 
TUCKER.H B. Duke Power Co. 88/08/24. Document Control Branch (Document Con- 
trol Desk . 5pp. 46857:067-46857.071. 


0009070076 Forwards Insp ReptB 60-269/88 20,50-270/88*20 & 60-287/08-20 on 
880718-031 5. No violations or deviations noted. 

BROWNLEE, V.L Region 2, Ofc of the Director. 80/08/23 TUCKER.H B. Duka Power 
Co. 2pp, 46734.328*46784,330. 

“8809070077 Insp Repto 50-289/88-20,50-270/00-20 & 80-287/0B 20 on 800718- 
0815.No violations noted. Major areas Inspected- operations, surveillance testing, malnt 
activities, safeguards, radiation orotectlon & open Items Weaknesses noted. 
SKINNER.P.H, WERT.L.D, PEEBLES, T A Region 2, Ofc of the Director. 88/08/23. 
0pp. 46784 '330 46784 338. 

8808180368 Suppl 1 to NRC Info Notice 88*048. ’’Licensee Rept of Defective Refur- 
bished Valves, Svc list end. 

ROSSI t C,E. Division of Operational Events Assessment (Post 870411). B8/08/24 
Consolidated Edison Co. of New York, Inc. 122pp 46713:218-46713.219 

8809080167 Discusses Insp Repts 50-269/88-03,60 270/88 03 & 50 287/88 03 on 
880222-26 & rorward9 notice ol violation. Info util provided at enforcement conference 
showed that item re documentation ol cable similarity Is not violation. 

GRACE.J.N. Region 2, Ofo of the Director. 88/08/20 TUCKER.H B, Duke Power Co. 
2pp. 46796:300 46796.309, 

-8809000160 Notice ol violation from Insp on 80O222-28.Violations noted- file did not 
document performance characteristic* for Vfctoreen high range radiation monitor sys 
& reactor bldg level transmitter Junction box not filled w/oll. 

GRACE, J.N. Region 2, Ofc of the Director 88/08/26. 2pp. 46796*308 46796,300. 

6808230112 NRC Info Notice 88-070, “Check Valve Inservlce Tasting program Deficien- 
cies." Svo list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/08/29. 
Consolidated Edison Co. of New York, Inc, 123pp 46713.095-46713:217. 

8809060257 Forwards Safeguards Insp Repls 50-289/88-21,60-270/88-21 & 50 287/ 
88-21 on 880726-29 No violations or deviations noted, 

CLINE, W.E, Region 2, Ofo of tho Director 88/08/29. TUCKER.H.B. Duke Power Co 
2pp 46759:001-48759.003, 


8809010203 Notification of B80908 meeting w/util In Seneca, SC to discuss cause & cor- 
rection actions of degraded post-accident performance of reactor bldg cooling units as 
Indicated by test results 

PASTIS.H.N. Project Directorate 11-3, 68/08/29, MATTHEWS.D.B. Project Directorate 
1 1-3. 3pp. 46740.341-46740:343. 


8809060304 Forwards proprietary Topical Rept DPC-NE-2003, "Oconee Nuclear Station 
Core Thermal-Hydraulic Methodology Using VIPRE-01" Rept withheld (ref 

Duke Power Co, 88/08/31, Document Control Branch (Document Con- 
trol Desk). 6pp, 46807.005-46807:009, 


“8809060262 Partially withheld Insp Repts 50-269/88-21, 60-270/88-21 & 60-207/ 88-21 
on 000725-29 (ref 10CFF 2 790(d) 8 73.21),No violations noted. Major areas 
Inspected. security program audit, vital area barriers & detection aids & communica- 
tions. 

MASNYK.O M., MCGUIRE, D,R. Region 2, Ofo of the Director. 08/96/29 Ip, 
48769.003-46759.003. 

8809120067 Confirms 880818 telcon re 880912 enforcement conference on Inadequate 
design anatyals of HPI sys In ECCS sump recirculation mode 
GRACE, J.N Region 2, Ofo of the Director B8/Q8/29, TUCKER.H B Duke Power Co. 
Ip. 46824:358-48824:358 
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8803080417 forwards Interim response to NRC Bulletin 88 004 ra potential safety relat- 
ed pump loss.Pump interaction not expected to affect individual performance Flow lim- 
ited in each min flow line upstream ol common min )tow return line, 

TUCKER.H B Duke Power Co, 88/08/3 1. Document Control Branch (Document Con 
UOf Desk) 33pp. 46793 007-46793 119 

8809140462 Forwards Msp fi&pts 60 269/60-22,50 270/80-22 & 50-287/88 52 on 
860801 -05,No viola bons or deviations noted 

COLLINS.D.M, Region 2, Ore of the Director, 88/06/31, TUCKER.H B Duke Power 
Co 2pp. 40837 340-46837 353, 

-8809140463 insp Repts 50-269/08-22,50-270/88 22 & 50-287/88-22 on 8Q0801- 
05 No violations or deviations noted Major areas inspected emergency 

preparednossjncluding emergency plan Implementing procedures & organization & 

K$EH,J L , DECKER,T.fl* Region 2, Ofc ol Ihe Director. 88/08/29 6pp 46837,348- 
46037 353 

0006260492 NRC info Notice 88-871, "Possible Environ Effecl of Reentry of COSMOS 
1900 &. Request for Collection of Licensee Radioactivity Measurements Attnbuted to 
That Event ** Svc list end, 

ROSSI.CE. Division of Operational Events Assessment (Posl 870411) 06/89/01, 
Consolidated Edison Co. of New York, Inc. 12tpp 46712 244 46713,004, 

0080300019 NRC Info Notice 80-872, "Inadequacies In Design of DC Motor Operated 
Valves," Svc list end, 

ROSSI.CE Division of Operational Events Assessment {Posl 878411), 86/09/02, 
Consolidated Edison Co- of New York, Inc 122pf> 46726 001 46726,123 


8809080114 Responds \o NRC 886803 ftr re violations noted In Insp Repls 60 - 269 / 68 - 
13.50 270/88-13 & 50287/88 13 Corrective actions* iriserwce program being revised 
to require timing actuatlomto-lig h t for vafve stroke liming leal 
TUCKER.H B, Duke Power Co 68/09/02 Document Control Branch (Documenl Con- 
trol Desk) 10pp 46796:245-46796‘254 


8909220178 Forwards Insp Rept$ 50-269/88 23,60 270/00*23 & 60-287/66-23 on 
080801-05 No violations or deviations noted, 

HERDT.A R, Region 2. Ole of the Director 08/09/oa. TUCKER .H.B. Duke Power Co, 
2pp 46928 089-46028 100. 


—6609220182 Insp Repls 50 2 69/88 -23,50-270/88-23 & 50 287/68 23 on 600801- 
05.No violations noted Major areas inspected pipe support base plate designs using 
concrete expansion anchor bolts 4 seismic analysis for as built piping sys, 

CHOU.R.C. „ BLAKE, J,J. Region ?, Ofc of the Director, 88/09/06 I0pp, 46928091- 
46926,100, 


6809199191 Forwards Rev 0 to "Response to NRC Bulletin 6B-005. ‘Nonconforming 
Malls Supplied by Piping Suppliesjnc at Folsom, NJ & West Jersey Mfg Co al 
Wifliamsfawn.NJ/ for Oconee Nuclear Station, McGuire Nuclear Station.,, " 

TUCKER, H,B„ Duke Power Co 88/09/09 Document Control Branch (Document Con- 
trol Desk). Ip 46915,124-48915.339. 

-8809230251 Rev O to "Response to NRC Bulletin 66-005, Nonconforming Malls Sup 
plred by Piping Supplies, Inc at Folsom.NJ & West Jersey Mfg Co....” Proprietary Pro- 
cedure 1404.1, "LEEB Hardness Tasting {Equo lip).../' end, Procedure wilhhdd, 

♦ Duke Power Co, 68/09/09, 250 pp, 46915 125-460 15 '330. 


8609160234 Responds to followup Items noted In Insp Rapts 50-269/68-1 1, 50-270/66- 
11 & 50 287/8B-11 Corrective actions App D under evaluation to correct labeling dis- 
crepancies between emergency operating procedures & panel Indication 
TUCKER.H B. Duke Power Co. 88/00/09, Document Control Branch (Documenl Con- 
i/of Desk} 17pp. 46885 062-46065,078 

8809060339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA," Svc list encf, 

ROSSI.CE. Divlsfo-n of Operational Events Assessment (Post 870411), 08/09/14. 
Consolidated Edison Co. of New York, Inc. I22pp 40824 215-46824 336 

8809120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Clrcuiliy." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 96/09/16, 
Consolidated Edison Co of New York, Jno 124pp 46946,133 4 &940'252 


669913035O NRC Info Notice 88 076, "Recent Discovery ol Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Cont/oJ" Svc fi3t encF 
ROSSI.CE Division of Operational Evenls Assessmanl (Post 870411) 80/09/19, 
Consolidated Edison Co. of New York. Inc 125pp. 45946 253 46947 013. 


R. Periodic operating reports A related correspondence 

6809079064 "Radioactive Effluent Release & Solid Waste Disposal Rept for Jan-Juna 
1988."W/ee0829|1 r, 

TUCKER.H 6. Duke Power Co 80/06/39 32pp. 46774,293 46774*316 

aeoMOCm Monthly operating repts for Aug 19&8- tor Oconee Nuclear Station Units 1,2 
& 3 W/880915 Etr. 

REAViS.JA., TUCKER, H,0 Duke Power Co 88/09/31, 17pp, 46911:303-46011:319 


8. Reportable occurrences! LERs & related correspondence 


8809080034 Informs of postponement of self-initiated interna! QA Audit during third & 
fourth quarter 1988 per 800408 LER commitment. Poalpo no men t due to numerous 
insps & audita conducted during 1S8B. 

TUCKER.H B Duke Power Co 69/08/28 Document Control Branch (Document Con 
trot Desk). Ip, 46702:1 84-48782:184 

8809230036 Forwards request for addl Info to complete review of LER 269/07-05 re 
polentiar tripping of HPl pump motors on. overcurrenl for pump starting during 
LOCA Into requested within 45 days of date of Hr, 

MATTHEWS, OB. Project Directorate IJ-3. 90/09/20 TUCKER, H.9. Duka Power Co. 
3pp 46942021-46942.023 


V. Operator Examinations 

8809070173 Forwards util beat estimate of operator licensing & requafi heal ion exam re- 
quirements for FY69-FY92 

TUCKER, H B. Duke Power Co. 88/06/31 Document Control Branch (OocumeM Con. 
IrOlDOSk) 8pp 46784.040-46704 053 


Y. Dry Cask Independent Spent Fuel Storage Installations 

0006290093 Forwards responses to NRC 0BQ024 questions re util license application 
for plant ISFSI, Responses concern ISFSI environ rept.SIte preparation 6 earth remov- 
al will begin on 801001 w/firsl design concrete pours scheduled for Apr 1989, 
TUCKER, H.B Duke Power Co. 8 B/ 08/16 Document Control Branch (Document Con 
IfOl Dask), 60pp. 46681,261-46602 129. 

8809069286 Summary of 880722 meeting w/llcensee re current status of ays wide 
spent fuel storage A plans for dry cask storage 

BELL.M.J Ftegufatory Branch 88/08/30. Regulatory Branch 3pp. 46755 037- 
46755 039. 

8809070043 Forwards request for info for NRC review of NUTECH Topical Ropl,NUH- 
002, Rev I .Some calculations provided do not appear to correspond to NUTECH 

RO^RTS,J.P. Fuel Cycle Safety Branch 88/08/31 MCCONAGHY.W.J. NUTECH 
Engineers. Inc. 4pp. 40777:342-46777:345 


DOCKET 60-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8808260464 Public version of revised emergency plan implementing 
pracedures.lncludlng Flev 7 lo AP 3125, "Emergency Pfan Classification & Action 
Lovel Scheme" & Rev S to OP 3530, “Po9t Accident Sampling " W/880824 release 
memo. 

* Vermont Yankee Nuclear Power Corp 88/08/03, 24pp, 46669.101-46669 124, 

8808290117 Change 16 to Vermont Yankee emergency plan 
PELLETIERS. P Vermont Yankee Nuclear Power Corp 80/08/10. 50pp. 46000:30-7- 
46666:356, 

8009010359 Rev 19 to Emergency Plan Implementing Procedure OP 3504, "Emergency 
Communications,'* 

PORTEFLS.-G Vermont Yankee Nucfaar Power Corp 88/08/22. 45pp 46741-293 
46741.338. 

8809150265 Partial response to FOIA request for documents.Forwards App T 
documents Appa $ &. T documenls available In PDR, 

GHIM5LEY.O. NRC - No Delailed Affiliation Given 88/00/22 JONES.C. Affiliation Not 
Assigned. 3pp. 46815 087-46615:131, 

-8809150268 Discusses insp Rept 50-271/83-20 on 830819 0902 & forwards notice of 
violation 

RUSSELL.WT Region 1. Ofc of the Director 87/09/15. MURPHY,W.P Vormont 
Yankee Nuclear Power Corp. 3pp, 46015 102-46815:104, 

-8809150292 Notice of violation from insp on 030829 0002, Violation notedtilro protec- 
tion features not provided lor certain redundant trains of equipment &/or cabling nec* 
ess ary to achieve A maintain hot shutdown conditions 

RUSSELL, WX Region 1, Ofc of the Director, 87/06/15 25pp, 46816 105-46016.131 

8899150009 'Vermont Yankee Nuclear Power Station Emergency Response Exorcise 
Manual/' for exercise an 880831. 

4 Vermont Yankee Nuclear Power Corp 88/08/31 325pp, 46051:083-46852 017. 

8809190219 Forwards Rev 16 to physical security plan Rev withheld 

* Vermont Yankee Nuclear Power Corp 88/09/12 Document Control Branch (Docu- 
ment Control Desk). Ip, 46809,093 46899 093 


G. Adjudicatory correspondence 


8009020106 Advises of official hours of NRC for persons to serve pleading 9, papers or 
documents on NRC attys in Rearing Ofv of Ofc of General Cousel, 

SCiNTO.J.F Assistant General Counsel for Hearings, #388 6994. 88/00/24. 
AHRENS, P-, AMIRIAN.A.N , AMSTRONG.W Affiliation Not Assigned, 3pp. 46607.0 77- 
46667.079, 

8009020066 Response of Slale of VT to Joint motion of New England Coalition on Nu 
dear Pollution & Commonwealth of MA for leave to file Jate fired contentions/ ASLB 
urged to grant motion & admit contentions Certificate of Svc end 
mDllETT.D J. Vermont, State of, #336 7000, 88/08/29, Atomic Safety and Licensing 
Board Panel. 4pp. 46666,200-46666-203 

8809T2Q031 Licensee response to Joint motion of New England Coalition on Nudear 
Pollution & Commonwealth of MA for leave to file laie-Ji/ed contentions.* Three pro- 
posed late-hied contention should be excluded, W/Certlflcale of Svc 
GAD.R.K. Vermont Yankee Nuclear Power Corp. GAD,R K. Ropes & Gray #308 
7010. ae/08/29. Atomic Safety and Licensing Board Panel 17pp 46762:278- 
46 762' 294, 

8809129011 Notice ol appearance.* Author enters appearance In proceeding on behalf 
of Stale of VT. Notice of withdrawal of DJ Mulletl in proceeding & Certificate of Svc 
end 

PRESS, S,H, Vermont, Stale of. #388 7024, 08/08/31, 6pp 46752*181-46752:100, 

8809120013 Notice of withdrawal * Author withdraws appearance in proceedfng.W/Cer- 
tiffeate of Svc 

MULLETTjD J, Vermont, Slate of, #380 7025 88/08/31. 6pp. 46752 193-46762:190, 
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6809 120022 Now England Coalition on Nuclear Pollution (NECNP) motion to compel op 
plicant to respond to NECNP third set of Interrogatories & resueat for production of 
documents * Certificate of Svc end. 

FERSTER,A New England Coalition on Nuclear Pollution. FERSTER,A, Harmon & 
Weiss #388 7017. 88/08/31 Vermont Yankee Nuclear Power Corp. 13pp 
46752 259 46782*271. 

8809120007 State of VT first set of Interrogatories & requests for production of docu- 
ments to Vermont Yankee Nuclear Power Corp,' Certificate of Svc encI.Related corre- 
spondence 

PRESS, S.H. Vermont, State of. #388 7013 8B/09/06. Vermont Yankee Nuclear 
Power Corp. 19pp. 46762 148-46752.166 

8809120121 Joint motion of New England Coalition on Nuclear Pollution & Common- 
wealth of MA for leave to reply to licensee response to joint motion for leave to file 
late-filed contentions.* W /Certificate of Svc. 

WEISS.E R. New England Coalition on Nuclear Pollution, WEISS,E V R. Massachusetts, 
Commonwealth of. WEISS.E.R Harmon & Weiss. #388 7032 8B/09/06. Atomic 
Safety and Licensing Board Panel. 4pp 46752:187-45752.190, 

8809140119 NRC Staff response to joint motion of New England Coalition on Nuclear 
Pollution & Commonwealth of MA for leave to fife late Hied contentions * Joint conten- 
tions should be rejected Certificate of Svc end 

HODGDON.AP Assistant General Counsel for Hearings, #388 7049. 88/09/06. 
Atomic Safety and Licensing Board Panel 15pp. 46786'1 11-46786.125, 

8909160057 Memorandum & order (reply re proposed contentions),' Commonwealth of 
MA & New England Coalition on Nuclear Pollution 880815 mollon for leave to reply to 
applicant & NRC responses to contentions permitted Served on 880914 
BECHHOEFER.C Atomic Safety and Licensing Board Panel, #388 7064. 88/09/13 
Office of the General Counsel, 3pp, 46813 010 46813.012. 

8809190081 Joint reply of New England Coalition on Nuclear Pollution & Common- 
wealth of MA to Staff & licensee objections to late hied contentions. 4 Acceptance of 
proffered late-filed contentions urged.W/Certiflcate of Svc 

WEISS.E.R. New England Coalition on Nuclear Pollution WEISS, E R Massachusetts, 
Commonwealth of. WEISS.E.R Harmon & Weiss #388 7077, 88/09/14. Atomic 
Safety and Licensing Board Panel. I4pp 46829:211-46829 224. 

8809210028 Licensee response to New England Coalition on Nuclear Pollution (NECNP) 
motion to compel 4 NECNP 880831 motion to compel should be denied Certificate of 
Svo end. 

GAD,R K. Vermont Yankee Nuclear Power Corp. GAD.R.K, Ropes & Gray. #388 
7094. 80/09/15, Atomic Safety and Licensing Board Panel, 10pp. 46843:109- 
46843. 118. 

0809260143 Applicant answers to State of VT first set of interrogatories & requests for 
production of documents to util.* Supporting documentation & Certificate ol Svc end. 
Related correspondence. 

REID, D, A., GAD.R.K. Vermont Yankee Nuclear Power Corp, GAD.R.K. Ropes & Gray. 
#388 7130. 80/09/19. Vermont, Slate of 54pp. 46900:013-46908.066. 


-6809190235 Safety evaluation supporting Amend 108 to License DPR-28, 

• Office of Nuclear Reactor Ftegulalion, Director Post 870411 88/09/09. 3pp 

46898098-46698 070, 

8809210126 Forwards proprietary YAEC 1638 P, “Vermont Yankee LOCA Licensing Ap 
plication Method’* (ref 10CFR2 790} Approval for plant LOCA licensing application 
method for use in cycle- Independent LOCA-ECCS requested 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp 68/09/12 Document Control 
Branch (Document Control Desk) 3pp 46920.311-46920 313 

8809270098 Forwards '‘Simulate-3 Validation & Venficatlon," per 880411 
commitment Fee paid 

PAPANIC.G. Yankee Atomic Electric Co. 80/09/12 Document Control Branch (Docu- 
ment Control Desk) 2pp 4696B 259-46969 005 

8309260189 Requests exemption from 1QCFR50,App J, Paragraph, III A 3, “Test Meth- 
ods.” Fee paid. 

CAPSTtCK.R W. Vermont Yankee Nuclear Power Corp. 88/09/16 Document Control 
Branch (Document Control Desk) 4pp 46957 173-46957.176. 

8609260195 Requests exemption from certain requirements of 10CFR50,54(w),Fee 
paid, 

CAPSTICK.RW. Vermont Yankee Nuclear Power Corp, 88/09/16. Document Control 
Branch (Document Control Oe9k) 4pp. 46945 349 46945.352 


Q. Inspection reports. IE Bulletins & correspondence 

8008300267 Notification of 880816 Board Meeting BB 124 w/util in King of Prussla.PA 
to discuss regional evaluation phase of SALP, 

HAVERKAMP.DR Region 1, Ofc of the Director. 88/OB/tO Region 1, Ofc of the Di- 
rector. 2pp. 46697:11 1-46697.112 

8608300099 Requests addl Info re potential Improper disposal of licensed matl.per listed 

a uestlona & Insp Rept 50 271/88-09, specifically NRC recommendations re disposl- 
on ol estimated 13,600 cubic ft of sludge 

MCCANDLES.R N. Vermont, State of. 86/00/15. RUSSELL.WT Region 1, Ofc of the 
Director Ip, 46777:089 46777.089 

8908300350 Ack receipt of 880328 ttr Informing NRC of steps taken to correct violations 
noted in Insp Rapt 50 271/87-10 Agrees certificate of compliance acceptable basis 
for demonstrating qualifications provided under listed conditions 
JOHNSTON, W.V. Region 1, Ofc of the Director 88/OB/ 10. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp 3pp. 46777-095 46777*102 

8808190195 NRC Into Notice BB 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE" Svc ffstencf 

ROSSI, CE. Division o! Operational EvenlB Assessment (Post 870411). 8B/08/19 
Consolidated Edison Co. of New York, Inc. 125pp, 46690,054-46690:170 


P. Operating license stage documents & correspondence 


8608120294 Generic Ltr 8B-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equIpment.Svc list end 
MIRAGL1A.F J, Associate Director for Projects (Post 870411). 88/08/08 Consolidated 
Edison Co. of New York, Inc. 41pp. 47065.001-47065:006. 


8809120091 Final response to FOIA request for documents Forwards documents listed 
In App A-Documents also available In PDR. Aop B documents totally withheld (ref 
FOIA Exemption 6) App C documents partially withheld (ref FOfA Exemption 5). 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given. 88/08/17. CONNOR.L. Doc- 
Search Associates. 5pp. 46770.060-46770:089. 


-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1985. 

AXELRAD.J.A, Enforcement Staff, IE (Pre 870413) 06/12/13. 6LAHA.JX. Program 
Support 6 Analysis Staff, IE (Pre 870413). 13pp. 46770*211-46770,223 


8808260441 Ack receipt of rept on containment safety at faclllty.No changes Identified 
which would reduce overall degradation 

VARQA.S.A. Division of Reactor Projects • I/M (Post 870411). 88/08/24. 
MURPHY.W.P, Vermont Yankee Nuclear Power Corp. 4pp. 466 58.273-46658-276 


8808260446 Discusses util rept, "Rept on Containment Safety al Vermont Yankee, 51 
Baaed on review.rept appears systematic, thorough evaluation of potential safety Im- 
provements to facility, 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 070411), 88/08/ 
24. KUNIN,M. Vermont, State of. 7pp. 46656,236-46656:242. 

8809060334 Forwards replacement Pages 53 & 67 Issued w/Amend 106 to License 
DPR-28 to correct inadvertently deleted changes In Amend 105. 

ROONEY, V.t, Project Directorate 1-3. 88/09/01. CAPSTICK.R.W. Vermont Yankee 
Nuclear Power Corp. 4pp. 46758.026-46758:031. 


-8809120213 Errata to Amend 106 to License DPR-28.correcling Tech Spec Pages 63 
* Project Directorate 1-3, 88/09/01, 2pp, 46768:030-4675B.031, 


88091 S0308 Responds to 880002 request for submittal of plant-specific emergency op- 
erating procedures for use during Incident response ctr activation, R Gallo placed on 
distribution list for procedures 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 86/09/09. RUSSELL.WJ. 
Region 1, Ofoof the Director. Ip. 48864-301-46864:301, 


6808160451 NRC Info Notice 80-O68, "Setpoint Testing of Prossurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic As9ls( Device s." Svo list and. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 86/08/22. 
Consolidated Edison Co of New York, Inc 121pp 46702.311-46703-070. 

6809160266 Partial response to FOIA request for documents. Forwards App T 
documents, Apps S & T documents available in PDR, 

GRIMSLEYA NRC - No Detailed Affiliation Given. 88/08/22 JONES, C, Affiliation Not 
Assigned 3pp 46815,007-46816,131, 

—8809150288 Discusses (nsp Rept 50-271 /B3-26 on 030819-0902 & forwards notice of 
violation. 

RUSSELL.WX Region 1, Ole of the Director. 87/06/16, MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp 3pp. 46916:102-46816:104, 

-8809150292 Notice of violation from In Bp on B3QB29*0B02.Violatlon noted.fire protec- 
tion features not provided for certain redundant trains of equipment &/or cabling nec- 
essary to achieve & maintain hot shutdown conditions, 

RUSSELL.WT. Region 1, Ofc of the Director, 87/06/16, 26pp. 46816-105 46815:131 

8608180368 Suppl 1 lo NRC Info Notice 88 048, "Licensee Rept ol Defective Refur- 
bished Valves, Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 8B/08/24. 
Consolidated Edison Co. of New York, Inc. 122pp 46713.216 46713,219. 

QB09070447 Responds to NRC 8B0621 ltr re violations noted In Insp Rapt 60-271/60- 
05 Corrective acttons.clariflcalions of Plant Procedure AP 0505, "Respiratory Protec- 
tion,’ 1 revised, 

MURPHY, W P. Vermont Yankee Nuclear Power Corp. QB/00/26 Document Control 
Branch (Document Control Desk). 3pp, 46784*322-46784-324 

8608230112 NRC Info Notice 80-070, "Check Valve Inservice Testing Program Deficien- 
cies.” Svo list enci, 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411). 88/08/29. 
Consolidated Edison Co. of New York, Ino 123pp. 46713-095-46713,217. 

8808260492 NRC Info Notice 08-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Ev'ent Svo list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/01. 
Consolidated Edison Co, of New York, Inc. 121pp. 46712:244-46713,004, 


0809190225 Forwards Amend 108 to License DPR-28 & safety evaluation. Amend re- 
vises Tech Specs to permit use of GE 8X8 EB fuel type In response to util 880523 
application & 880016 clarification. t v . . 

ROONEY.V.L. Project Directorate 1-3 88/09/09 CPASTICK.R.W. Vermont Yankee 
Nuclear Power Corp, 5pp, 46898:054-46808.070. 

-8809190232 Amend 108 to License DPR-28, revising Tech Specs to permit use of GE 
8XBEB fuel type. 

WESSMAN.R.H Project Directorate 1-3. 88/09/09. 9pp 46898.059-46898.067. 


8806300018 NRC Info Notice BB 072, "Inadequacies In Design of DC Motor-Operated 
VafveB.'' Svc fist enci 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 68/09/02. 
Consolidated Edison Co. of Naw York, Inc. 122pp 46726 001-46726*123 

8609190357 Ack receipt of 0808 1 2 ltr informing NRC of steps taken to correct violations 
noted In Insp Rapt 50-271/88-09, Rationale for not Issuing notice of violation detailed, 
BELLAMY.RR. Region 1, Ofc of the Director. 88/09/07. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp, 2pp. 46893:002-46893.006, 
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0809140151 Responds to NRC Bulletin 08-005 re safety-related flanges or fittings from 
either Piping Supplies.lnc or West Jersey M&njfactunmi Four flanges found fa plant 
Inventory & sent to offsite lab for tests & found acceptable. 

MURPHY,' WP, Vermont Yankee Nuclear Power Corn. 58/09/09 Document Control 
Branch (Document Control Oesk). 3pp, 46837.255-46837 258 

8999160235 Advises that B8040B response to NRC Bulletin 56-001, “Defects fn Wes* 
IngViouse Circuit Breaker/’ satisfactory. 

ROONEY.V.L Project Directorate 1-3 86/09/09 CAPSTtCK.RW, Vermont Yankee 
Nuclear Power Corp 3pp 46884 357-46864 359. 

6009080339 NRC fnfo Notice 88 074, "Potentially Inadequate Performance of ECGS In 
PWRs During Recirculation Operation Following LOCA Svc list end. 

ROSSI.CE, Orvision of Operational Evenis Assessment (Post 970411) 86/09/14. 
Consolidated Edison Co of Hew York, Inc 122pg 46324 215 46624 336, 

8609120197 NRC Info Notice 88-075, “Disabling of Diosal Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list enci 

ROSSKCE Division of Operational Events Assessment (Post 870411). 58/09/16. 
Consolidated Edison Co of New York, Inc 124pp. 46946.133 46946 252, 

80992 IC0 14 Responds to NRC Bulletin 80 007. "Power Osculations In BWFte ” All 
actrra licensed operators & shift engineers required to read pertinent documents de- 
scribing LaSalle e-vent & ttaWity mnes established 

MURPFfY t W P. Vermont Yankee Nuclear Power Coro 68/09/16 Document Control 
Branch (Document Control Desk). 4pp 46920 25ft 46920,251 

8009230180 Ack receipt of 580826 ttr forming NRC of steps taken to correct violations 
noted fin Jnsp Rept 60-271/66-05. 

MARTINET. Region I, Ofc of the Director. 86/09/16 MURPHY,W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 46943'305 46943,309. 

8009130350 NRC Info Notice 68-076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSI, C,E Division of Operational Events Assessment (Post 870411) 63/09/19. 
Consolidated Edison Co, of New York, inc. 125pp. 46946 253 46947,013 


R, Periodic operating reports A related correspondence 

8000310077 “Effluent & Waste Disposal Semiannual Rept for First & Second Quarters 
I960 M W/8BO026 )lr, 

CAPSTICK.R W. Vermont Yankee Nuclear Power Corp, 88/06/30 34pp. 46699 050 
46699 075, 

6609140150 Monthly Statistical Rapt &8-08 for Aug 1965 for Vermont Yankee, W/ 
680910 Ilf 

WALLIN.G.A, MURPHY, WP, Vermont Yankee Nuclear Power Corp. 88/88/91 Gpp 
46837.336 46637.34 1, 


S, Reportable occurrences, UEFta A related correspondence 

8009070329 LEH 80-010-00 on fi60B02,cabte penetration area ays control Valve Jailed 
to automatically operate upon receipt of tnp signal Caused by personnel 
error Personnel counselled In determining equipment operability & control.W/ 860901 
Hr 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp 68/09/01. 4pp. 46779 197- 
46779.200. 


W. Decommissioning Stage Documents 4 Correspondence 

8809090052 Forwards NUR EG/C R-0672, Addendum 3, **Techr>ology,Safe1y 4 Costs of 
Decommissioning Ref BWR Rower Station," estimating decommission costs tor 
plant, per 880706 meetlng.W/o NUREG/CR-M72, Addendum 3, 

STELlQy. Ofc Of the Executive Director for Operations 68/00/29, STER2INGER.G. 
Vermont, Slate of 3pp. 46605 322-46509.1 65 

-6809090069 Annotated memo responding to 800706 request for comments on end 
Stale o( VT Technical Rept 12, ' Shutdown Assessment especially re decommis- 
sioning data & risk factors associated w/accfdenls Author believes that NRC should 
no{ eommejiL 

RUSSELL,W.T. Region 1, Ofc rf the Director. 88/07/28, STELLO.V. Ofc of the Exacu- 
tiva Director for Operations. 4pp 46506 325-45805 328. 

—6609090072 "Shutdown Assessment of Vermont Yankee Nuclear Power Facility," In- 
lerim rept to State of Vt General Assembly, 

* Vermont, State of. 12 87/12/31, 199pp. 46808'329 46509-160 
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F. Security, medical, emergency 4 fire protection plane 

B0O915O265 Partial response lo FOIA request for documents Forwards App T 
documents Apps S 4 T documents available In PDA 

GRIMSLEY.D. NRC • -No Detailed Affiliation Given Bq/ 08/22 JONES ,C. Affiliation Not 
Assigned, 3pp, 460 15.087-4651 5,1 31, 

-8809150271 Ack receipt of 870716 Itr teforroinfl NRC of slaps taken to correct vjoJ-a* 
tfons noted In fnsp Rept 50-272/83-37, Violations occuned as slated In notice of vio- 
lation & appropriately classified In aggregate at Seventy Level III, 

RUSSELUWT. Region 1. Ofc of the Director. 88/03/21. MILTENBERGER.S Public 
Service Bee trie 4 Gas Co, of New Jersey, spp 48815 090 46815 095, 

^SatJon 274 DISCtJ3Ses [r>5p ftepl ®°- 27 ^3^7 on 631205 Oft A forwards notice of 

RUSSEU.WX Region 1, Ofc of the Director. 67/05/15, MCNEILL, C A. Public Service 
Eleclnc & Gas Co. of New Jersey. 3pp. 46615 095-46615 096. 

-84M1502M Notice of violation from fasp on 831205-06 & 640116-20 Violations 
noted fire protection features not provided for certain redundant trains of equipment 
4 /or -cabling located outside primary contain me nt 

RUSSEll,W.T, Region 1, Ofo of the Director. 97/96/15. Spp. 46815.099-46915 101 


6809090137 Forwards FEMA Q80729 Itr & "FEMA Evaluation Ropt of Alert A WotAe 
tbn Sys for Artificial Island Nuclear Generating Stations," stating that nva nvecii 
NUREG 0654/FEMA-REP-I.Rev 1 & FEMA-REP -10 roquiromonio CftvoAt U 
44GFR350 removed. 

BELLAMYS R Region 1» Ofc of the Director 88/08/30 MILTENBtnGtlM ii |WA: 
Service Electric & Gas Co of New Jersey 2pp, 46607 043 46007:321 

8609230177 Revised emergency plan implementing prococfures.lncludinn Rev a to I TiP 
103-S, "Site Area Emergency. Rev 6 to EPIP 202S, "Operations Support Ctr Ar.tr * 4 
tion & Operations" & Rev 5 to EPIP 302S, "TSC-Radiatlon Proloction/OhomiHty M* 
sponse" 

* Public Service Electric & Gas Co, of New Jersey. 88/09/02 i00pp ‘UiDHtiiD 
46944:183 


8009230209 Revised emergency plan implementing procedures ,inc I udinn ftov 0 to J IhP 
901, "Opening of Technical Support Ctr," Rev 3 to EPIP 902, “AccountnbUiiy/l 
ation" & Rev 2 to EP| p 903, "Opening of Emergency Operations Foci Illy/ r in 

* Public Service Electric & Gas Co of New Jersey 86/09/02. 3l)pp 4(MM2W 


8809200224 Rav 5 to Emergency Operations Facility Procedure Epjp 002. "I lath** *i 
Dose Assessment" & Rev 5 to EPIP 603, "Field Monitoring." 

* Public Service Electric & Gas Co. of New Jersey, 80/09/14, HOpo. 4I11HH) iWI 


H. General correspondence 

5509070559 Comment opposing proposed rufe 10CFR50 re llconaoo llotfrisIPiiy durry 
natl crisis Deferral or Issuance of final rufe until proper Implementation a 
mulaled encouraged. 

PRESTON, B A Public Service Electric & Gas Co of Now Jersey (Hl/OH/l? 
CHILK,SJ. Office of the Secretary of the Commission 3pp, 46713-344 40/KliHri 

0809260242 Submits listed svc list revs to util to Incorporolo chnmiopj In nv* 
organization Marked copy or each svc lisl end 

PRESTON.BA Public Service Electric & Gas Co, of New Joreoy, 00/013/ H IKu 
menl Control Branch (Document Control Desk) 5pp 46956*153-40050 16/ 


P. Operating license stage documents 4 correspondence 

000 6120294 Genoric Ur 86*14 to aff holders of OLs or CPs for nucionr power run- \ >»* 
re instrument $fr supply sys problems affecting safety-related equlpmonl fivo f^1 
MIRAGUA.FJ. Associate Director for Projects (Post 870411). 88/00/00. dyimMU'**) 
Edison CO. el New York, Inc. 41pp, 47685 001-47065:006 

0609120091 Final response to FOIA request for documents Forwards tfocutironte 
fn APp A Documents also available In FDR, App B documents totally wnlihuLf 
FOIA fxemptlqn 5) App C documents partially withheld (ref FOIA Exemption 8) 
GRtMSLEY.D.H. NRC - No Detailed Affiliation Given. 88/00/17, CONNOR I O- 
Search Associates. Spp, 46770.060 46770.089. 

-8009120137 Forwards assessments by Enforcement Staff of roglorml parlwruiumj 
enforcement area from Jul Nov 1985 

AXElflADJ A Enforcement Staff, IE (Pre 670413). 00/12/13 BLAHAJ.I 
Support 5 Analysis Staff, IE (Pre 870413) 13pp, 46770:21 1-46770.223 

8809120236 Requests that NRC reinitiate formal Section 7 consultation on Unit l lo 
elude effect of Impingements of endangered or threatened marine spocloa 
National Oceanic & Atmosphorlo 

FfsCHER - DC ’ Detailed Affiliation Given. 8pp 46fH,T^ 

6008290266 Forwards request for addl Info re 880227 request for oxomnilopvti til h» 
utti lo lake credit for respirators fitted w/sorbenl cartridges for protoollon ngamut ** 
borne radlofdme Response requested within 30 days, 

RJVENBARK^, Pro(ect Directorate 1*2 86/00/25, MILTENBERGER.S Ptihtio ttov* ^ 
Efectnc & Gas Co. of New Jersey. 3pp, 46677.315-46677:318. 

0009020238 Forwards Amends 80 4 61 to Licenses DPR-70 & DPR-76, ro»pw ft 
safety evaluation Amends ravlBe Tech Specs to change leatinn roqulromonl* f*r FM 
tery surveillance during plant shutdowns. 

P ro l 6 ct Directorate 1-2. 88/08/29 MILTENBERQER.S PutlllG 
Flectnc 4 Gas Co. of New Jersey. 3pp 46745*1 76-46745*180. 

-0009020242 Amends 88 & 61 to Licenses DPR-70 & DPR^roepoclivofy. 

■ 1° change testing requirements re battery surveillance during coruw* (^4 

shutdowns. 

BUTLER, W.R. Project Directorate 1-2. 88/08/29. lOpp 46745:179 40745*100 

■‘ 8 n2S°l? 544 Sa J et Y evaJ uatfon supporting Amends 6a & 61 to Lfconaoa OI J ll tt> A 
D PR -75 ; respectively. 

React0f Regulation, Director (Post 870411) 80/00/20 frv 

40 / 4 & 169 - 46745:190 

l 0 ?, Fo K ar fe«^ efn rl annu ^ Radioactive Effluent Release Ropt for JftftJwr* 
JS?icS*SKAS? I °U S ) [& 9? sa Calculation Manual." 

MILTENBERGER.S Public Service Eleclrio & Gas Co. of Now Jersey B8/0IV3 1 Ito*. 
umant Control Branch (Document Control Desk) 4pp, 46776,003-46776:162, 

-B3<W0702io Rev 4 to "Offsite Dose Calculation Manual," 

. I™ 1 Service Electric A Gas Co. of New Jersey 86/05/17, Olpp 407704^1- 
407/61152, 

Informs that J Stone assigned as senior project manager of Sakwn A 
backup project manager of Susquehanna, 

yr” G A.SAW>!«n of RMctor Proftct* • I/ll (Post 670411). 68/09/02 Ofllco 0» Mw 
clear Reactor Regulation, Director (Post 870411) 3pp 46827:007-46827.000. 


S?S tS c!!?S U !J to prepare biological assessment re 

hS!^lw?ISate stSSlH? 7 Partaln ' n0 10 868 ,urtl8 occu,re8coi 

8B/0C/06 - 3Wrt; 


<tnw 
'J 
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6809190282 Lists personnel authorized as representatives lo sign all State of NJ PDES 
related correspondence & repts 

MILTENBERGER.S Public Sen/ice Electric & Gas Co of New Jersey 88/09/12. 
CAPORALE.G New Jersey, State of Ip. 46098 331-46990 331. 

B6091 90383 Application for amends lo Licenses DPR-70 & DPR-75, Incorporating Tech 
Spec9 for reactor head vents per Generic Ltr B3-37 & NUREG 0737, Item 11 B 1 
requirements Pee paid 

MILTENBERGER,S Public Service Electric & Gas Co of Nevr Jersey, 83/09/12 Doc- 
ument Control Branch (Document Control Desk). 6pp 46899 071-46898.080 

-68091 90385 Proposed Tech Specs, Incorporating Info for reactor head vents per 
Georlc Lfr 83-27 A NUREG 0737, Item If B f requirements, 

* Public Service Electric A Gas Co. of New Jersey 88/09/ 12 4pp. 46698,077* 
46898.000 

0809260058 Forwards Attachment A to "Salem Offstte Dose Calculation Manual Rev 4 
HlgWIghls" omitted from 830331 submittal 

PRESTON, BA Public Service Electric & Gas Co of New Jersey 80/09/16, Docu- 
ment Control Branch (Document Control Desk) Ip, 46957.346-46957 350. 

>*8809260175 Attachment A to "Salem Offsite Dose Calculation Manual Rev 4 High- 
lights.” 

* Public Service Electric & Gas Co. of New Jersey 0B/O9/16. 2pp 46957:349- 
46957:350. 

8609270037 Submits comments on packaging A transportation of radioactive mail Need 
to conform to IAEA stds not justified based on arguments presented, 

PRESTON, B.A. Public Service Electric & Gas Co. of New Jersey 68/09/16. Docu- 
ment Control Branch (Document Control Desk), 2pp. 4Q967:342-46967‘343. 

8809230031 Requests proposed schedule for preparation of biological assessment re 
Increase in number of sea turtles Imprlnged on trash barajn response to 080900 ltr 
per Section 402.16 of Endangered Species Act.lnteragency Cooperation regulation. 
STONE.J.C Project Directorate 1-2, 80/09/20. MILTENBERG.S E. Public Service Elec- 
tric & Gas Co of New Jersey. 3pp, 46945*293-46945.205. 


Q. Inspection reports, IE Bulletins & correspondence 

6608260402 Forwards results of field voltage measurements performed to verify calcu- 
lated values, per 871216 request ra special electrical Insp. 

PRESTON, BA. Public Service Electric & Gas Co. of New Jersey. 00/06/15. 
ANDERSON, C, Region 1, Ofc of the Director. Ip 46654.054-46654 057. 

-8800260414 Submits comparison of Held measured voltage drops against calculated 
values. 

HAJQS.L.G. Public Service Electric A Gas Co. of New Jersey, 00/06/21, MYERS, J.R, 
Public Service Electric & Gas Co, of New Jersey, 2pp 46654*055 46654.057 

0800190195 NRC Info Notice 80 069, "Movable Contact Finger Binding In HFA Relays 
Mid by GE. M Svo list end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411), 88/00/19. 
Consolidated Edison Co. of New York, tnc. 126pp. 48690,054-46690.178. 

8808300066 Advises that NRC planning enforcement conference within 30 days to dis- 
cuss listed equipment qualification deficiencies noted In Insps 50 272/86-23 & 50- 
311/86-23 on 860811-15. 

JOHNSTON.W.V, Region 1, Ofoof the Director, &8/Q8/19. MILTENBERGER.S Public 
Service Electric A Gas Co, of Naw Jersey. 3pp 46693 065-46693.097. 

8808160451 NRC Info Notice 88*068. "Setpoint Testing of Pressurlzer Safely Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svo list end 
ROSSI, CE. Division of Operational Events Assessment (Post B70411). 00/OB/22. 
Consolidated Edison Co of New York, Ino. 121pp. 46702.311-46703:070, 

8809160265 Partial response to FOfA request for documents. Forwards App T 
documents Apps S & T documents available In PDR 

GRIMSLEY.D, NRC - No Detailed Affiliation Given 00/00/22, JONES, C, Affiliation Not 
Assigned, 3 pp. 46816 087-46816:131. 

-8809160271 Ack receipt of 870716 ltr informing NRC of steps taken lo correct viola- 
tions noted In Insp Repl 60-272/83-37 Violations occurred as stated In notice of vlo 
latlon & appropriately classified In aggregate at Seventy Level III. 

RUSSELL, W.T. Redon 1, Ofo of the Director. 88/03/21. MILTENBERGER.S. Public 
Service Electric & Gas Co of New Jersey, 6pp, 46015,090-46815.095 

-8809150274 Discusses Insp Rapt 60-272/83-37 on 831205-06 A forwards nolice of 
violation. 

RUSSELL.W.T. Region 1, Ofc of the Director, 87/06/16 MCNEILL, C A. Public Sendee 
Electric A Gas Co, of New Jersey. 3pp. 46815.096-46816,098. 


-8609190147 Roqual ifioatlon Exam Rept9 50-272/88-07OL A 50 311/88 07OL on 
060613-17, Exam results of eight senior reactor operators & four reactor operators.one 
reactor operator failed simulator teat A one senior operator failed wntlen test, 

NORRIS, B S., ESELGROTH.P.YV. Region 1, Ofc of the Director 88/08/29. 175pp 
46BB8, 091 >46888,262. 

6806300018 NRC Info Notice 86-072, "Inadequacies in Design of OC Motor-Operated 
Valves " Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 8/0411), 8B/O0/O2 
Consolidated Edison Co of New York, Inc I22pp 46726001-46726.123, 

8809060073 Responds lo NRC 860727 ltr re violations noted in Insp Repts 50-272/88 
14 A 50-31 1/80-1 4.Correclive acllons.comptete roview of operation dept procedures 
file performed to ensure all surveillance files are In order 

MILTENBERGER.S Public Service Electric A Gas Co, of New Jersey BB/09/02, Doc- 
ument Control Branch (Document Control Desk), 5pp 46793.320-46793.324 

8809140269 Notification of 660929 significant licensee meeting w/ufol In King of 
Prussja.PA re equipment environ qualification Issues 

SWETLANO,P. Region 1, Ofc of the Director 80/09/07 Region 1, Ofc of the Director 
2pp, 46840 109-46840* 110. 

6009160108 Advises that util 8BQ331 response to NRC Bulletin 88 001 re defects In 
Westlnghouso circuit breakers satisfactory. 

STONE, J.C. Projoct Directorate 1-2 00/09/09. MILTENBERGER.S Public Service 
Electric A Gas Co cf New Jersey, 2pp, 46900,341*46908 343 

6809190272 Responds lo NRC Bulletin 00 005 re potentially nonconforming malls sup 
" d by Piping Supplies, Inc A West Jersey Mtg Co. Util Identified 2,692 ffanges/fit- 

E s as b el n n rec olved f ro m compa nia s. 

TENBERGER.Q, Public Service Electric A Gas Co of New Jersey. 88/09/12, Doc- 
ument Control Branch (Document Control Desk) 6pp. 46398-01 2-46698 016, 

0809220313 Forwards Safety frisp Repts 50-272/06 16 A 60-311/88-16 on 880712- 
0822 A notice of violation 

WENZINGER.E.C, Region 1, Otc of the Director 88/09/12. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 2pp. 48930 137-46930.1 5 B, 

-8809220314 Notice of violation from Insp on 880712 0B22.Vio1allon noted post-acci- 
dent sampling sys sampling & analysis equipment not properly maintained & proce 
dures not properly Implemented. 

* Region 1, Ofc of the Director. 80/09/12. Ip 46930 139 46930:139 

-8809220315 Insp Repts 50-272/86-16 A 60-311/68-18 on 880712*0822 Violations 
noted, Major areas inspected plant operations, includlng.operational safety 

verification, surveillance, mainl.radlologlcal controls A overtime policy 
SWETLAND.P.D. Region 1. Ofc of the Director. 88/09/08. 19pp. 46930:140- 


0809080339 NRC Info Notice 0B-O74, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA, Svc list and 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411), 88/09/14 
Consolidated Edison Co of New York, Inc 122pp. 46824-215 46824,339 


8809120197 NRC Info Notice 08 075, "Disabling of Diesel Generator Oulput Circuit 
Breakers by Anti Pump Circuitry," Svc list encl. 

ROSSI.G.E Division of Operational Events Assessment (Post 070411). 88/09/16. 
Consolidated Edison Co of New York, Inc 124pp, 46940,133-46946 252 


6809130350 NRC Info Notice 08-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control." Svc list encl 
ROSSI.C.E Division of Operational Events Assessment (Post 870411). 00/09/19. 
Consolidated Edison Co, of New York, Inc 125pp. 46946-263 46947-013, 


R, Periodic operating reports A related correspondence 

0609010309 "NPDES Discharge Monitoring Rept for Jul 1988." W/880819 ltr. 

TREJO.J. Public Service Electric A Gas Co, of New Jersey. 00/07/31. CAPORALE.G, 
New Jersey, Slate of. 26pp. 48742.012-46742*037, 

8809070200 Forwards "Semiannual Radioactive Effluent Release Repl for Jan-June 
1988" A Rev 4 to "Offsite Dose Calculation Manual." 

MILTENBERGER.S Public Service Electric A Gas Co of New Jersey, 88/00/31, Doc- 
ument Control Branch (Documonl Control Desk) 4pp, 46776003 46770:162. 

-8809070202 "Semiannual Radioactive Effluent Release Rept, Jan -June 1988/' 

Public Service Electric A Gas Co. of New Jersey. SGS RERR-24, 88/06/30. 4Bpp, 
48776.007-4677Q.082. 


-8809150284 Notice of violation from Iobd on 831205 06 A 840116-20. Violations 
notedifire protection features not provided for certain redundant trains of equipment 
A/or cabling located outside primary containment 

RU$SELL ( W,T. Region 1, Ofc of the Director. 97/0B/15 3pp. 46815,099-46816:101 

8808160388 Suppl 1 to NRC Info Notice 88-040, "Licensee Rept of Defective Refur- 
bished Valves Svo list encl 

ROSSI, C.E. Division of Operational EventB Assessment (Post 870411). 88/08/24. 
Consolidated Edison Co. of New York, Ino. 122pp. 4671 3*21 8*4671 3:21 9. 


8808230112 NRC Info Notice 88-070, "Check Valve Inservlce Testing Program Deficien- 
cies," Svo list encl. 

ROSSLC.E, Division of Operational Events Assessment (Post 870411), 08/08/29, 
Consolidated Edison Co, of New York, Ino 123pp, 4671 3:095-4671 3*217. 


B808280492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event, Svc list encl. 

ROSSI, C.E, Division of Operational Events Assessment (Post 070411), 06/09/01, 
Consolidated Edison Co. of New York, Ino, 121pp. 46712:244-46713.004 

8809190140 Forwards Raqualiflcation Exam Repts 60-272 /88-07OL A 60-31 1/80-O7OL 
of exam conducted during wk of 880613, Requaliflcatlon program deficiencies noted, 
MARTIN, T.T, Region 1, Ofc of the Director. 88/09/01, MILTENBERGER.S. Public 
Service Electric A Gas Co of New Jersey, 3pp. 46808,066-46880:202. 


-0809070210 Rev 4 to "Offsite Dose Calculation Manual " 

* Public Service Electric A Gas Co. of Naw Jersey. 88/06/17. 91pp. 46776.003- 
46776:152, 


S, Reportable occurrences, LERa & related correspondence 

.Unit 1 tripped from full power as result of main 
pped from lull power duo to high steam generator 
julating valve falling open, 
legion 1, Ofo of the Director. 88/09/01. Ip. 


8609140180 LER 88-01 3-00.on 86081 2, several penetration seals did not conform to 
correct color or celt structure as recommended by silicone foam mfg to provide neces- 
sary fire protection. Caused by Inadequate procedural guldance.W/880906 ltr 
POLLACK, M J., MILLER.L K. Pubtlo Service Electrlo A Gas Co of New Jersey. 88/09/ 
06.6pp 46036:328-46836:332. 

8809140459 Supplemental Special Rept 86-3-1 *on 880720 A 0809,flre barriers Impaired 
for greater than 7 days Cause unknown, Hourly watch continued until concerns w/ 
area resolved, Penetrations sealed. 

MILLER, L.K, Public Service Electric A Gas Co, of New Jersey. B8/09/06. Document 
Control Branch (Document Centro! Desk). 6 pp. 48646.001-46846.005, 


8809070355 PNO-I-B0 091, on 800831 
turbine trip Cause unknown Unit 2 trl 
(SG) level resulting from SG feed ret 
BORCHARDT.W, SWETLAND,P. f 
46779:144-46779,144, 



54 DOCKETED ITEMS 


V. Operator EaamlnaUona 

„„, MU0 fawaiSS Reauakficatiofl Exam Repls £0272/86-0701 & 60-311/88 0701 

IsKtS® SSrS^ Mf-gSB? B8 

tfNwJ«W 3PP <8868088-40888 262. 

_»M«1S0H7 ReoaMMOon Exam Repts 50-272/88-0708 4 50-311/86 07OL on 
"*M6iJ i7BamS«uS”os8t s«r«x reactor operators Olourreactor operators, one 
faiJed wnuSof tesl A one seruof operalor Tailed written tesl 
S^ I^ROTaPW RegK>n 1, O/c of (he Director. 86/08/29 175pp 

4688809M6888 262 

DOCKET 50-275 DtABLO CAN TOW NUCLEAR POWER PLANT, UNIT 1 

F. Security, mcdfcsl, emergency 4 Are protection pfans 

40249 Forwards public verswn of Rev 8 (o Emergency Ran Implementing Proce- 
Ajtek PP OR 1 "Offsite Support A Assistance " _ 

SNIFFER JD Pacific Gas A Electric Co 88/ft8/2S Document Control Bvanch (Qocu- 
rued Control Desk) Ip 4684 1 172-46841 196 

-4869140259 Public version of Rev 6 to Emergency Plan Implementing Procedure EP 
OR 1 ' Offsile Support A Assistance, " A updated tabie of contents 
TOVVNSENDJD &c Gas A Eleclnc Co 89/07/29 24pp 46B41 173 46641:196. 


I, Financial Information 

4809090269 Final response to FOfA request Forwards App 
documents available in PDR Charges for search, duplicate 
GRIMSLET,DH NRG - No Detailed Affiliation Given 
OWefvenyA Myers llpp 46766 248 46788 271. 

-4609090276 Forwards testimony of CA Lovejoy re financial qualification a of applicant 
CONNER! 8 Atomic Energy Commission. 68/01/30. WELLS, A A Atomic Energy 
Cpmrcssicn PAXTORHC Los Alamos Natrona) Laboratory. PJGFORD.TM Califor- 
nia Urw or, Berkeley, CA Ip 46766 261-46766 261 

-8809090281 Testimony of CA Lovejoy on financial qualification of i#W re design & 
const ol plant 

LOVEJOY, C A Paata Gas A Eleclnc Co LOVEJOY,C,A Atomic Energy Commission 
68/01/30 6pp 46766 262 46766 267 


E documents Apps D & E 
n & postage listed 
88/08/18 MCMILLAN, J, A 


P. Operating license stage documents & correspondence 

8809090095 Appeals denial of FOJA request for release of documents listed in Apps E 
A FongmaJly withheld 

HAMLlRJB Shaw, Pitlman, Potts & Trowbridge, 86/05/05 CHILK.SJ. Office of the 
Secretary of the Commission 3pp. 46769 275-46769 299. 

8808120294 Generic Ur 88 14 to all holders or OLa or CPs for nucfear power reactors 
re instrument air supply sys problems affecting safety-related equipment Svc list end. 
MJRAGUA.F J Associate Director for Pro[ecls (Post 870411). 88/08/08. Consolidated 
Edison Co, or New York, Inc. 41pp. 47065 001-47065 006 

W09W0111 Responds to 880505 appeal of denial of documents & portions of docu- 
ments Identified on end Apps E & F In 880425 response to FOIA 87-444.0ocument9 
or portions of documents continue to be withheld (ref FOIA Exemption 51 
CHI LK.S J, Office of the Secretary of Uie Com mission 88/08/12 HAMLIN.JB Shaw, 
Pittman. Potts i Trowbridge llpp 48769 300-46769-326 

-8809090119 Requests that Committee review disagreement between NRC & NRC In- 
spector I Yin over technical issues anslng from licensee design control measures for 
smiail & large bore piping sys & advise Commission on resolution. 

PAlLADfNO.NJ Commissioners 84/04/04 EBERSOLE.JC. ACRS - Advisory Com- 
mittee on Reactor Safeguards, Ip 46769 314-46769 314. 

-8809090123 Requests comments on listed issues pnor !o Commission action on full 
power license lor plant 

PALlADINO,NJ Commissioners, 84/04/13. EBERSOLE.JC. ACRS - AcMsory Com- 
mittee on Reactor Safeguards Ip. 46769 31 5-40769 321. 

'-8009090128 Forwards for re view, revised order Changes based on suggestions made 
by Roberts & Bemthal.W/o end 

PALLADINO.N.J Commissioners 83/11/07 GlLtNSKY, ROBERTS, ASSELSTfNE 
Commissioners Ip 46769 322-46769,322 

-8S09090131 Comments on 10CFR55 25 re administration of operating test prior lo ini- 
taJ cnbcalitv.por NRC brief in plant case 

PAUADINO.NJ Commissioners. 64/11/02. BRIGGS.W.H Solicitor. 2pp. 46769.323- 


-^09090135 Approves SECY-81-1 15A re prehearing conference order, as modified l 
attached page W/o end, 

HEM0RIE - GIUNSKY ' BRADF0B0 
,MU6s ' lw 

87041^1 1 ? , J, 9sotJrceB Management, Director (Po 
87 N 13), 88/08/15 WEISSMAN.S California, State ol 2pp, 46769.005-46769 019 

^ a/ rwt r !? b f ^ for ^ cfn 9 jnfo re pressurized thermal shock. 

G^wsJv fifwrvrSSp 01 (800428-651124) 82/01/20. PALLAOINO/ 

G1UNSKY. BRADFORD Commissioners, 2pp , 46769 007-46769 0 1 9. 

^SSSJSUu AfiP B documents, Apps D & 

O^U^EY ovf wnr f i >r ^ ch - duplication a postage listed 

80/ ^ /m ' MCMUAN - J " 

41 Nue,e 


<-8609120128 "Prefimlnaiy Aspects of PG&E Application for CP for Nticfoar Power PfaM 

at Proposed Diablo Canyon Site " , 

* Atomic Energy Commission 67/04/14 3pp. 46766,269 46766:271* 


8809010227 Forwards Amends 30 & 29 to Licenses DPR-00 & DPR.02, roapoclivofy A 
safety evaluation Amends allow Initiation value of roactor Irlp on (urblno trip 1o l?4 
changed from thermal power greater than 10% to greater than 50%. 

ROOD.H Project Directorate V 96/08/26 SNIFFER, J.D Pacific Gas & Elociflo O 
4pp. 46740.077-46740.094. 


-8809010232 Amends 30 & 29 to Licenses DPR 60 & DPR-02,re8poctivoly. nl lowing Ini 
nation value of reactor tap on turbine trip to be changed from thermal power pro* lor 
than 10% to greater then 50% 

KNIGHTON, G.W Project Directorate V, 88/06/26 1 0pp. 46740:061-4074 0090. 


-8809010234 Safety evaluation supporting Amends 30 & 29 to Llconooa DPR 110 A 
DPR 62, respectively, 

* Office of Nucfear Reactor Regulation, Director {Post 670411), 60/00/20 4pp 
46740 091-46740.094 


8809130240 Notification of contract execution,Mod 8, to “Earthquake Potential A 
Credible Earthquake for Diablo Canyon Power Plant ” Contractor.Unlv of Wuvmto 
Reno.Mackay School of Minas 

BELL.S, Contract Administration Branch. FIN D 1326 68/08/20 BAJWA,8,a OfM 
of Nuclear Reactor Regulation, Director (Post 870411), POSLUSNY.C- NRG ■ No Ite 
tailed Affiliation Given lp. 48833 231-46833'234. 


8809190022 Forwards Amends 31 & 30 to Licenses DPR-00 & DPR-02, roapacifvofy A 
safety evaluation, Amends decrease max closure time for containment vacutim/pfim 
sure relief valves from 1 0 s to 5 s 

ROOD.H, Project Directorate V. B8/00/29 SHIFFER.J D Pacific Gab A fclttclfte I/O 
4pp 46B93,093-46B93,1 05 


6809070448 Summary of 886912-15 meetings w/util In Rockvilo.MD ro ovofvlow of PfIA 
lor seismic reevaluation program 

ROOD,H. Project Directorate V. 88/00/39. KNIGHTON.GW, Projoot Dlroctorate V 
5pp 46772,119 46772,123, 


8809260310 "Reactor Containment Bldg Integrated Leak Rate Tost." W/ QQ0DI0 Hr 
SHIFFER.J D Pacific Gas A Electric Co 60/08/31 59pp 40956:324-40057 022, 

8809060338 Redistributed Itr forwarding Amends 31 & 30 to Llconaos DPI! 00 A UVii 
82 t respec1n/ely & safety evaluation. A mends decrease max cfoguro llmo for conlhrt 
ment vacuum/pressure relief vafves from 10 a to 6 s. 

ROOD.H, Project Directorate V, 08/09/01. SHIFFER.J.D, Pacific Gad & PoclikJ <V 
4pp 46758.162-46768:181. 


-8809060341 Amends 31 A 30 to Licenses DPR 80 & DPR-02,rospocilvoly, ilocfMJi**^ 
max closure time for containment vacuum/pressure relief vfllvos from 10 a to 0 0 
KNIGHT ON ,G,W Project Directorate V. 88/06/29 6pp 46766.166 46760:171. 


-8809060343 Safety evaluation supporting Amends 31 & 30 to Uconaoa OPR Wl A 
DPR-82, respectively, 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 00/00/20 


L .VV LT* “ i: ’TVIIIMM mioiu Tttu\Juiir/v-rvgi muoouiu nuiiwi Y Ell V W L 'i 

^ft/x 0r i^ a i!l 0 S fl [l yon Power PJant Lfnlis 1 A 2," technical evaluation ropl 
Kmc EG & G Idaho, fnc (subs, of EG&G, Inc.). FIN A-6416 EGG-NTA-AU I , ft// 
09/30, NRC - No Detailed Affiliation Given, IQpp. 48766,175 4B750.1Q1. 

8809070101 Forwards util 880401 itr re plant wastewater holding pond 1 Pond witl tw* 
u Krt"? "/Resource Conservation & Recovery Act of 1 070, ns mmM 
V 88/09/01. Advisory Council on Historic Profi<nvfll*m 

i2pp 4o7B4 054-46704 073 

68 SJ’JS“«I jW'ftsea Ihal WCAP-11723, "LOFTTR2 Analysis lor Stoam Qono,nior t,*« 
Knf, inrPDs?o n l, & o a ' Fpprlela^wlll be withheld Irom pnlillo U.s.M 

7 r?,° & Section 103 ^ of Atomic Energy Act) 

^ 5pp «t33.16MMa3tl 72 88/09/01 wiesem aWn,R.A WoslInQhoi.so Net),.. 


Q. Inspection reports, IE Bulletins & correspondence 

88 S1?!! 0 m 1 Responds to 6B0505 appeal of denial of documents A portions of 
S^!5*iJ5?!lKta 0n 0nc . App ^ E & » F i n 8 ^°ti 25 reB P°n 80 lo FOfA B7-444,Docijrnqo(9 
rffi ? ° r ocu 7« nls e con,i ^ 0 ‘o ^ withheld {ref foia Exempilon 6). 
o.fw 1 D ? D T of ^e Secreiary of the Commission, 80/00/12 HAMLIN, Btvhw 
Pittman, Potts 4 Trowbridge 11pp. 46769.300-46760.326 

1 rart ot vlewa rQ n °Mce of violation. W/o oncP 

AHEARNE.J Commissioners 62/02/09 PALUDINO, GILINSKY BRADFOIlD f^wn 
mi8Slonera. Ip 46769, 326-46769 326, * Y ' HAU ^ U IIU ivOw 

88 Slg , ^ , GE." S^c'Ull end, 0 * ® S ° 69, " Movablfl & ’ r ' ,ai =l Fin B er Binding In UFA n«l*r» 


Mlg by GE," Svc list and. * ama "'» ,n nrl " ,<M *r s 

sSseuss; & “ ,a 



'TsKlves^LvcfeUnd lnf0 N0 "" 80 -° 48 ' atee '>» e ol Delwlfy. ntta 

N0,iM 8B -° 70 ' '’ Ch6CkValV9 Testing Program Do«c*v 

ROSSI.C.E Diviftlriri rt< -• 
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8606260492 NRC Info Notice 88-071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuted to 
That Event Svc list end. 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411) 88/09/01. 
Consolidated Edison Co of New York, Inc 121pp 4671 2, 244-48713.004 

8809060097 Forwards response to NRC Bulletin 88-005 & Suppls 1 & 2 re nonconform- 
ing malls supplied by Piping Supplies, Inc & West Jersey Mfg Co, Twelve flanges identi- 
fied as Installed In plant & determined adequate for intended svc 
SHIFFER, JD. Pacific Gas & Electric Co 88/09/01. Document Control Branch (Docu- 
ment Control Desk), 4pp 46800 246 46800 249. 

8808300016 NRC Info Notice 88 072, “Inadequacies In Design of DC Motor-Operated 
Valves " Svc Hat end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001 -46726-1 23 

8809150106 Forwards response to NRC Bulletin 08 608, “Thermal Stresses In Piping 
Connected to RCS," 

SHIFFER.J D , LOCKE, H.V. Pacific Gas & Electric Co 08/09/06 Document Control 
Branch (Document Control Desk). 5pp 46847,140-46847 144 

8809190227 Forwards Insp Repts 50 275/60-15 & 50-323/68-14 on 880711-22 & notice 
of violation Objectives for maint program insp listed. 

MARTIN, J.B Region 5, Ofo of the Director 8B/09/06. SHIFFER.J.D. Pacific Gas & 
Electric Co. 6pp, 46907.089 46907' 150 

-8809190233 Notice of violation from insp on 0BO71 1-22 Violations noted, test program 
not established & Implemented to assure listed chock valves will perform satisfactorily 
in svo & test procedures did not provide for testing of dump valves 
MARTIN, J.B. Region 6, Ofc of the Director. 06/09/ 06, 6pp, 46907.075-46907.079, 

-8806190240 Insp ReptS 50 276/8B-16 & 59-323/89-14 on B80711-22 Violations 
noted Major areas Inspected. maint program & implementation of related activities 
HUEY.F.R., CREWS, J.L , TOTH, A D Region 5, Ofc of the Director. 88/09/05, 70pp 
46907.000-46907,150 


T, Hearing transcripts on non-antitruat matters 

6809090269 Final response to FOIA request Forwards App E documented pp9 D & E 
documents available in PDR.Charges for search, duplication & postage listed. 
QRIMSLEY.DH NRC - No Detailed Affiliation Given 88/06/18. MCMILLAN, J.A. 
O'Melveny & Myers 11pp. 46768.248-46766 271. 

-8809090261 Testimony of CA Lovejoy on financial qualification of ulll re design & 
const of Plant 

LOVEJOt.C.A Pacific Gas & Electric Co LOVEJOY, C A Atomic Energy Commission 
68/01/30. 6pp 46766 262 46766 267 


V. Operator Examinations 

6809080262 Forwards schedule for conducting operator licensing exams through 
FY92,per Generic Ltr 88-13 

SHIFFER.JD. Pacific Gas & Electee Co. 00/09/01 HANNON, J Operator Licensing 
Bra nch. 3 p p 46800.2 50 4 6800.252 


DOCKET 60-276 AQN-201 


Q. Inspection reports, IE Bulletins fc correspondence 

6809260026 Responds to 000919 Hr requesting resumption of reactor operation & for- 
wards resumption of reactor operation Issues Most Important factor to be assessed 
prior to restart (9 question of adequate mgt control. 

GRACE.J N, Region 2, Ofc of the Director, 88/09/13 CRECINE.J P, Georgia Institute 
Of Technology, Atlanta, GA 3pp 46957‘105 46957.107 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


8609220282 Forwards written analysis of auxiliary saltwater sys operability relationship 
between instrument setpoints & design basis.per Insp Repls 50-275/08*11 & 60-323/ 
08-10. 

SHIFFER.J.D. Pacific Gas & Electric Co, 80/09/13. Document Control Branch (Docu- 
ment Control Desk). 18pp. 46927.215 40927.23 2. 

8609080339 NRC Info Notice 88-074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA. Svc list end 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 60/09/14, 
Consolidated Edison Co. of New York, Inc. 122pp. 46024:215 46824.336. 

6609120197 NRC Info Notice 88-076, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry “ Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 00/09/16. 
Consolidated Edison Co, of Now York, Inc. 124pp 46946*133-40046:252. 

8809130350 NRC tnfo Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 970411), 88/09/19. 
Consolidated Edison Co or New York, Inc. 125pp 46946 253-4B947 < 013. 


R. Periodic operating reports & related correspondence 


6609080142 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month Of Jul 1988. 11 W/88Q819 Ur. 

TOWNSEND.J D. Pacific Gas & Electric Co, 80/07/31. LEONARD.W. California, Slate 
of, 31pp. 46796.067*46788067, 


8809080029 Forwards "Diablo Canyon Power Plant, Semiannual Radioactive Elfluent 


Repf.Jan-June 1980 “ 

SHIFFER, J.D. Pacific Gas & Electric Co. 88/0B/30 Document Control Branch (Docu- 
ment Control Desk). Ip. 46793.133 48793.280, 


-8609080130 "Diablo Canyon Power Plant, Semiannual Radioactive Effluent Rept.Jan- 
June 1908 “ 

* Pacific Gas a Electric Co 80/06/30. 37pp 46793 134-46793-170, 


-8809080132 Rev 2 to Administrative Procedure AP C-263S1, "Dewatering Control Pro- 
^Paclflo Gas 6 Electric Co. 88/06/23 Bpp 46793:1 7 1-46793*1 77 


F. Security, medical, emergency & lire protection plana 

8008260280 Forwards Safety Insp Repls 60 277/88-27 & 60-278/88-27 on 8BO0O2- 
04.No violations noted 

BELLAMY ,R.R Region 1, Ofc of the Director. 88/08/17 MCNEILL, C. A Philadelphia 
Electrlo Co 2pp. 46850 265 46658 272. 

-8800260308 Insp Repts 50-277/00-27 & 50-278/80 27 on 0GO8O2-O4.No violations 
noted .Major areas Inspected emergency response lacilitloa.public Info 
program, changes to emergency prearedness program & followup of previously noted 
Issues. 

CONKLIN, C , LAZARUS.W.J. Region 1, Ofc ol the Director. 89/0B/15 6pp. 
46656.267-46656:272. 

8806260460 Advises that Region 1 plans to participate In full-scale, unannounced off- 
houra emergency preparedness exorcise scheduled during wk of 680025 Requests 
that util provide briefing session on S80915 at Region I ofc, Agenda end. 
ESNETER.S.D, Region 1, Ofc of the Director 88/08/18 MCNEILL.C A Philadelphia 
E lec trie Co, 4pp. 4 6653:353-46663‘3 58. 

8Q09010380 Forwards Special Insp Repts 60*277/80-23 & 50 270/88-23 on 880627- 
30 No violations noted, 

BELLAMYS R Region 1. Ofc of the Director. 88/0B/23. MCNEILL.C A. Philadelphia 
Electric Co. 2pp, 46743,245 46743.255 

-0809010381 Physical Security Insp Repts 60-277/BB 23 & 50-270/88-23 on 880627- 
30 No violations observed. Major areas Inspected, followup on licensee Implementation 
of commitments identified In util 680603,13,17 & 24 Itrs, 

BAILEY, R.J., MADDEN, J.. KEIM1G.R.R Region 1, Ofo of the Director BB/OC/23 9pp 
46743 247-46743:255 

8809020247 Forwards Amends 135 & 138 to Licenses DFR-44 & DPR-5B. respectively 
6 safeguards evaluation Amends modify & combine stated paragraphs of licenses for 
compliance* w/amended physical security plan 

MARTIN.R E Project Directorate 1-2. 88/00/25. ALDEN.W.A. Philadelphia Electric Co. 
4pp. 46746:207-46749,309, 

-8809020249 Amends 135 & 138 to Licenses DPR-44 & DPR* 50, respectively, modifying 
& combining Paragraphs 2,C.(4) & 2.C.(4)(c) of License DPR 44 & Paragraphs 2C.(3) 
& 2.C (31(c) of License DPR-56 for compliance w/amended physical security plan 
BUTLER, W R. Project Directorate 1-2 8B/08/25. 6pp. 46740-301 -46746-306 


— 8809080133 Rev 11 to Administrative Procedure AP C-253, “Process Control Pro- 
^PacWo Gas & Electric Co. 88/04/05. 13pp. 46703'170 46793:197. 


-8009020260 Safeguards evaluation rept concluding that proposed revs to physical se- 
curity plan meet requirements of miscellaneous amends & search requirements rev to 
10CFR73.55 & record reporting requirements ol 10CFR73.70. 

* NRC - No Detailed Affiliation Given, 08/08/26 3p. 46746:307-46746,309 


-8809080136 Rev 6 to Chemical Analysis Procedure CAP A-8, "Olfslte Dose Calcula- 
tions.' ’ 

* Pacific Gas & Electric Co. 88/04/22. 87pp. 467&3:1 98-46793:280. 

8809260128 Monthly operating repts for Aug 198B.W/880914 Hr. 

BEDESEM.P., TOWNSEND, JD, Pacific Gas & Electric Co. 80/08/31, 11pp. 

46957:094-46957.104 


S, Reportable occurrences, LERa & related correspondence 


6609010140 Forwards application for amend to Licenses DPR 44 & DPR-56, removing 
carbon dioxide hose sys from control room to eliminate potential hazard to control 
room personnel.Fee paid, 

BRADLEY.G J, Philadelphia Electric Co 88/08/26. MUftLEY.TW. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 46721:342-46721.350. 

-6009010143 Application for amends to Licenses DPR-44 & DPR 56, changing Tech 
Specs to reflect proposed removal of carbon dioxide hose sys from control room lo 
eliminate potential hazard to control room personnel. 

GALLAGHER, J W. Philadelphia Elec trio Co B8/08/24. 13pp. 46721:343 46721:355 


8809010334 LER 88-024-00 on 880707,6 h allowed by Tech Specs to place Inoperable 
overpower differential temp channel In tripped condition exceeded Caussd by person- 
nel error.Modules properly adjusted & instrument returned to avc.W/800829 hr, 

KELLY, W.J., SHIFFER, J D. Pacific Gas & Electric Co. 86/08/29. 5pp, 46720.300- 
46720-304. 

8809140148 PNO-V-80 056:on 880830, Unit 1 experienced reactor trip from 99% power 
due to main feed pump trip, Also, on 880901 .Unit 2 experienced reactor trip from 100% 
power due lo seismic rip signal. Incidents under Investigation 

RaFU3 UtK, ME N DOC A,M .Region 6, Ofo of the Director, 88/09/02. 4pp. 46839.272- 
46839:275. 


—8009010187 Proposed Tech Specs re C02 fire protection sys. 

* Philadelphia Electric Co. 8B/08/26, 3pp 46721 350 46721.35B 

8009090224 Forwards application for amends to Licenses DPR*44 & DPR 56, reflecting 
mod to diesel generator bldg C02 fire suppression sys, Fee paid. 

BRADLEY,EJ. Philadelphia Electric Co. 80/09/07. MURLEY.T.W. Office of Nuclear 
Reactor Regulation, Director (Post 870411). ip. 46003:235 46803.253. 

—8609090232 Application lor amends to Licenses DPR-44 & DPR-56, changing Tech 
Specs to reflect mod to diesel generator bldg carbon dioxide fire suppression sys. 
GALLAGHER, JW Philadelphia Electric Co. 68/09/07. 14pp. 46803:236-46803:249. 
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“8809090234 Proposed Tech Specs to reflect mod to diesel generator bldg carbon di- 
oude fire suppression sys 

* Philadelphia Electric Co 60/09/07 4pp 46803 250-46603 253 

88Q923Q101 Forwards util 800727 ttr providmg ccrrectrve action plan & root cause as- 
sessment addressing secunty problems ExecylN© summary of root cause assess- 
ment not induced in initial submission 

SMITH. D M Philadelphia Electric Co 86/09/07 BELLAMY.fi fl Region 1. Ofc of (he 
DxKtor tp 46932.221 46932 242 

86091 90 3 W Informs that plant specific emergency operating procedures will be pawl- 
ed by 880930.per WT Russell 660802 requesL 

roGARTY.E P Philadelphia Elect/w Co BB/09/12 GMLO.fi M, Region t, Ofc of the 
Director- tp 46690 039 46690 03g 

88092601 M Forwards Combined Ihspfiepts 60-277/8 8 *26,50-278/ 68-26. 50-277/68431 
1 50 278/88-3 1 on 880725 2$ & 0627-29 

EBNETEfi.SD Region 1, 01c oltt* DffftcKW 68/09/12 MCNEILU3A Philadelphia 
Electric Co 3pp 46966 045-46966 070 

“8809 260116 Partially deleted tnsp fiflpls 50-277/66 26 4 5Q 276/88*26 on 880725-29 
(ref 10CFR73 21) No violations noted Major areas inspected assessment aids * pro- 
tected area £ access control - personnel 4 met effectiveness 
LANCASTER .W K . MADDEN, J A . KElMlG.fi fi Rsgm 1, Ofc of the Director 80/09/ 
08 17pp. 40966 040*46966 064 

“8809260118 Partially deleted Insp Repts 50-277/86-31 A 50-278/68-31 cn 880827-29 
{rel 1GCFR73 2l)VvDtau>n noted Major areas inspdcled mgt effectiveness, assessment 
aids - protected area 5 access wittot * personnel. 

LANCASTER, WK, CAM EROHDF. KElMSG.Rfl Region 1, Ofc of the Director 88/ 
09/08 6pp 46966 065-46968 070 


G. Adjudicatory correspondence 


W09080261 Expresses concerns about future operation of facility in York County, PA for 
reply Served on 880522 

RHODES, J PennsyNama. Commotweatth oL # 389 6944 68/08/16 PAQUETTE JF 
Philadelphia EfectncCo 2p p. 46740.143-46740 144, 


W09090166 Discusses concerns about future operation of plant fn York Countv.PA for 
response Served on 660818 

RHODES^ PennsyWama, Commonwealth of, #380 6941 88/08/1 Q. ZECH.l.W 
CommissiooerB 2 pp 49750 103-46750 104 


W090MQU Forwards Commonwealth of PA suppl to petition & statement of conten- 
tions re factftm 

MATHER.R P Peomytvama, Commonwealth of, #338 6969 60/08/24 CHJLK,$ JL 

Office oflfte Secretary of the Commission Ip 46668 140 46666 156 

-8809020022 Supplement to petition A statement of contentions of Commonwealth of 
^ 10 ir “ * r ^ uest ,or »" 

88/08,24 ****** -U*- 


MW20COT Phdadalphia Electee Co consented to motion tor 60 dav extension to re- 
of PA contentions * Certificate of Svc end 

»P Phifedelphia Electric Co lRYflN.O P H union & Williams #388 7014 38/ 
09/01 Atomic Safety and Licensing Board Panel, 4pp 46752 178-48752 17& 

M09 126006 Order * Grants applicant unopposed motion for 60-day extension of time to 
bme°Served PA contal * honi mC ^ 9 raflJed ©tension of 

PaneL * 3ss 70,2 mmm - phtatei - 


P. Operating license stage documents & correspondence 

8908120294 Gerwoc Ltr S8-14 fo aff holders of OLs or CPs for nuclear newer rearing 
uiRArnK ^ proWftnw affecting salety-retaled equipment Svc list end 



WW3 10150 Forwards response to 8808 J 7 ietcon root ash™ «wwi fK ,„ ^ , 

01 “ 1 

**ES£, F aSS^'’S,'l C n “ Pro 

' Ur,hW d9lIn ' n9 

of th« Director, ip 466^.270^63290°°’ 68/06/231 RLJSSELl.W.T Region 1 






8669020247 Forwards Amends 135 & 138 to Licenses DPR 44 6 DPR-56, rospoctivofy 
6 safeguards evaluation Amends modify & combine stated paragraphs of Uconaca fer 
compliance w/ emended physical security plan 

MARTIN, R E Project Directorate 1-2 60/08/25, ALDEN,W A Philadelphia Etoclric Co, 
4pp 46746 297-46746 309, 

-8809020249 Amends 135 & 138 to Licenses QPR-44 & DPR- 6 6, respectively, modifying 
k rnmWnrnn PaffimAnfc* O C.U\ A <? r. Mlk) Qf LlCenSG DPR 44 & Por«graj))ta ? (5 fj) 

— MktiMlM>l '*y plan. 


“8809020250 Safeguards evaluation rept concluding that proposed rovs lo physical ao 
cuntypfan meet requirements of miscellaneous amends & search requlro-monte rev Id 
10CFR73 55 & record reporting requirements ot 10CFR73.70, 

* NRC - No Detailed Affiliation Given 80/00/26, 3p 46740 3O7-40740’3OfX 

0809010140 Forwards application for amend to Licenses DPR 44 & DPH-SG, romcivinu 
carbon dioxide hose sya from control room to eliminate potential hazard fo control 
room personnel Fee paid. 

BRA0LEY.E J. Philadelphia Electric Co. 88/08/20 MURLEY.T.W Offlco of Nnctear 
Reader ReguJalm Doctor {Post 8704 1 J) f p. 4672 1,342-4 872 1:3&3, 

„ Toth 
roons to 


-0809010143 Application for amends to Licenses DPR-44 & DPR-SO.chnnnlnn 
Specs to reflect proposed removal of carbon dioxide hoso sya IrOm control t©„... 
eliminate pofentfaf hazard to control room personnel, 

GALLAGHER.J W Philadelphia Electrfc Co, 88/08/24 13pp 46721343-40721355 


“0809010187 Pr^r-* 

9 Philadelphia Electee Co 


)sed Tech Specs ro C02 fire protection sys. 
^ r 06/26 3pp 46721 .3 ‘ — ' - 


1.356-46721 ‘,35a. 


0839010267 Fotwates application for amends to Licenses DPR-44 & DPR BO, rovfomd 
requirement for containment cooling to address sya which perform contolnmom cc-OV 
mg funcdon.Feo paid, 

BRADLEY, E,J Philadelphia Electric Co. 80/08/26 MURLEYJW. Offfco of Nucfdfli 
Reactor Regulation Director (Post 870411), Ip 46743,268-40743.300. 

“0009010294 Application for amends to Licenses DPR-44 & DPR-GErovlalnn rormlrn- 
metes for confafnmenf cooling to addresses fnfegrafod sya, those sya which poiform 
containment cooling function 

Co ’ 80/oo/1B ' Nnc ' No Do ' nili:,d A,,I|I(U »" 

*' 88 2!? 1 S 3 ? M^ f c? 0sed Tec ^ s F eC9 w containment cooJlnn ays, 

Phifadofphfa Electric Co. 88/08/26, 8pp 48743:203^8?43'300. 

TSKSlS* 111 09199598 Rop * a6Jor ''' k,nt ’ ,i>ao " * nBv * 
^^^SSSSSSffSS^ 88/08/29 nussELL ^ T - *#* i. ok> oi «• 

RW ' J 10 "Offsite Dose Calculation Manual. 1 ' 

COTTON.J B, Philadelphia Eleclrjo Co, 60/06/28. 60pp, 4Q700 323-40781:0)0' 

* B ps Q Ra™?naT™Ji of act * s ^ Items 3 1.2 & 3.2.2 of GchoNo I U 03- 

m9nual upd0 ' 95 ‘' fl,lln8, pl0hl 

GAL LAG HER .J.W Philadelphia EIq c trio' Co OB/09/01 VARGAS A Offlrn ai Nnrbt*> 
Reactor Regulation, Director (Post 870411). 2pp 46801 :022.4G0Ol O23 

M Pm”ta,PA Lfc0nS99 M09 “ ng 8B ■ 14 ' , ° n 0801)07 Kln « 01 
aJp V «a« Mo4fc.33?. f ° ° f ,h9 D ' ^ec,0, 88/00/00 R ' , » ,on '< 0,0 of 1 ,1D I»OClM 

SSw vSSB&m * DPR - BD - 

e ojSde1Ir?8uppre8afon Xs? h 5P6CS *° r ° ff0Ct motl to d(oael 9 0ner£ U°r bfciQ Cartiop) Oi 

* Philadelphia Electric do, 88/09/07. 4pp. 48B03'250-46803:263, 

Of N«cl W 



-T h J» 


DPH-50. roflocUnff 

ed functions Fee paid. or pmt P* f8 °nh0( performing safoty rotor 

fiaacfor Regulation, Director fpoat^O? 1 p 9 4 66^ ^ V^f^ 64 CM 0 ?^°® ° C Nwc<Q<w 

T«ch 

88/09/or Z 1 ZZZT 
on uee 01 
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8809140219 Forwards application for amends to licenses DPR-44 & DPR-56, revising 
required source range monitor min count rate requirements & correcting inadvertent 
omission from Unit 2 Tech Spocs Fee paid 

BRADLEY.E J Philadelphia Electric Co. 80/09/07. MURLEY.T.W Office of Nuclear 
Reactor Regulation. Director (Post 07041 1) Ip 46830 325 46638-341. 

-8809140226 Application for amends to Licenses DPR 44 & DPR-56.revising required 
source range monitor mm count rate requirements & correcting inadvertent omission 
from Unit 2 Tech Specs 

GALLAGHER.J W Philadelphia Electric Co 88/09/07. 12pp 4603B 326 46638 337. 


6009080134 Notification of 060945 SALP Board Meeting 66*140 in King of Prussia, PA 
for regional evaluation phase of SALP 

UNVtLLE.J.C Region 1. Otc of the Director 88/08/31 Region 1, Ofc ol the Director 
2pp 46000 183*46600-184 

8909090125 Forwards payment In amount of $500 on behalf of BA Stambaugh reply to 
notice of violation re License OP-4267-5 

UHLER.JC Uhfer, J C STAMBAUGH.B.A Affiliation Not Assigned. 68/06/31. Ofc ol 
Enforcement (Post 870413) Ip. 46903 356 46803.358 


-8809140229 Proposed Tech Specs re resource range monitor min count rate require- 
ments 

4 Philadelphia Electric Co 88/09/07. 4pp 46838 33B-46838 341 


8809140431 Forwards complete "Poach Bottom Atomic Power Station Restart Power 
Testing Program," did 880823 

GALLAGHER.J W Philadelphia Electric Co 80/09/07. RUSSELL, WT. Region t. Ofc 
of iho Director ip 46840 067-46640 091. 


O. Inspection reports, IE Bulletins & correspondence 


-8809090149 Responds to notice of violation on behalf ol BA Stambaugh re License 
OP-4527'5 Corrective action personal nontechnical reading habits corrected on or 
about Aug 1984 & reading limited to company publications & technical reading 
STAMBAUGH.B.A. Philadelphia Electric Co 88/08/31. Ofc ol Enforcement (Post 
870413) 2pp. 46803 357-46803 358 

8800280492 NRC Info Notice 00-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event, Svc list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 89/09/01 
Consolidated Edison Co. of New York, Inc 121pp. 46712 244 48713 004 


8808260280 Forwards Safety Insp Repls 50-277/88-27 & 60-270/88 27 on 860802- 
04.No violations noted 

BELLAMY, R.R RoQlon 1, Ofc of the Director 86/08/17 MCNEILL.C.A Philadelphia 
Electric Co 2pp 46658 265-46058.272 

-8808260306 Insp Repts 60-277/88 27 & 50-279/80-2 7 on 660602-04 No violations 
notod.Major areas Inspected-emergoncy response facllilios.publlc Info 
program, changes to emergency prearedness program & followup of previously notod 
Issues 

CONKLIN.C, LAZARUS.WJ Region 1, Ofc of the Director 66/08/16 6pp 
40650:267-46658 272, 

8809010360 Advises that rev to Inservice insp interval dates for plant Is needed to el 
fectively Implement requirements of Section XI of ASME Boiler & Pressure Vessel 
Code Current Interval dates listed. _ 

GALLAGHER, J.W Philadelphia Electric Co, 88/08/17 RUSSELL.WT, Region 1, Ofc 
of the Director 2pp 46743 319-46743.320 

6808190195 NRC Info Notice 08-069. "Movable Contact ringer Binding In HFA Relays 
Mfg by GE," Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/00/19. 
Consolidated Edison Co. of New York, Inc, 126pp. 46690 05 4-46090.1 70. 

8008160451 NRC Info Notice 88-068, "Setpoint Testing of Prassunzor Safety Valves W/ 
Filled loop Seals Using Hydraulic Assist Devices." Svc list and 
ROSSI.CE. Division of Operational Events Assessment (Post 870411). 06/08/22 
Consolidated Edison Co of New York, Inc 121pp 46702.311-48703.070. 

8809220237 Forwards LT White application for withholding under 
10CFR2 790.Applicatlon should bo incorporated into record compiled as port of on 
forcement conferonco Affidavit also oncl. 

MALATESTA.JP Killian & Gophart. 60/06/22 RUSSELL, W.T Region 1, Ofc of the 
Director. 6pp 46930 056-46930.062 

8809010380 Forwards Special Insp Repts 50-277/96-23 & 50-278/00 23 on 000627- 
30 No violations notod 

BELLA MY, R R Region 1. Ofc of the Director 88/08/23. MCNEILL.C A Philadelphia 
Electric Co 2pp 46743 , 245-46743,265 

-8809010381 Physical Security Insp Repts 60-277/68-23 & 60-270/60 23 on 060627- 
30 No violations obsarvod Major areas Inspected 1 followup on llcensoo implementation 
of commitments Identified in util 080603,13,17 & 24 llrs. on _ (nn 

BAILEY, RJ., MADDEN, J . KEIMIG.R.R Region 1, Ofc of the Director 68/00/23. 0pp. 
46743:247-48743 255 

8609020258 Responds to 600809 notice of violation re AT Winter reading of nontechni- 
cal reading mail .frequently Bitting In relaxed position w/eyes closed at limes during 
shift & failure to rept or stop playing of video games by others. , 

WINTERS T.A. Philadelphia Electric Co 08/08/23. Ofc of Enforcement (Post 870413). 
3pp. 46760, 252-46760 1 254 

8808180388 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end, 

ROSSI, C.E Division ol Operational Events Assessment (Post B70411), 08/08/24 
Consolidated Edison Co. of New York, Inc 122pp 46713-218-46713-219 

8809020023 Forwards Insp Repts 50-277/08-30 & 50-278/88-30 on 880815-19 & notice 
of violation Program of wall mods not conducted In compliances w/NRC 
requirements Uhl should submit schedule for Implementing control program 
DURR,J P. Region 1, Ofc of the Director 68/08/26 MCNEILL, C.A Philadelphia Elec- 
tric Co 2pp. 40746 317-46746 328 

-8809020030 Notice of violation from insp on 9808 1 5-1 9.Vlolatlons noted, out of 
sample of 47 concrete expansion anchors.22 failed to Indicate specified min torque 
value for size of anchor bolts tested, 

* Region 1, Ofc of the Director. 88/08/26. 2pp 46746:31 9'40746.32Q 


8609130072 Responds to violation noted in activities under License SOP-23 2 1. Ad mils 
to some allegations .including being Inattentive to Instrumentation & controls Denies 
accuracy of each allegation In conferonco w/util & NRC 

METZ.HL Affiliation Not Assigned. 88/09/01, Document Control Branch (Document 
Control Desk) 2pp 46030 054 46830 055 

6606300018 NRC Info Notice 86-072, "Inadequacies In Design of DC Motor Operated 
Valves." Svc list end 

ROSSI, C E, Division of Operational Events Assessment (Post 870411) 00/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001-46726-123 

6609130061 Forwards Exam Repls 50 277/88-16(01) & 50 278/00-1 0IOL) administered 
during wk of GD071 8 Written exam questions & preliminary findings discussed w/thoso 
members Identified In rept. 

GALLO.R.M Region 1, Ofc of the Director 00/09/02. MCNEILL.C A. Philadelphia 
Electric Co 3pp 46629,249-46030,038 

-8809130100 Exam Repts 50-277/ 00-1 60L & 50-276/88 -160L on OB0719 2lExam 
resuHs.one senior reactor operator candidate & seven reactor operator candidates 
passed exams.Ono candidate failed written exam & one candidate (ailed operating 
teat 

HDWE.A.G,, LANGE.D.J. Region 1, Ofc of the Director 80/09/02. 147pp 46B29:252- 
46630 038 

0809130206 Responds to NRC 880809 Ur re violations noted against License SOP- 
101 1-1 concerning Inattentive ness to Instrumentation & controls 
SHEETZ.R.E Philadelphia Electric Co. 86/09/06, Ofc of Enforcement (Post B70413). 
4pp. 46030,172 46030.175, 

8809130210 Responds to NRC 800009 Itr re violations noted for License SOP-3937- 
3 Explains unprofessional behavior as result of hard time adjusting to overtime worked 
& indifference to procedural compliance because ol personnel grievances, 
CROMWELL.es Philadelphia Electric Co GQ/09/QB Document Control Branch (Doc- 
ument Control Desk) 4pp. 46030.234-46030-237 

6609130237 Responds to NRC 880906 Itr re violation & proposed civil penalty In 
amount of $1,000 Corrective actlons-eleclrlcal equipment will not be permitted to tfoto 
riorate & electrical operating group will be created for dedication to problems 
PFENDERlF J Philadelphia Eleotric Co, 88/09/06. Ofc of Enforcement (Post 670413). 
4pp 46035,320 40B35 323, 

8809140291 Responds to NRC notice of violation & proposed civil penally of $500,ad- 
mitllng violation of Administrative Procedure A-7 Payment paid Corrective 
action volunteer to redesign control room, 

MALDONADO, R A Philadelphia Electric Co 88/09/06 Ofc of Enforcement (Post 
070413), 4pp. 46044 101-46044:184 

8809140313 Rosponds to notice of violation & proposed civil penalty In amount ol 
$1,000, re suiting from enforcement conference conducted w/author on 080329 Author 
charged w /implementation- of human performance evaluation sys program 
ALWOOD.E G. Philadelphia Electric Co. 88/09/06 Ofc of Enforcement (Post 070413). 
3pp 46040:140 46040:1 4& 

88091 50154 Responds to NRC Itr re violations noted against License OP-10493 Admits 
violation of Administrative Procedure A-7. Corrective actions relinquished license & In- 
volved w/ procedural upgrade. 

SWAYNE.G.L Philadelphia Electric Co. 08/09/00, Ofc of Enforcement (Post 870413). 
3pp. 46849 338-46849-341. 

8809130185 Responds to NRC 880809 Itr re violations noted In insp of License OP- 
10227-1 .Corrective ections-Admlnislratlve Procedure A-7 has been revlewed,relralnlng 
administered & 680208 enforcement attended. 

MACENTEE.LE Philadelphia Electric Co. 80/09/07 Ofo of Enforcement (Post 
870413). 4pp. 46828:306 46829,309 


-BB09020032 Insp Repts 50 277/80-30 & 50-278/60-30 on 080815-19, Violations 
noted.Ma|or areas Inspected-adequacy of licensee actions In response to IE Bulletin 
80-11 & adequacy of corrective actions in response to Violation 87-16*01. 

CHAU DH ARY, S.K., CARRASCO.J.E., STROSNIDER.J Region 1, Ofc of the Director 
88/08/25. 8pp. 46746.321-46746-328. 

8809120140 Responds to NRC 880809 Itr re violation of plant Administrative Procedure 
A-7, "Shift Operations." Corrective actions. author assumes responsibility for violation 
& conducts weekly shift meetings w/other operators _ 

HART.R.S Philadelphia Electric Co. 88/08/28. Ofc of Enforcement (Post 870413). 
4pp. 46613.348-46813.351. 


0809130197 Rosponds to NRG 060600 Itr re violations noted against License SOP- 
2191 6.Correctiva actions: retraining Initiated to make sure procedures followed 
WARGO.A R. Philadelphia Efoclrlo Co. 88/09/07, Ofc ol Enforcement (Post 870413). 
4pp. 46030.352-46830:355. 

8809130199 Responds to NRC 8S0809 Itr re violation noted against License SOP-3622* 
3,Admita violation of Administrative procedure A-7 over extended period ol time & fail- 
ure to exercise control &. command responsibility as supervisor. 

WOO DRQW.D.S, Philadelphia Electric Co. 86/09/07. Ofo of Enforcement (Post 
870413). 6pp. 46030,245*46830 249. 


8808230112 NRC Info Notice 88-070, "Check Valve Inservlca Testing Program Deflclen- 

ROSSlG^DIvision of Operational Events Assessment (Post 070411) 88/08/29, 
Consolidated Edison Co of New York, Ino, 123pp. 46713.095 48713:217 


6009 130218 Forwards payment for NRC 880809 notice of violation & proposed imposi- 
tion of civil penalty In amount of $1,000. 

PIEPER.W.O Philadelphia Electric Co. 8B/09/07. Ofc of Enforcement (Post 870413), 
2pp. 49836:290 46836-291 
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960914Q2Q4 Responds lo Eolations of Senior Operator License SOP-10600 involving 
failure to adhere to Administrative Procedure A*7 Cnnl penalty in amount of $500 
paid Corrective actions adequate reel on days off & work minimal overtime 
WCROBEFtTS.DC, Philadelphia Electric Co 08/09/07, Ofc of Enforcement (Post 
070413). 4pp 4684O.147-4604O.1SO 

6809140251 Responds to NRC 880809 Itr re notice of violation & proposed civil penalty 
against License OP-1 0031-2 re failure to properly discharge doles & 
responsibilities, Corrective acltonsaddl rest prior to shiftwork 
WEAVER ,J M, Philadelphia Electric Co. 68/09/07. Ofc of Enforcement (Post 870413) 
6pp 46S4 1,167-4684 1:171. 

86091 4926 t Responds to NRC notice of violation & proposed civil penalty of $500 
against License OP-10420 resulting from failure to comply w/ Administrative Procedure 
A-7, “Shift Operation " Corrective action, satisfactory completion of stated course 
7MARPE.G.W Philadelphia Electro Co. 88/09/07 Ofc of Enforcement (Post 870413) 
4pp 46944 318-46844 321. 

3609 140283 Responds to NRC 690809 Itr re violations noted agaln&l License OP* 
10135-1. Author admits to violations, 

EAGLES.WM Philadelphia Electric Go 88/00/07 Ofc of Enforcement {Post 870413). 
4pp. 46844 363*46844.350, 

6809140266 Responds to NRC 860210 Itr re notice of violation A proposed imposition 
of dYil penalty in amount of $500 00 re (allure to adequately perform duties Corrective 
actions effort made lo design projects that promote healthier work attitilude 
BA LLANTVNE.J.W Philadelphia Electric Co. 68/09/07, Ofc of Enforcement (Post 
870413). 4pp. 468 3 7.0 1 9* 46837.0 22 

0609140280 Responds to NRC 860216 Itr re violations of Operator License OP 6208* 
2.Payment of Seventy Level ||J civil penalty in amount of $500 paid Corrective 
actions procedures A Tech Specs will be followed accurately, 

CROMwELL.P 0 Philadelphia Electnc Co, 88/09/07 Ofc of Enforcement (post 
870413). 4pp, 46840 143-46840 146. 

9809140283 Responds to 880809 notice of violation from Insp o! License S0P- 
1 060 9, Corrective actions author participated In six-wk PFE course A have committed 
lo higher $id of professionalism 

YOST.N.D Philadelphia Electric Co 88/09/07. Cfc of Enforcement (Post 870413) 
5pp, 46044:332-46844.336. 

8609(40319 Responds to notice of violation A proposed civil penalty fn amounl of 
$1,090 Corrective actions “S” procedures In process or being re written 
8LASY,R A. Philadelphia Electric Co 88/09/07. Ofc of Enforcement (Post 670413) 
3pp. 46840.137 46840.138. 

8909160062 Requests extension for listed licensees re response to 860809 notice of 
violation. 

GEPHARTAB Mian & Gepharl 63/09/07. TAYLOR. J.M Depuly Executive Director 
for Regional Operations, EDO (Post 870413). 3pp, 46884 033 46864 035. 

4909130(157 Responds lo NRC 880819 ftr re notice of violation A proposed imposition 
of civil penalty In amount of $1,250,000. Corrective actions licensed dulfes in control 
room being conducted Paymeni of civil penalty end 

PAQUETTE, J F, Philadelphia Electric Co, 89/09/08 LIE BERM AN, J Ofc of Enforce- 
monl (Post 870413), 15pp. 46 S34.1 20-4 6034. 134 

83092601 11 Forwards Combined Insp Repts 50 277/88*26,50 278/88*26, 50-277/83-31 
A 50-273/08-31 on 880725-29 A 0827-20. 

EBNETER.S.D. Region Olfl of the Director, 88/09/12 MCNEILL.C A. Philadelphia 
Electric Co 3pp, 46900 046 46966 070 


-8609260116 Partially deleted Insp Repts 50 277/88-26 A 60 278/88-26 on 880725 29 
(<e( 10CFR73.21) No violations noted Malar areas Inspectad’assessment aids - pro 
looted area A access conlror - personnel & mot effectiveness, 

LANCASTER.W.K , MADDEN^ A t KEIMSG.R R, Region 1, Ofc of the Director. 88/09/ 
08, 17pp 46966048-46966 094 


-8809260118 Partially derated Insp Repts 50-277/68-31 A 50*278/08-31 on 680027-29 
frel 10CFR73 2l).V1oIation noted Major areas Inspocted.mgt ef foe trveness, assessment 
aids - protected area & accosa control - personnel 

LANCASTER, WK„ CAMERON, D.F, KElMIG.R R Region 1, Ofc of the Director. 88/ 
09/00 6pp 46966 005*40965 070 


8809030339 NRC Info Notice 88*074, "Potentially Inadequate Perform ance ot ECCS In 
PWfls DunngRacircutation Operation Following LOCA M Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York, fno. 122pp 46024-215 46624 336 


88091 90207 Responds lo NRC Bulletin 88 007, “power Oscillations In BWRs.' 1 All reac- 
tor operators A shift technical advisors thoroughly briefed on event described In bulie 
tin. 

GALLAGHER. J W. Philadelphia Elecirta Co, 03/09/ 15 ROSSI.CE Document Control 
Branch (Document Control Da$k} I0pp, 468S9 076-46893 084, 


8809209350 Responds to NRC Bulletin 68*005, “Nonconforming Mail Supplied by 
Piping Supple $>lnc at Fotson\NJ & Weal Jersey Mfg Co at Williamstown.NJ'’ A Suppl 
I.EncI rept comprises complete response to bulletin. 

GALLAGHERS W. Philadelphia Efeclric Co, 88/06/15 ROSSI.CE. Division Of Oper* 
ational Evenis Assessment (Post 870411), 15pp. 46913 (X>f 46913 015, 


8809120197 NRC Info Notice 68 076, ’“Disabling of Diesel Generator Output Circuit 
Breakers by Anil-Pump Circuitry,” Svc fist end 

ROSSI, C,E DMsion of Operational Events Assessment tPosl 870411). 88/09/16, 
Consolidated Edison Co. of New York, Inc, 124pp 46946,133-46946,252. 

8809210192 Forwards response lo Bulletin 88-000, “Thermal Stresses In Piping Con 
nested to RCS." BWR assigns ot plants do not contain unlsolable sections of piping 
subf te thermal cycling fatigue from cold water leaks Into RCS. 

GALLAGHERJ.W. Philadelphia Electric? Co. 88/09/10. Document Control Branch 
(Document Control Desk). ROSSI, C.E, NRC • No Detailed Affiliation Gfven 6pp 
46620 265-4 8920.270 


-'8809230045 Discusses recent set of fines Imposed on util A certain personnel at facili- 
ty due to util poor record ot running plant in recent yrs & alleged misconduct 
RHODES, J, Pennsylvania, Commonwealth of 68/09/13. ZtCH.L W Commissioners 
2pp. 46944.106-46944 187, 

-8809230053 Request response to 880B16 Itr re full disclosure of all meetings A tai 
cons between util senior mgt A senior officials at NRC re restart of plant A impositions 
of lines 

RHODES^ Pennsylvania, Commonwealth of 88/09/13, ZECH.LW Commissioners 
2pp. 46944:180-46944:169 

-8809230080 Requests disclosure of listed records, per FOlA.re restart investigation A 
mismanagement investigation, 

R NODES J Pennsylvania, Commonwealth of 88/09/13 NRC • No Detailed Affiliation 
Given. 4pp, 46944.190-46944 193, 

8809130350 NRC Info Notice 88 070, "Recent Discovery of Phenomenon Not Provlous 
ly Considered In Design of Secondary Containment Pressure Control/' Svo list encl 
ROSSkCE, Division of Operational Events Assessment (Post 870411). 80/00/19 
Consolidated Edison Co of New York, (no I25pp 46946.263-46947.013. 

6609260185 Responds fo NRC 880720 Hr re violations noted in Insp Repts 60-277/08 
18 & 50-278/68-18 Corrective actions general employee (raining lesson plan roused 
on 080816 to address each Identified Item, 

KANEiYV F, Philadelphia Electric Co 88/09/20 Document Control Branch (Document 
Control Desk). 2pp. 4 6957:057*46957 058. 


R, Periodic operating reports A related correspondence 


6099080022 Forwards "Semiannual Effluent Releases Rept 25,Jan-June 190B" & Rov2 
to "Offsite Dose Calculation Manual " 

ALDENiW M Philadelphia Electric Co. 68/08/29 RUSSELL, W.T Region 1, Ofc of Uio 
Director. Ip 48790.306-46791:010 

-0009060023 "Semiannual Effluent Releases Rept 25 for Jan-Jtme 1988 " 

* Philadelphia Electric Co, 8B/06/30. 17pp. 46790.307*46790.322 

-0009000025 Rev 2 to “Offsite Dose Calculation Manual " 

COTTON* J.B„ Philadelphia Electric Co 68/06/28 60pp. 46790:323-46791:010 

8009000257 Forwards plant staius rept for period 080008*29. 

UNVILLE*J.C Region 1. Ofo of the Ofrector 88/08/30, KANE,W,F. Region 1, Ole of 
the Director. 5pp 46800.277-46600,281. 

8009200995 Monthly operating rapls for Aug 1988 lor Peach Bottom Units 2 & g,W/ 
060915 Ur. 

MIDDLETON, LL„ ALDEN.VY.M Philadelphia Electric Co. 88/08/31, 14pp, 46018.O0-1* 
4Q91B 097. 


S, Reportable occurrences, LERs A related correspondence 

0809090098 Partial response to FOIA request for memos re selection of sevorlty IgvoIb 
for various violations at nuclear plants, Forwards documents listed In App 
G Documents also available In PDR 

GR1MSLEY,DH. NRC - No Detailed Affiliation Given 80/08/17 UNNERSTALL.K 
Newman & Hoi tain ger. 2pp. 46766 272-46760 309 

-8-809090113 Discusses process for selection of severity level for drywell prossuro 
sensor Isolation at Peach Bottom 2 

MCCABE.E.C Reactor Projects Sec 2 B, Projects Br 2,Div of Resident A Project 
lnspec1Jon,R2. 81/07/14 GRIER, B H Region 1, Ofc of the Director (810301-820201), 
2pp 46766,270 46766.200, v 

6608290093 LER 88 001 01, on 880420, blown fuses rendered Independent train of ESF 
Inoperable.Causad by personnel error.Fuses replaced,event discussed w/assIstanL 
plant operator A operator manual wntten,W/8Q0818 Itr 

BIRELYAV.C., FOGARTY.E P. Philadelphia Electric Co 88/08/18. 6pp. 46603.333* 


8009010336 LEFt 88-020-00 on 800729, capacitors which connect 500 kV bus lie to 
Phase A potential transformer failed, resulting In fire in North Substation A voltago dis- 
turbance resulting fn ESF actuations Caused by capacitor faflure.W/880826 Itr 
BIRELY.WC,. FOGARTY.E P Philadelphia Electric Co. 80/08/28 lOpp 46721*218 

Atiyoi>oot: 


6609130150 Special repfon 880622, discharge pressure lost while motor driven lire 
ci/mp fn operation, Caused by crack that formed In column pipe flange area whore It 
bolts to pump.Motor driven pump removed from pump structure, disassembled & In 
spec ted 

SMIFH.D M, Philadelphia Electric Co. 58/09/01, RUSSELL.W.T Document Conlrol 
Branch (Document Control Desk) 2pp. 46027 031*46827.032, 


6609130066 Special rept on SAOZSC^otor-driven fire pump oul of svc for more than 7 
days.CauBed by action taken lo allow cleaning A insp of of E-42 4 kV bua.Molor- 
dnven fire pump restored to qparable status on 800821. 

FOGARTY.E P, Philadelphia Electric Co. 08/09/02, Document Control Branch (Docu- 
ment Conlrol Desk). 2pp 46830,087*46830 008. 


6609190132 LER 88 01&00.on 880 7 29, primary containment Isolation sys group II aclu- 
atton ol shutdown cooling occurred as result ot false high reaclor pressure 
signal Caused by procedural deficiency. Isolation reset W/8Q0915 llr 
BfRELY.W.C. FOGARTY.E P Philadelphia Electric Co. 88/09/15. 8pp. 46886 OOB- 


6609230040 Responds lo B0OB16 A 0913 Itrs re NRC rccenl decision to Impose dvjl 
penalties on util A uUI employees A mannar in which Commission exercised regulatory 
oversight responsibility for facility 

2ECH.LW Commissioners 80/09/16. RHODES, J. Pennsylvania, Commonwealih of. 
tp. 46944.185 46944:163. 


6809230149 LER ea018*00,on 880727, determined that Surveillance Test ST-10 5, 
¥t 0T $> <FJWM> Operability Check,” did not venfy rod block function of 

6tf,y^'V 8 5 OB1 ? |det ? rm, ) 0d lhat no oth0f Procedures verified function W/8B091 9 Hr. 
CRIBBE.T.E,, SMITH, D.M. Philadelphia Electric Co. 88/09/19. 4pp. 46945*281* 
46945-284 Kr 
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V. Operator examinations 

8808310150 Forwards response to 060817 telcon requesting addl info ro plant response 
concerning restart plan submitted on 880722 Firm date for fully staffing work control 
group cannot be firmly established presently, 

BASlLlOJ.A. Philadelphia Electric Co. 88/06/2 2. MARTIN, R. Office ol Nuclear Reac- 
tor Regulation, Director (Post 870411) 4pp 46699.076-46099.079 

8809020258 Responds to 8B0809 notice ol violation re Ar Winter reading of nontechni- 
cal reading matl.frequantly sitting In relaxed position w/eyes closed at times during 
shift & failure to repl or stop playing of video games by others 
WINTERS, T. A, Philadelphia Electric Co, 88/08/23 Qfc of Enforcement (Post 870413) 
3pp 46750-252-46750:264 

8809090125 Forwards payment In amount of $500 on behalf of BA Stambaugh reply to 
notice of violation re License OP-4267-5. 

UHLER,J.C, Uhler, J.C. STAM0AUGH.8 A. Affiliation Not Assigned. 88/09/31 Ole of 
Enforcement (Post 8704 13) Ip. 46803 356-46803.350 

-8809090149 Responds to notice of violation on behalf of BA Stambaugh re License 
O P-4527 ^.Corrective actlon*personal non-technlcat reading habits corrected on or 
about Aug 1984 & reading limited to company publications & technical reading 
STAM0AUGH.B.A Philadelphia Electric Co 80/06/31 Ofc of Enforcement (Post 
870413). 2 pp 46803-357-46Q03-358. 

8809130138 Forwards proposed operator licensing exam schedule formal, por Generic 
Ltr 88*13 

GALIAGHER.J.W. Philadelphia Electric Co, 80/08/31 HANNON, J. Office of Nuclear 
Reactor Regulation, Director (Post 870411) 5pp 46030. 221 -46B30 225. 

BB091 30072 Responds to violation noted in activities under License SOP-2321 Admits 
to some allegations, including being Inattentive to Instrumentation & controls. Denies 
accuracy of each allegation In conference w/util & NRC. 

METZ.H.L Affiliation Not Assigned 80/09/01. Document Control Branch (Document 
Control Desk). 2pp 46830.054-46830 055. 


8 B09 140266 Responds to NRC 080216 ltr re notice of violation & proposed imposition 
of clyil penalty In amount of $500,00 ro failure to adequately perform duties Corrective 
actions, effort made to design projects that promote healthier work attititude. 
BALUANTYNE.J W. Philadelphia Electnc Co 88/09/07. Ofc of Enforcement (Post 
870413). 4pp 4 6B37.01 9-46037.022 

8809140280 Responds to NRC 060216 ltr re violations of Operator License OP 6200- 
2 Payment of Severity Level III civil penalty in amount of $500 paid Corrective 
actions procedures & Tech Specs will bo followed accurately. 

CRQMWELL.PB, Philadelphia Electric Co 88/09/07. Ofc of Enforcement (Post 
070413), 4pp. 46040.143-46840 146 
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F. Security, medical, emergency & fire protection plans 

8808260280 Forwards Safety Insp Re pis 50 277/88 27 & 50-278/88-27 on 880802- 
04.No violations noted, 

BELLAMV.R.R Region 1, Ofc of the Director 88/08/17. MCNEILL.CA, Philadelphia 
Electnc Co. 2pp. 46650'265-46658’272 

—8808260308 Insp Repls 50-277/88-27 & 50-278/08-27 on 8B0802 04.No violations 
noted. Major areas Inspected emergency response facilities, public Info 

program.changes to emergency prearedness program & followup of previously noted 
Issues 

CONKLIN.C. Region I.Ofcof the Director 88/08/15. 6pp 46658,267-46058 272. 

6608260460 Advises that Region I plans lo participate in full scale, unannounced off- 
hours emergency preparedness exercise scheduled during wk of BB0925 Requests 
that util provide briefing session on 880915 at Region J ofc Agenda encJ. 
EBNETER,S.D. Region 1. Ofc of the Director. 88/06/18. MCNEILL,CA. Philadelphia 
Electric Co 4pp. 46653-353 46653.356 


88091 30001 Forwards Exam Roots 50-277/88-16(01) & 50-278/88-16(01) administered 
during wk of 080718 Written exam questions & preliminary findings discussed w/lhose 
mo moors Identified In rept. 

GALLO, RM. Region 1, Ofc Of the Director 06/09/02. MCNEILL.CA. Philadelphia 
Electric Co. 3pp. 40029:249 40030 038 

-8009130100 Exam ReptS 50-277/08-1 60L & 50 270/88-1 60L on 8B07 19-21. Exam 
results:one senior reactor operator candidate & seven reactor operator candidates 
passed exams,One candidate failed written exam & one candidate failed operating 
lest 

HOWE.A.G., LANGE, D.J. Region 1, Ofc of the Director. 88/00/02. 147pp. 46029-252- 
46030.038 


6009130206 Responds to NRC 880809 ltr re violations noted against License SOP* 
1011-1 concerning inattentiveness to Instrumentation & controls. 

SHEET*, R.E. Philadelphia Electric Co. 88/09/06 Ofc of Enforcement (Post 070413). 
4pp. 46830:172 40830.176. 

6809130210 Responds to NRC 080009 ltr ro violations noted for License SOP-3937- 
3, Explains unprofessional behavior as result of hard time adjusting to overtime worked 
& indifference to procedural compliance because of personnel grievances. 
CROMWELL.E.S Philadelphia Electric Co. 88/09/06. Document Control Branch (Doc- 
ument Control Desk). 4pp. 46930.234-48830*237 


6609140291 Responds to NRC notice of violation & proposed civil penalty of $5QO,ad 
milting violation of Administrative Procedure A-7, Payment paid Corrective 
action-volunteer to redesign control room. 

MALDONADO.R A. Philadelphia Electric Co. 00/09/06 Ofc of Enforcement (Post 
070413). 4pp 46844:181-46044 164. 


8809150154 Responds to NRC ltr re violations noted against License OP-1 0493. Admits 
violation of Administrative Procedure A-7, Corrective actlons-rellnqulshed license a In 
volved w / procedural upgrade, 

QWAYNE.G.L. Philadelphia Electric Co. 86/09/06 Ofc of Enforcement (Post 870413). 
3pp 46049:338 46849.341. 


8809130106 Responds to NRC 000809 ltr re violations noted In insp of License OP- 
10227 -1. Corrective actlons.Admlnlstrative Procedure A-7 has been reviewed .retraining 
administered & 8B0208 enforcement attended. . . 

MACENTEE.L.E Philadelphia Electric Co. 00/09/07. Ofc of Enforcement (Post 
870413) 4pp. 48828:306-4B828'309 


8809130197 Responds to NRC 800009 ltr re violations noted against License SOP- 
21 91 -S.Corrective actions.retralnlng Initiated to make sure procedures followed. 
WARGO.A R. Philadelphia Electric Co 88/09/07, Ofc of Enforcement (Post 870413), 
4pp. 46830.352-46830-355, 


8809130199 Responds to NRC 000609 ltr re violation noted against License SOP-3 022- 
3.Admil8 violation of Administrative Procedure A-7 over extended period ol time & fail- 
ure to exercise control & command responsibility as supervisor. 

WOODROW, OS, Philadelphia Electric Co. 88/09/07. Ofc of Enforcement (Post 
870413). 6pp, 46830:245-46830.249. 

6009140204 Responds to violations of Senior Operator License SOP-IOBOa Involving 
failure to adhere lo Administrative Procedure A-7 Civil penalty In amount of $500 
paid .Corrective aotions adequate rest on days off & work minimal overtime. 
MCROBERTS.D C. Philadelphia Electric Co 88/09/07. Ofc of Enforcement (Post 
B70413). 4pp 46040:147-48840:150. 

6809140251 Responds to NRC 880609 ltr re notice of violation & proposed civil penalty 
against License OP-1 0031 -2 re failure to properly discharge duties & 
responsibilities Corrective actions addl rest prior to shift work 
WEAVER, J.M Philadelphia Electric Co 88/09/07 Ofc of Enforcement (Post 070413) 
5pp. 46841:167-46641.171. 

8809140261 Responds to NRC notice of violation & proposed civil penalty of $500 
against License OP-10420 resulting from failure to comply w/Ad mi nlstr alive Procedure 
A-7, "Shift Operation." Corrective actlon.satlsfactory completion of stated course, 
THARPE,G.W. Philadelphia Electric Co 88/09/07. Ofc of Enforcement (Post 870413). 
4pp 46644:318-46844:321, 


0809010380 Forwards Special Insp Repls 50 277/8B-23 & 50-270/88-23 on 060627- 
30.No violations noted, 

BELLAMY.R.R, Region 1. Ofc of the Director. 88/08/23, MCNEILL.CA. Philadelphia 
Electric Co 2pp, 46743.245-46743:255, 

-8809010361 Physical Security Insp ReptS 50-277/88-23 & 50-27S/88-23 On 860027- 
30 No violations observed. Major areas Inspected, followup on licensee implementation 
of commitments Identified In util 8B0603,13,17 & 24 Itrs 

BA|LEY,R J Region t, Ofc Of the Director 60/00/23, 9pp. 46743*247-46743.255. 

8609020247 Forwards Amends 135 & 136 to Licenses DPR-44 & DPR-56, respectively 
& safeguards evaluation, Am ends modify & combine stated paragraphs of licenses for 
compliance w/amended physical security plan 

MARTiN.R.E. Projoct Directorate 1-2, 88/08/25 ALDEN.W.A. Philadelphia Electric Co. 
4pp 48746.297-40746:309. 

-8809020249 Amends 13-5 & 138 to Licenses D PR-4 4 & DPR 56, respectively, modifying 
& combining Paragraphs 2C,(4) & 2 C(4)(c) of License DPR-44 & Paragraphs 2C,(3) 
& 2,Cri3)(c) of License DPR-S6 for compliance w/amended physical security plan 
BUTLER.W.R. Project Directorate 1-2. 88/06/26 6pp, 46748 301-46746-300. 

-880902026O Safeguards evaluation rept concluding that proposed revs lo physical so- 
curityplan moot requirements of miscellaneous amends & search requirements rev to 
tOCFR73 H 55 & record reporting requirements of 10CFR73.7O. 

* NRC - No Detailed Affiliation Given 88/08/25 3p. 46746*307 46746.309, 

86090 1014O Forwards application for amend lo Licenses DPR 44 & OPR-56, removing 
carbon tifoxlda hose sya from control room to eliminate potential hazard to control 
room personnel, Foe paid. 

BRADLEY^ J Philadelphia Electric Co. 88/08/26 MURLEY,T.W. Office ol Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 46721 *34 2-46721 ;35B 

-8809010143 Application for amends to Licenses DPR. 44 8 DP R-59, changing Tech 
Specs to reflect proposed removal of carbon dioxide hose ays from control room to 
eliminate potential hazard to control room personnel 

GALLAGHER ,J,W. Philadelphia Electric Co. 88/08/24 13pp. 46721-343-46721*355. 

-8609010187 Proposed Tech Specs re C02 fire protection sys, 

* Philadelphia Electric Co, 08/08/26, 3pp. 46721 356 40721:358. 

8609090224 Forwards application for amends lo Licenses DPR-44 & DPR-56, reflecting 
mod to diesel generator bldg COS fire suppression sys Fee paid 
BRADLEY, E J, Philadelphia Electric Co 88/09/07. MURLEYJ.W Office of Nuclear 
Reactor Regulation, Director (Post 070411), Ip, 4BB03*235-46803 253. 

-6809000232 Application for amends to Licenses DPR 44 & DPR se.changing Tech 
Specs to reflect mod lo diesel generator bldg carbon dioxide fire suppression sys 
GALLAGLHERJ.W, Philadelphia Electric Co 88/09/07 14pp. 46803:236-46803 249. 

-8809090234 Proposed Tech Specs to reflect mod to diesel generator bldg carbon di- 
oxide tire suppression sys, 

* Philadelphia Electric Co. 88/09/07. 4pp. 46003.260-46603:253. 

8809230101 Forwards util 880727 ltr providing corrective action plan & rool cause as- 
sessment addressing security problems Executive summary of rool cause assess- 
ment not Included In Initial submission 

SMITH, D M. Philadelphia Eleclrlo Co. 88/09/07 BELLAMYS R Region 1, Ofc of the 
Director, 1 p. 46932:22 1 -46932: 242. 

8809190366 Informs that plant-specific emergency operating procedures will be provid- 
ed by SQOSSO.per WT Russell 680802 request, 

FOGARTY, E.P. Philadelphia Electric Co. 00/09/12 GALLO, R M. Region 1, Ofc of the 
Director. Ip, 46890,039-46898.039. 

8809260111 Forwards Combined insp Repts 50-277/88-26,50 278/80-26, 50 277/88 31 
& 50-278/88-31 on 880725-29 & 0827-20. 

EBNETER.S.D, Region 1, Ofc of the Director, 88/09/12. MCNEILL, C, A Philadelphia 
Eleclrlo Co. 3pp, 46966.045-48966.070, 
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-$$09260116 Partially deleted tnsp Repts 50-277/68 2$ & 50 278/68 28 on 880725-29 
(re! 10CFR73 211 No violations noted Wap areas inspected assessment aids * pro- 
tected area & access control * personnel A mat effective oess 
LANCASTER.W K. Region 1. Ofc of the Director 88/09/08, 17pp 46966 048* 
46966 064 

-$$09260118 Partially deleted Inso Repts 50-277/88-31 & 50-278/86-31 on 880827-29 
(ref 10CFH73 21} Violation noted Major areas inspected mgt effectiveness, assessment 
aids - protected area & access control - personnel 

LANCASTER.W K Region 1. Ofc of the Director, 68/09/08 6pp 46966065 
46966 070 


G. Adjudicatory correspondence 


8$ 09080261 Expresses concerns about future operation of facility in York County, PA for 
reply Served on 880822 

RHOOES.J Pennsylvania, Commonwealth of ff 388 6944. 88/08/16 PAQUETTE, J F 
Phdadefphia Electnc Co 2pp 46740 1 43 46740 144 

880909016$ Discusses concerns about future operation of plant in York County.PA for 
response Served on 88081 8 

RHOOES.J Pennsytvarva, Commonwealth of #388 6941 88/08/16, ZECH.LW 
Commssionefs 2pp 46750103-46750.104 

8809020012 Forwards Commonwealth ol PA suppi lo pebtion 4 statement of conten- 
tions re Facitrties 

MATHER, ftp Pennsylvania. Commonwealth of #388 6969 88/08/24 CHILK.SJ 
Of fee of the Secretary of the Coramsskxi Ip 46666 140-46686156 

-8809020022 Supplement to petition 4 statement of contentions of Commonwealth of 
PA* Requests that board grant pebtxxi to Intervene 4 request for heannq on 
contentions, Certificate of Svc end 

MATHER .ft P Pennsylvania, Commonwealth of 88/08/24 Atomic Safety and Licens- 
ing Board Pane! 16pp 46666.1 4 f-46666 158 


MW 120009 Philadelphia Electric Co consented to motion Tor 60 day extension to re- 
spond lo Commonwealth of PA contends 1 Certificate of Svc end 
JRW1N.0 P Philadelphia Electric Co IRWIN, D P Hunfon & Williams #388 7014 88/ 
09/01 Atomic Safety and Licensing Board Panel 4pp 46752 176-46752 170, 

$809120006 Order * Grants applicant unopposed motion lor 60-day extension of time to 
respond to Commonwealth of PA contentions NRC also granted extension or 
time Served on B8O906 

Ljcensmg Board Panel #369 7012 08/09/02 PJhlladel 
ph»a Electnc Co tp 46752 126-46752 1 26 


P. Operating Heart** stage documents 4 correspondence 

8808120294 Generic Ltr B8-14 lo all holders or OLs or CPs for nuclear power reaclors 
uiw^2S^^^ 8 R p ^ e i m8 ^ ff f clJn 9 safelv-relaled equipment Svc fist end. 

86/00/08 

m a “ a5S ™ flt fesl8rt 

SfcS %?iaSSi5SB»W RUSSELL ' WT - 1. Ofc or 

rw P on ? e t0 F ? ,A request for documents Forwards documents listed 
cru/Pc A ^ 3,50 Iri PDR App B cfocuments lotalfy withheld frei 

G^WSLEYd’h 1 SaJp C N?nlIHS (ref FOIA Exemption 5). 

G,ven 88/08/17 C °NN0fl,U Doc- 

En,oreomen ' suh oi ^ tonai p— h 

AXELRAD.J A Enforcement Staff, IE (Pie 870413). 88/12/13 BLAHA if 
Support & Anayas Stall, IE (Pre 870413) 13pp 4677021M6770 M3 ' ^ 

BASJUQ.JA PWadelphia Electric uo &8/08/2 ? martin nwu 
tw Hegulabon, Dueclor (Post 870411) 4pp 4M99 07M6699 079 

$$09020243 Forwards "Restart Power Testirv 


vwtrwmaiy wf( 

£.<*$ csrvnot be firmly established presently 

l swsssr * «- 

“KKiS'MMrv zaissi£r*rzsv: 

of the Director Ip 46683 270-46683^90. ' lW23 RUSSELL 'WT. Region 1, Ofc 

ndl 5 nwd|? & DP ?’ 5&1 respectively 
aecufily pfaa^ 06 paragfapha of lk * nses ™ 
88 '°^* ALDENjW A. PMadefphta Electnc 



4 DPR-66, M1 

wm fwjonnelFee paid, room to Mmlnato potential hazard to 

?88j&, , Mr«7 2 K7L^ 5 ^ e o' ► 


-8009010143 Applicabon for amends lo Licenses DPR-44 & DPR-66,clinnging Tech. 
Specs to reflect proposed removal of carbon dioxide hose sys from control room to 
eliminate potential hazard to control room personnel, 

GALLAGHER, J.W. Philadelphia Electric Co 8B/0B/24 13pp 46721.343-40721.355 

-8809010187 Proposed Tech Specs re C02 fire protection ay a 
* Philadelphia Electric Co 88/08/28, 3pp. 4Q7^T356*46721.35B. 

8009010287 Forwards application for amends to Licenses DPR-44 4 DPR GO. remlrw 
requirements for containment cooling to address sys which perform containment c<XrT 
ing function Fee paid 

BRADLEY.E J Philadelphia Electric Co 00/00/26. MURLEY.T W. Office of Nuclear 
Reactor Regulation, Director (Post 870411) Ip 46743 250 46743*300, 

-8009010294 Application for amends to Licenses DPR-44 4 DPR-66, rovialno rofiurs# 
ments for conlainmsnt cooling to address, as Integrated sya.lhoso ayo which po-iform 
containment cooling function, 

GAUAGHER.JW Philadelphia Electric Co. 8O/O0/18, NRG - No Detailed AIMIaIkhi 
G iven 34pp 46743 2 59-46743:2 92, 


-8B09010302 Proposed Tech Specs re containment cooling ays. 

* Philadelphia Electric Co, 88/08/26, 0pp. 46743,293-46743:300 

8809000022 Forwards "Semiannual Effluent Releases Repl 26,Jan-Juno I960'* 4 Rev St 
lo Offsite Dose Calculation Manual." 

fflp^»®0 Co • 88/0e/29 ' RUSSEllwx n °0'° n «. 


iSASKiK sLf w uraicuiaiion Manual. 

COTTON, J B Philadelphia Electric Co. 68/00/28, 50pp. 46790 323 4G7D1.0IQ 

? l0,us ° f utl ! 0Ctiv , ilf0a 10 l,0ma 3*1-2 & 3 2.2 of Gonoilo 11/ bi 
updal08 a9a,n8 ' planl 

§^ G S ER, I J ’X V * Philadelphia Electric Co. 80/09/01. VARGA, S A. Offlco of NihAw 
R eactor Regulation, Director (Post 070411), 2pp 46801:022-46801.023. 

*S S Ra“ Uconso ° Moo,lr ’0 “O' 1 " °" I" !*•« « 

lpp V th6 L 8 E 44:330 4ig"rt.33? r0 °' lh ° D,r0Ct ° r GB/O0/Oa ' '• 0lc »*« «WlW 
•aomom FormorIb appllcatlon f or amends to Uconsoa DPR-44 4 DPR GO rotlw Uhi 

Swasa-fttwi, Zt, 

Reactor Regulation, Director (Post 870411), Ip. 46803 23G 46000263 ° ° NtKh1 ^ 
-8809090232 Application for amends lo Licenses DPR-44 4 DPR«50 rlinnnlrui Ta m 


2* Specs ,a ro,tecl 10 dk)30 ' (jonofalor b W(l emta 
f Philadelphia Electric Co 08/09/07 4pp. 46003:250-46803:253. 

8B T«rh^nir>c 0r,Vari ^ S t a ^^ Ca ]* On ^° f am0n ds to LfCOnSOS DPR-44 4 DPR-DO c.hltlk»rk» 
Tech Specs re proteclion from potential degraded voltage condit/ona nt pft?XS 

‘“dditS^ol fStonlK & DPR 60. rolls, 

ed funclIons.Fee paid me or ^ an P flr8On h0l porformlng safety ieUi 

o, 

SpecVIo VeSlecF'atfdiSSn ( of res ISdlono on^sl^f Svertlms tor DP | R i 6 ' r0vl#lni) r Twft 

GATC?Q S ^ J ^ a *^ii! 9 7 e c ^ ire°c^ ld co. 8B/o 9/o riapT-t6artri "oTeortr^^ 

^sssssssr on u,# ^ 

^UrtS'lciureSTSaS 1 monlKlri colmtrato L,ce , n9es Dpn - 4 ' 1 & DPR-60. rovlwu 
BRAnPpvpHl Unit ^ Tec ^ Specslpee paid/ 8 G rQqulremsnt0 * correcting Inadvwie^ 

Reactor Regulation, Praetor ffSSttTO? • 1 1? i m Jif of Nu<te« 

7~ga A & « ppR-66.revl«lr>fl r^a.r 

Tech Specs, q rementa 4 correcllng Inadvofloncomistdon 

LUSHER, J.W. Philadelphia Electric Co, 06/09/07, 12pp, 4e83B.3Efl.riO036.337 

W 4 P, ° P0Md TeCh Sp9C8 re reaou,CiJ ran 9 0 monitor min count raid r 
Philadelphia Elactrlo Co. 80/09/07, ripp, 46800:330-46630:341 . 

g'auSc'hSW* 1 '®^^* Peach B0ttOm Al0ml ° Pow6r s,a,,on Doalo't Povmc 

*4 «»%9 E ^2°9, CO - 0e/ ° 9W - RDSSELL.W.T, Region Otc 
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Q. Inspection reports, IE Bulletins & correspondence 

B60B26Q280 Forwards Safety Insp Rept3 50-277/80-27 & 50-278/88*27 on 880802- 
04 No violations noted 

BELLAMY, RR Region 1, Ofc of the Director, B0/OB/17. WCNEILL.CA Philadelphia 
Electric Co. 2pp 46658,285-46650 272. 

-6806260308 Insp Repts 50 277/08-27 & 50-278/80*27 on B80fl02 04 No Violations 
noted Major areas inspected emergency response (adlities.public Info 
program, changes to emergency proaredness program & followup ol previously noted 
issues. 

CONKLIN, C„ LAZARUS, WJ. Region 1, Ole of the Director 08/08/15, 6pp 
46658.267-46658 272 

6809010360 Advises that rev to inservice insp interval dates for plant is needed to ef- 
fectively Implement requirements ol Section XI ol ASME Boiler & Pressure Vessel 
Code.Cu rrent interval dales listed. 

GALLAGHER J.W Philadelphia Eteclrlc Co 08/06/17 RUSSELL, W.T Region 1, Ofc 
of the Director. 2pp 46743.319 46743*320. 

6806180195 NRC Info Notice 68 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE " Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411), 88/00/19 
Consolidated Edison Co of New York, Ino 125pp. 46690.054-46690.178 

6608180451 NRC Info Notice 8B 088, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end. 

ROSSLCE. Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co of New York, Inc. 121pp 46702 311-46703 070, 

6609220237 Forwards LT White application for with ho id fng under 

10CFR 2. 7 90 Application should bo Incorporated Into rocord compiled as part of en- 
forcement conference Affidavit also end 

MALATESTM.P. Killian & Gephart. 88/08/22 RUSSELL.WT Region 1, Ofc of the 
Director. 6pp 46930 056 46930 062, 


8Q09130072 Responds to violation noted in activities under License SOP-2321 Admits 
to some allegations, including being inattentive to instrumentation & controls Denies 
accuracy of each allegation in conference w/util & NRC 

METZ.HL Affiliation Not Assigned 68/09/01 Document Control Branch (Document 
Control Desk) 2pp. 46830 054*46830 055 

6800300018 NRC tnfo Notice 88 072, "Inadequacies in Design of DC Motor-Ope rated 
Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co, of New York, Inc 122pp. 46726 001-46726.123 

6809130061 Forwards Exam Repts 50-277/08-1 G(OL) & 60-278/80-1 6 (OL) administered 
during wk of 66071 B.Written exam questions & preliminary findings discussed w/thoae 
members IdenMted in rapt, 

GALLO, R M. Region 1, Ofc of the Director. 00/09/02. MCNEILL.CA. Philadelphia 
Electric Co, 3pp 46628.249-46630 036. 

8809130206 Responds to NRC 880809 Itr re violations noted against License SOP- 
1011*1 concerning Inallentiveness to Instrumentation a controls, 

SHEETZ.R.E. Philadelphia Electric Co. 88/09/06 Ofc of Enforcement (Post 870413). 
4pp. 46830 172-46830.175 

8B091 30210 Responds to NRC 680809 Itr re violations noted for License SOP-3937- 
3, Explains unprofessional behavior as result of hard lime adjusting to overtime worked 
& Indifference to procedural compliance because of personnel grievances 
CROMWELL, E.S, Philadelphia Electric Co. 88/09/06. Document Control Branch (Doc- 
ument Coni ro I De s k) , 4pp 46630, 234-46830, 237, 

0009130237 Responds lo NRC 880906 Hr re violation & proposed civil penalty in 
amount of $1 .000 .Corrective actions electrical equipment will not be permitted to dete- 
riorate & electrical operating group will be created tor dedication to problems; 
PFENDER.F.J, Philadelphia Electric Co. 6B/09/06 Ofc of Enforcement (Post 870413) 
4pp 46035*320 46835.323. 


8809010380 Forwards Special Insp Repts 60 277/88 23 & 50-278/88-23 on 000627- 
30 No violations noted 

BELLAMY, R.R, Region 1, Ofc of the Director. 68/08/23. MCNEILL.CA, Philadelphia 
Electric Co. 2pp, 48743.245-46743:256 

-880901 03B1 Physical Security Insp Repts 50-277/88-23 & 50-278/88-23 on 880627* 
30.No violations observed, Major areas Inspected, followup on licensee Implementation 
of commitments Identified In util 8B0603,13>17 & 24 Itrs. 

0AILEY.R J„ MADDEN.J., KEIMIG.R.R, Region 1, Ofc of the Director, 80/08/23. EJpp, 
46743:247-46743,265 


0809020258 Responds to 880B09 notice of violation re AT Winter reading of nontech nl 
cal reading matt, frequently sitting In relaxed position w/eyos closed at times during 
shift & failure to rept or stop playing of video games by others. 

WINTERS/!" A Philadelphia Electric Co. 88/08/23 Ofc of Enforcement (Post 870413). 
3pp 46750.252-46760 254. 


8808180380 Suppl 1 lo NRC Info Notice 88 04B, "Licensee Rept of Defective Refur- 
bished Vafves ' 7 Svc fist enef. 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411) OB/00/24 
Consolidated Edison Co. of New York, Inc. 122pp. 46713*218 46713.219. 

8809020023 Forwards Insp Repts 60 277/88-30 & 50 278/08-30 on 000815-19 & notice 
of violation Program of wall mods not conducted In compliance w/NRC 
requIrements.UtH should sghmit schedule for Implementing control program. 

DURR.J.P. Region 1, Ofc of the Director, 8B/0B/26. MCNEILL.CA Philadelphia Elec- 
tric Co 2pp. 46746 317-40746,328, 


-8809020030 Notice of violation from Insp on 000816-19 Violations noted* out of 
sample of 47 concrete expansion anchors, 22 failed to Indicate specified min torque 
value for size of anchor bolts tested 

♦ Region 1, Ofc of tha Director, 88/08/26. 2pp 46746-319-46746.020, 

-8809020032 Insp Repts 50-277/88-30 & 60-278/80-30 on 0BO815-10. Violations 
noted.Major areas lnapected:adequacy of licensee actions In response lo IE Bulletin 
80-11 & adequacy of corrective actions In response lo Violation 87-16*01 
CHAUDHARY.S.K,, CARRASCO.J.E,, STROSNIDER.J Region 1, Ofc of the Director, 
88/08/25. 8pp, 46746*321-46746:328. 

8809120140 Responds to NRC 880809 Itr re violation of plant Administrative Procedure 
A-7, "ShIU Operations," Corrective actlons'author assumes responsibility for violation 
& conducts weekly shift meetings w/other operators, 

HART.R.S Philadelphia Electric Co. 88/08/28 Ofc of Enforcement (Post 870413), 
4pp, 40813.348-40813*351. 

6808230112 NRC Info Notice 88 070, "Check Valve Inservice Testing Program Deficlen 
cies " Svc list end 

ROSSI, C,E, Division of Operational Events Assessment (Post 870411), 88/08/29, 
Consolidated Edison Co of New York, Inc, 123pp. 46713,095-46713,217 


8809080134 Notification of 880916 SALP Board Meeting Q&-140 In King of Prussia.PA 
for regional evaluation phase of SALP. 

LINVILLE.J.C. Region i, Ofc of the Director. 8B/0B/31. Region 1, Ofo of the Director. 
2pp. 46800:183-46000:184. 

8809090125 Forwards payment In amount of $500 on behalf ol BA Stambaugh reply to 
notice of violation re License OP 4257-5. 

UHLER.J.C. Uhler, J.C, STAMBAUGH, B A. Affiliation Not Assigned, 80/08/31, Ofo of 
Enforcement (Post 870413). Ip. 46803:356-46803:358. 


8809140291 Responds to NRC notice of violation & proposed civil penalty of $500, ad- 
mitting violation of Administrative Procedure A-7. Payment paid Corrective 
action volunteer lo redesign control room, 

MALOONADO.R.A, Philadelphia Electric Co, &B/09/08, Olo of Enforcement (Post 
670413). 4pp, 40044.161-46844 184. 

8809140313 Responds to notice ol violation &. proposed civil penalty In amount of 
$1,000, resulting from enforcement conference conducted w/autnor on 880329,Author 
charged w/ 1 mple mentation of human performance evaluation sys program, 
ALWOOD.E.G, Philadelphia Electric Co, 06/09/06. Ofc of Enforcement (Post 870413), 
3pp, 46840,140-46640.142, 

8809160154 Responds to NRC Itr re violations noted against License OP-1 0493.Admlts 
violation of Administrative Procedure A-7 Corrective actions, relinquished license & In- 
volved w/ procedural upgrade. 

SWAYNE.G L Philadelphia Electric Co 88/09/06. Ofc of Enforcement (Post 870413), 
3pp. 46049.330-46849,341 ' 

8809130185 Responds to NRC 000809 Itr re violations noted In Insp of License OP- 
10227-1, Corrective actions Administrative Procedure A-7 ha9 been revlewed.retralnlng 
administered & 880208 enforcement attended, 

MACENTEE.LE, Philadelphia Electric Co O0/O9/O7 Ofo of Enforcement (Post 
870413) 4pp 46B20.3O0-46820 300, 

8609130197 Responds to NRC 880809 Itr re violations noted against License SOP- 
2161 -6 Corrective actkmretralnlng Initiated to make sure procedures followed. 
WARGO.A R, Philadelphia Eleotrlo Co. 88/09/07. Ofc of Enforcement (Post 870413), 
4pp 46830,352-46030*356. 

8809130199 Responds lo NRC 80OQO9 Hr re violation noted against License SOP-3622- 
3,Admits violation of Administrative Procedure A-7 over extended period of time & fail- 
ure to exercise control & command responsibility as supervisor 
WOODROW, DS Philadelphia Electric Co, 00/09/07. Ofc of Enforcement (Post 
870413) 5pp. 46830*245 46830:249. 


8009130218 Forwards payment for NRC 8B0809 notice of violation & proposed imposi- 
tion of civil penalty in amount of $1,000, 

PIEPER.WA Philadelphia Electric Co. 00/00/07. Ofc of Enforcement (Post 870413). 
2pp 46836,290-46636.291. 

8809140204 Responds lo violations of Senior Operator License SOP-1 08QB Involving 
failure to adhere to Administrative Procedure A-7, Civil penalty in amount ol $500 
paid .Corrective actions: adequate rest on days off & work minimal overtime. 
MCROBERTS.D.C, Philadelphia Electrio Co, 80/09/07. Ofo of Enforcement (Post 
870413). 4pp, 46840:147-46040:160. 

8809140251 Responds to NRC Q0OBO9 Hr re notice of violation & proposed civil penalty 
against License OP-1C031-2 re ' failure to properly discharge duties & 
responsIblllllee.Correctlve actlons*addl rest prior lo shift work 
WEAVER, J.M. Philadelphia Electric Co 88/09/07. Ofc of Enforcement (Post 870413), 
5pp. 46841:167-46841*171. 

0809140261 Responds to NRC notice of violation A. proposed civil penalty of $500 
against License OP-10420 resulting from failure to comply w/ Administrative Procedure 
A-7, "Shift Operation," Corrective actlomsatlsfactory completion of staled course, 
THARPE.G.W Philadelphia Electric Co OB/O0/O7, Ofo of Enforcement (Post 870413), 
4pp, 46044:318-46844*321. 


-8609090149 Responds to notice of violation on behalf of BA Stambaugh re License 
OP-45 27- 5 Corrective aotlon, personal nontechnical reading habits corrected on or 
about Aug 1984 & reading limited to company publications & technical reading. 
STAMBAUGHiB.A. Philadelphia Electrio Co. 88/08/31. Ofc of Enforcement (Post 
070413), 2pp. 46003.357-46803:358. 


8809140263 Responds to NRC 860809 Itr re violations noted against License OP- 
10135-1 .Author admits to violations 

EAGLES, W M. Philadelphia Electric Co. 88/09/07. Ofo of Enforcement (Post 870413) 
4pp, 46844:353 46044,356. 


6808260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of licensee Radioactivity Measurements Attributed to 
That Event ” Svc fist end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 88/09/OL 
Consolidated Edison Co, of New York, Ino 121 pp. 46712*244-46713,004. 


6869140266 Responds to NRC 080216 Hr re notice of violation & proposed Imposition 
of civil penalty In amount of $500.00 re failure to adequately perform duties. Corrective 
actions: effort made to design projects that promote healthier work attltitude. 
BALLANTYNE.J.W, Philadelphia Electric Co, 00/09/07, Ofc of Enforcement (Post 
870413). 4pp. 46B37*01 9-46037*022, 
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•SJJSS SS Kl^na«nll 0 «muS P or' WMp»S torecfve 

ol Enforcement „>o* 

5704131 4pp 46WO 143*46440’ H6 

iiMtiMU flesoonds to 880809 notice fit Violation from Insp pi License SQP 
wfSns author participated in sixwk PFE course & have committed 

Co MWQ7. Qta of Enforcement (Post 87041 a) 

5pp 48844 332*46844 336 

IAM140J19 Responds lo noKo of violation & proposed civil penally in amount ©I 
« Cwntfrai actions "S" procedures in process of being re written 
VwtnT w!Sd5£2a Eteclnc Co 88/09/07 Ole of Enforcement (Post 870413) 
3PV A$8AD 137-48840 139* 

6609150062 Revests extension for listed licensees re response to 880909 notice ol 

fVEPtSjtTSB Kst'ian & Gephart. 88/09/07. TAYLOR.J M Deputy Executive Director 
ffSSSnii Operations EDCUPosl 070413) 3pp 46864 033 «ti4435 

6409130057 Responds to NRC 880810 ftr re notice of violation A proposed imposition 
$ cvij penalty sn amount of $1,250,000 Corrective actions licensed duties In control 

UE8ERMAN.J Ofc of Enforce- 

men! (Post 870413) I5pp 46834 1 20-46834 134, 


W092W1U Forwards Oimbaed Insp Repts 50 277/88 26.50 2/6/88 26. 50-277/86-31 
& 50 278/88 31 on 880725-29 & 0827 29 

EBNETER,S D Region 1, Ofc of the Director. 88/09/12 MCNEILL, G A, Philadelphia 
Etectnc CO 3pp 46966 045 46966070 


-W09260118 Partially deleted Insp Repts 50 277/86-26 & 50-278/88 26 on 680725-29 
(ret 10CFR73 21) No violations noledMafor areas inspected assessment aids - pro- 
tected area 6 access control - personnel & mat effectiveness 
LANCASTER. W K . MADDEN, J A . KElMlG.fi fi. Region 1. Ofc of the Director &3/09/ 
08 I7pp 46966 048-46966 064, 

*4809260118 Partially deleted Jnsp Repts 50 277/88-31 & 50-276/88-31 on 060827-29 
(ret 1QCfR73.2t) Violation noted Major areas Inspected mgt effectiveness, assessment 
aids • protected area A access control - personnel. 

lANCASTER.WK., CAMERON.DF , KEIMIG.R Ft, Region 1. Ofc ol the Otiwtor. OS/ 
09/08 6f1> 46966 065-46966070 


6809080339 NRC Info Notice 68 074, “Potentially Inadequate Performance of ECCS in 
PWRs Ounng Recfrcufaiion Operation Following LOCA" Svc list end 
P,OSSt,CE Qwiston q( Operational Events Assessment (Post 870411), 86/09/14 
CoosolKfaled Edison Co, of New York, Inc. 122pp. 46624.215 46824.336. 


W09 190207 Responds to NRC Bulletin 8 b 007, “power Oscillations In BWRa ” All reac- 
tor operators A shift technical advisors thoroughly briefed on event described [n bulls 
bn 

GALLAGHERS W Philadelphia Electric Co 68/00/15. ROSSI, CE. Document Control 
Branch (Document Control Desk), lOpp 46699 076-46839,084. 


8809200356 Responds lo NRC Bulletin 80 005, '’Nonconforming Mali Supplied by 
Piping Supplies, Inc al Folsom, NJ & West Jersey Mfg Co at Willie mstown.hLT & SuppJ 
1 Enel rept comprises complete response to bulletin 

GALLAGHER, J.W Philadelphia Etectno Co 88/09/15 ROSSI, CE, Division of Oper- 
ational Events Assessment (Post 87041 1) 15pp 46913,001-46913 015 

8809120197 NRC Info Notice 68-075, "Disabling ol Diesel Generator Output Circuit 
Breakers by Anb-Ptimp Circuitry'* Svc hs\ end. 

ROSSI.CE Dmsion of Operational Events Assessment (Post 870411), 80/09/16. 
Consolidated Edison Co of Naw York, Inc, 124pp 46946-133 46946.252, 

8809210192 Forwards response to Bulletin 88 OOB, "Thermal Stresses In Piping Con- 
nected to ACS 11 BWR designs of plants do not contain unlsolablo sections of piping 
sub! to thermal cycling fatigue from cold water leaks into RCS, 

GALLAGHER, J.W Philadelphia Electric Co 89/09/16 Document Control Branch 
(Document Control Desk) ROSSLCE. NRC - No Detailed Affiliation Given. 6pp 
46920 265-40920 270 K 


8809230040 Responds lo 860816 & 0913 lUs re NRC recent decision lo fmpose civil 
penalties on util & util employees & manner in which Commission exercised requtetory 
oversight responsibility for facility. y ' 

IMW44 leWMiM 1M S 88/09/18 flHOoES - J - Pennsylvania, Commonwealth of 

-M0«30045 Discusses recent sal of fines Imposed on util & certain personnel al lacili- 
I ,™«!o , P° of , « co "? ol nmnlnfl plant In recenl yrs 4 alleged misconduct 
2 pp^4S944 lBft-46^4 PB7 ^oetmetweallh of 88/(59/13. ZECH.LW. Commissioners, 

' 8 !Sf. J iS5!i5 ! T sl ! es(KN l s ? t0 8808,8 l |r te lull disclosure ol all meetings A tel- 
oonsbetween util seniot mgt 4 senior officials al NRC re restart ol plant a Impositions 

^!w'ial'®“'t l e9 COn ’ m0nW6al<ho1 88/09/13 ZECH.LW. Commissioners 

01 “ ,MOrd9 ' pCr F01A ' ,a reslart & 
P 0 .^5*'Ccm™waa!th ol 88/09/13. NRC - No Detailed Alllllatlon 



^e^l/eXu’cSrSSV 1 ' * ™ te1fe ™ '0 lose Repts 50 277/ 

«]. SWIft AftlT' empto/ “ 1695011 P ,an revt 
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R. Periodic operating reports & related correspondence 


6809090022 Forwards ’’Semiannual Effluent Releases Rept 25, Jan-Juno 1000" A flwv I? 
to "Offsite Dose Calculation Manual" 

ALOEN.WM Philadelphia Electric Co O0/O9/29 RUSSELL.WT. Roglon 1, Ofo Of 
Director Ip. 46790,306 46701.010 

-8809000023 "Semiannual Effluent Releases Rept 25 for Jan-Juno 1900." 


■8809000023 "Semiannual Effluent Releases Rept 25 for Jan-Juno 
• Philadelphia Electric Co 00/06/30, 17pp 46790 307-46700 322 


8809060257 Forwards plant status rept for period 080000*29 
UNVtLIE.JC Region 1, Ofc of the Director 88/00/30 KANE.WF, Roglon 1, Ofc o * 
the Director 5pp. 46800,277 46000 281 


8609200095 Monthly operating repts for Aug 1900 for Peach Bottom Uolla 2 A 3 Vy/ 
080915 Itr 

MIDDLETON.LU ALDEN.W.M. Philadelphia Electric Co 08/00/31. 14pp. 4l)fti0 (MU* 
46918 097 


S, Reportable occurrences, LERs & related correspondence 


0809070236 LER 80 005 01:on 08061 3, RWCU outboard isolation vfllvo logic 
occurred on false sy$ high flow signal Caused by email piece Of insulation on w 
iial pressure indicating switch cable missing.W/800030 ftr, 

BIRELY.W.C , FOGARTY, EP, Philadelphia Electric Co. 08/00/30. Gpp. 40/00 1’if- 
46790.361 

BB09130150 Special rept on 080822, dlschargo pressure lost whllo motor driver i 
pump In operation Caused by crack that formod In column pipo Mongo arufl s* 

bolts to pump Motor driven pump removed from pump slrucmro.dlanBBOinbl'tHl A nv 
spected 

SMITH, O M> Philadelphia Electric Co 00/09/01. RUSSELL, W.T. Documonl %***luA 
Branch (Document Control Desk) 2pp 46027. 03 1-46027;O32. 

0009080202 PNO4-80 092, on 800901 .injured contaminated contractor onmloy*H> ra 
moved from site after falling 20 ft from plat form .Workor suffered broken wtlul & 
cut w/ 600 dpm contamination Worker successfully deco rile min aloe) 

JOHNSON, T., UNVILLE.J. Region 1, Ofc of Iho Director. 00/09/02. 2pf>, 40701 
4G791 359. ' 


0809130060 Special rept on 880726, motor driven fire pump out of avo (of moio IhHit / 
days Caused by action taken to allow cleaning & fnsp of of E*42 4 kV 
driven fire pump restored to operable status on 000021. 

FOGARTY, EP. Philadelphia Efectric Co. 00/09/02. Document Control Brunch 
menl Control Desk), 2 pp 46030 087-46630.000 


“2SaW 7 .^ En 000507, primary contalnmont isolation sy« (irmno it 

RWCU solation signal generated as result of Iosb of powor to lomp awllcliCauMHl Iff 
Srfe e ^ r i? alfunctlon TiQ br0fl Ker removed from svc 4 fnspoaiod.W/OOOOU) Hr 

FOGARTY.EP, Philadelphia Electric Co. 80/OD/1O, 6pp. WtlMM/- 

40965,222 


V. Operator Examinations 


8808310150 Forwards response to 0BO817 telcon requesting addl info ro plnnl rospuf tw* 
concerning restart plan submitted on 080722. Firm dalo for fully Binding work CttfiftuiJ 
group cannot be firmly eatab^shed presently. 

£fn^ihn P !KSv® El . e S!?!f,, , 80/ ° B/22 - MARTIN.R. Olllco Of Nut, tam Hu*, 
lor Regufalion, Director (Post 870411). 4pp 46699 076-46699.070 

8809020258 Responds to 860809 notice of violation re AT Wlntor reading of imMm 
Sh £S? u ?lVX s \ n ? In r l Gl ?i cod position w/eyos closed at limos 
Suimtcpq T 8 A °QwPli°l ?? p il lay ' r ?® ot vld9 ° Q 0n fl°8 by olhora. 

^M6750 T 252^675ol5? Co ‘ 8Q/0 ^ 23 ‘ Ofo of Enforcomont (Foal IJKMOj 


‘SSt [ffie n opS n 6, 0 ' $B0 ° 00 b9b0) ' 01 0A "I* *■* 

JSH n ^F‘ Uhler ‘ JC ‘ efl /08/31. Ofc of Enforcement (Post 070413), Ip, 40flf>;i 


aJwufAtftr' TflfiM non * l0ch nlcal reading habits cor/octert on w 
aSvfifflfcrH ra dKSS ( S 0d i? C0 ^panv publications & technical roadlna 
87?““ 2W 443 P 3wXai!>. C,rl0 C ° 88/08/31 °'° 01 Enl0 ~' VW*' 

“gK Forwartls Prosed operator lloeoslng axant aohetfulo format, por Clem**; 
Re 4 L 0 ^ Of MtH* 

D0CUment C0n,r01 Br8n0h 
durtn^ f 5 < MSm.Wnti9ne*OT^MBon«|?M^na 0 ^ B Hf 6 " 1 rtl 01 '* 

members identified In repi ’ q ° ns * P rellm,na 'y findings dlacusBotl w/ITkmwi 
E C<^ 3 S29 ! a?9 Mao' 03 a f,ao tor ‘ 88/08/02 MCNeiLL,C,A. PfHUtd^Mt 

"“ # S rSSS l 0 ™- 18 '? 1 - « aaortQ.atGMMv. 

peaaed examsOoe candidate tailed 

4M3ao3a" UNQE ' DJ Re9lon *• Ob of the Director. 88/09/02. 147pp. 46430 JHUf. 
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0009130206 Responds to NRC 880609 Itr re violations noted against License SOP- 
101 M concerning inattenliveness to Instrumentation & controls, 

SHEETZ.R E Philadelphia Electric Co 88/09/08 Ole of Enforcement {Post 870413) 
4pp 46830.172-46030176, 

8009130210 Responds to NRC 880B09 Itr re violations noted for License SOP-3937- 
3. Explains unprofessional behavior as result of hard time adjusting to overt me worked 
& indifference to procedural compliance because of personnel grievances 
CROMWELL.E S Philadelphia Electric Co 88/09/06. Document Control Branch (Doc- 
ument Control Desk) 4pp. 46030.234-46830 237 

0809140291 Responds to NRC notice of violation & proposed Civil penalty of $500, ad 
milting violation of Administrative Procedure A*7. Payment paid. Corrective 

action volunteer to redesign control room 

MALDONADO.RA Philadelphia Electric Co. 88/09/06, Ofc of Enforcement (Post 
670413). 4pp 46844*101 46844.164 

8809150154 Responds to NRC Hr re violations noted against license OP-104S3 Admits 
violation of Administrative Procedure A-7, Corrective actions relinquished license & In 
volved w/ procedural upgrade 

SWAYNE.g L Philadelphia Electric Co. 88/09/06, Ofc of Enforcement (Post 8704131 
3pp. 46649.338-46849 341. 

8809130185 Responds to NRC 080809 Hr re violations noted In insp ol License OP- 
10227-1. Corrective actions. Administrative Procedure A-7 has been reviewed .retraining 
administered & 880208 enforcement attended. 

MACENTEE.L E, Philadelphia Electric Co 88/09/07, Ofc of Enforcement (Post 
870413). 4pp, 40828.306 40828 309 

8809130197 Responds to NRC 080809 Hr re violations noted against License SOP- 
21 91 -6 Corrective actions.retralnlng Initiated to make sure procedures followed 
WAR GO, A R. Philadelphia Electric Co 88/09/07, Ofc ol Enforcement (Post 870413). 
4pp. 40030:352-46830 355 

8809130199 Responds to NRC 880809 Hr re violation noted against License SOP-3622- 
3 Admits violation of Administrative Procedure A-7 over extended period of time & fail 
ure to exercise control & command responsibility as supervisor, 

WOODROW.D.S. Philadelphia Electric Co, 08/09/07. Ofc of Enforcement (Post 
870413) 5pp. 46B30 245 46030 249. 

8809140204 Responds to violations of Senior Operator License SOP-1 060B involving 
failure to adhere to Administrative Procedure A-7 Civil penalty In amount of $500 
paid Corrective actions, adequate rest on days off & work minimal overtime, 
MCROBERTS.D.C, Philadelphia Electric Co. 88/09/07 Ofc of Enforcement (Post 
870413), 4pp. 46840.147-46840 160 

8609140251 Responds to NRC 880809 Itr re notice of violation & proposed civil penalty 
against License OP-1 0031 -2 ro failure to properly discharge duties & 
responsIbllilles.Correchve actlons:addl rest prior to shift work. 

WEAVER, J.M. Philadelphia Electric Co 88/09/07. Ofc oi Enforcement (Poet 070413). 
6pp. 48841,167-46841:171 

8809140281 Responds to NRC notice ol violation & proposed civil penalty ol $500 
against License OP-10420 resulting from failure to comply w/Admlnlstrative Procedure 
A-7, “Shift Operation." Corrective actlon.satlsfactory completion of stated course 
THARPE.G.W. Philadelphia Eleotrlc Co. 88/09/07. Ofc of Enforcement (Poet 870413). 
4pp. 46044.310-46 844:321, 

8609140268 Responds to NRC 080218 Itr re notice of violation & proposed Imposition 
oi civil penalty in amount of $500 00 ro failure to adequately perform duties, Corrective 
acllons.effort made to design projects that promote healthier work attitltude. 
BALLANTYNE.J.W. Philadelphia Electric Co. 88/09/07 Ofc of Enforcement (Post 
870413). 4pp. 46037.01 9-48837 022. 

8809140280 Responds to NRC 800216 Itr re violations of Operator License OP 6208* 
2.Payment of Severity Level 111 civil penalty In amount of $500 paid Corrective 
actlonstprocedures & Tech Specs will bo followed accurately, 

CROMWELL.P.B. Philadelphia Electric Co 88/09/07. Ofc of Enforcement (Post 
870413) 4pp, 46840' 143-46040.1 46, 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8808290015 Forwards Insp Repts 50-280/88-31 & 50-281/88-31 on 880801-02 No vio- 
lations or deviations noted.Delalls withheld (ref 10CFR2 790 & 73.21), 

CLINE.W.E Region 2, Ofc of the Director, 88/08/17. CRUDEN.D.S, Virginia Power 
(Virginia Electric & Power Co) 2pp 46716 354-46719,366. 

-8808290018 Partially withheld Insp Rapts 50-280/ 88*31 & 50-281/88-31 on 880801-02 
(ref 10CFR2.790 & 73 21), No violations noted Major areas inspected maint, physical 
barriers protected area, assessment aids & detection aids protected area 
ENNIS.J D., MCGUIRE.D.R, Region 2, Ofo of the Director. 88/08/17. Ip 46718*356- 
46716.358, 

8809120103 Forwards scope & objectives of 981101 plant annual emergency 
exerdse.Package will be made available per 870108 Itr titled, “Submittal of Annual 
Emergency Exercise Objective, Detailed Scenarios & Controller Packages ” 

CRUDE N,D,S Virginia Power (Virginia Electric & Power Co). 00/OB/17, DECKERJ.R. 
Region 2, Ofc of the Director. 7pp 46813:321-46013:327. 

8808300113 Advises that 880616 rev to physical security plan consistent w/provislons 
oi 10CFR50.64(p) & acceptable, 

CLINE, W.E, Region 2, Ofc of the Director 80/08/19. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co ). 2pp. 46693.065-46893-066, 

8808300081 EN-88-069. notice of violation & proposed imposition of civil penalty In 
amount of $100,000 on or about 8B0B25 Action based on violations Involving overex- 
posure of Individual during refueling outage. 

FLACK.E, Ofc Of Enforcement (Post 0704 13). 08 /OB/22. Ip. 46693,094-46693,094, 

8809190200 Forwards Rev 13 to security personnel training & qualification plan Rev 
withheld (ref 10CFR73.21). 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co,). 88/09/14. Docu- 
ment Control Branch (Oocument Control Desk) Ip, 46B9B:240*46B98:240. 


8B09200104 Revised emergency plan implementing procedures, including Rev 7 to EPIP- 
3 04, “Activation of Local Emergency Operations Facility,” Rev 12 toEPIP-5 03, “Per- 
sonnel Accountability 11 & Rev 3 to EPIP-504, "Access Control " W/8B0915 Hr 
BENSON.DL, COSTELLO,.),, CARTWRIGHT, W R. Virginia Power (Virginia Electric & 
Power Co,). 08/ 09/1 5. 35pp 46905 260 46905,294 

8809220185 Forwards scenario & controller data for 1986 plant emergency exercise per 
NRC 870108 Itr. 

CaRTWRIGHT.W R, Virginia Power (Virginia Electric & Power Co). 8B/09/16 Docu- 
ment Control Branch (Documenl Control Desk) Ip. 46928.176 46928.1 76, 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8009160156 Rev 7 to updated FSAR for Surry Station Units 1 & 2 W/880826 Itr 
CRUPEN.D S. Virginia Power (Virginia Electric & Power Co) 88/08/26 t12pp 
46891-262-46892 115 w 


P- Operating license stage documents & correspondence 


6806120294 Gengric Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
ro Instrument air supply sys problems affecting safety-related oqulpmenl.Svo list end 
MIRAGLIA.F J. Associate Director for Projects (Post 8704H) 88/08/00 Consolidated 
Edison Co. Of New York, Inc 41pp 47065 001 47065 006, 

8B082603B4 Forwards results of analysis of spiked liquid samples per confirmatory 
measurements program All samples analyzed for H-3,Fe-55,Sr 69 & Sr 90,per NRC 
880422 Instructions. 

CRUDEN,D S. Virginia Power (Virginia Electric & Power Co). 88/00/08. KAHL6JB. 
Region 2, Ofo of trie Director, 3pp 40654 332 46654 334 


8809010135 Forwards application fee tor 600707 request lor relief from ASME Section 
XI Inservice pump testing Inside spray pumps 

CRUDEN.D.S, Virginia Power (Virginia Electric & Power Co) 88/09/25 Document 
Control Branch (Document Control Desk). Ip 4671 8,350-4671 B.358 


8BQ9020227 Forwards supplemental Info re 880229 & 0815 evaluation of containment 
penetrations that excluded Type C leakage results from overall as-found containment 
leakage ratejper request 

CRUDENAS. Virginia Power {Virginia Electric & Power Co), 88/08/31 Documenl 
Control Branch (Document Control Desk) 29pp 46747,036-46747.064 

t meeting on 801102 at plant to discuss 
ram Proposed meeting agenda end, 

. 08/09/02, CRUDEN.D.S Virginia Power 
121-46908 324, 


8809160029 Confirms 8B0810 telcon re mgl 
Status of radiation protection upgraded prog 
GRACE.J.N. Region 2, Ofc of The Director 
(Virginia Electric & Power Co.) 2pp. 46908*£ 


-8B09 180031 Notification ol 001102 meeting w/util In Richmond,VA to discuss & review 
status of radiation protection upgrade program. 

CANTRELL.F.S Region 2, Ofc of the Director 08/09/02 Region 2, Ofc of the Direc- 
tor. 2pp 46900.323-46908:324. 


6609190174 Discusses action taken in accordance w/Gonerlc Ltr 87-11, "Relaxation in 
Arbitrary Intermediate Pipe Rupture Requirements " Two snubbers eliminated from 
each steam generator that served solely as pipe whip restraints 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.) 88/09/12, Docu- 
ment Control Branch (Document Control Desk). 2pp 46090,021-46898.022 


Q. Inspection reports. IE Bulletins 4 correspondence 


8808290065 Forwards insp Repts 60-280/80-26 & 50-261 /BB-26 on 000605 0702 & 
notice of violation 

WILSON, B, A Region 2, Ofo of the Director 88/08/12 CRUDEN.DS. Virginia Power 
(Virginia Electric & Power Co ) 2pp 46683:352-46684.007. 

608290070 Notice ol violation from Insp on 000605 0702, Violation noted, appropriate 
Instructions not provided for assembly of flanges containing non reversible orifices 
used for flow indication. 

WILSON, B A Region 2, Ofc ol the Director. 88/08/12, Ip. 46683 354 - 48663.364 

-5808290073 Insp Repts 50-280/88 26 & 60-201/08 26 on 880605 07O2.One violation 
roted.Wajor areas Inspected licensee action on previous enforcement matters, plant 
operations, plant maint & surveillance & LER closeout 

HOLLANDW.E., N1CHOLSQN.L E , CANTRELL, F.S, Region 2, Ofc ol the Director, 88/ 
06/ U. 13pp 46683*355 40684*007, 


8808290015 Forwards Insp Repts 50-280/88-31 & 50-261/68-31 on 880B01 -02. No vio- 
lations or deviations noted, Details Withheld (ref 10CFR2.79O & 73 21) 

CLINE, WE. Region 2, Ofc of the Director. 00/08/17. CRUDEN.D S. Virginia Power 
(Virginia Electric 6 Power Co,) 2pp, 46716:354 46716*356 


-8800290018 Partially withheld Insp Rept9 50-200/88 31 & 50-281/80-31 on 880801*02 
(ref 1OCFR2.790 & 73.21) No violations noted Major areas inspected maint, physical 
barriers-proteclod area, assessment aids & detection aids protected area, 

ENNIS, J.D , MCGUIRE.D.R, Region 2, Ofc of the Director. 88/08/17. Ip 46716:356- 
46716:356, 


8808300319 Forwards Insp Repta 50-280/88 27 4 50-281 /BB-27 on 680705 OB.No vio- 
lations or deviations noted Invitation invited to unresolved item identified In Insp repL 
HERDT.A.R. Region 2, Ofc of the Director, 80/08/17. CRUDEN.D.S. Virginia Power 
(Virgl nla Electric & Power Co ). 2pp, 46691 .194-46691 :20s 


-8800300322 Insp Repts 50-280/88-27 & 60-281/00*27 op 880705 05, No violations or 
deviations noted Major areas Inspected design review of reactor bldg recirculation 
spray HXa & review of FSAR design requirements. 

BERNHARD, R.R, JAPE, F. Region 2, Ofo of the Director, 88/00/12. lOpp 46891:190- 
46691.205, 


0009000024 Forwards Team insp Rapts 50-200/80 03,50-261/88-03, 50-338/BB-03 & 
60-339/88 03 on 880314-18 & 0404 08 No violations or deviations noted.Writien as- 
sessment of program to keep radiation ALARA requested within 30 days. 

GRACE.J.N, Region 2, Ole of the Director. 88/08/17. CRUDEN.D.S, Virginia Power 
(Virginia Eleclrlo & Power Co,). 4pp 46709 261 -46709 307. 
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8600 1901 95 NRC Info Notice 68 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE '* Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co of New York, Inc 125pp. 46690054-46690 178. 

8608160451 NRC Info Notice 68-068, "Solpolnt Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hyd/aulic Assist Devices " Syc list end 
ROSSI.CE Division of Operational Events Assessment {Post 87041 1). 88/08/22 
Consolidated Edison Co of New York, Inc. 121 pp 46702 311 46703 070 

6808300081 EN 88-069 notice of violation & proposed Imposition of civif penalty In 
amount of $100,000 on or about 880825 Action based on violations Involving overex- 
osure of Individual during refueling outage 

LACK.E , LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/0B/22 Ip 
46693.094 46693.094 

8809070005 Informs that safety sys functional leap will be conducted by Region II Insp 
team at facilities on 680912-16 & 26-30 Insp effort will be focused on svc water ays & 
associated ays served by svc water 

REYES, LA Region 2. Ofc of the Director. 88/08/23 CRUDENJD.S. Virginia Power 
(Virginia Electric & Power Co ). Ip. 46783 -3 10-48783 310 

8008180368 Suppl 1 to NRC Info Notice 86 048, "Licensee Rept of Defective Refur- 
bished Valves Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/08/24, 
Consolidated Edison Co of New York, Inc 122pp, 46713 218 46713*219. 

8009070146 Forwards Insp Repts 50 260/68 29 & 50-281/08 29 on 880710 22 & notice 
of violation. 

HEflDT.A.R Region 2, Ofc of the Director 80/08/24 CRUDEN.DS Virginia Power 
(Virginia Electric 31 Power Co). 2pp 46777.346-46777,357. 

-8809070161 Notice of violation from Insp on 8807 18 -22, Violation noted Procedure 1 & 
2 PT-10, "Reactor Coolant Leakage/* issued for use in Oct 1907, contained errors In 
constants used to correct changes in pressunzer level & RCS temp during lest. 
HERDT.A R Region 2, Ofc of the Director. 0B/OB/24. 2pp. 46777.348 46777 351 

-8809070170 Ensp Repts 50 280/68 29 & 50-281/80-29 on 800716*22. Violations 
noted, Major areas Inspected, post refueling startup lost9,thermal power 

monltonng.post tnp reviews & surveillance of RCS leakage. 

BURNETT, P.T, JAPE.F. Region 2, Ofc of the Director. 88/08/24. 6pp 40777 352- 
46777.357. 

8009080354 Discusses Insp on 880502 06 & 0531-0603 & forwards notice or violation & 
proposed Imposition of civil penalty. 

GRACE.J N Region 2, Ofc of the Director B8/0B/26, CRUDEN.D.S. Virginia Power 
(Virginia Electee & Power Co) 3pp 46703,120-46793.127. 

-8809080357 Notice of violation & proposed imposition of ctvil penalty In amount of 
$1 00,009 Noncompl fane© noted 1 Individual received 2.527 rem to wholo body while 
performing work In Unit 1 reactor cavity. 

GRACE.J.N. Region 2, Ofc of the Director, 60/06/25 6pp 46793.123*46763:127. 


8809270131 Responds to NRC 680817 Itr re violations noted in insp Repts 50-338/88 
03,50-339/80 03,50 280/88 03 & 50 281/86-03 Corrective actions policy to establish 
contractor dose goafs during work palnnlng process re emphasized. 

CARTWRIGHT, W R. Virginia Power (Virginia E'ectnc & Power Co) 80/09/16. Docu 
ment Control Branch (Document Control Desk) 5pp 46971 266 46971 270 

8809130350 NRC Info Notice 00 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control " Svc list end 
ROSSF.CE Division of Operational Events Assessment (Post 070411) 89/09/19 
Consolidated Edison Co of New York, Inc 125pp 46946 253 46047 013 


R. Periodic operating reports & related correspondence 

8809070641 "Semiannual Radioactive Effluent Release Rept.Jan-June 199B" W / 
890029 Itr. 

BLOUNT, P F , CRUDEN.D S. Virginia Power (Virginia Electric & Power Co ) 88/00/30 
28pp. 46773.101*46773 128 

8809200124 Monthly operating repts lor Aug 1980 for Surry Power Slatlon.W/880914 

WARREN, L A„ CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co,) 66/ 
00/31. 25pp. 46900 117-46900 141. ' 


S, Reportable occurrences, LERa & related correspondence 

6809070419 LER 80 Ol 1-01 on 880415, PORVs PCV-1455C & PCV-1456 failed to manu- 
ally open whon selector switches placed In open position from auto position .Caused 
by procedural Inadequacy. Valve actuator bolts & screws torqued W/0BOB26 Itr 
BENSON, DL Virginia Power (Virginia Electric & Power Co.). 88/00/26, 4 dd 

46777 003*46777 006, 

6809120147 PNO-II 88-051. on 960826, plant personnel were moving spent fuel cask 
using transporter to remote dry cask storage area on site & transporter tilted about six 
degrees Licensee used steel bed plates to Jack up 0 support transporter 
SCOTT, M Region 2, Ofc of the Director 88/08/29, 2pp. 46815 340 40015 341, 

8809060236 LER 80 Q23 00 on 000002, C steam generator Channol IV steam How failed 
to low flow Indication Caused by failed multiplier/ divider unit power supply 

tranBformer.Tochnldans called In & placed channels In trio mode W/800830 Itr 
BENSON, 0.L Virginia Power (Virginia Eloclric & Power Co.). 06/08/30. 4pp 

46755*243 46755.246. 

0009060240 LER 80 020-00 on 880801, spent fuel assembly placed in wrong location 
due to Inadequate procedure Fuel assembly was transferred to Region II Other assom 
biles reviewed to verify compliance w/Tech Specs W/G00030 Itr. 

46763 34646; Virflln!a P ° W ° r {Vir0inia Eloclric & Power Co > 03/08/30. 4pp 


8809150328 Informs that SALP Repts for Sept 1986 * Apr 19BB reviewed & acceptable 
CRUDEN.D S, Virginia Power (Virginia Electric & Power Co), 88/08/26, Region 2, Ofc 
Of the Director. 2pp. 46848 208 46846 209, 

8900230112 NRC info Notice 68 070. “Check Vafve (nservlce Testing Program Deficien- 
cies " Svc list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/08/29, 
Consolidated Edison Co. of New York, Inc 123pp 46713.095-46713'2t7, 

8909140373 Forwards Insp Repts 50 260/06-28 & 50 281/68*26 on 860703-30 Enforce 
men! conference scheduled for 080916 re violations Indicated In repts 
GRACE, J.N, Region 2, Ole ol the Director 6B/0B/30. CRUDEN.DS. Virginia Power 
(Virginia Electric & Power Co ). 2pp. 46842,296 46842 314, 

-6809140384 Resident Insp Repts 50 280/08-26 & 50-281/88-26 on 860703- 30 Viola- 
tions noted Major areas Inspected, licensee action on previous enforcement 
matters, plant operalions.pfant malnt, plant surveillance A plant alartup from refueling 
HOLLAND, W.E.. NICHOLSON.L E . CANTRELL, F.S. Regioh 2, Ofc of the Director, 80/ 
08/25. 17pp 46842,296-40842.314. 

8900260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuted to 
That Event, Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/09/01 
Consolidated Edison Co. of New York, tnc. 121pp. 46712,244*46713:004. 

8908300018 NRC fnfo Notice 88 072, "Inadequacies In Design of DC Motor-Oporated 
Valves." Svc list encl. 

ROSSJ.C.E. Division of Operational Events Assessment (Post 870411). 88/09/02, 
Consolidated Edison Co. of New York, Inc 122pp 46726 001 46726-123 


8809160033 Confirms 860918 enforcement conference re safety-related cleanliness 
problams.per B80811 tafeon. Proposed meeting agenda encl. 

GRACE.J N. Region 2, Ofc of the Director. 0B/Q9/O2, CRUDEN.D.S, Virginia Power 
(Virginia Electno a Power Co.). 2pp. 46903,344 46906:347. 


*-8809160037 Notification of 800916 enforcement conference In Atlanta.GA to discuss 
safety related cleanliness problems. 

CANTRELL.FS. Region 2, Ofc of the Diractor, 06/09/02, Region 2, Ofo of the Direc- 
tor 2pp, 46906.346 46908.347, 


0809150295 Responds to NRC Bulletin B8-0O5.indudlng suppls 1 & 2 re review of matls 
procured from Piping Supplies, Inc A West New Jersey Mfg Co Results of review for 
possible Indirect purchases & results of testing & analysis discussed. 

CARTWR IQ HT ,W.R. Virginia Power (Virginia Elec trio & Power Co). 88/09/09. Docu- 
ment Control Branch (Document Control Desk) 3pp. 48804 023 46864 025, 


^ ot,C0 074, "Potentially Inadequate Performance of ECCS 
£WRs During Recirculation Operation Following LOCA." Svo list encl 
RDSSI.CE, Division of Operational Events Assessment (Post 970411). 8B/09/1 
Consolidated Edison Co. of New York. fno. 122pp. 46824:216-46824:336 


9809140330 PNC II BB 062 on 68051 7, partial loss of water In refueling cavity occurrod 
due to seal failure during refueling outage Review of circumstances planned, 
SCOTT.M. Region 2, Ofo of the Director, 88/09/31,. Ip, 46037 005-46837.005. 

80O913O2B8 PNO 11-88 052A on 880931 .augmented Insp team dispatched to Investigate 
partial loss of water from refueling cavity Licensee submits justification for conllngod 
operation, NRC plans to meel w/llcensae to discuss actions. 

SCOTTJvl Region 2, Ofc of Ihe Director 00/09/02. Ip. 46830 069 46030 069 


8009140353 Forwards Technical Ropt PE*0005,Rev 1, "Evaluation of Flooding of Incoro 
Instrumentation Room Surry Power Station Unit 1," as result of 800517 leak from refu- 
eling cavlty.Rept Identifies potential effects of borated water flooding. 
CARTWRIGHT.WR. Virginia Power (Virginia Electric & Power Co), 88/09/02 Docu- 
ment Control Branch (Document Control Desk). Ip 46840,154-46846 160, 

**880 91 403 5 B Rev 1, "Evaluation of Flooding of Incore Instrumentation Room Surry 
Power Station Unit i" r 

WOODY,G E Virginia Power (Virginia Electric & Power Co) PE-0005 R01 68/09/61. 
6pp. 46846, 1 55-46846 1 60, 

0809190309 Conllrmatfon of action Itr re NRC understanding that util will meet w/NRG 
in Atlanta.GA to discuss root causes of 680517 partial loss of water from Unit l.mods 
to equipment, addt training for Unit 2 & corrective actions 

GRACE J N Region 2, Ofo of the Director 88/09/06. CARTWRIGHT.WR. Virginia 
Power (Virginia Electric & Power Co) 2pp. 46898 010-46898.011 

Be^eo^ecpnnrms 880907 teicon ro 800916 mgt meeting In Region II ofc to discuss 
unl M partial loss of level in refueling cavity on DB0517.Proposed meeting agenda & 
notiflcallon of meeting encl. a " 

GRACE JN Region 2 Ofc of the Director. 88/09/13 CARTWR (GHT.W.R. Virginia 
Power (Virginia Electric & Power Co,). 2pp 46957 21 3-46957.21 6, 

-8609300016 Notification of G80916 significant licensee meeting fn Region II ofc In 
10 di5CU8S circumstance re partial loss of level in Unit 1 refueling cavity on 

6v051 7 ■ 

216 0f lhe Dlr0clor 88/09/13 ’ Re 9 lon 2, Ofc of the Dlrec* 

8809200219 LER 88 025 00*on 0BO81 6, control /relay foom chillers Inoperable Caused by 
Inadequate svc water flow to chiller condensers as result of method to start/stop 
chillers, Addl procedure will be developed.W/680914 Itr, 

BHSSSAt Vfr l ,nla P° wer (Virginia Electric & Power Co.). 66/09/14. 4pp 
46913:314-46913:317. 

6809200227 LER 80-029-00 on 88081 5,reactor trip &. safety Injection occurred Caused 
by spurious Initiation of train A high consequence limiting safe guard. Relay replaced & 
limit switch on steam dump valve ad|uBted,w/8B0914 Ur 

4691 6^050469 l^'Sso^ P ° Wer ^ ir0lnla Elac t flc & Power Co.). 80/09/14. 6pp. 


8609120197 NRC Info Notice 68*075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry," Svc list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/16 
Consolidated Edison Co of New York, Inc, 124pp, 46946:133-46946:252, 
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DOCKET 60-281 SURRY POWER STATION, UNIT 2 


F, Security, medical, emergency & fire protection plane 

8600290015 Forwards Insp Repts 50-280/88*31 & 50-281 /B8-31 on B8O8O1 02.No vio 
lalions or deviallona noted Details withheld (rei 10CFR2 790 & 73 21). 

CLINE, W.E Region 2, Ofc of the Director 88/00/17 CRUDEN.DS Virginia Power 
(Virginia Electric & Power Co,). 2pp, 4671 6.354-467 1 6,356 

-0808290016 Partially withheld Insp Repts 50.280/80-31 & 50 281/68 31 on 880001-02 
(ref 10CFR2.790 & 73 21) No violations noted.MaJor areas Inspected main t .physical 
bamers protected area, assessment aids & detection aids protected area 
ENNIS.J D. Region 2, Ofc of the Director. 88/08/17 Ip 46716 356 46716.356, 

8809120103 Forwards scope & objectives of 881 101 plant annual emergency 
exercise Package will be made available per 870108 Itr titled, “Submittal of Annual 
Emergency Exercise Objective, Detailed Scenarios & Controller Packages ■■ 
CRUDEN.D.S, Virginia Power (Virginia Electric & Power Co) 80/08/17. DECKER, TR. 
Region 2. Ofc of the Director 7pp. 468 13.321 -4681 3-327 

8008300113 Advises that B80616 rev to physical security plan consistent w/ provision 3 
Of 10CFR50 54(p) & acceptable 

CLINE.W E Region 2, Ofc of the Director 88/08/19. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co ) 2pp 46693 065*46693-066. 

8008300081 EN-88-069, notice of violation & proposed imposition 0! civil penalty In 
amount of $100,000 on or about 880825, Action based on violations Involving overex- 
posure of Individual during refueling outage, 

FLACK, E. Ofc of Enforcement (Post 670413) 88/00/22, Ip. 46693.094-46693 094. 

8909190200 Forwards Rev 13 to security personnel training & qualification plan. Rev 
withheld (ref 10CFR73 21). 

CAflTWRIGHT.W.R, Virginia Power (Virginia Electric & Power Co). BB/Q9/14. Docu- 
ment Control Branch (Document Control Desk) Ip. 46898 240*46898-240. 

6809200104 Revised emergency plan Implementing proceduresjncludlng Rev 7 to EPIP- 
3 04, “Activation of Local Emergency Operations Facility," Rev 12 to EPIP-5 03, "Per- 
sonnel Accountability" & Rev 3 to EPIP-5 04, “Access Control." W/880916 Itr. 
BENSON.D.L , COSTELLO.J,, CARTWRIGHT, W R, Virginia Power (Virginia Electric & 
Power Co) 88/09/15. 35pp. 46905.260-46905,294. 

6809220185 Forwards scenario & controller data for 1988 plant emergency exorcise, per 
NRC 870108 Itr. 

CARTWRIGHT.W R. Virginia Power (Virginia Electric & Power Co). 88/09/16 Docu- 
ment Control Branch (Document Control Desk) Ip, 46920.176-46926-17Q. 


K, Utility Final Safety Analysis Report (FSAR) & amends 

6009160156 Rev 7 to updated FSAR for Surry Station Units 1 & 2. W/880B26 llr. 
CRUDEN.D.S, Virginia Power (Virginia Electric & Power Co), 8B/08/26, 112pp, 
46891:262-46892.115. 


P. Operating license stage documents & correspondence 


-880B290073 Insp Repts 50 280/80-26 & 50*281/88-26 on 880605 0702 One violation 
noted Major areas inspected licensee action on previous enforcement matters, plant 
operatic ns, plant malnl & surveillance & LER closeout 

HOLLAND, W E , NlCHOLSON.LE . CANTRELL, F S Region 2, Ofc of the Director 88/ 
00/11 13pp 46683 365 46684 007. 

8808290016 Forwards Insp Repts 50-280/88-31 & 50-281/88 31 on 880801-02.No vio- 
lations or deviations noled.Details withheld (ref 10CFR2 790 & 73 21). 

CLINE,W.E Region 2, Ofc of the Director 88/08/17 CRUDEN.DS Virginia Power 
(Virginia Electric & Power Co ) 2pp 4671 6 354-46716,356 

-0608290018 Partially withheld Insp Repts 60-280/88-31 & 50-281/68-31 on 880801-02 
(ref 1QCFR2.790 & 73.21) No violations noted Major areas Inspeclad.malnl.phyBlcal 
barrio ra-prolected area, assessment aids 6 detection aids protected area 
ENNIS, J.D, MCGUIRE, OR Region 2, Ofc of the Director BD/OB/17 Ip 46716 356- 
46716:356 

8608300319 Forwards Insp Repts 50-200/88*27 & 50-281/88-27 on 880705 08 No vio- 
lations or deviations noted, Invitation invited to unresolved Item Identified in Insp rept. 
HERDT.A.R Region 2, Ofc of the Director 08/08/17. CRUDEN.D.S Virginia Power 
(Virginia Electric & Power Co ) 2pp. 4889U 94-4669 V205. 

-8808300322 Insp Roots 50-280/88-27 & 50 281/08-27 on 880705 05.No violations or 
deviations noted Major areas Inspected design review of reactor bldg recirculation 
spray HXs & review of FSAR design requirements 

BERNHARD, R H„ JAPE.F Region 2, Ofc of the Director, 88/00/12, 10pp. 46691*196- 
46691-205. 


QBO9O0QO24 Forwards Team Insp Repts 50*280/88 03,60 281/08 03, 50 338/88 03 & 
50-339/80 03 on 680314-10 & 0404-00 No violations or deviations noted Written as- 
sessment of program to keep radiation ALARA requested within 30 days, 

GRACE, J.N. Region 2, Ofc of the Director. 8B/08/17. CRUDEN.DS Virginia Power 
(Virginia Electric & Powor Co,) 4pp 46789-261-46789 307. 


8808190195 NRC Info Notice 08-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411), 88/08/19. 
Consolidated Edison Co. of New York, tine 125pp 46690,054 46690,178 

8B0B160451 NRC info Notice 88-008, "Setpoint Testing of Pressurize r Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svo fist end 
ROSSI, C.E Division of Oparatlonal Events Assessment (Post B70411), 88/08/22 
Consolidated Edison Co of New York, Inc, 121pp 46702-31 1-46703-070. 

0008300081 EN-80-069'notiC9 of violation & proposed imposition of civil penalty In 
amount of $100,000 an or about 880825. Action based on violations Involving overex- 
posure of Individual during refueling outage, 

FLACK, E , LIEBERMAN.J. Ofo of Enforcement (Post B70413) 08/00/22, Ip. 
46693.094-46693 094. 


8809070005 Informs that safety sys functional Insp will be conducted by Region IJ Insp 
team at facilities on 880912-16 & 28 GO.Insp effort will be focused on svc water sys & 
associated sys served by svo water. 

REYES, LA. Region 2, Ofc of the Director, 08/00/23, CRUDEN.D.S Virginia Power 
(Virginia Electric & Power Co) Ip, 46783.310-46703 310. 


8808120294 Generic Ur 88-14 to all holders of OLs or CPs for nuclear power reactors 
ro instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGLIA.F J. Associate Director for Projects (Post 870411), 86/08/06. Consolidated 
Edison Co of New York, Inc. 41 pp 47065 001-47065.006, 


8808160368 Quppl 1 to NRC Info Notice 88-048, "Licensee Ropt of Defective Refur- 
bished Valves, Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411), 06/08/24. 
Consolidated Edison Co, of New York, Inc, I22pp, 46713:218 46713 219 


8BOB260364 Forwards results of analysis of spiked liquid samples per contlrmoton/ 
measurements program All samples analyzed for H-3,Fe-55,Sr*89 & Sr-90,per NRC 
680422 instructions 

CRUDEN.D.S Virginia Power (Virginia Electric & Power Co) 86/08/0B, KAHLE.J.B 
Region 2, Ofc of the Director. 3pp. 46654 332-46654.334, 

8608290267 Requests exemption from 10CFR60,App J.Paragraph III.A.6(b) requirement 
to perform Type A test every outage until two consecutive tests meet acceptance cri- 
teria & resume normal lest schedule In accordance, per Paragraph HI.D Fee paid. 
CRUDEN.D.S Virginia Power (Virginia Electric & Power Co.). 80/08/12. Document 
Control Branch (Document Control Desk) 7pp, 46690,224-46690:230 

8809020227 Forwards supplemental Info re 860229 & 0816 evaluation of containment 

R enelratlons that excluded Type C leakage results from overall as-found containment 
jakage ratejser request. 

CRUDEN.D.S Virginia Power (Virginia Electric & Power Co) 88/08/31. Document 
Control Branch (Document Control Desk), 29pp 48747 , 036-46747 , 064. 

6009160029 Confirms 880810 letcon re mgt meeting on 881102 at plant to discuss 
status of radiation protection upgraded program. Proposed meeting agenda end. 
GRACE, J N. Region 2, Ofc of the Director. 88/09/02, CRUDEN.D.S. Virginia Power 
(Virginia Electric & Power Co.). 2pp 46908:321 -46908:324. 

-8809100031 Notification of B81102 meeting w/utll In Richmond, VA to discuss & review 
status of radiation protection upgrade program, 

CANTRELL.F S. Region 2, Ofo of the Director. B8/09/02. Region 2, Ofc of the Direc- 
tor. 2pp. 48908:323-46908:324. 

8809190174 Discusses action taken In accordance w/Generio Ltr 87-11, “Relaxation in 
Arbitrary Intermediate Pipe Rupture Requirements," Two snubbers eliminated from 
each steam generator that served solely as pipe whip restraints 
CARTWRIGHT,’ W.R Virginia Power (Virginia Electric & Power Co). 86/09/12 Docu- 
ment Control Branch (Oocument Control Desk). 2pp. 46898,021-46808-022, 


Q. Inspection reports, IE Bulletins & correspondence 

8606290085 Forwards Insp Repts 50-280/88-26 & 50-281/88-26 on 680605-0702 0 
notice of violation. 

WILSON, B A. Region 2, Ofc of the Director. 88/08/12. CRUDEN.D.S, Virginia Power 
(Virginia Electric l Power Co.). 2pp. 46683,352-46684.007. 

-0808290070 Notice of violation from insp on 880605 -0702, Violation noted. appropriate 
instructions not provided for assembly of flanges containing non-reverslble orifices 
used for flow Indication 

WILSON, B.A. Region 2, Ofo of the Director. 08/00/12, Ip. 46683.354-46683:354, 


6B09070148 Forwards Insp Repta 60-280/08-29 & 60-281/08-29 o n 860718-22 & notice 
of violation. 

HERDT.A.R. Region 2, Ofc of the Director 88/06/24 CRUDEN.D.S. Virginia Power 
(Virginia Electric & Power Co,). 2pp 46777.346 46777:357 


-8809070181 Notice of violation from Insp on 680718-22 Violation noted- Procedure 1 & 
2-PT-10, "Reactor Coolant Leakage," jBSued for use In Oct 1967,con)ahed errors In 
constants used to correct changes in pressurizer level A RCS temp during test 
HERDT.A.R, Region 2, Ore of the Director, 88/08/24. 2pp. 46777-348 46777:351, 

-8806070170 Insp Repts 50-280/88-29 a 60-201/88-20 on 880718-22. Violations 
noted.MaJor areas Inspected, coat-refueling startup tests, thermal pewer 

monitoring, post-trip reviews & surveillance of RCS leakage, 

BURNETT.P.T., JAPE.F. Region 2, Ofc of the Director. 88/06/24. 6pp, 40777.352- 


0809060354 Discusses Insp on 880502 06 & 0531-0603 & forwards notice of violation & 
proposed imposition of civil penalty 

GRACE, J N. Region 2, Ofc of the Director, 66/08/25, CRUDEN.D.S. Virginia Power 
(Virginia Electric & Power Co.). 3pp 46793.120 46793.127 


-8909080357 Notice of violation A proposed Imposition of civil penalty in amount of 
$100,000,NoncompIlance noted, Individual received 2 627 rem to whole body while 
performing work in Unit 1 reactor cavity, 

GRACE, J N, Region 2, Ofo of the Director. 86/08/26. 5pp. 48793*123-40793-127. 


0BO9 150320 Informs that SALP Repts for Sept I960 - Apr I960 reviewed & acceptable 
CRUDEN.D.S Virginia Power (Virginia Electric & Power Co,). 96/08/26. Region 2, Ofc 
of the Director. 2pp, 46848:208-46848-209, 


6806230112 NRG info Notice 80 070, "Check Valve Inservlce Testing Program Deficien- 
cies." Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 88/06/29, 
Consolidated Edison Co of New York, Inc. 123pp. 46713-095-46713.217. 


0809140373 Forwards Insp Repts 50-280/88-28 & 50-281/88-28 on 88070 3 *30. Enforce- 
ment conference scheduled for BB091B re violations Indicated In repts. 

GRACE, J.N. Region 2, Ofc of the Director, 88/00/30, CRUDEN.D.S. Virginia Power 
(Virginia Electric & Power Co.). 2pp, 46642:296-46842.314 


“0609140304 Resident Insp Repts 50-280/88-28 & 60-281/88 28 on 6B0703* 30 .Viola* 
tlons noted.MaJor areas 1nspected:!lcensee action on previous enforcement 
motters.pfant operations, plant malnt, plant surveillance & plant startup from refueling, 
HOLLAND, W.E., NICHOLSON.L.E,, CANTRELL, F.S, Region 2, Ofc of the Director 88/ 
08/25. 17pp. 46842:298-46842.314, 



66 DOCKETED ITEMS 


0308260492 NRC Info Notice 80 071, "Possible Environ Effect of Reentry of COSMOS 
1900 4 Request for Collection of Licensee Radio activity Measurements Attributed to 

ROSACE Drvfsion ^of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co ofNew York, Inc I21pp 46712 244 40713 004 

08083000 IS NRC Info Notice 88 072, "Inadequacies in Design of DC Motor-Operated 

ROSsI CE^Dnn&on ol Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co of New York, fnc 122pp 46726 001*46726 123 

0809160033 Confirms 880916 enforcement conference re safety-related cleanliness 
problems, per 88081 1 telcon Proposed meeting agenda end o 

GRACE J N Region 2. Ofc of the Director 68/09/02 CRUDEN.PS Virginia Power 
(Virginia Efecinc & Power Co ) 2pp 46908.344 46908 347 

-8809160037 Notification of 880916 enforcement conference In Atlanta, GA to discuss 
safety related cleanliness problems _ , . . L 

CANTRELL.FS Region 2, Ofe of the Director 88/09/02. Region 2, Ofc of the Direc 
tor 2pp 46908 346-46908 347 

8809160295 Responds to NRC bulletin 80 005 .including suppls 1 & 2 re review of mails 
procured from Piping Suppfiesjnc & West New Jersey Mty Co Results of review for 
possible indirect purchases & results of tasting & analysis discussed 
CARTWRIGHT.W R Virginia Power (Virginia Electee & Power Co). 88/09/09. Oocu 
men! Control Branch (Document Control Desk) 3pp 46864 023 46864 025. 


8809080339 NRC Info Notice 86*074, "Potentially Inadequate Performance of ECC5 in 
PWRs During Recirculation Operation Following LOCA 1 Svc fist end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 86/09/14 
Consolidated Edison Co of New York, Inc 122pp, 46824 215 46B24 336 

8809120197 NRC Info Notice 68 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anil -Pump Circuitry " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/09/16 
Consolidated Edison Co of New York, fnc, 124pp. 46946 133 46946 252. 

8809270131 Responds to NRC 880817 Itr re violations noted in Inap Repts 50*338/89- 
03,50 339/88*03.50-280/88-03 & 50-281/80 03 Corrective actions policy to establish 
contractor dose goals -during work palnnmg process re-emphasized 
CARTWRIGHT, W R. Virginia Power (Virginia Electric & Power Co) 68/09/16, Docu- 
ment Control Branch (Document Control Desk) 5pp 46971 266 46971,270 

6809 1303 SO NRC rnfo Notice 884)76, "Recent Discovery of Phenomenon Not Previous 
ty Considered in Design of Secondary Containment Pressure Control ” Svc fist end 
ROSSl.C E. Division of Operational Events Assessment (Post 670411) 68/09/19 
Consolidated Edison Co of New York, Inc. 125pp 46946,253 46947 013 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

6808260376 Forwards Safety Insp Repts 50-282/88 13 & 50 306/08 13 on 880718 
22 No violations noted 

HARRISON, JJ. Region 3, Ofc of the Director. 88/08/19 LARSON.C E Northern 
States Power Co 2pp. 46654 01 1 46654 025 

-8800260367 insp Repts 50-202/60-13 & 50 306/80-13 on 800718-22 No violations or 
deviations noted Major areas inspected licensee action on previous insp findings ro 
Add R & (ire brigade annual training program 

BUTLER.D S , HODOR.R S , PARKINSON, K L Region 3, Ofc of the Director 08/00/ 
19 13pp 46654 013 46654 025 

8008290328 Advises that Rev 9 to emergency p!an,transmltted by 8B0718 Itr,consf9lon1 
w/provisions of 10CFR50 54(q) & acceptable 

SHAFER, WD Region 3, Ofc ol the Director. 88/08/22 LARSON, CE Northern 
States Power Co 2pp 46677 319 46677 320, 

0809140455 Advises that 880812 Rev 19 (o physical security plan consistent w/provl* 
slons of 10CFR5D,54(p) & acceptable 

MALLETT.B S, Region 3, Ofc of the Director 00/00/31 LARSON.C E Northern 
Stales Power Co Ip. 46837 009 46637 009. 

8809160132 Advises that 080812 Rev 3 to safeguards contingency plan moots pro vi 
sions of 10CFR50 54(p) & acceptable 

MALLETT.BS Region 3, Ofc of the Director 0B/00/31 LARSON.C E Northern 
Slates Power Co Ip 46885 237-46685 237 

8009150302 Rev 9 to Emergency Pian implementation Procedure F3-2, "Classifications 
of Emergencies ” W/08Q9O2 Itr. 

FEY.FL Northern States Power Co 86/09/02 66pp 46850 256 46856.321 

8009270113 Revised emergency plan implementing procedures.including Rev 6 to Pro 
cedure F3 0, '‘Recommendations for Offsite Protective Actions" & Rev 2 to Procuduro 
F3 B.1, "Recommendations for Offsite Protective Actions for On Shift.,.." W/860921 
Itr 

FEY.FL Northern States Power Co 80/09/21 60pp 46969 332-46970 031 


P. Operating license stage documents & correspondence 


R. periodic operating reports & related correspondence 

0009070541 “Semiannual Radioactive Effluent Release Rep!, Jan Juno 1950 " W / 
880029 Itr 

BLOUNT.P F , CRUDENiD S, Virginia Power (Virginia Electric & Power Co). 80/06/30 
20pp. 46773 101-46773.128, 

8809200124 Monthly operating repts for Aug 1968 for Surry Power Station W/86001 4 

WARREN, L A , CARTWRIGHT, W R. Virginia Power (Virginia Electric & Power Co ) 90/ 
00/31 25pp. 46900 117*46900 141. 


S, Reportable occurrences, LERs k related correspondence 

8809070438 LEft 86-018*00 on 880731, discovered that individual rod position Indicators 
fIRPfs) differed from group step demand counter by greater than 12 steps Ca-used by 
cfnft In IRpI IndScation.iRPIs adjusted W/000826 itr 

BENSON.D.L Virginia Power (Virginia Electric & Power Co,) 88/06/26 4pp 

46773 017*46773 020 

8809120147 PNO-1 1*88-0 51 on 880826, plant personnel were moving spent fuel cask 
using fransporter to remote dry cask storage area on site & transporter tilted about six 
degrees Licensee used steal bed plates to Jack up & support transporter, 

SCOTTM, Region 2, Ofc of the Director, fid/QB/29. 2pp 46816340 46 B15 341 , 

8809920131 LER 88 017 00 on 680730, failure ol recirculation spray svc water MOVs 
due to premature actuation of torque swilch Roth valves declared Inoperable & Tech 
Spec 3 0, 1 entered on basis that both subsystems were inoperable W/680829 Itr 
BENSON.PL Virginia Power (Virginia Electnc & Power Co.) 68/08/29. 5pp 

46745 353-46745:357 

6809140161 LER 88-018-00 on 88081 1, steam generator 6 Channel III steam flow failed 
to high flow indication Failed multiplier/ divider replaced Affected channels placed in 
trip mode. W/660906 Itr. 

8ENSON.DL Virginia Power (Virginia Electric & Power Co) 08/09/06 4pp 

46644:357-46844 380 

8809190309 Confirmation of action Itr re NRC understanding that ulil will meet w/NRC 
In Atlanta.GA to discuss root causes of 880517 partial loss of water from Unit 1,mods 
to equipment, add I training for Unit 2 & correctrve actions, 

GRACE.J N. Region 2, Ofc of the Director. 68/09/06. CARTWRfGHT.W.R Virginia 
Power (Virginia Electnc & Power Co ) 2pp 46898 010 46898 01 1. 

8809260146 Confirms 880907 telcon re 880916 mgt meeting in Region II ofc to discuss 
Unit 1 partial loss of level in refueling cavity on 88051 7, Proposed meeting agenda & 
notification of me&tmg and. 

GRACEJN, Region 2, Ofc of die Director 90/09/13 CARTWRtGHT.W R Virginia 
Power (Virginia Elec tnc A Power Co)2pp46957.21346957‘216 

-8009300016 NoMcabon of 880916 significant licensee meeting in Region II ofo fn 
Atlanla.GA to discuss circumstance re partial loss of level in Unit i refueling cavity on 
880517. 

CANTRELL, F.S Region 2, Ofc of the Director. 68/09/13. Region 2, Ofc of the Direc- 
tor. 2pp. 40957* 2 1 5-469 57*21 6 

8809260262 PNO-IF88-055 on 68091 4,Unlt 1 shut down.Caused by determination that 
both emergency diesel generators would be overloaded if loss ol off site power oc- 
curred between 5 & 60 minutes after LOCA Condition exists for both units 
CANTRELL, F.S Region 2, Ofc of the Director. 80/09/14 Ip 48956 206-46956 206. 


0808120294 Generic Llr 88-14 to all holders ol OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affocimg safety related equipment Svc list end 
MIRAGUA.F.J Associate Director for Projects (Post 070411) 08/08/08. Consolidated 
Edison Co. of New York, Inc 41 pp 47065001 47065,006 

8B09120Q91 Final response to FOIA request for documents.Forwards documents Nod 
In App A Documents also available In PDR App B documents totally withheld (rol 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5). 
GRIMSLEY.DH NRC * No Detailed Affiliation Given 80/08/17 CONNOR,L Doc- 
Search Associates 5pp 46770.060-46770 009 

“8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1905, 

AXELRADJ.A. Enforcement Staff, IE (Pre 870413) 06/12/13 BLAH A, J L Program 
Support & Analysis Staff, IE (Pre 070413) 13pp 46770 21 1*46770 223 

8806260131 Advises that ulll 000525 response to Generic Ltr 00 05 ro boric acid corro 
sfon ol carbon steel reactor boundary components in PWR plants acceptable Ulil 
should maintain records of program & results obtained from program 
OIIANNLDC Project Directorate 1111 88/08/23 MUSOLF.D M. Northern Slates 
Power Co 3pp 46658 332-46650.334 

8800310036 Requests 060801 request for exemption from 10CFR50,App J, Section 
IIJA3 be supplemented w/commitmant of min test duration of 24 h whenever mass 
point used, 

MUSOLF.D Northern States Power Co 8B/08/23 Document Control Branch (Docu- 
ment Control Desk). 2pp, 46705 326 46786.327 

8806260481 Advises that 080513 response to Generic Llr 00 03 re steam binding of 
auxiliary feedwater pumps acceptable Agrees w/ util that improved maint & testing will 
help prevent any Increase in check valve failure due to plant age 
OIIANNLDC Project Directorate llf-1, 08/08/25 MUSOLF.D M Northern SlatOB 
Power Co 2pp 46849 069 46649 070. 

8808310136 Forwards "Effluent & Waste Disposal Semiannual Rept for Jan Juno 1006" 
& amend to rept for Jul-Dec 1 9B7 

FEY.FL Northern States Power Co. 80/08/26. Document Control Branch (Documenl 
Control Desk), ip. 46700 027-48700 072. 

“6808310162 Rev 2 to 059, “Process Control Program for Solidification/ Dewatering of 
Fladwasta from Liquid Sys," 

* Northern States Power Co 88/04/15 23pp. 46700 050-46700 072 

8809060360 Forwards environ assessment & finding of no significant Impact re 880705 
request for amends to Licenses DPR-42 & DPR 60. 

DIIANNJ.DC Project Directorate IIM, 80/08/31 MUSOLF.D M Northern States 
Power Co 3pp 46764 349-46764 355. 

“8809060364 Nollce of environ assessment re issuance of amends to Licenses OPR 42 
& DPR 60 revising Tech Specs to change values of nuclear hot channel factor 4 nu- 
clear enthalpy rise In hoi channel factor on power distribution limits in DN0 
VIRG1UO.M J. Project Directorate 111-1, 8B/08/31 4pp 46764.352 46764,355. 

8809090022 Advises that Rev 6 updating Monticello SAR & Rev 12 to operation QA 
plan for both plants acceptable 

WRIGHT.G C Region 3, Ofc of the Director 88/08/31 LARSON.C.E Northern States 
Power Co Ip 46803 355-46003.355 
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6809260231 Forwards non proprietary WCAP- 11 932 & proprietary WCAP-11931, respec- 
tively, "Digital Feedwater control Sya Median Signal Selector lor Northern Slates 
Power Prairie Island Units 1 & 2 ” Proprielary rept withheld (ref 10CFR 2 790). 
MUSOLF.D Northern States Power Co 80/09/15 Office of Nuclear Reactor Regula- 
tor, Director (Post 87041 1), 1 1 pp 46952.054-46952 099 


8809060339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following IOCA ,7 Svc list end 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 88/09/14, 
Consolidated Edison Co, of New York, Inc. 122pp 46824.215^46824 336, 


—6009260269 Requests that Proprietary WCAP-11931, "Advanced Digital Feedwater 
Control Sys Median Signal Selector for Northern States Power Prairie Island Units 1 & 
2," be withheld (ref 10CFR2.790), Affidavit end 

WIESEMANN.R.A Northern Stales Power Co, 88/09/09 MURLEYJ Office of Nucle- 
ar Reactor Regulation, Director (Post 870411) 9pp, 46952,056 46952 064 

-0809260230 Nonpropriotary, "Advanced Digital Feedwater Control Sys Median Signal 
Selector for Northern States Power Prairie Island Units 1 & 2 " 

EftIN.L E„ ADAMS, J.M., MORRlS,PL Wesiinghouse Electric Corp WCAP-11932 88/ 
09/30 35pp 46952.065 46952 099. 


8609120197 NRC Info Notice 08*075, '"Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry ” Svc fist end. 

ROSSt.CE Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co. of New York, Inc 124pp. 46946 133 46946 252 


B80920018B Provides steam generator tube plugging & sleeving info per Tech Spec 
4 12 E 1, Detailed Info will be provided In inservice inspection summary rept to be sub- 
mitted within 90 days ol refueling outage 

MUSOLF.D Northern States Power Co 88/09/16 Document Control Branch (Docu- 
ment Control Desk) Ip. 46900 001-46900 001 


6809210271 Grants 880728 exemption from provisions of Sections 1 D 3 & I D 5 of App 
K to 10CFR50 re injection of low pressure ECCS. Exemption end, 

D1IANNI.O. Project Directorate 111*1 , Q8/09/16 MUSOLF.D.M. Northern Slates Power 
Co. 5pp. 46928:234 46928 245, 


8809130350 NRC Info Notice 00 076, "Recent Discovery ol Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSl.C.E, Division of Operational Events Assessment (Post 870411) 06/09/10 
Consolidated Edison Co of New York, Inc 126pp. 46946 263 46947.013. 


-6609210274 Exemption from requirements of Sections I.D.3 & I.D6 of App K of 
10CFR50 re use of ratio of total fluid flow at core exit plane to total liquid flow at core 
inlet plane to determine core exit flow 

HOLAHAN.G.M Division of Reactor Projects - IIMV.V & Special Projects (Post 
07041 1). 68/09/16 Northern States Power Co 7pp. 46926 239-46928 245 

8809270001 Forwards environ assessment & finding of no significant impact re request 
for exemption from 10CFR50,App J. 

DHANNI.DC. Project Directorate 111-1 08/09/21. MUSOLF.D M Northern States 
Power Co 3pp. 46071:259 40971.265. 

-8809270002 Environ assessment & finding of no significant impact re request for ex- 
emption from requirements of 10CFR50,App J 

WAMBACH.T V, Project Directorate 111-1 08/09/21. 4pp 46971:262 46971 265 


Q. Inspection reports, IE Bulletins & correspondence 

8809270016 Responds to NRC 080707 request tor addl Info re 880525 substation 
breaker actuation & status of substation work control process 
LARSON.CE. Northern Stales Power Co. 88/08/12, AXELSONAV.L. Region 3, Ofc of 
the Director 2pp. 4697 1.255-4897 1-256 

6808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end. 

ROSSl.C.E Division of Operational Events Assessment (Post 870411). 00/08/19. 
Consolidated Edison Co of New York, Ino 125pp. 46690.064-46690:170. 

6800260376 Forwards Safely Insp Repls 50-282/88-13 & 50-306/88-13 on 8BQ710- 
22.No violations noted. 

HARRISON, J.J. Region 3, Ofc of the Director 86/08/19. LARSON, C.E. Northern 
States Power Co. 2pp. 46054.011-46854 025. 

-8B082B0387 Insp Rents 50-202/80-13 & 60-306/80-13 on 0BO718-22,No violations or 
deviations noted Major areas inspected’ licensee action on previous Insp findings re 
App R & lire brigade annual training program. 

BUTLER, D.S, HODOR.R.S, PARKINSON.K L Region 3, Ofc of the Director 88/08/ 
19 13 pp 46654-013*46854.025 

8806160451 NRC Info Notice 88-068, "Setpoint Testing of Pressurjzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc Hat end 
ROSSl.C.E. Division ol Operational Events Assessment (Post 870411) 88/08/22. 
Consolidated Edison Co of New York, Inc. 121pp. 46702.311-46703-070. 

8609020176 Forwards Safety insp Repls 50-282/88-12 & 50-306/88-12 on 880626- 
0806 & notice of violation 

AXELSON.W.L Region 3, Ofc of the Director. 88/08/22. LARSON.C E Northern 
Stales Power Co 2pp. 46750264-46750,279 

—0009020177 Notice of violation from insp on 880626 0800, Violation noted, three of four 
reactor protection sys channels for overtemp Delta T & overpressure Delia T inoper- 
able since 1974 & failure to stroke time test pressunzer FOR vs. 

AXELSON.W.L. Region 3, Ofc of lha Director. 88/08/22. Ip. 46750,266-46750 266. 

-8009020 17B Insp Repts 50-282/88-12 & 50-306/88-12 on 000625 0806. Violations 
noted. Major areas Inspected previous insp findings, plant operational 

safaty.inaint.surveillances.ESF sys.LER followup & preparation for refueling, 
BURGESS, B, Region 3, Ofc of the Director. 88/08/22. 13pp 46750 267-46750 279. 


0809260233 Forwards Insp Rept 50 282/88-15 on 00O9Ot-O2 & 15-16 No violations 
noted 


HARRISON, J.J. Region 3, Ofc of the Director 88/09/19 LARSON.C.E, Northern 
States Power Co 2pp. 46957 351-46957 356 


-8809260235 Insp Rept 50 282/88-16 on 6B0901 02 & 15 16 No violations noted Major 
areas inspected inservlco insp activities 

WARD.K.D,, DANIELSON.DH Region 3, Ofc of the Director 88/09/19 4pp 


R. Periodic operating reports & related correspondence 


8808310138 Forwards “Effluent & Waste Disposal Semiannual Rept for Jan-June 1688" 
6 amend to rept for Juf Dec 1987. 

FEY, F,L, Northern States Power Co 08/08/26 Document Control Branch (Document 
Control Cask), Ip, 46700 027-46700 072. V 

-8808310160 "Effluent Semiannual Rept for Jan-June 1988" 

* Northern Slates Power Co, 00/06/30. 14pp 46700.028*46700 041. 

-0800310161 Amend to "Effluent & Waste Disposal Semiannual Rept for Second Half 

01 "i 987# 

* Northern Slates Power Co 07/12/31, 8pp, 46700 042-46700049. 

-BB08310162 Rev 2 to D69, “Process Control Program for Solidification/ Dewatering of 
Radwaste from Liquid Sys " 

* Northorn Slates Power Co. 00/04/15, 23pp 46700.050-46700.072 

0609220079 Forwards monthly operating repts far Aug 1980 for Prairie Island Units 1 & 

2 & corrected monthly operating rept for Prairio Island Unit 1. 

MUSOLF.D, Northern Stales Power Co. 88/09/13 Document Control Branch (Docu- 
ment Control Desk) 1 p. 46926.335*46926 344. 

-8809220107 Monthly operating repla tor Aug 1008 for Prairie Island Units 1 & 2. 
DUGSTAO.D. Northorn States Power Co 88/08/31 0pp. 48926*336-46926 343, 

-8809220108 Corrected monthly operating data rept for Jul 1688 Tor Prairie Island Unit 

DUGSTAO.D Northern States Power Co. 08/07/31 Ip. 46928 344-46926*344 


V. Operator Examl nations 


6608260075 Ack receipt of BQO809 llr providing current status of test Item development 
to support NRC administered requallilcatlon exam during wk of 881024 Request to 
delay exam scheduled for wk of 881024 acceptable due to Insufficient test items 
WRIGHT, G.C, Region 3, Ofc of the Director. 88/08/2 2. LARSON.C.E Northern States 
Power Co 2pp. 46669. 1 79 48669. 1 79 


DOCKET 50-265 FORT CALHOUN STATION, UNIT 1 


F» Security, medical, emergency & fire protection plana 


00OB1BO360 Suppl 1 to NRC info Notice 08-048, “Licensee Rept of Defective Refur- 
bished Valves ’ Svc l/st encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 8B/0B/24. 
Consolidated Edison Co of New York, Inc 122pp. 46713 218-46713.219 

0008230112 NRC Info Notice 88-070, "Check Valve Inservlce Testing Program Deficien- 
cles.'* Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 88/08/29 
Consolidated Edison Co, of New York, Inc 123pp. 46713.095-46713:217. 


8809 1601 74 Rev 5 to App C of radiological emergency response pfan. W/080901 Hr, 
MORRIS, K.J, Omaha Public Power District, B8/08/07, 14pp 46894.306 46894.319 

8800300003 Forwards Insp Rept 50-285/80-23 on 080701-31 &. notice of 
violation Actions taken re previously Identified insp findings also examined & dis- 
cussed In rept Paragraph 3 

CALLAN.L J. Region 4, Ofc of the Director, 88/08/19. MORRIS.K.J, Omaha Public 
Power District 2pp. 46693 287-46693.32B 


0008260492 NRC Info Notice 88*071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. 1 ' Svc Hat encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/01, 
Consolidated Edison Co. of New York, Inc, 121pp 4671 2 244-4671 3:004. 


-0908300008 Insp Rept 50-285/88-23 on 880701-31 Violations noted.MaJor areas 
fnapecled-prevfousfy identified ilems.operational safety verification, plant lours, safely- 
related sys walkdown 0 monthly malnt.surveil lance & secunty observations, 
HARRELL,P H., REIS,T., WESTERMAN.T F Region 4, Ofo of the Director. 88/08/19. 


38pp, 46693.291-46693.328 


880830(1010 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valvee “ Svo list encl. 

ROSS I, C E Division of Operational Events Assessment (Post 870411), 88/09/02 
Consolidated Edison Co. of New York, Inc, 122pp 46726.001-46726.123. 

8800150301 Responds to NRC Bulletin 88-005, “Nonconforming Matls Supplied by 
Piping Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at WilHamstown.NJ, 

LARSON, C.6 Northern States Power Co, 8B/09/08. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411), 7pp. 46864-294-46854:300. 


0600300321 Responds to NRC 8B0721 Itr re deficiencies noted in Insp Rept 60 285/88- 
20.Corrective actions since excerclae.addl training provided for silo directors In form ol 
training workbook requiring classification of emergency conditions. 

MORRIS.K J. Omaha Public Power District. 88/08/24 Document Control Branch 
(Document Control Desk). 51pp. 46697.023-46697:073. 


8009020144 Forwards Rev 23 to plant site security plan.Rev withheld. 

MORRIS.K, J. Omaha Public power District 8B/08/31 Document Confro) Branch 
(Document Control Desk). Ip 46751.174-46751,174 
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HNtMH f«w M d S nonpmcy Rev 8 to 
zat>on Dose Assessment Coordinator” 4 privacy Rev 13 to EPIP tui- unsiw/wn 

Document ConUol Branch 

(Document Control Desk) Ip 46796 135-46796 244 

-4)009080219 Revised emergency plan implementing pjroceclLJires.rnctuding Rev ®J l ° 
rxSpnvacy EPIP FIR 25, “Emergency Recovery Organization Dose Assessment Coor- 

?oSha Public Power District. 86/08/31 102pp 46796 136-46796 244. 

0009140027 Forwards response to NRC 880729 itr re violations noted in Insp Rept 50- 

MORRIS K J^rnaha Public Power Districl 68/09/06 Oocument Control Branch 
(Document Control Desk) Ip 46844 158 46844 156 

0009200169 Advises that changes to emergency plan sent by util 680901 Itr 

CAI^UL^Re^ri 4, Ofc'of the Director 68/09/13. MORRIS, KJ. Omaha Public 
Power District 2pp 46919 290-46919 291. 


8009270073 Revised Sections H,P A App D to radiological emergency response plan 
W/880914 Itr 

FRANCO F F , MORRIS, KJ Omaha Public Power Distort. 88/09/14, 32pp. 
46967304 46967 336 


6009210161 Revised radiological emergency response pfanjncludlng Rev 5 to "Assign- 
ment or Responsibility (Organizational Control), 1 ' Rev 6 to "Emergency Classification 
Svs” & Rev 12 to "Emergency Facilities A Equipment " W/880916 Itr. 

MORRIS, K.J Omaha Public Power District 88/09/16 74pp, 46920.157-46920 230. 


0009230059 Notification of 680922 meeting w/llcensee in Arlington, TX to discuss 
planned improvements lor radiation protection A physical security programs Proposed 

BiRAYJJ Region 4, Ofc of the Director 88/09/16. Region 4, Ofc of the Director. 
3pp 46932 302-46932 304 


0009220333 Confirms arrangements made on 880915 for meeting in Region IV on 
680922 lo discuss proposed Improvement items for facility radiation protection A 
physical security programs 

CALLAN.J L Region 4, Ofc of the Director 88/09/19 MORRIS.K J, Omaha Public 
Power District 2pf> 46930 063*46930 064 


P. Operating license stage documents & correspondence 


8809130035 Forwards application for amend lo License DPR-40 to reflect changes nec 
essary to support Cycle 12 operation Fee paid 

MORRIS.K J Omaha Public Power District 80/09/02. Document Control Branch 
(Document Control Desk), Ip. 46839068-46839 151. 

-8609130042 Application for amend to License DPR-40, reflecting changes necessary to 
support Cycle 12 operation. 

MORRIS.K J Omaha Public Power District 88/09/02. Ip. 46830 069 46830 069 

-8809130046 Tech Spec.reflecting changes necessary to support Cycle 12 operation 

* Omaha Public Power Districl 88/09/02, 82pp. 46839 070-46039.151 

8009150172 Forwards application for amend to License DPR-40, revising basis of facility 
Tech Spec Section 2 7, "Electrical Sys.” 

MORRIS.K J. Omaha Public Power Districl, 88/09/09 Document Control Branch 
(Document Control Desk) Ip 4684B.337 46840 342. 

-8809150176 Application for amend lo License DPR 40, revising basis to Tech Spec 2,7 
to provide for changes resulting from calculations performer! to support design basis 
reconstitution effort 

MORRIS.K J, Omaha Public Power Districl 88/09/09. 2pp. 40B4B 338-46848.339. 

-8809150179 Proposed Tech Specs, providing changes resulting from calculations per- 
formed to support design basis reconstitution effort 

* Omaha Public Power District. 88/09/09. 3pp. 46848.340-46848.342. 


Q. Inspection reports, IE Bulletins A correspondence 


8808190195 NHC Jnfo Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by QE " Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 80/08/19 
Consolidated Edison Co of New York, Inc. 125pp 4669O.O54-466OOT70 

8B08300003 Forwards Insp Rept 50 285/88 23 on 600701-31 & notice of 

violation Actions taken re previously identified insp findings also examined A dis- 
cussed in rept Paragraph 3. 

CALLAN.L J Region 4. Ofc of the Director 88/0B/19 MORRIS.K. J. Omaha Public 
Power District. 2pp. 46693 287-46693-328. 

-8808300006 Notice of violation from Insp on 880701 -31, Violations noted’ licenses 
stored eight barrels of unused ion exchange resins in Room 68 which does nol have 
sprinkler sys Installed & adequate Instructions not provided for startup of air ays. 

* Region 4, Ofc of the Director. 86/00/19. 2pp, 46693*200-46693:290 


8808120294 Generic Ltr 88-14 lo all holders of OLs or CPs for nuclear power reactors 
re tostnjmenl air supply sys problems affecting safety related equipment Svc list end. 
MIRAGLIA.F J Associate Director for Projects (Post 870411) 88/OB/OB Consolidated 
Edison Co of New York, Inc 41pp. 47065.001-47065,006. 

B0O91 20091 Final response to FOIA request for documents Forwards documents listed 
m App A Documents also available In PDR App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.O H NR5 - No Detailed Affiliation Given 86/08/17 CONNOR, L Doc- 
Search Associates 5pp. 46770 060-46770 0B9 


-8808300008 Insp Rept 50-285/08-23 on 000701-31 Violations noted Major areas 
inspected previously identified Items.operational safety verification, plant tours.safety* 
related sys walkdown & monthly malnl.survelllance A security observations, 

HARRELL, P.H , REIS P T. P WESTERMAN.T F. Region 4, Ofc of tho Director. 88/08/19. 
3Spp 46693'29l-46693.328. 

8808160451 NRC Info Notice 00 008, "Setpoint Testing of Pressurlzor Safety Valves W/ 
Filled Loop Seals Using Hydraullo Assist Devices " Svo llet end. 

ROSSI, C E Division of Operational Events Assessment (Post 870411). 88/0B/22 
Consolidated Edison Co, of New York, Inc 121pp. 46702 31 1-46703:070. 


-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul Nov 19B5 

AXELRAD.JA Enforcement Staff, IE (Pre 870413). 66/12/13. BLAHA.J L Program 
Support A Analysis Staff, IE (Pre 0704 13) 1 3pp 46770.21 1-46770 223 


8808300311 Forwards meeting summary of 800811 enforcement conference re findings 
in Insp Repts 50-285/88-22 on 880620 0718 List of attendees end, 

CALLAN.L J. Region 4, Ofc of the Director. 88/08/23. MORRIS, KJ. Omaha Public 
Power Distnct 26pp. 46697*1 13-46697:137, 


8009060203 Summary of 880825 meeting w/util re Independent mgt analysis of plant 
operational phases of program discussed including identification of 
proWemaJmprovement programs.response to appraisal A actions lo address problem 
root causes 

HEITNER.KX Project Directorate IV. 08/08/29 CALVO.J.A Project Directorate IV 
40 pp 46758 08 2 4 6758 1 21. 

S 809060228 Forwards non proprietary A proprietary OP PD NA-8301 NP A OPPD NA- 
6302-P.respectively Util will now utilize MC code consistent w/methods currently being 
used by C-E^pplicatwn for withholding Info from public disclosure end. 

MORRIS, KJ Omaha Public Power Distort. 88/00/30 Document Control Branch 
(Document Control Desk) 4pp 46863.053-46863 289 

-8009060230 Rev 3 to "Nuclear Analysis Reload Cora Analysis Methodology Over- 

* Omaha Public Power District OPPD-NA-8301-NP R03. 88/04/30, 27pp 46863 057- 
46863 082 


8808180368 Suppl 1 to NRC Info Notice 88*048, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/08/24 
Consolidated Edison Co of Now York, Ino, 122pp, 46713 218-46713.219, 

8808300321 Responds to NRC 000721 ltr re deficiencies noted In Insp Rept 50-285/88 
20 Corrective actions.slnce excerclse.addl training provided for site directors In form of 
training workbook requiring classification of emergency conditions. 

MORRIS, KJ Omaha Public Power District, 88/08/24. Document Control Branch 
(Document Control Desk) 51pp. 46697'023-46697*073. 

8808300260 Submits updated response lo notice of violation re safety sys outage mod 
Insp, per Insp rept 50-285/68-25 Dye penetrant procedure revised to require recording 
of actual surface temp of parts being tested. 

MORRIS.K J. Omaha Public Power District. 68/08/25. Document Control Branch 
(Document Control Desk). 2pp 46701:007-40701:000, 


-8809220078 Rev 2 to nuclear analysis reload core analysts methodology, "Neulonk; 
Design Methods ft Verification." 

* Omaha Public Power District. OPPD-NA-8302-NP R02 88/04/30 73pp, 46863 083- 

1 CO r 


des ” Svc list end, ‘ ' rf0 9 fam U0MCIon * 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 08/08/29 
Consolidated Edison Co. of New York, Inc, 123pp, 48713 , 096-46713:217. 


-8809220087 Rev 2 to nuclear analysis reload core analysis methodology, ’Transient A 
Accident Methods A Verification,” 

’ Omaha Public Power Districl OPPD-NA 8303-NP R02. 68/04/30 137 dd 
48863*153-46863 289. 


8809130003 Ack receipt of 880725 Hr Informing NRC of steps taken to correct violations 
of fl ali, roteUoa ndS ,hat Wnl " S d8pl W "' V6rf,y attendan “ 
Pw^DiLic. R |^Vli 3 °Q S ?l4e h 0 3 9 “5f r 88W31 ‘ M0RRIS ' K ' J - 0mSha Publl ° 


0809060393 Provides status of Implementation of commitment tracking sys A discusses 
updated plans supesecfing 870410 A 1 223 Itrs. 

morris, KJ Omaha Publio Power District 88/08/30, Document Control Branch 
(Document Control Desk), 2pp 46763,338-46763,339. 

8809060398 Requests into on status of implementation for proposed mods listed in 
KSLSPJ? 1 MS ) to assist NRC in updating SIMS data base for facility! 

8a/08/30< F ®C AR W °™ha Public Power Ofs- 

8609070010 Submits add Infer to util 880606 response to Generic Ltr 88-05, "Boric Add 


ft D Nnc ,T° Notice 86-071, "Possible Environ Effect of Reentry of COSMOS 
Tha?E & vent? U |vo IS end 60 ^ ° Ucense * Radloactiv ItY Measurements Attributed to 

Operational Events Assessment (Post 870411 ). 88/09/01 
Consolidated Edison Co, ol New York, Inc 121pp. 46712:244-46713:004/ 

88 VaN^'lvc F |lste n nd N0UCe 88 ' 072 ’ " Jnfldec l uaci9a ln Dea ton of DC Motor-Operated 


Optional Events Assessment (Post 870411). 80 / 09/02 
Consolidated Fdfsnn Co, of New York, Inc. 122pp. 46726.001 -4 6728,1 23 . ' 


TSKS "SSfSSSi 10 NRC 880729 re m ** w * 

“■mCon.™ h ^^Tp 4 P ffi,6 D ^44:188 9/08 - D0CUme "' C ° n ' r ° l ^ 
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8609140974 Forwards 120-day ropt in response to NRC Bulletin 88 005, requesting 
review of purchasing records to determine If suspect matl had been received, to per- 
form hardness teat on suspect matt & to assure conformance w/ASME Code 
MORRIS, KJ, Omaha Public Power District 08/09/09 Document Control Branch 
(Document Control Desk), 2pp, 46838 0Q1-4683B 029. 

-8809140078 "120 Day NRG flept as Required by NRC Bulletin 68 005 ” 

DOUIN.D.S , SK1LES.J L Sargent & Lundy, Inc EIDEM.M E Omaha Public Power Dis- 
Incl 88/09/09 2Qpp 46038*003 46838 029 

8609190222 Forwards Exam Rept 50 285/OLQ8-03 on 8B0726 
C ALLAN ,L J Region 4, Ofc of the Director 88/09/09 MORRIS, K J Omaha Public 
Power District 4pp. 46890 313-46891.052 

-8809190226 Exam Rept 50 205/OL8B-O3 on 880726 Exam results, all applicants 
passed all portions of exam & have been issued appropriate license 
MCCRORt.S.L , PELLET, JL. Region 4, Ofc of the Director 88/08/31, 150pp 
48890:317-468911052 


8609070318 Advises that expected date of submittal tor LERs & suppls will be consid 
ered firm commitment, although not considering dates still consistent w/NUREG 
1022 Submittal dates for stated LERs discussed. 

MORRIS.KJ Omaha Public Power District 88/08/30 Document Control Branch 
(Document Control Desk). Ip 46784 146 46784.146. 

8009080193 Special rept on 880729, fire barrier penetration seals inoperable (or more 
than ? days during plant mod Fire watch patrol Initiated within 1 h after discovery of 
inoperable barrier. 

MORRIS, KJ. Omaha Public Power District 88/09/02. Document Control Branch 
(Document Control Desk) 2pp 46791.360-46791 361. 

8809150044 LER 80 010 00 on BB0704, failure to conduct surveillance test within pre 
scribed Interval occurred Test performed on B0O711 .Cause to be 
investigated Procedure will be revised W/680900 Itr. 

FR1EDRIGMSEN.J , MORRIS.KJ Omaha Public Power District, 8B/09/08, 3pp 
46049,356 46849,358 ^ 


8809130024 Responds to NRC 080727 Itr re violations noted In Insp Rept 50-285/80- 
21 Corrective actions consultant retained to restructure nonconformance program & 
technical justification for use of nonconforming items documented to ensure safely 
MORRIS, K,J Omaha Public Power District 08/09/13 Document Control Branch 
(Document Control Desk) 3pp. 46034 356 46834 358 

8809069339 NRC Info Notice 88 074, "Potentially Inadequate Performance ol ECCS in 
PWR9 During Recirculation Operation Following LOCA 11 Svc list end 
ROSSI, C.E. Division of Operational Events Assessment (Post 070411), 08/09/14 
Consolidated Edison Co. Of New York, Inc 122pp 46824:216-46824 336 

8809120197 NRC Info Notice 88*076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry *' Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) QQ/09/16 
Consolidated Edison Co of Now York, Inc 124pp 46916 139 46946 252, 

8809220290 Forwards Insp Rept 60-205/88-26 on 800725 29 & 0815-19 & forwards 
no lice of violation* 

CALLAN.LJ Region 4, Ofc of the Director 8B/09/16 MORRIS.KJ Omaha Public 
Power District 2pp. 46927*297-46927 306. 

-8809220291 Notice of violation from insp on CB0725-20.Vio1ation noted no markings 
on component cooling water pump bearing housing Indicating requirements of IWPp- 
5420 complied with & valve stopwatches lacked evidence of callbr 
* Region 5 , Ofc of the Director 8Q/09/1Q Ip, 46927.299-46927.209 

-8609220294 Insp Rept 50-285/88-26 on 800725-29.No violations noted, Major areas 
Inspected.actlons on previous Insp findings, Implementation of inservice testing pro- 

§ ram for valves & pumps, procedures, results, t rain ing.wlln easing & main.!, 

TEWART.R.C., BARNES, l Region 4, Ofc of the Director 80/09/14 7pp, 46927.300- 
46927.306 

8809230224 Forwards Relnsp Rept 60-205/88 200 on 800210,0321-28 & 0404- 0B re 
safety sys outage mod.Corrective action review found 39 ol original 47 findings 
ctosed.One new Issue identified. Enhancements to doslgn process noted 
HOLAHAN.G.M, Assistant Director for Region IV Reactors & Special Projects 80/09/ 
16 PETERSEN.F.M. Omaha Public Power District. 5pp. 46942 262 46942.337 

-B909230229 Insp Rept 50 205/88-200 on 080210,0321-26 & 0404-08 Violations 
noted Major areas Inspected, adequacy of corrective actions initiated by licensee In re- 
sponse to 47 design findings identified in insp Rept 50-2B5/05-22 
PARKHIU_,R.W., IMBRO.E.V Special inspection Branch 60/08/19, 73pp, 40942 257- 
46942337. 

8800130350 NRC info Notice QB-076, "Recent Discovery ol Phenomenon Not Previous- 
ly Considered In Doslgn of Secondary Containment Pressure Control/' Svc list end. 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411). GB/09/19, 
Consolidated EdlBon Co of New York, Inc 125pp 46043*253 46047*013, 

8B09230281 Ack receipt of 880024 response to violations noted In Insp Rept 60-286/ 
88 - 20 . 

CALLAN.LJ. Region 4, Ofc of the Director 80/09/19. MORRIS.KJ Omaha Public 
Power District 2pp. 46942*138 46942.190 

8809260137 Forwards Insp Rept 60-285/68-25 on 80QOOB-19 & notice of violation 
CALLAN.LJ Region 4, Ofo of the Director 80/09/19 MORRIS.KJ Omaha Public 
Power District. 2pp. 46966*246-46966 279. 

—8809260138 Notice of violation from insp on 880808-19 Violation noted, records of 
visual Insp performed as part of safety sys outage mod for safely Insp Tank B union 
weld & TIB 3B & 3C transformers base welds not prepared. 

* Region 4, Ofc of the Director. 08/00/19 Ip. 46966*248-46966,248. 

-8809260141 Insp Rept 50-285/88-25 on 0B0BQB-19.Vlolallon noted, Ma[or areas 
Inspected* followup to previous insp findings, followup to LERs, temporary instructions & 
10CFR Part 21 repts, 

SEIDLE.W.C. Region 4, Ofo of the Director. 88/09/19. 31pp. 46966:249 46966:279 


R. Periodic operating reports & related correspondence 

9809080017 "Fort Calhoun Station Unit 1 Semiannual Rept for Tech Spec Section 5.9.4 
JarvJurte 1983." W/8B0930 Itr , 

GATES, W.G., MORRIS.KJ Omaha Public Power District 88/08/30. 76pp. 46795:160- 
46795:335 

8809200237 Monthly operating rept for Aug 1988 for Fort Calhoun Station.W/880915 Itr. 
BLESSIE.WJ., MORRIS, K.J., GATES, WG Omaha Public Power District 88/08/31. 
10pp. 46900.018-46900.027. 


$, Reportable occurrences, LERs & related correspondence 


8606300306 LER 08-017-00 on BBOTOB^dlscovered that special rept on fire barrier 
Irvoperabllity.required by Tech Spec 5.9.3, not submitted Caused by lack of procedural 
responsibilities & controls for fire proteclion.W/880825 Hr. 

LEHMAN.L.L , MORRIS, K J, Omaha Public Power District B8/0B/25, 3pp. 46696,358- 
46696:360. 


6809210145 Special rept on 0008 1 5, B channel reactor vessel level instrumentation in- 
operable due to Junction thermocouple probe failure Replacement sonsors lo be pur- 
chased 


MORRIS.KJ, Omaha Public Power District. 88/09/14 
(Document Control Desk) 2pp 46928*246-46920*247 


Document Control Branch 


8609210140 Special rapt on 0B0B09 8 0815,fire barrier penetration seals inoperable for 
more than 7 days due to unavailable seal malLHra detector operability verified, hourly 
watch Initiated & soals restored to operable status 

MORRIS.KJ Omaha Public Power District. 88/09/15. Document Control Branch 
(Document Control Desk) 2pp, 46920 302-46920,303 


6609260346 LER 88 019 OO.on 8BOBi0,analysla of doslgn basis of diesel generator re- 
vealed circuitry could not be Isolated.Power breaker to damper circuitry opened & 
emergency control room evacuation procedure changed W/880915 Hr. 

UEHMAN.LL, MORRIS.KJ Omaha Public Power District 88/09/16 3pp 46956*218- 
46056,220, 


V. Operator Examinations 


8609070565 Forwards estimate of licensee operator licensing exam requirements for 
FY89 through FY92 In response to Generic Hr 88-13. 

MORRIS.KJ Omaha Public Power District 88/00/31. HANNON, J. NRC - No Detailed 
Affiliation Given 2pp, 46833 140 46833.150 


8609190222 Forwards Exam Ropt 6O-285/OL0B 03 on CB0728. 

CALLAN.LJ, Region 4, Ofc of the Director 80/09/09, MORRIS.KJ Omaha Public 
Power District 4pp. 46690 313 46091 052. 


*-8809190226 Exam Rept 50-285 /OL88 03 on 68Q720Exam results all applicants 
passed all portions of exam & have been issued appropriate license. 

MCCRORY.SL, PELLET, J L Region 4, Ofo of the Director 88/00/31 150pp 
46890, 317-46B91 -052 
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F. Security, medical, emergency A fire protection plans 


8609020075 Forwards Safety Insp Rept 50-280/88-13 on 880711*16 No violations 
noted. 

BELLAMY, R R. Region 1, Ofc of the Director. 08/08/23 JOSIGER.W New York 
Power Authority (formerly Power Authority of the State of New York). 2pp 46745,198- 
aatah on n 


-9809020089 Safety Insp Rept 50 286/88-13 on 880711-15 No violation^ deviations or 
unresolved items noted Major areas Inspected, emergency preparedness program & 
emerge ncy re spon a e f aci h tie s 

FOX.tF., LAZARUS, WJ Region 1, Ofc of the Director 88/08/19 9pp, 46745.200- 
46745,200. 

8809290300 Forwards summary of current restrictions contained In either Tech Specs or 
plant procedures & Identifies emergency action levels, per B8G902 request to review 
hurricane-related actions for plants. 

CAPRA, R A Protect Directorate M 08/09/07 BOGER.B. Project Directorate M 6pp. 
46999:262-45999.256 


8609150139 Forwards safety evaluation 1 accepting util submittal re design for alternate 
shutdown capability for control room flre.per Sections III G,3 & ill L of App R lo 
10CFR50. 

NEIGH BORS,J,D Project Directorate 1-1, 00/09/09, BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the Stale of New York). 3pp 46873.316- 


-5809150 145 Safety evaluation accepting util reevaluation of alternative shutdown ca* 

« in accordance w/requlrements of App R to 10CFR50, Section 1ILG.3 & 
sign meets performance goafsjnvenlory & pressure control 
4 Office of Nuclear Reactor Regulation, Director (Post 870411) 68/09/09 5pp 
46873:318.46673:322, HK 


6809200348 Partially deleted Rev 14 lo Emergency Plan Procedure IP-1050, "Account- 
ability/ 1 Rev 2 to IP-1052, "Hazardous Waste Emergency,'* & Rev 10 lo IP-1076, 
"Beepers." Rev 24 lo emergency plan Vol II, "Emergency Response..,'* end 
CHAU BALD, M., BELL.D.D New York Power Authonty (formerly Power Authority of the 
State of New York). 88/09/14 28pp. 46913,254-46913.305 


**8609260347 Rev 24 to emergency plan, Vol II, "Emergency Response Activation. 1 ' 
CHAUBARD.M., BELL.D.D,, QUINN.D. New York Power Authority (formerly Power Au- 
thority of the State of New York), 68/09/14. 26pp 46913*202-46913*306, 
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P. Operating license stage documents 4 correspondence 

6600120294 Generic Ltr 68*14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety refated equipment Svc list end 
M1RAGLIA.FJ Associate Director for Projects (Post 970411) 68/00/00 Consolidated 
Edison Co of New York. Inc 41pp 4706500147065 006 

6609060213 Forwards application for amend lo License DPR 64 consisting of temporary 
waiver of compliance from Tech Spec Paragraph 3 until 891001 to permit 7 h before 
requrnng plant to be in hot shutdown when svc water temp exceeds 90 F Fee paid 
SRONS J C New Yortc Power Authority (formerly Power Authonty of the State of New 
York) 88/06/16 Document Control Branch (Document Control Desk) 2pp 
46764 152-46764 190 

-B609060219 Application for amend to License DPR 64,consistmg of emergency Tech 
Spec change revising Paragraph 3 until 061001 lo permit 7 h before requiring plant lo 
be in hot shutdown when svc water temp exceeds 90 F 

BRONS.J C New York Power Authority (formerly Power Authority of the State of New 
York) 86/08/16 Ip 46764 15446764 154 

-8809060277 Proposed emergency Tech Spec change lo Paragragh 3,to permit 7 h 
before requmng plant to be in hot shufdown condition when svc water temp exceeds 
90 F 

* New York Power Authonty (formerly Power Authonty of the Slate of New York) 80/ 
08/16 34pp 46764 155 46764 190 

8008290 235 Forwards WCAP41815, ‘’Analysis of Capsule Z From New York Power Au 
thonty Indian Poinl Unit 3 Reactor Vessel Radiation Surveillance Program " 

BRONS.J C New York Power Authonty (formerly Power Authonty of the State of New 
York) 88/08/19 Document ConUOl Branch (Document Control Desk) Ip 46602130 
46682212 

-8800290242 "Analysis of Capsule Z from New York Power Authonty Indian Point Unit 
3 Reactor Vessel Radiation Surveillance Program." 

YANiCHKO.S E . ANDERSON.S L, ALBERTTN.L New York Power Authority (formerly 
Power Authonty of the Stale of New York) WCAP-11815 88/00/31. 84pp 
4660213146682 212 w 

8609010101 Forwards corrected Amend 62 to License DPR-64 Amend revises Tech 
Spec 3 to permit operation w/svc water temp above 90 F up to 7 h before reaching 
hot shutdown condition via normal operating procedures 

NEIGHBORS, J D Project Directorate 1-1 88/08/19 BRONS.J C. New York Power Au- 
thonty (formerly Power Authonty of the Stale of New York) 4pp. 46720109- 


-8809010102 Corrected Amend 62 lo License DPR 64,revisinq Tech Spec 3 to permit 
plant lo operate w/svc water temp above 90 F for up lo 7 h before reaching hot shut- 
down condition via normal operating procedures 

BOGEfl.B A Assistant Director for Region I Reactors. 88/00/19 5pp 46720.113 


0809140293 Notification of Significant Licensee Meeting 88-141 on 8BG908 i n Kmn 
Prussia, PA re facility self assessment 9 01 

JOHNSON, J Region 1, Ofc of the Director 88/08/31 Region 1, Ofc of the Dirprw 
2pp 46845 05346845.054 eci0r 

6609150139 Forwards safety evaluation accepting util submittal re design for alternate 
shutdown capability for control room fire, per Sections III.G 3 & lll.t of App R to 
10CFR50 

NEIGHBORS.J D Project Directorate M 80/09/09 BRONS.J C New York Power Au 
thonty (formerly Power Authority of the State of New York) 3pp 46873315 


-8809150145 Safety evaluation accepting util revaluation of alternative shutdown ca 
pability In accordance w/ requirements of App R lo 10CFR50,Soctlon IIIG3 a 
III L Design meets performance goals, inventory & pressure control. 

' Office of Nuclear Reactor Regulation, Director (Post 070411} 88/09/09 
46673 318-46B73.322 W 

6B091 60171 Forwards request for addl info ro spont fuel poo) expansion. Response or 
schedule for response requested within 30 days. 

NEIGHBORS.J D, Project Directorate M, 06/09/12 BRONS.J.C New York Power Au 
thonty (formerly Power Authority of the State of New York) 6pp 46894 325 


8809160106 Notification of 880921 meeting w/utll In Rockville, MD to discuss stalusof 
facility licensing actions 

NEIGHBORS.J D Project Directorate 1-1 68/09/12 CAPRA.R A Project Directorate l 
1 4pp 46695 01 740895 020. 11 


6809190343 Advises that 880601 response to Genoric Ur 88 05, "Boric Acid Corrosion 
of Carbon Steef Reactor Boundary Components In PWR Plants,' 1 acceptable 
NEIGHBORS^ D Project Directorate 1-1. 88/09/14 BRONS.J.C. Now York Power Au 
thonty (formerly Power Authority of the State of New York). 3pp. 46B99 289- 
46B99.291, ^ 


Q. Inspection reports, IE Bulletins & correspondence 

0808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE. Svc fist end, ' 


Consolidated Edison Co, of New York, fnc 1 25pp. 46600 O54-4660O'178. 

8B o? 1 5 0 . 451 N cF C i ln /? ,N° tlC9 86 "Setpoint Testing of Proasunzer Safety Valves W/ 
JjWsd I Loop Seals Using Hydraulic Assist Devices 11 Svc list end. 

ROSSI CE Division of Operational Events Assessment (Post 870411) 08/08/2 2 
Consolidated Edison Co. of New York, Inc. 121pp 46702.311-46703.070 ' 


-8009010105 Safety evaluation supporting Amend B2 to License DPR 64, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/19. 6od 
46720 1184 6720 123 

8809010276 Requests discretionary enforcement for plant TS 3 7.B 1 to allow one of 
three EDGs to remain inoperable up to 72 h 

JOSIGER.W-A New York Power Authonty (formerly Power Authonty of the State of 
New York) 68/08/19 RUSSELL, W A. Region 1, Ofc of the Director 3pp 46695 359- 

46695 361* 

8809120231 Forwards Amend 82 to License DPR-64 4 safety evaluation Amend re- 
vises Tech Spec 3 lo permit dant lo operate w/$vc water temp above 90 F for up to 
7 h before reaching hot shutdown condition via normal operating procedures 
NEIGHBORS.J D Project Directorate 1-1 88/00/19 BRONS.J.C New York Power Au- 
jjwity Oormerly Power Authority of the State of New York) 3pp 46813 299 

4 ooi 3 3 1 c 

-8809129232 Amend 02 to License DPR-64, revising Tech Spec 3 to permit plant to op- 
erate w/svc water temp above 90 F Tor up to 7 h before reaching hot shutdown condi- 
tion via normal operating procedures 

4681 3 3 1^ Assislant erector for Region I Reactors 80/08/19 5pp 46813 302- 

8808300169 Forwards application to amend Ucense DPR 64,deleting list of safety refat- 
w,uiremmnls 131 whlf « ability 4 surveillanSe 

Power Authority (formerly Power Authonty of the State of New 
46703 18446703 223°°^^ Branc " ( Docume nl Control Desk) 2pp 


88 nofed° 07S F °™* rdS Safety lnsp Re P‘ 60*286/88 13 on 8B0711-16.No violations 

BELLAMY.R.R Region 1, Ore of the Director 88/08/23 JOSIGER.W. New York 
?^ r ™i honty < form0r| y p °wer Authority of the State of New York). 2pp. 46745 168 
40745 , 208 . 

“un 0 ,^^ W 60 ' 2Q 5/8a-13 on 0007 11*16 No violations, deviations or 

emergency response facMe^ GrGa8 lnsp0cled: omer 9°^y preparedness program 4 
«74| , 208 LAZARUS ,W J ’ R60bn 11 0fc 0i th0 Dlrec|or * 80/08/10. Opp 46745 200 

^^blshed'val ves^S vo ^sl^end . N ° 0C6 00 ° 48, ” UcenseG R °Pt oi Defective Refur 
ROSSI C E Division of Operational Events Assessment (Post 070411). 88 / 08 / 24 . 
Consolidated Edison Co. ofNew York, Inc. 122pp. 46713 , 21846713:219 

BS clel^sJc IJs?end f0 N ° tiC<3 00 ' 070, l,Ch0ck Valv6 lnservlcQ Tostln 9 Program Dellclen- 

{KSSfiE 1 0 Pf, fatf onaf Events Assessment (Post 070411). 00/08/29 

Consolidated Edison Co. of New York, Ino, 123pp 46713.095 4 6713.217 1 

8809090024 Responds to NRC 880801 ltr re violations noted In lnsp Repl 50 286/80 
InSrp^ w e A aC i 0ns 5 f0 £ e n Um re * ised 10 describe channel check program 
New ^Yorio^ ^8 B/O^/^^wTnu o°c n {f °o rm f ly power Authority of ihe State of 
46M6!203 k 46606°206 3 ° WEN2|NGER ' E ‘ C ***>" 1, Ofc of Ihe Director 4 PP 


?2?) N is/M/27lp‘ ^SmmSSSSST P0W6r AUUN ^ 01 the S,9,a 01 M 

-8008300 176 Proposed Tech Specs, deleting snubber listing 
00m i^ Xoa r 8W6fo3 <X 2?3 , ' v Poww Aulhon1y State 01 York) 8 

8809020122 Responds to util 880819 ltr requesting that NRC exercise discretions e 
forcemenl in case of Tech Spec 3 7B 1. Addl 96 h e 

3 7| 1 re Number 32 emerg^dieeet »nHor ^ fl ' inM ,or Toch s f> 
RUSSELLjW.T. Region 1, Ofc of the Director 88/08/94 m^ircDuu m w 
P 0W “ AU ' ,W " y <* sW N JvSIk) 2pp 487461s 

^ssfjssm “ 10 WW * «* 

!h^ S ? 901 Directorate 1 - 1 . M/0B/25 BRONS J C New York Poww a 

POW0f AUthonty of Cf' "SSSr vikMip 4674a20 


1900 ^ £ Rmiimi tZ nZ;,,!:'!!; V, ro35ID| 0 environ Effecl of Reentry of COSMOS 
That Event.^ Ivc St enc| 6C ° n ° L cens0e Rad lofictivity Measurements Attributed lo 

88/09/(11 

60 S 2 fl 8 P 6 S /88 M. '° Vf0 ' aH ° , ' S 

Edison Co Naw ?ork, BRAM ' S ConMaM 

B8 V?lve°s 01 Svc?lst end N ° tiCS 0B ‘° 72, " lnadet l uacles Design of DC Motor-Operated 

Con S 3da^0d D Ediann cl 2R52l!!^ 1 i,^^f« A8Wam8nl ( Po9t 870411) 88/09/02, 
oonsonoatea Edison Co, of New York, Inc, 122pp. 46726 001-46726*123. 

& approval, Ilc«n8ea rovlaod melhodolorn 
cufatlon 9 9 P lufe8 of 8VC wa<Qr s 7 8 P ( P |fl 9 duf| ng post-LOCA recir- 

yS^ ,S ae/O0/O7 (f«m«rly Power Aulhorlly ol the Slate of New 

46843,227-46843:248 m ° n Con ro * 0ranc ' 1 (Document Control Desk) 4pp. 


^Poln?3 0 NudBa BV power O pteni” VC Water Sys Plp8 Break Criteria & Analysis lor Indian 
09rt7! ^ P 4W43 A 23MSi4 ( S?24a® rly P ° W8 ' Aulhori, V of ,h « Slate of New York) 88/ 
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8809150295 Responds to NRC Bulletin 8B-005, Including Suppls 1 & 2 re nonconforming 
mails supplied by Piping Supplies, Inc & West Jersey Mfg Co (WJMC) Twenty four 
flanges received from WJMC but not Installed 


JO&QEiR.W A ’New York Power Authonty (formerly Power Authority of the Slate of 
New York) 88/09/09, RUSSELL.WT Region 1, OJc of the Director 4pp 46849 342* 
46Q49 345 

6809200330 Forwards Environ Qualification Enforcement Conference Rept 50*206/87* 
22 on 88071 9 Util will be notified In writing re decision on enforcement following oval* 

MARTIN.TT 0 EorM. Ofc of the Director, 80/09/13 JpSJGER W, New York Power 
Authority (formerly Power Authority of the State of New York) 2pp 46906 317- 
46907 043 

-8809200334 Equipment Qualification Enforcement Conference Rept 50 286/87*22 on 
880719.Maior areas inspected, environ qualification of facility containment nigh range 
radiation monitor cable connector & addl equipment, ^ 

DLJRR.J. Region 1, Ofc of the Director, 88/09/07, 05pp 46906 319 46907 043 

8609000339 NRC Info Notice 08 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA Svc list encl 
ROSSI, GE Division of Operational Events Assessment (Post 070411). 08/09/14 
Consolidated Edison Co of New York, Inc. 122pp 46824*21 5-46024 336 

8809120197 NRC Info Notice 66-076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry." Svc list encl. 

ROSSI j C.E, Division of Operational Events Assessment (Post 870411) 8B/09/16 
Consolidated Edison Co. of New York, Inc 124pp 46946.1 33-46946’252. 

8809270065 EN-8Q 078 on 880921 .notice of violation & proposed imposition of civil pen- 
alty In amount of $76,000 Issued to licensee based on violation of equipment qualifica- 
tion requirements of 10CFR50 49. , 

LUEHMAN.J, UEBERMAN,J. Ofc of Enforcement (Post 870413) 88/00/16. Ip 
46971.248-46071.248, 

B0O91 30350 NRC Info Notice 00 078, "Recent Discovery of Phenomenon Not previous- 
ly Considered in Design of Secondary Containment Pressure Control Svc list one! 
ROSSl.GE, Division of Operational Events Assessment (Post 870411) 08/09/19, 
Consolidated Edison Co. of New York, Inc. 125pp. 46946 253 46947*013, 


r. Periodic operating reports & related correspondence 

8699070328 "Effluent & Waste Disposal Semiannual Rept, Jan June 1688," W/800830 

JOSIGER.W A. New York Power Authority (formerly Power Authority of Uu i Stale ' of 
New York). 88/06/30 RUSSELL.WX Region 1, Ofc of the Director. 19pp. 46776*270* 
48776,297 

8809260184 Monthly operating rept for Aug 1988 for Indian Point Unit 3 W/8B0914 llr 
KELLY.L , JOSIQER.W A, New York Power Authority (formerly Power Authority of the 
State of New York). 88/08/31. Ilpp 46957:206 46957*298. 


V. Operator Examinations 

8809140383 Forwards estimated operator licensing exam requirements for FY09 92>per 

Jos^ER.w!? blew York Power Authority (formerly Power Authority of the Stale of 
New York). 88/09/12. HANNON, J. Operator Licensing Branch. 3pp 46842.352- 
46042.354 

DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plana 

8609070076 Forwards Insp Repts 60-269/08*20,60-270/08*20 & 50*287/80*20 on 
680718-0815.no violations or deviations noted. , , _ _ , 

BROWNLEE, V.L, Region 2, Ofo of the Director. 88/08/23. TUCKER.RB Duke Power 
Co 2pp 46784 32&-407B4‘338. 

—8809070077 Insp Repts 50-269/80*20,60-270/88*20 & 50-287/68*20 on 080718- 
0815 No violations noted.Major areas Inspected, operations.survelllance testing.malnt 
activities, safeguards, radiation protection & open Items ; Weaknesses noted 
SKINNER, PH. Region 2, Ofo of the Director 88/08/23, 9pp. 46784*330*46784, 330, 

8809020154 Forwards addl Justification required for Oconee Nuclear Station to resolve 
issues re protection of auxiliary avc water feedwater piping at plant Encl withheld (ref 
1OCF073 21) 

TUCKER, H b! Duke Power Co. 88/08/28. Document Control Branch (Document Con- 
trol Desk) 3pp 46751 '176-46751. 178. 

8809060257 Forwards Safeguards Insp Repts 50 269/88-21,50*270/80-21 & 60-287/ 
88-21 on 880726 29.No violations or deviations noted, _ . , _ _ . 0 ^ _ 

CLINE W.E. Region 2, Ofc of the Director. 88/08/29, TUCKER, H.B. Duke power Co. 
2pp. 46759:001-46769:003 

-8809060262 Partially withheld Insp Repts 50 269/88-21,60*270/80-21 & 50-207/88-21 
on 800725-29 (ref 10CFR2.790(d) & 73 21).No violations noted Major areas 
inspected, secunty program audit, vital area barriers & detection aids & communlca- 

MaInYK.O M. Region 2, Ofo of tha Director. 88/08/29. Ip 46769 003*46759,003. 

8809020147 Forwards Rev 26 to security plan.Rev withheld (ref 10CFR73.21) 

TUCKER, H,B Duke Power Co 88/08/30. Document Control Branch (Document Con- 
trol Desk) 2pp 46761*172-46751.173. 

8609020152 Forwards Rev 26 to plant security plan.Rev withheld, 

TUCKER, H B. Duke Power Co. 88/08/30 Document Control Branch (Document Con- 
trol Desk) 2pp 46760*280 48760.281. 

8609070326 Rev 88-06 to Emergency Plan Implementing Procedure RP/O/B/1000/ 
01 2, "Determination of Protective Action Guides by Control Room Personnel or Emer- 
gency Coordinator During Radiological Accident 

DAVIS.J M., TUCKER, H.B., MCINTOSH.JT. Duke Power Co, 88/09/30. 60pp 
46788*004 46780.133. 


8609140462 Forwards Insp Repts 50 269/68-22,50 2/0/00-22 & 50-287/86-22 
88 080 1 *05.No violations or deviations noted 

COLLINS.D M Region 2, Ofc of the Director. 88/08/31. TUCKER.H B Duke 
Co. 2pp 46037-346*46837,353 


-8809140463 Insp Repts 50-269/88*22,50-270/88-22 & 50-207/88*22 on 890801- 
05, No violations Qr deviations noted Ma[or areas inspected emergency 
preparedness.includmg emergency plan implementing procedures & organization & 
ms l control 

KREH.J L, Region 2, Ofc of the Director. 80/08/29. 6pp, 46837 340*46837 353. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8808 2 60256 Forwards master table of contents inadvertently omitted from 1907 FSAR 
update 

REA VIS, J Duke Power Co. 06/OB/16 NRC * No Detailed Affiliation Given. Ip 
46658 207-46058*224 

— 8898260351 Master table of contents to 1907 FSAR update 
* Duke Power Co, 88/08/16. 17pp 46658 208-46658 224 


P. Operating license stage documents A correspondence 


6808120294 Generic Ltr 88*14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list encl 
MIRAGL1A.F.J. Associate Director for Projects (Post 870411). 88/06/08 Consolidated 
Edison Co. of Now York, tnc. 41pp 47065 001*47065 006 


6000260318 Advises that provision of submittal addressing unrevlewed safety question 
re mod to Install cavitating venturis will not be submitted by 8G081 6 Provision of sub 
mfttal by 800915 anticipated, 

TUCKER.H B Duke Power Co 88/00/16. Document Control Branch (Document Con- 
trol Desk), Ip 46053.192-40653 192 

8808260383 Requests clarification of proposed rev, deleting numerical values of certain 
cycle-dependent core operating limits Irom Tech Specs to be placed In core operating 

MATThIwS.D B. Project Directorate 11-3 88/06/23. TUCKER.H.8. Duke Power Co 
6pp. 46669 065 46609.070 


6808310086 Forwards Request for Relief 88-07 from Section XI of ASME Boiler & Pres- 
sure Code (w/addenda through Winter 1980) requirements re pressure testing specific 
welds during Inservice Insp af Unit 3 W/one oversize drawings, 

TUCKER. H.B. Duke Power Co. 80/08/23 Document Control Branch (Document Con 
trol Desk), 5pp. 46703.131-40703:135 

8800310110 Forwards Request for Relief 88 06 from requirements of Section XI of 
ASME Boiler & Pressure Vessel Code (w/addenda through Winter 1SB0).Req neats 
concern Insetvlce Insp at Unit 3 during second 10 yr Interval W/ono oversize drawing 
TUCKER.H. B Duke Power Co. 88/03/23. Document Control Branch (Document Con- 
trol Desk). 5pp, 46703.136 46703*140. 

8809160238 Forwards Request for Relief 88-00 from requirements of Section XI of 
ASME Code (w/Addenda through Winter 1900) due to ImpraclIcaMy of pressure test- 
ing specific welds required by code following repair W/one oversize drawing. 
TUCKER.H. B Duko Power Co 88/00/24. Document Control Branch (Document Con- 
trol Desk) Spp, 46857.067-46857 071. 


8809010203 Notification of 880908 meeting w/ulll in Seneca 3 SC to discuss cause A cor- 
rection actions of degraded post-accident performance of reactor bldg cooling units as 
Indicated by test results 

PASTIS.HN. Project Directorate |l-3 88/08/29. MATTHEWS a D.B. Project Directorate 
11-3. 3pp. 46740*34 1*46740:343, 


6809070311 Provides info to assist NRC review of unit Cycle Ik reload, per 8&Q819 
telcon re ability of HPIS to meet 10CFR50.46 requirement for maintaining long-term 
cooling Procedures revised to correct two deficiencies 

TUCKER.H, B, Duke Power Co 00/08/29 Document Control Branch (Document Con- 
trol Desk). 2pp. 46783:311 '46703*31 2 


8809060364 Forwards proprietary Topical Rept DPC-NE-2003, "Oconoa Nuclear Station 
Core Thermal Hydraulic Methodology Using VlPRE-01. 1 ’ Rept withheld (ref 
10CFR2,790). 

TUCKER, H B, Duke power Co 80/08/31 Document Control Branch (Document Con- 
trol Desk). 6pp. 40BO7.OO5-468O7.OOS 


8809190324 Revised application for amends lo Licenses DPR-3B.DPR 47 & DPR-66.do- 
lellng cycle-dependant core operating limits from Tech Specs & facilitating 
10CFRS0.59 reviews for future com mloads.Proposed amend supersedes B7Q9D3 £ 
880227 requests. 

TUCKER.H, B. Duke Power Co. 60/09/09. Document Control Branch (Document Con- 
trol Da&k), 4pp. 40095.344-46896013, 


-6809190330 Proposed Tech Specs.defetfng cycle-dependent core operating limits & 
facilitating 10CFR6G 59 reviews for future core reloads 
* Duke Power Co 88/09/09. 26pp 40895*348*48896 013, 


8809220129 Forwards environ assessment & finding of no significant Impact ro 880516 
request for amends to Licenses dPR- 38, DPR-47 & DPR-55 Amends support Cycle 11 
operation at fuff rated power 

PASTIS.H.N. Project Directorate 11-3. 88/09/12. TUCKER.H B Duke Power Co. 3pp 
46942.010 46942.016. 


-6809220132 Environ assessment & finding of no significant impact re 880516 appllca- 
tlon for amends lo Licenses DPR-38,DPR-47 & DpR- 55, revising Tech Specs to sup- 
port Cycle 11 operaffon at full rated power. 

MATTHEWS.D.B. Project Directorate 11-3. 88/09/12. 4pp. 46942.013-46942*016. 

6609180216 Notification of 801020 meeting w/utll in Rockville, MD to discuss util corpo- 
rate approach re QA surveillance & audit techniques, 

HOODED Project Directorate 11-3. 88/09/14. MATTHEWS.D.B. Projecl Directorate 11-3, 
5pp. 46864,175-46864:179 
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8309230065 Forwards request for add! info re Tech Specs for safe shutdown 
facii/ty Request include rationale for i»l proving compensatory measures in pro 

G >sed Tech Specs as provided rn previous Tech Spec proposal 
ATTHEWS.DB Project Directorate 1 1-3 88/09/20 TUCKER, HB Duke Power Co. 
3pp 46944 336-46944 338 


6608260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
I960 & Request for Collection of Licensee Radioactivity Measurements Attributed in 
That Event * Svc list end 10 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/09/rn 
Consolidated Edison Co of New York, Jnc 121pp 46712.244 46713 004. 


O. Inspection reports, IE Bulletins & correspondence 

8808190195 NRC Info Notice 88-069, 1 Movable Contact Finger Binding in HFA Relays 
Mfg by G£ " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/08/19 
Consolidated Edison Co of New York, Inc 125pp 46690 054-46690 178 

8808160451 NRC Info Notice 88-068, "Setpoint Testing of Pressunzer Safety Valves W/ 
Riled Loop Seals Using Hydraulic Assist Devices " Svc Its! end 
ROSSI CE Division of Operational Events Assessment (Post 670411) 88/08/22. 
Consolidated Edison Co of New York, Inc 121pp 46702311-46703 070 

8809010152 Forwards Insp Repis 50-269/88-25,60-270/88-25 & 5Q-287/8B-25 on 
800801-15 Violation under consideration for escalated enforcement 
action Enforcement conference will be scheduled 

GRACE.J N Region 2, Ofc of the Director 88/08/22- TUCKER, H B Duke Power Co. 
2pp 48720 124 46720 129 

-8809010155 Insp Repts 50-269/88-25,50-270/88-25 & 50 287/88 25 on 080801- 
15 One violation noted Major areas inspected. Inadequate design analysis of high 
pressure injection sys recirculation mode of operation 

SKINNER, P.H, WERT.LD, PEEBLES, T A Region 2, Ofc of the Director 88/08/16 
4pp 46720 126-46720 129 

8808310086 Forwards Request for Relief 88-07 from Section XI of ASME Boiler & Pres- 
sure Code (w/addenda through Winter 1980) requirements re pressure testing specific 
welds during inservice insp at Ural S.W/one oversize drawings 
TUCKER, HB Duke Power Co 88/08/23. Document Control Branch (Document Con 
Irol Desk) 5pp 46703 131-46703 135 


8808300018 NRC info Notice 86 072, "Inadequacies in Design of DC Motor-Operated 
Valves " Svc list end y m 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411), 60/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001-46726.123. 

8809080114 Responds to NRC 880603 Hr re violations notod In Insp Ropts 60-269/88 
13,50-270/88-13 6 50-287/88-13 Corrective acliona' inaervlce program being revised 
to require timing actuatfon-to-Jlghl (or valve stroke liming test 
TUCKER, H.B Duke Power Co. 86/09/02, Document Control Branch (Document Con 
Irol Desk) 10pp. 46796 245-46796 254. 

8809220178 Forwards Insp Repis 50-269/00-23,50 270/88 23 & 50-287/88-23 on 
880801 -05.NO violations or deviations noted. 

MERDTAR Region 2, Ofc of the Director 80/09/08. TUCKER, H B, Duke Power Co 
2pp. 46928 059 46928,100 

-8B09220182 Insp Repts 60-269/06 23,50-270/08 23 & 60-207/80-23 on 880001- 
05 No violations noted Major areas inspected pipe support base plate designs usino 
concrete expansion anchor bolts & solsmlo analysis for as-buill piping sys. 

CHOU.RC , BLAKE, J,J Region 2, Ofc of (he Director, 88/00/06, 10pp. 46928091 

iifiQUA ion * 


8609160101 Forwards Rev 0 to "Response to NRC Bulletin 88 005, 'Nonconformlna 
Malls Supplied by Piping Supplies, lno at Folsom.NJ & West Jersey Mfg Co at 
Wiiemstown.NJ,' for Oconee Nuclear Stalion.McQuire Nuclear Station, ../' 

SJPSj j H l B p . ?6 U 91 5 ^6 < 9 J 1M30 9/09 - D ° CUmem C0mr01 Bra " Ch ,D ° CUm0m C ° n 


8808310110 Forwards Request for Relief 88-06 from requirements of Section XI of 
ASME Boiler & Pressure Vessel Code (w/addenda through Winter 1980) Requests 
concern mservice insp at Unit 3 during second 10-yr intsrval.W/one oversize drawing 
TUCKER.H B Duke Power Co 88/08/23 Document Control Branch (Document Con- 
trol Desk) Spp 46703 136-48703 140 

8809070075 Forwards Insp Repts 50-269/68-20,50-270/88-20 & 50 287/8B-20 on 
880718 0815 No violations or deviations noted 

BROWNLEE, VL Region 2, Ofc of the Director 88/08/23 TUCKER.H B Duke Power 
Co 2pp 46784 328-46784 338. 

-8809070077 Insp Repts 50-269/88 20,50-270/88-20 & 50 287/88 20 on 88071 B 
0815 No violations noted Major areas inspected, opera lions, surveillance leafing, maint 
activities, safeguards, radiation protection A open items Weaknesses noted, 

SKINNER.P H, WERT.LD, PEEBLES,! A Region 2, Ofc Of the Director. 86/08/23, 
6pp 46784 330^6784 338, 

8808180368 Suppl 1 to NRC Info Notice 68-048, "Licensee Rept of Defective Refur- 
bished Valves Svc fist end 

ROSSI,CE Division of Operational Events Assessment (Post 870411). 88/00/24 
Consolidated Edison Co of New York, Inc 122pp. 46713 218-46713 219 

8809080167 Discusses Insp Repts 50-269/68-03,50-270/88-03 6 50 287/88 03 on 
800222 26 & forwards notice of violation Ink) ubl provided at enforcement conference 
showed that item re documentation of cable sirmianty is not violation 

2PM8796 30^6796 £° f Dlrw,0f 65/08/26 TUCKER.H B Duke Power Co. 

”8809080168 Notice of violation from Insp on 880222-26 Violations noted, file did not 
d^mont performance charectenstfcs for Victoreen high range radiation monitor sys 
& reactor btdo level transmitter junction box not filled w/oil. y 

GRACE, J N Region 2, Ofc of the Director 88/08/28 2pp 46796 308-48796,309 

88 ™s ”°Svc ° NObCe fl8 ’ 070 ’ " a ' 0Ck Valv0 ,n9erviCQ Toting Program Deficien- 

ROSSI.CE CJvjsion of Operational Events Assessment (Post 870411) 88/08/29 
Consofidaled Edison Co, of New York, Inc 123pp. 46713 095 46713*217/ 

8609060257 Forwards Safeguards Insp Repts 50-269/88 21,50*270/88 21 & 50 267/ 
88-21 on 880725*29 No violations ordevwfions noted ^ * 50 287/ 

2pp N W59TOI W59W3 01 ““ ar ° ClC!f ' 88/08/29 TUCKER * HB - Duka Power Co. 

”8809060262 Partially withheld Insp Repts 50-269/88-21.50-270/68-21 & 50-287 /ar 9 i 
on 680725-29 (ref 10CFR2 7 90«T & 73 21) No Soltis notedK/ areal 
inspected secunty program audil,vital area barriers A detection aids & communlca* 

4676900W 97S9*003. UlflE,Dn ' 2> 0,0 01 th0 88/06729. tp. 

8609120067 Confirms 860818 letcon re 680912 enforcement conference on lnnrt»n„.i» 
Sclft °< HPI 8)2 « ECCS sump rewculabonZte " lnad «f uale 

fp 1 mm 35sX24 m *" D “ 0C,0f 88/08/29 ' TUCKER ' H B Duke Power Co 

68090604 17 Forwards interim response U) NRC Bulletin 88-004 re notenUal nnlnh, »i., 

SrSHSSSSEZrlr 

trol Desk) 33pp 48793 087-46793 119 ™ Brancfl (Document Con- 

T8SB5 a^r- 22 ' 50 ' 270788 ' 22 4 ««■"■«* 8n 

cS t 2» S «M73a!5S4l7m 0 ' "* M/08/31 - TUCKER, KB Duke Power 

i™r e -*L° n ° m °'- 

preparedness, Including emergency pta. in^ng 

4W7JM ° ECK£R,T ' R Re9i0n 2 * 0,0 01 *» “***• 88/06/29 6pp. 46837.346- 


* Duka Power Co. 80/09/09 250pp 4691 5.1 25-460 15-330, 

S809160234 Responds to followup items noted In Insp Repts 50-269/00-11, 50 270/00 
1,Correc,h/Q actlons-App D under evaluation to corrocl labeling dis- 
a 0t K n ff™**** °pera1ing procedures & panel Indicallon. 

mSSI D ocumanl 00,11,01 Branch (Docum0ntCon 

80 pwo°n 39 7j NR D fr ! fo ^° tice6B 074 1 "Potentially Inadequate Performance of ECCS In 
? ( i ircula ] l< 5E! °P {3ratton Following LOCA " Svo list one). 

sa: & w o Y n o a ;ir'i 9 2&“ 88/09/a 

°' Di68 <" e °'' oratof <*** 

/? f °P?« How! Events Assessment (Post 870411). 00/09/ 16 
Consolidated Edison Co of New York, lno 124pp 40946:133-46940.252/ 

y otic ? c 8 ° 7G J " Re ,? ent Dlsc overy of Phenomenon Not Previous 
ROSsTce^wkEn Si c °nlainment Pressure Control/ 1 Svo list end 

n n Operational Events Assessmenl (Post 870411), 08/00/19 
Consolidated Edison Co or New York, Inc, 126pp. 46946.253-46947:013/ 


R. Periodic operating reports & related correspondence 

BB 1°9 80™W/GBM29 lk! IVe E " llJ0nl Releasa * So,id W09, ° Dl8 P° a 8l n®pl <° r Jan-June 
TUCKER.H. B Duke Power Co. 88/06/30. 32pp, 46774.209 46774,319, 

8 T3*W/BM916 n 15I 1 ' ° P0rflli ' ,fl ,ep,S f ° r A ° 9 1998 ' 0r Ooonee NuclBar s, ««™ Units 1,2 

REAVIS, JA, TUCKER.H B. Duke Power Co, B8/08/31. 17pp 46911:303 46911-318 


8 ^o^h 8 oiart0M9l8 O, De? , aBO4OflTFn , /5!!' , ')! tlale ?o nlamal QA Audit during third 4 
insps° /audits ccnduoled dSring lflsa “mmltmenl Postponement due to numerous 

”i H fp. ?6 U 7K R0 8W9 Z 9 184. 8 ' 29 - D ° 0</men ' C0 ' ,t, ° l Bra " ch lament Con- 

Sllaa ' WBLESJ ' Rea ' on 2 ' 0,0 of th® Director. 88/09/12 Ip. 469322B0- 

88 ^teS 6 tripS rd ot r HP| e oumo 10 com f’ l ®f 9 r « v l6W ol LER 269/87-08 re 

E!ocA.lnfo requested v^thl n P 45 day™!date Sl |f f ' ,e,curr9nt ,of P^P starting during 
Dtrecloreto 11-3, 88/09/20, TUCKER.H B. Duke Power Co 


3pp 46942,021-46942,023. 


V, Operator Examinations 

qulremonL^oTFty89*FY9^ St oalInnal0 o{ °P e f®lor licensing & requallflcatlon exam re- 

° 0C ' ,mem Com '° l branch (Document Con- 
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Y. Dry Cask Independent Spent Fuel Storage Installations 


P. Operating license stage documents A correspondence 


8808290098 Forwards responses to NRC B50624 questions re util license application 
for plant ISFS1 Responses concern ISFS! environ rept Site preparation A earth remav- 
el will begin on flBIOOt w/flrst design concrete pours scheduled for Apr 1959 
TUCKER, H B. Duke Power Co 88/08/16 Document Control Branch (Document Con- 
trol Desk) 60pp. 46681.261-46682.129 


8809060280 Summary of 880722 meeting w/liconsee re current status o! ays wide 
spent fuel storage & plan3 for dry cask storage. 

BELL.MJ. Regulatory Branch 88/00/30. Regulatory Branch 3pp 46755 037- 
46755.039. 


8806120294 Generic Ur 88-14 to all holders of OLs or Cps for nuclear power reactors 
re instrument air supply sys prohlems affecting safety related equipment Svc list end 
MIRAGLIA.F J Associate Director for Projects (Post 870411). 88/06/06 Consolidated 
Edison Co ol New York, Inc 41pp. 47065 001 -47065 OQ6 

8809120091 Final response to FOIA request for documents Forwards documents listed 
In App A Documents also available in PDR App B documents totally withheld (ref 
FOIA Exemption 5), App C documents partially withheld (rel FOIA Exemption 5) 
GRIMSLEY.D.H NRt - No Detailed Affiliation Given 88/08/17 CONNOR.L Doc- 
Search Associates. 5pp. 46770 060-46770 089. 


8609D70043 Forwards request for Info for NRC review of NUTECH Topical RepLNUH- 
002, Rev t.Some calculations provided do not appear to correspond to NUTECH 

ROBERTS, J.P. Fuel Cycle Safety Branch. 88/08/31. MCCONAGHY.W J. NUTECH 
Engineers, Inc. 4pp. 46777.342-46777*345. 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


8609140258 "Model State Info Sys Bacteriological or Turbidity Summary Analysts 
Input" W/880806 Itr. 

SAXTON, CH Pennsylvania Power A Light Co WAQC402. 88/08/31 2pp. 
46841:053*46041 054 


V. Op-erator Examination* 


*-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1905. 

AXELRAD.J.A Enforcement Staff, IE (Pro B70413). 86/12/13. BLAHA.J L. Program 
Support & Analysis Staff, IE (Pre 870413) 13pp. 46770 211-46770 223. 

8609070330 Discusses mod to berated water storage tank for ECCS injection to recircu- 
lation from reactor bldg sump following large break LOCA 

HUKltL.H.D General Public Utilities Corp. - GPU Service Corn. 88/08/26 Document 
Control Branch (Document Control Desk) 3pp 46779.19448779:196. 

8809010273 Notification of 660901 meeting w/ulil in Rockville, MD to discuss Rev 2 to 
util operational QA plan for plants. 

SPRAUL.J Quality Assurance Branch. 08/08/28. WEISS, S.H Quality Assurance 
Branch 3pp. 46743 198-40743.200 

8909000049 Forwards "Effluent A Offsite Doso Rept for Jan-June 1908" A Rev 10 to 
Operating Procedure 1 104-281, "Waste Solidification Process Control Program." 
HUKILL.H D. General Public Utilities Corp - GPU Service Com. 08/08/29. Document 
Control Branch (Document Control Desk), 2pp 46797.326-46798.032, 


8809080018 Forwards operators license certificates for listed licensed reactor operators 
A senior reactor operators. W/o ends ^ ^ „ 

KIRSCH.D.F Region 5, Ofc of the Director. 08/08/30 B RAG DON, P Reed College, 
Portland, OR. Ip 46761*264-46791*264. 


—6809140468 Rev 10 to Operating Procedure 1104-281, "Waste Solidification Process 
Control Program." 

* General Public Utilities Corp - GPU Service Corp 88/06/03. 55pp. 46797*338- 
46790.032, 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 
F. Security, medical, emergency A fire protection plans 

0809070306 Forwards Safety Insp Rept 50 289/88-13 on 880612-0715 A notice of vio- 
lation. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 68/06/26 HUKILL.H, D, General 
Public Utilities Corp. - GPU Service Corp, 2pp. 46783.201-46783.229. 


8009190367 Forwards corrected 880815 Itr re safety A performance Improvement pro- 
gram Implementation schedule submittals, reflecting appropriate Ref 4. 

WILSON.R F. General Public Utilities Corp - GPU Service Corp. 88/09/01. Document 
Control Branch (Document Control Desk). Ip. 46895:194-46895.106. 

-0009190396 Corrected Itr clarifying Intent re submittal of TMI-1 Implementation sched- 
ules for safety & performance Improvement program recommendations Appropriate 
Ref 4 rejleoted. 

WILSON, R.F. General Public Utilities Corp - GPU Service Corp. 88/08/15. Document 
Control Branch (Document Control Desk). 2pp, 46895.195 46895.190. 


-8809070314 Safety Insp Rept 60-289/08-13 on 88061 2-071 6-Vlolatlons noted.Major 
areas inspected:power operatlons.oulage activities & transition from one mode to 
another, including plant operations, equipment operability & security program. 
COWG1LL.C, Region 1, Olo Of the Director. 88/08/23 26pp 46783-204 46783:229, 

8809160020 Rev 2 01 to EPIP 5000-ADM-3054 01 (EP-033), "Operation of Parslppany 
Technical Functions Clr." 

* General Public Utilities Corp - GPU Service Corp. 88/00/26 17pp 46097.222- 
46697:230, 

8809070174 Rev 1 to Emergency Plan Implementing Procedure 10QO-PLN-1300 01, 
"GPU Nudear Corp Emergency Plan for TMI & Oyster Creek Nuclear Generating Sla- 

NEVLING.R.E. General Public Utilities Corp. - GPU Service Corp. 8B/09/02 300pp 
46778:001-46778:340, 


6809150128 Forwards Amends 145 & 31 to Licensee DPR-50 & DPR-73, respectively & 
SER. Amends modify Paragraphs 2,0(3) & 2.D of Licenses DPR 50 A DPR- 
73, respectively, to require compliance w/amended physical security plan. 

STOLZJF. Project Directorate 1-4, 88/09/02 HUKILL.H. D„ STANDERFER.F.R Gen 
eral Public Utilities Corp. - GPU Service Corp. 6pp 46874*051-46074-065. 

—8009 1501 29 Amends 145 A 31 to Licenses DPR-50 & D PR-73, respectively, modifying 
Paragraphs 2.c(3) A 2.D to Licenses DPR-60 & DPR-73, respective! y.requfring compll 
ance w/amended physical security plan, 

STOL2.J.F. Pro[ect Directorate I 4. 88/09/02. 6pp. 46874 057-46874-0B1. 

“8009150130 Safety evaluation supporting Amends 145 & 31 to Licenses DPR-50 & 
DPR-73 1 respectlvety. 

• Office of Nuclear Reactor Regulation, Olraclor (Post B70411), 88/09/02 4pp. 
46874*062-46874-065. 


8809090060 Revised emergency plan Implementing procedures.lncludlng RevO to 9471- 
IMP-1300 03, "Emergency Otfslte Notification, " Rev 0 to 9471 -IMP-1 300.04, Con* 
tact /Callout of Emergency Personnel" & Rev 0 to 6471 -IMP-1 300,0 5, "Communica- 
tions 11 

* General Public Utilities Corp - GPU Service Corp, 88/09/02, 650pp 46B04 163- 
46806.078. 


8809150128 Forwards Amends 145 & 31 to Licenses DPR-50 & OPR^C)' respectively & 
SER Amends modify Paragraphs 2.c.(3) & 2.D of Licenses DPR-50 & DPR- 
73, respectively, to require compliance w/amended physical security plan, 

STOL2.J.F Pro act Directorate 1-4. 08/09/02. MUKILLH.O., STANDERFER.F.R Gen- 
eral Public Utilities Corp * GPU Service Corp 6pp. 46874.051-46874-065 

-8809150129 AmendB 145 & 31 to Licenses DPR-50 & DPR-73, res pectlvely, modifying 
Paragraphs 2 c.(3) & 2.D to Licenses DPR-50 & DPR-73 .respectively. requiring compli- 
ance w/amended physical security plan. , 

STOLZ.J.F. Project Directorate 1-4. 88/09/02. 5pp. 46874.057-46874*061 


-0809150130 Safety evaluation supporting Amends 145 & 31 to Licenses DPR-60 A 

DPR-73, respectively, , 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/02. 4pp, 
46874.062-46874.065. 


0809160222 Forwards safety evaluation accepting Rev 9 to TMI-1, "Fire Hazards Analy- 
' “ ' idl Ir ‘ 


sis Rept," 


l," & requests add! info re lOCFRBO.App R Issues. 
HEflNAN.R W. Project Directorate 14. 08/09/07. HUKILL.H D. 
Corp, - GPU Service Corp. 2pp, 46856.014-46856:041. 


General Publio Utilities 


—8809150224 Safety evaluation re Rev 9 to fire hazard analysis rept, 

* Project Directorate 1-4. 88/09/07, 3pp. 46856:016-46856:018, 

-8807270214 "Review of Fire Hazards Analysis Rept.Rev 9, TMI-1," technical evaluation 
rept 

* Science Applications International Corp. (formerly Science Application a, Inc.), NRC- 
03-87-02B. SAtC-BB/3013, 88/07/19. NRC - No Detailed Affiliation Given. 4pp. 
46856:019-46856:022. 


-8809020073 "TMI-1 Evaluation of Fire-Related Loss of HVAC A Exemption Request 
From 10CFR50 App R, 11 technical evaluation rept. t 

* Science Applications International Corp. (formerly Science Applications, Inc). NRC- 
03-87-020. SAIC-88/1 B10 88/08/24 1 9pp. 46856:023-46856 041. 


8809000320 Notifies of Issue re potential Impact of pressurized thermal shock temp ref 
In BAW-1975 & BAW-1920P.Use of 0 F may not be conservative to use as initial temp 
points for WF-70 SAW Owners Group A NRC evaluating Issue, 

HERNAN.W.R Project Directorate 1-4 88/09/06. HUKILL.H D General Public Utilities 
Corp. - GPU Service Corp. 6pp 46800-237-46000,242 

8809200130 Summary of 880901 QA meeting w/util In Rockville, MD lo discuss Rev 2 of 
util operational QA plan for plants Agenda A list of participants end. 

SPRAUL.J G. Quality Assurance Branch.. 88/09/15, WEISS.SH Quality Assurance 
Branch 5pp. 46900.00946900:013, 


Q, Inspection reports, IE Bulletins A correspondence 

8008290287 Notification of 880824 Significant Licensee Meeting 88-130 w/ukl in King of 
Prussia, PA to discuss enforcement conference re equipment environ qualification 
issues, 

COWGILL,C,J, Region 1, Ofc of the Director. 88/08/15 Region 1, Olo of the Director. 
2pp. 46680:19646680.197, 

8808260231 Forwards safety Insp Rept 60-289/00-ie on 880725-29.No violations 
noted 

BELLAMY.R.R. Region 1. Ofc of the Director. BB/08/17. HUKILL.H D. General Public 
Utilities Corp, - GPU Service Corp 3pp. 46650:22549650-234. 

-8800260247 Insp Rept 50-289/88-19 on B0O726-29.No violations noted, Major areas 
InspectedTIcensee radiological controls program,lncludlng outage related radiological 
controls, outage work scope A A LARA A previous Identified Items 
SHERBINI.S., SHANBAKY.M.M Region 1 t Ofc of the Director, 88/08/17. 7pp 
46658*228-46650-234. 

8608290052 Forwards Insp Rept 50-289/88-20 on 680725-29.No Violations noted, 
DURR.J.P. Region 1, Ofc of the Director. 08/08/18. HUKILL.H, D, General Public Utili- 
ties Corp. - GPU Service Corp. 2pp. 46684*070-46684,091 

“B806290057 Insp Rept 60-289/88-20 on 880725-29.No violations or deviations 
noted.Mafor areas Inspected -steam generator eddy current insp results A secondary 
side water chemistry 

W»NTERS,RW„ STROSNIDER.J, Region 1, Ofc of the Director. 88/00/12. 12pp. 
46684.080-46684.091 
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0608190195 NRC Info Notice $8-069. “Movable Contacl Firmer Bindii^g in HFA Relays 

RC?S§lcl Drn$!on ^Operational Events Assessment (Post 970411) 98/08/19 
Edison Co oINew York, fnc 125 PP 46690 054-46690 178 

0808160451 NRC Info Notice 88 068. "Setpoint Testing of Pressure Safety Vatves W/ 
Fided loop Seals Using Hydraulic Assist Devices ” Svc list end 88/0 a/22 

ROSSI CE Dt/isk 3 o of Operational Events Assessment (Post 870411) 80/08/22 
Consolidated Edison Co of New York, Inc l21pp 46702 31 1 -46703 070 

8808 f60368 Suppt 1 1o NRC fnfo Notice B8 04B. “Licensee Rept of Defective Re fur* 

flO^lC^lWfran ot Operational Events Assessment (Post 970411) 88/08/24 
Consolidated Edison Co ofNew York, Inc l22pp 46713 218-46713 219 

0809070306 Forwards Safety Insp Rept 50-289/88 13 on 880612-0715 & notice of vio* 

*BEffENHAU5£N,L Region 1. Ofc of the Director 86/08/26 HUKfLL.HD General 
Public Utilities Corp - GPU Service Corp 2pp 46783 201-46783 229 


0809200154 Monthly operating rept for Aug 1988 for TMI-1 W/680916 Itr 
SMYTH, CW , HUKILL.H D General Public Utilities Corp * GPU Service Corp BQ/D8/ 
31 6pp 46911 048 46911 053 


S. Reportable occurrences, LERs & related correspondence 


8809070339 LER 88 003 00 on 6B0728, chlorine detector sys Inoperable causing nui 
sance alarm Caused by personnel error by shift supervisor Individual counselling of all 
shift supervisors re verification of channels performed W/080G29 ltr 
HASSLERDV, HUKILL.H D General Public Utilities Corp * GPU Service Corp 08/ 
08/29, 4pp 46776 169 46776 172 

8009200047 LER 06 004-00 on 08081 3, reactor coolont pump tripped & heal seek pro 
tection sys actuated to start emergency feedwater pumps Caused by Inadequate pro 
cedural guidance Test procedure changed & test completed W/0BO912 Hr 
KNIGHT, M R , HUKILL.H D General Public Utihtios Corp * GPU Sorvlco Corp 80/09/ 
12. 7pp 46915 099-46915 105 


-MOM 70312 Notice of viofaton from msp on B80612 0715 Violation noted below-noled 
plant const activity conducted w/o use of controlled copy of Vendor Manual VM-TM- 

•°RegSiT?!o?Cc!f a tSI Director 88/08/26 Ip 46783 203 46783 203 

-8809070314 Safety Insp Rept 50-289/66 13 on 880612 0715 Violations noted Major 
areas inspected power opera bons. outage actrvtties & transition from one mode to 

another, including plant operations, equipment operability & security program 

COWGILL.C Hegion 1, Ofc of the Director 88/08/23 26pp 46783 204-46763 229, 

0808230112 NRC fnfo Notice 88-070. “Check Vafve fnservice Testing Program Deficien- 

ROSsfcE^DivisJon of Operational Events Assessment (Post 070411) 88/08/29 
Consolidated Edison Co of New York, fnc. 123pp 46713 095-46713 217 


8009070325 Revises commitment from 870825 11/ In response to Violation B noted in 
fnsp Rept 50 289/87-09 re fong-lerm makeup filter cubicle contamination 
actions Makeup Filter 2A/B cubicle Interior will not be repainted, 

HUKILL.H O General Public Utilities Corp - GPU Service Corp 88/08/29, Document 
Control Branch (Document Control Desk) Ip 46784 145*46784 145 


8809230119 PNO 1-88-096 on 88091 7, licensee shut down unit to troubloshoot a/or 
repair cause of high flow In seal leak off line 1 for reactor coolant pump D 
CONTE.R, COWGILL.C Region 1, Ofc of the Director 0B/09/ 19 Ip 46932298 
46932 298 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & ffre protection plans 

08O919O16O Forwards plant evacuation tlmo estimate & traffic mgt plan No state com- 
ments until review w/focal officials completed FEMA comments requested, 
BOULAY.R.J Massachusetts, Commonwealth of 08/03/10 THOMAS.E A. Fedora! 
Emergency Management Agency Ip 46809 026 46890 080 

—8009190167 "Pilgrim Station Evacuation Time Estimates & Traffic Mgt Plan Update," 
final draft for review 

* KLD Associates, Inc TR-203, 80/08/10 250pp 46880:027-46090 000 


0008260492 NRC fnfo Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event* Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/09/01. 
Consolidated Edison Co, of New York. Inc 121 pp 46712 244-46713 004 


8000260046 Forwards Safety Insp Rept 50 293/00-25 on 080601 0717. Evaluation of 
slgmflcance.root cause & corrective actions taken In responso to high number of ESF 
actuations requested 

COLLIN S.SJ Region 1, Ofc of the Director. 00/08/17. RJRD.R G. Boston Edison Co 
2pp. 46656,257 46656 278 


0808300010 NRC Info Notice 80 072, "Inadequacies in Design of DC Motor-Operated 
Valves " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 86/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001-46726 1 23, 

8809160295 Forwards Safely Insp Rept 50*289/88-21 on 080801-05 No violations 
noted 

DURR.J P Region 1. Ofc of the Director 80/09/06 HUKILL.H D, General Public Utili- 
ties Corp - GPU Service Corp 2pp 46864,244-46064 253 

-0809160296 Insp Rept 50*289/68 21 on 880801-05 No violations or deviations 
noled Major areas Inspected lest witnessing 8 administration of control of local leak 
rale testing & followup of previously kfentified open items 

GOILA.J A.. EAPEN.P K Region 1, Ofc of the Director 88/08/30 8pp 46864,246- 
46884 253 


08O915OOO7 Provides summary of actions taken in response to NRC Bulletin 88 005 re 
nonconforming mat! supplied by PSI & WJM No mail procured sub) to bulletin S3 of 
880603 

HUKflL,H O General Public Utilities Corp - GPU Semce Corp 68/09/09 Document 
Control Branch (Document Control Desk) 3pp. 46863 323*4 6863325 

0809000339 NRC Info Nonce 88-074, "Potentialfy Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc fist end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/09/14 
Consolidated Edison Co or New York, Inc 122pp 46024 215-46824 336, 


B809 120 197 NRC Info Notice B8-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anb Pump Circuitry " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 88/09/16 
Consolidated Edison Co of New York, Inc 124pp 46946,133-46946 252 


8009130350 NRC Info Notice 8B-076, "Recent Discovery of Phenomenon Nol Previous- 
ly Considered m Design of Secondary Containment Pressure Control," Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post B7Q411), 88/09/19 
Consolidated Edison Co Of New York, Inc 1 25pp 46946 253 46947 013, 


-8008260047 Insp Rept 50 293/0B-25 on 000601-0717 No violations nolod. Major 
areas inspected plant operatlons.radiatlon protection, phyaical securily.plant 
events.malnt.survellfanco.outago activities & rents to NRC 

BLOUGH.A R Region 1. Ofc of the Director 80/00/15, 20pp 46 6 5 0 269 46056 278 


8809160085 Partial responso to FOIA requost for documents ro plant, Towards App C 
documents Documents also available In PDR & LPDR In Plymouth Public Library In 
Plymouth. M A 

GRIMSL6Y.D NRC - No Detailed Affiliation Given 60/00/23, JOHNSON, G E Swidler 
& Berlin 3pp 46814 001-46814 026 


-0009160091 Forwards package on FEMA seJf Initiated review & Intorlm finding on off 
site emergency planning at plant Commonwoallh of MA planning found inadequate to 
protect health & safety of public W/o end, 

IGNE.E ACRS -Advisory Committee on Reactor Safeguards 07/00/27 MOELLER, D, 
ACRS - Advisory Committee on Reactor Safeguards Ip 46014 004-46014 004, 


-6809160240 Discusses restart of pfanlper NRC 070427 confirmation of action Itr or- 
dering continued shutdown until problems Identified In SALP roviowa resolved EDO 
scheduled to address Commission in Aug 19B0 on liconseo readiness for restart, 
BOEHNERT.R ACRS - Advisory Committee on Reactor Safeguards Q8/03/23 ACRS 
-Advisory Committee on Reactor Safeguards Ip 4Qfll 4.310 46014 310 


6009160166 Partial response to FOIA request for documonts Forwards App E 
rS£K!T, en JS D & E documents available In PDR App E documonts being placed at 
LPDR In Plymouth, MA, u 

GRIMSLEY.D, NRC - No Detailed Affiliation Given 00/08/25 JOHNSON, G.E. Swidler 
& Berlin 4pp 46831.033-46B32 075 


-8809160173 Advises that end Investigation Rept 50 299/01-37 ro mall false state 
ment Incident scheduled for Issuance on 820310, Incident doos not appear to Involve 
n 3 £ n % atX °J 41 1 ! n0f employees Supporting documentation end 
HAYNES.R.C. Region 1, Ofc of the Director 82/03/10 DEYOUNG, RC Ofc of In 
specllon & Enforcement, Director (820201-070413), CUMMINGS ,J M Office of In 
spector 4 Auditor 133 pp 46031.040 46831 247. 


R. Periodic operating reports & related correspondence 

0000290307 Forwards "TMI Aquatic Study Monthly Progress Rapt for Jul 1088 " bv 
RMC Environ Svcs 7 

RESSLER.W C Genera! Public Utilities Corp - GPU Service Corp 80/08/19 
MASNIK.M, NRC - No Detailed Affiliation Given. Ip 466S4'189 46684 204, 

“TMI Aquatic Study Monthly Progress Rept for Jul 1988 " 

RMC Environmental Sendees 88/07/31 ISpp 46684 190-46684-204 

0809000049 Forwards "Effluent & Offsite Dose Rept for Jan June 10B8" & Rev 10 to 
gRJJrt Pwedure t 104-281 ‘Waste Solidification Process Control Program/' 
HUKflUH D General Public Utilities Corp, - GPU Service Corp, 88/08/29 Document 
Control Branch (Document Control Desk). 2pp 46797,325 46798,032 LW3um0 nt 

-8609080051 “Effluent & Offsite Dose Repl.JarvJune 1988" 

«797.337. publfc UWlte “ C °' P * S 0 " 106 C°T> 68/06/30 llpp 46797:327- 


ccui, d • “ J J w w/um.rcrvitt & uommonweaim or win in 

87O0O4 R<?9 ' on 1 ofc re FEMA Region 1 self-initiated review & Interim finding dtd 

to^p U 4683l 'M9?4°6 n rai aM ,he Direo,or - B7/oa/ ' 7 - f°8'°n O' 8 of (he Direc 

-8809160199 Proposes listed agenda Items for 071 000 moetlna fn King of 
9 St0t Hi 0f oJ evl ™ °f secum Y violations reported by util & alio 

cations ol excessive overtlme.per 870930 telcon, 

Massachusetts, Commonwealth of, 07/10/01 MILLER, M, NRC * No Da 
tailed Affiliation Given 10pp 46831 303 46831*312, ’ 

moe,i I' B w /Con ;nionwaallh of MA re concerns & 

^ U ie^aintM^m^aannOa'i 0 kato?aSandies’mc| ly anhanoomonla * «•* Mn ' 

87/12/04 DEAN ' G - Massachusetts, Com 


"c^t/5f 0 pl > 4^"' 0 10 0pCrnt,na P,0CW,UfS 'Wasle Solidification Process 

46798 032 Uti ' ltraS Cwp • G,>U Ss ™“ Cc*p 88/06/03 55pp. 46797'338- 
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-8609160207 Responds to 8711 12 request tor comments on util restart plan for plant & 
on results at plant to date 

BARRY.C V. Massachusetts, Commonwealth of 88/01/04 RUSSELL, WT Region 1, 
Ofcol the Director 4pp. 46831 326 46831.329 


-*8809160239 “fiepl on Emergency Preparedness for Incident at Pilgrim Nuclear Power 
Station/' 

BARRY.C V. Massachusetts, Commonwealth of 07/12/16 37pp. 46831 330* 

46832 048 


-8809160244 Confirms discussions re 880209 informational meeting between Region I 
staff & representatives of local & state govts & certain residents living In area of plant 
AGNES, PW. Massachusetts, Commonwealth of 08/02/05 MILLER, M, Region 1* Ofc 
of the Director 2pp. 46832.056-46832 057 

-8809160251 Forwards transcripts of oral statements made during public meetings held 
by NRC on 080218 in Plymouth^ A,to receive public comments on plant restart plan 
RUSSELL, WT. Region 1, Ofc of the Director 88/04/05. BARRY.C, V Massachusetts, 
Commonwealth of. Ip 46832.058 40832 05B 


-8809180255 “Emergency Preparedness/' 

BELLAMY, R R. Region 1, Ofc of the Director 88/05/11. 10pp. 46032 059 46032 068 


8609160168 Partial response to FOIA request for documents Forwards App E 
documents App D & E documents available m POR App E documents being placed at 
LPDR in Plymouth, MA 

GRIMSLEY.D NRC • No Detailed Affiliation Given 88/00/25 JOHNSON.G E Swidler 
& Berlin 4pp 46031 033 46031 247 

-0702190275 Requests review of end info re safety classification of refueling interlocks 
at facility & assistance in resolving matter prior to restart. 

KANE.WF, Region 1, Ofc of the Director B7/01/06 BERNERO.R. Division of Boiling 
Water Reactor (9WR) Licensing (051 125-8704 11). 9pp 46031 246-46831 260 

-8809160196 Expresses appreciation for repts submitted to NRC by Commonwealth of 
MA Dept of Public Health & S Cobb re results of epidemiological studies in communi- 
ties around plant Commonwealth of MA responsible for reviewing concerns 
KANE.WF Region 1. Ot C of the Director 87/09/17 ALEXANDER, L R Massachu- 
setts, Commonwealth of. 2pp 46B31 301-46831 302 

-8809160199 Proposes fisted agenda Hems for 871008 meeting in King of 
Prussia, PA.Includmg status of NRC review of security violations reported by util & alle 
gallons of excessive overtime.por 870930 telcon 

AGNES, P W Massachusetts, Commonwealth of 87/10/01. MILLER, M NRO - No De- 
tailed Affiliation Given lOpp 46831.303-46831 312 


8809140303 Forwards Integrated Assessment Team Insp Rept 50 293/80*21 on 
B BOB 08 24 No fundamental flaws in mat structure.mgt performance.programs or pro- 
gram implementation noted Results will do considered In decision re restart, 

COLLINS, SJ. Region 1, Ofc of the Director 80/09/07 B1RD.R.G Boston Edison Co 
3pp 46043 257-46844 062. 


-0809160201 Summarizes 871000 meeting w/ Commonwealth of MA re concerns & 
status of NRC position on emergency planning.safety enhancements & mgt deficien- 
cies repl ant. Meeting agenda & list of attendees end 

MILLER.M.T Region 1, Ofc of the Director 07/12/04 DEAN.G Massachusetts, Com 
monwealthof 4pp 46831.313-46831 316 


-8809140304 Integrated Assessment Team Insp Rept 50-293/88-21 on 800803- -24 No 
violations noted Major areas inspected degree of readiness of licensee mgt 
con trols,pro grams & personnel to support safe restart & plant operation 
BLOUGH.A.R. Region 1, Ofc of the Director 88/09/07 158pp 46043 260 46044.060 


O, Advisory Committee on Reactor Safeguards reports 4 correspondence 

8609 160085 Partial response to FOIA request for documents re plant, Forwards App C 
documents Documents also available in PDR & LPDR In Plymouth Public Library In 

G^TmsLEY.D NRC - No Detailed Affiliation Given. 88/08/23. JOHNSON.G E, Swidler 
& Berlin. 3pp. 46014-001-46614:026 

-8809160091 Forwards package on FEMA self-initiated review & Interim finding on off- 
site emergency planning at plant. Commonwealth of MA planning found inadequate to 
protect health & safety of public W/o end „ _ 

JGNE^E. ACRS - Advisory Committee on Reactor Safeguards. 87/08/27 MOELLER, D 
ACRS - Advisory Committee on Reactor Safeguards. Ip 46814.004-46014-004. 

-8809160246 Discusses restart of plant, per NRC 670427 confirmation of action Ur or- 
dering continued shutdown until problems identified In SALP reviews resolved EDO 
scheduled to address Commission in Aug 1908 on licensee readiness for restart 
BOEHNERT.P ACRS - Advisory Committee on Reactor Safeguards 08/03/23 ACRS 
- Advisory Committee on Reactor Safeguards. Ip 46814*310-46014-310. 


P, Operating license stage documents & correspondence 


8808120294 Generic Ltr 80-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipment Svc list end. 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 80/00/08 Consolidated 
Edison Co. of New York, Inc. 41pp. 47065 001-47065.006 

8809120091 Final response to FOIA request for documents Forwards documents listed 
In App A, Documents also available in PDR, App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.DH. NRC - No Detailed Affiliation Glvon 88/08/17 CONNOR, L. Doc- 
Search Associates. 5pp 46770:060-46770 GB9, 


“6809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jut-Nov 1905 

AXELRADJA, Enforcement Staff, IE (Pre 070413). 80/12/13. BLAHA,J L Program 
Support & Analysis staff, IE (Pre 070413), 13pp. 46770-21 M6770.223, 


86092Q0140 Forwards TE Murley 080826 ltr to Ohio Citizens for Responsible Energy 
(OCRE) ack receipt of petition filed under 10CFR2 206 of Commlslon regulation & re- 
sponds In negative re all BWRs 

MCDONALD, D.G. Project Directorate 1*3. 88/08/19 BtRD.R G Boston Edison Co, 
2pp. 46965.223-46965-228. 


8809160085 Partial response to FOIA request for documents re plant Forwards App C 
documents. Documents also available in PDR & LPDR In Plymouth Public Library in 

G^?MSLEY,D NRC - No Detailed Affiliation Given. 8B/OB/23 JOHNSON, G.E Swidler 
& Berlin. 3pp 46B14.001-4681 5.086. 

-0702030168 Confirms that final response to 10CFR2.206 petition re restart date for 
plant will be submitted by 870331 ,per discussion Related Info end 
JORDAN, E.L. Dlv of Emergency Preparedness & Engineering Responso,IE(850212- 
870413). 87/01/28 KRIMM.RW Federal Emergency Management Agency, 240pp. 
46914:027-48814-309, 


-0809160102 Summary of 820209 meeting w/utll re current status of util response to 
NRC order.Ust of attendees & description of changes In util organization encl 
CRAIG, J, Enforcement Staff, IE (Pre 870413) 82/02/09. Enforcement Staff, IE (Pre 
670413), 13pp. 46814.005-46814-017. 

“8609160123 Requests submittal of schedule for Installation & testing of containment 
atmospheric dilution sys within 60 days, per Rev 2 to Reg Guide 1 7. 

IPPOLITO.T A. Atomic Energy Commission - Deputy Director for Reactor Projects 78/ 
03/14. ANDOGNINI.aC, Boston Edison Co 2pp. 46814.025 46814,026. 


-88091 602Q5 Forwards Info ro allegation process, OL amend process, NRC policy on 
overtime at plant & generic emergency procedures for containment venting, per 
071008 request W/o stated ends Related Info end 

MILLER, MJ, Region 1, Ole of the Director. 87/11/10. BARRY.C V Massachusetts, 
Commonwealth of. 9pp 46031 317-46831*325 

--6809 160207 Responds to 871112 request for comments on util restart plan for plant & 
on results at plant to date. 

BARRY.C.V. Massachusetts, Commonwealth of 88/01/04 RUSSELL, WT Region 1, 
Ofc Of the Director. 4pp 46031 326 46831-329 

0809060115 Notification of 680031 Licenses Meeting B0-139 in King of Prussia, PA to 
discuss Rosomount transmitter testing 

BLOUGH.AR Region 1, Ofc of the Director. 88/08/30 Region 1, Ofc of the Director. 
2pp, 46708 324-46780 325, 

6609090272 Forwards revised "Power Ascension Program," for NRC review & 
approval Rov adds four periods of normal operation/ observation during power ascen 
slon program for new oporator required training & enhancing operational proficiency 
BIRD.R G. Boston Edison Co. 88/08/31 Document Control Branch (Document Con- 
trol Desk) 2pp 46799 075 46799.117 

•-0009090279 "PilQrim Nucloar Power Station Power Ascension Program/’ 

4 Boston Edison Co 88/08/31. 41pp. 46799 077-46799:117. 

8809140200 Responds to 800629 request for add! info re backup nitrogen supply & 
drywell spray sys portions of safety enhancement program 

BIRD.R G Boston Edison Co. 09/09/07. Document Control Branch (Document Con- 
trol Desk) lOpp 46B36 081-46836,090 

8809190360 Advises that NRC review of power ascension program ended Program pro- 
vides adequate plan which satisfies NRC request for formal restart program & 
schedule, per 660827 update to Confirmatory Action Ltr CAL-86 10. 

MARTIN J.T Region 1, Ofc of the Director. B8/09/07. BIRD.R G Boston Edison Co 
3pp, 46898 359 46B9B-361 

8809140346 Forwards Amend 121 to License DPR-35 & safety evaluation Amend con- 
sists of changes to Tech Specs re surveillance test frequency for ATWS recirculation 
pump trip/alternate rod Insertion instruments. 

MCDONALD.D.G Project Directorate 1-3, 00/09/08, BIRD.R G Boston Edison Co 
5pp. 4683B 131-46030-141. 

-8009 140348 Amend 121 to License DPR -35, revising Tech Specs re surveillance lest 
frequency for ATWS recirculation pump trip/alternate rod Insertion Instruments 
WESSMaN,R.H. Project Directorate 1-3, 88/09/00. 5pp 40838:1 35-4683B-139. 

-8809140349 Safety evaluation supporting Amend 121 to License DPR-35. 

4 Office of Nucloar Reactor Regulation, Director (Post 670411) 88/09/08. 2pp, 
46830:140 46030 141. 

8809140404 Forwards Amend 120 to Llconse DPR-35 & safety evaluation Amend 
changes degraded voltage trip & alarm setpoints. 

MCDONALD, D G Project Directorate 1-3. 86/09/08 BIRD.R G Boston Edison Co 
4pp. 46044:135 46844 147. 

“8809140416 Amend 12Q to License DPR-35, changing degraded voltage trip & alarm 
aelpoints 

WESSMAN.R.H Project Directorate ! 3. &S/09/00 7pp 46B44-139-46844:145. 

--8B09 140424 Safety evaluation supporting Amend 120 to License DPR-35 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 8B/09/08. 2pp 
46044-146-46844:147 


Q, Inspection reports, IE Bulletins & correspondence 

880B260046 Forwards Safety Insp Rept 50-293/8B-25 on 880601-0717 Evaluation of 
9lgnificance,roat cause & corrective actions taken In response to high number of ESF 
actuations requested 

COLLINS.S.J Region 1, Ofc of the Director 88/08/17, B1RD.R.G, Boston Edison Co. 
2pp. 46656-267-46656 278 


“8609160270 Advises of suspension of work on containment atmospheric dilution sys 
described In Amend 35 to FSAR Action taken pending rev to Reg Guide 1.7. 
FELOMANN.M J. Boston Edison Co, 74/06/13 Atomic Energy Commission, Director- 
ate of Licensing Ip 46814,313-46815 086, 


“8008260047 Insp Rept 50-293/08-25 on 8B0601-0717.No violations noted. Major 
areas inspected-plant operations, radiation protection, physical security, plant 
events, maint, surveillance, outage activities & repts to NRC 

BLOUGH.AR. ReQlcn 1, Ofc of the Director. 88/08/15. 20pp. 46656*259 46656.278. 
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88090 102 2 & Forward* most recent NRG outstanding items list per request Documents 
tion of open URC insp findings, including violations & unresolved items will be consid 
ered for review by NRC 

MILLER,M Region 1 P Ofc ol the Director 88/08/17 AGNES, P. Massachusetts, Com 
monwealth of 7pp 46744 120-46744 126. 

8808190195 NRC Info Notice 68-069, "Movable Contact Roger Binding in HFA Relays 
Mfg by GE '* Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/19, 
Consolidated Edison Co of New York, Inc 125pp. 46690 054 46690 178 

8008160451 NRC Info Notice 88 066, "Setpoint Testing of Pressunzer Safety Vatves W/ 
Riled Loop Seals Using Hydraulic Assist Devices 11 Svc fist end 
ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/08/22 
Consolidated Edison Co of New York, fnc 121pp. 46702 211-46709 070. 

8809160085 Partial response to FOIA request fof documents re plant Forwards App C 
documents Documents also available in PDR & LPDR in Plymouth Public Library in 
Plymouth.MA. 

GRIMSLEY.D, NRC - No Detailed Affiliation Given B8/08/23 JOHNSON.G E Swidler 
& Berlin 3pp. 46614 001-46615 086 

-8809160104 Discusses Commonwealth of MA proposal for alternative to Imposition of 
civil penalty in amount of $450,000, 

PARRISH, R. Office of the General Counsel 82/03/02. Office of the Genera! Counsel 
ip 46814 018-46814 018. 

-8809160116 Forwards documents re background info on util violation of 
1OCFH50 44, per request 

CARLSON, RT Enforcement & Investigation Staff. R1 81/07/24. WESSMAN.R. En- 
forcement Br.E-nforcemant & Investigation Staff ,1E (Pro 820201) 6pp 46814 01S- 

nDA i rr 


-B809 160248 Discusses restart of plant, per NRC 870427 confirmation of action Hr or- 
dering continued shutdown until problems Identified in SALP reviews resolved EDO 
scheduled to address Commission In Aug 1988 on licensee readiness for restart 
BQEHNERT,P, ACRS - Advtsory Committee on Reactor Safeguards. 68/03/23 ACRS 
- Advisory Commute o on Reactor Safeguards Ip 46814 310 46014,310 

—B80 9 160254 Requests that further processing of payment of cr/il penalty by util & de 
posit of payment In US Treasury be stayed until deposition of Commonwealth of MA 
petition 

KENNY.P J Massachusetts. Commonwealth of 82/03/19 HAYNES, RC, Region 1, 
Ofc of the Director. Ip. 46814 311 46614 311. y 

“¥il 9 JS2? 6 L? ^her processing of payment ol cml penalty in amount of 

S550.000 by util be stayed until deposition of Commonwealth of MA petition 
KENNY.P.J Massachusetts, Commonwealth of. 82/03/22. DEYOUNG.RC Ofc of In- 
spection & Enforcement, Director (820261 670413). Ip, 46814 312-46814.312. 

8806180368 Suppl t to NRC Into Notice 88-648, ‘’Licensee Rept of Defective Refur- 
bished VaJves 1 Svc list encl 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/08/24 
Consolidated Edison Co of New York, Inc 1 22pp. 46713 21B-46713 219, 

8809020162 Forwards Insp Rept 50-293/68-23 on 880620-30 No violations noted 
S UR 5AEn2S l 5Lk9S Qt the Director, 83/08/25, BIRD.R.G Boston Edison Co. 

2pp 46750 235-46750 251. 

-B8O9O2O103 Insp Rept 60-293/88-23 on 680620 30 No violation* noted. Maior areas 
Inspected licensee corrective actions in response to NRG Info Notices 86-003 & 053 
r 2Jx w torque valves & Raychem heat shrink tubing respectively 
KOSHY.T. Region 1. Ofc of the Director 38/08/23 15pp 46760’ 237-46750 251 

8809160168 Partial response to FOIA request for documents Forwards Add E 
LPD^hWynwulh MA <Jocu * 10 " ls ava ^ hlQ " PDR A PP E documents being placed at 

i aS E &'^, ;<S?^S7B ffi " alion Grvon 38/03/25 J0HNS0N ' G & sw«i« 

- »*«— ol 

DURR.JP. NRC - No Detailed Affiliation Given 88/01/20, WIGGINS JT NRC - Nn 
Detailed Affiliation Given. 7pp 46832.649-46832 055 ' 1 ’ No 

—B809 166173 Advises that end Investigation Rept 50 293/81-37 re matl false state- 
ment Incident scheduled for issuance on 02631 f incident doe* not appear to involve 
2 n part SS nor , *lt? pl 2X e05 Su PPortmg documentation encl, 
HAYNES.RC Region 1, Ofc Of the Director. 82/63 At 6, DEYOUNG RC Ofc of In- 
specUon & Enforcement, Director (820201 870413} CUMMINGSJM Office of n- 
specl or & Auditor 133pp 46831.040 46831 24 7 01 n 

-8809160199 Proposes listed agenda Hems for 871000 meeting In Kino of 
Prussia, PA, incruding status of NRC review ol security violations reported by ghl 
gallons of excessive overtime.per 970930 tefcon • oy um &. eue- 

AGNES.P.W, Massachusetts, Commonwealth of 87/10/01 MILLER M nrc- Wn n* 
tailed Affiliation Given, 10pp. 46831,303-46831.312. H,M NRC - No De- 

-8809160261 Requests right to participate as observer In augmented i«am t™* 
ph^sl” “Sip 9 4 10 dSSl9MtC addl Bssocfat0 t*servats to^slal G Minor In selected 

oHSfe B8/05/27. RUSS£LL,WT. Region 1, 

“^J? 9 !!. 6 ? 268 [ n, °rt ns rtiat Governor Dukakis & Atty General Shannon agree lo abide h v 
"GuWettoes or Accompaniment on Integrated Amassment Team tosp ' ? tubl1o resn 
Mton of encl terns brought to Zoch attention W/o encl. Pl SUDj 10 reso 

88/07/03 RUSS ^L,W.T. Rogion 1, 

“d” 3 °s™ list ervd° 4M7 °' "*»* Va * B Teeta* Pro9ram D0(icten . 

88/08/28 

8808260492 NRC Info Notice 88-071, " Possible Environ Fffnri nf 

saK* of asssss 

SffitSSS & 88/09/01 - 


fl0 £p°r?Ji 3 ,!! eciues J s Com "\ anw ® al ‘ h of MA Observations & conclusions different from 
f1«£,l n5 P ec tors w/respecl to insp so that NRC can take necessary actions meet rog 
ulatory responsibilities Response required by 880906 1 

COLLINS, $J Region 1, Ofc of the Director 88/09/01 BARRY.C.V. Massachusetts 
Commonwealth of, 3pp 46806 200 46B06 202 U8Br3 P 

a8 Valves°’ivc^tenc| N ° liCa 88 ° 72, ’’’"a^ 11901 ® 3 ln Design of DC Motor Operated 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001-46726123 

flails for safety-related relays & Insp results In response to NRC 
BtHfeim 88 003, Inadequate Latch Engagement in HFA Type Latching Relays Mfg by 

“iDeslO^ D00l ' men ' Com, ° l 0,anch (DO"™"' Con 



-8869140304 Integrated Assessment Team Insp Rept 50-293/88-21 on 880606- -24 No 
vKJlationa noted Major areas inspected degree of readiness of licensee rngt 
n?nnrif T S» ra n S & P ers JJ) ne > /o support safe restart & plant operation 
BLOUGH.A R. Region 1, Ofc of the Director 8B/09/07 158pp 46043 260 46844 060. 

~*n?\ Ali2nSmfM S -f 0ncl3 i to 80 ?? 01 ,l tr Commonwealth of MA participation fn integral 
' eam K sp ,5 L fac, !l!y Medlocre scores during last SALP period.couplDd 
^P dd ^P e rt° f r nanc0 ' should be addressed by NRC in decision re restart 

nr Massachusetts. Commonwealth of 80/09/06. COLLINS, S,J, Region 1, 
Ofc Of the Director 2pp 46044 061*46044 062 u ' 

8809260223 Forwards Meeting Rept 50-293/M88-312 on 000031 to discuss NRC con- 
Ros^ounl 1 153 transmitter ringing problems 
2pp?469'j6Tl22 Q ^6 9 56,046 C ° Director 68/09/07 BIRD.RG Boston Edison Co 

5 °- 293/ M88-312 on 000831 Discusses NRC concerns ro 
CHEUNG L 1 ^Nnpq^n w 6 ^ rm S in ^ P ro ^ 0 hi & util approach to resolving Issue, 

46956 O2440956S46 SON|C * ^ 9 0n ’ ° ° ° ,he Dir0C,Of 80/09/06. 23pp, 

a8 BELLAMv 29 cn 88 0^8-20 No violations noted, 

Cor2ppf 46927 026^46927:^3 Director 00/09/00 BIRD.R G Boston Edison 

“ 0 rSS!5u 3 ? 2 Inap , Rep( 50-203/88 29 on 080818-20 No violations or deviations 
i?Lc[ 0a3 ins P GC , t0d mobile radloanalytica! lab to perform Inde 

IeLUM^rTkoYtAMJ X PASCWkIw J 9 Reg£“ 4 ieVS ' 0,C0r,tamlnall0n 
6pp. 46927 028-46927.033 a 


i 1, Ofc of the Director 68/09/07 


? e ^P < i ,ns V <) ^ ( RC Bullmin 68 05 & Swppls 1 & 2. Nonconform. 
W?riamsIfown® Sd by P ^ P n9 Su PP lles ‘ lnc at Folsom, NJ & West Jersey Mfg Co al 

M De R 4; ? B r°p ' 4 n B9lfoo n i .?691 B 2 B 26 9 / 00 ° 0CUmDm C ° n,f01 B,anch < Docu,T,e nl Con 

NRC Info Notice 88-074, "Potentially Inadeountn PortrirmAnm r»f p v’T'Q in 
ROSSI C J E n ^Sr| K ‘inn Ul nf 11 n Op(, ,[ all0 . n F° llo wJnd LOCA " Svo list find 

^BfeVksIsby^Anti-Pump^Cil^ lidend 08 °' ^ QenB ' al ° r ° UtpU ' ClfC,Ji ' 

r? rt S C niw JnH°£!? lon Event8 Assessment (Post 870411) 80/09/10 

Consolidated Edison Co ofNew York, Inc 124pp. 46946.133-46946 252. 

8809230110 Responds to NRC Bulletin 85 003,SuppJ 1 reauestina reexam & ftiwchln 

prosfa - 

®K'a R sk1: D ° 0Ument C ° n " 01 Brfln0h ( Document CO" 

0 8 |y 9 Con skiered ^n' DesVan <,R0 r CGn f pscoveiy of Phenomenon Not Previous 
fine ci 5 n c P esf 9h or Secondary Containment Pressure Control" Svc list end 

S.LI'S ^ K^& m . 8 2 5 A pT«? 4 e n ^ 88/09,,,, ' 

Sil&s^lpMMW^&l 8 ^ 19 D ° Cl,me ' lt Conlral B,anoh (Documenl Con 
R. Periodic operating reports A related correspondence 

"pln^d’awsoloell Slalu8 rept 01 monltored fo'Wtos lor 

ol Iho^rsctor. 6^, °J6693 043-46683 047i° r ’ 88/08/18 WIGGINS - ) ' T ' Re 9'°n «■ Oto 

In,ended ,0 provwo 

01 S enior 4K6kM42V6899 D 0«°'' 88/09/08 WIGGINS ' J ' T - 1. Oh 
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£809260009 Forwards biweekly status repl for 880027-0909 
BLOUGH.AR. Region 1, Ofc of the Director 80/09/20 WIGGINS, J.T Region 1, Ofc 
of the Director 6pp. 46956 259-46956 258, 


S. Reportable occurrences, LERs & related correspondence 

8809160166 Partial response to FOIA request for documonls.Forwards App E 
documents App D & E documents available In PDR App E documents being placed at 
LPDR In Ptymoulh.MA 

GR1MSLEY.D. NRC - No Detailed Affiliation Given 00/06/26 JOHNSON, G E Swidlor 
& Berlin. 4pp 46891 039 46031*247 

"B0O916O189 Transcript of WF Kane testimony before Special Joint Committee on In- 
vestigation & Study of Pilgrim Station re 060412 shutdown & deficiencies 
identified Incomplete repl of committee on plant end. 

KANE.W F Region 1, Ofc of the Director. 87/04/27 37pp. 46631 262-46031 20Q 


T. Hearing transcripts on non-antltrust matters 

8809160168 Partial response to FOJA request for documents Forwards App E 
documents App D & E documents available in PDR App E documents being placed at 
LPDR In Plymouth.MA 

GRIMSLEY.D. NRC - No Detailed Affiliation Given. 80/06/25 JOHNSON.G.E Swidlor 
& Berlin. 4pp 46831 033-46831 247 

-8809160104 Forwards transcript of testimony presented to Special Joint Committee on 
870427. 

KANE.WF Region 1, Ofc of the Director 07/05/01 FORMAN.P.V Massachusetts. 
Commonwealth of Ip 46831,261-46031.261. 

-8809160189 Transcript of WF Kane testimony before Special Joint Committee on In- 
vestigation & Study of Pilgrim Station re 860412 shutdown & deficiencies 
identified Incomplete rept of committee on plant end. 

KANE.W.F. Region 1, Ofc of the Director, 87/04/27 37pp 46831.262 46831 298, 

8809090070 Transcript of ACRS Ad Hoc Subcommittee on Pilgrim Restart 000026 
meeting In Plymouth.MA Pp 1-232.flelaled documentation end 
r ACRS - Advisory Committee on Reactor Safeguards 06/08/26 307pp, 46768,059- 
46769 004. 


U. Congresslonal/Executlve Correspondence 

0808260157 Responds to 880629 Itr expressing concerns re restart of 
facility. Emergency plans In place that Include measures for evacuation of plume expo- 
sure pathway EP2, 

ZECH.L.W. Commissioners. 80/08/18 DWIGHT, G E Scituate, MA 4pp 46669 242* 
46669 264. 

**8BQ 0260 168 Expresses concerns re reopening facility.Evacuatlon plan not in place & 
leukemia study results should be in hand before restart. 

DWiGHT.GE Scituate, MA. 00/06/29. ZECH.L.W Commissioners, Ip 46669.254- 
46669*254. 


V. Operator Examinations 

8809140305 Forwards proposed operator licensing & requaliflcalion exam schedule 
format in response to Generic Ltr 80*13, ‘'Operator Licensing Exams." 

B5RD.R G Boston Edison Co. 80/09/07, Document Control Branch (Documont Con 
trol Desk) 3pp 46837:21 0-46037*220. 


C0O919OO31 Forwards FEMA 88080C Itr & evaluation stating that alert & notification sys 
installed around plant satisfies NUREG 0654 FEMA REP-1 ,Rev 1 & FEMA-43 require- 
ments 

SHAFER, WD. Region 3, Ofc of the Director 08/00/08 REED.C Commonwealth 
Edison Co 2pp 46066 014 46887:122 

8609260196 Procedure Change Request ABB-399 to EPIP 550 5, "Technical Support 
Ctr, Operational Support Ctr & Main Assembly Area Radiological Supplies " 
‘Commonwealth Edison Co 86/09/08 6pp 46950 350-46950 356. 

8609260204 Procedure Change Request A-88-390 to EPIP 550-2, "Environ Emergency 
Kit.GSEP Van & Emergency Operations Facility Radiological Equipment " 
‘Commonwealth Edison Co 88/09/08 6pp 46950 056-46950 061 

0809260130 Forwards functional area /evaluation criteria matrix & compilation of SALP 
atrenths & weaknesses.per recent SALP meeting request Strengths & weaknesses 
listed correspond to statements in rept & not weighted equally 
GREENMAN.E.G Region 3, Ole of the Director 88/09/14 REED.C Commonwealth 
Edison Co 9pp 46956 188-46956 1Q4. 

0009260121 Procodure Change Request A 08-400 to Emergency Plan Implementing 
Procedure EPIP 650*6, "Monthly Radiological Equipment " 

‘ Commonwealth Edison Co 88/09/16. 5pp 46958 138 46956.140. 


P. Operating license stage documents & correspondence 

0808120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment.Svc list end 
MIRAGLIA.FJ Associate Director for Projects (Post 87041 1) 88/08/08 Consolidated 
Edison Co of Now York, Inc 41pp. 47065.001-47065,006 

8B090 10348 Advises that 0BO7O7 Rev 51 to QA Topical Rept CE-1-A satisfies 
1DCFR50,App B requirements & acceptable 

WRIGHT.G C. Region 3, Ofc of the Director. 08/08/16 REED.C, Commonwealth 
Edison Co. 2pp 46742.071-46742,072, 

0808260343 Responds to 880323 request for addl Info re Generic Ur 83-28, Description 
of how program assures that all relevant mall received, properly 
evaluated, Implemented 8 maintained during plant life provided, 

TRZYNA.G.E, Commonwealth Edison Co 00/08/22 Document Control Branch (DQC- 
umant Control Desk). 3pp, 46656.043 46656 045 

8608300209 Forwards DRP Section 1A master activities plans for Aug 1908 to Jan 
1989, Including in sps, security & radiation control 

FORNEY, W,L Region 3, Ofc of the Director. 88/00/22 HAGUE, R L Region 3, Ofc of 
the Director. 1 1 pp. 46690 231 -46B9G 241 , 

8809290065 Forwards Rev 52 to Topical Rept CE-1-A, "Commonwealth Edison Co QA 
Program for Nuclear Generating Stations.'’ Rev made to change PACS part of charts 
& consolidate PACS organization chart to reflect now organization 
MORGAN, W.E Commonwealth Edison Co. 08/09/13, Document Control Branch 
(Document Control Desk) Ip 46999*322-40999 330 

-8810050335 Rev 52 to "Commonwealth Edison Co QA Program for Nuclear Generat- 
ing Stations " 

SHEWSKI.W Commonwealth Edison Co. CE-1-A R52, 88/09/13 12pp 46999 323- 
46699 336. 


Q, Inspection reporta, IE Bulletin* & correspondence 
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F. Security, medical, emergency & fire protection plane 

8008280473 Forwards FEMA analysis of "Z(on Nuclear Power Station Site-Specific Off- 
site Radlofoglcal Emergency Alert & Notification Sys QA Verification," Aloft & notifica- 
tion aya installed around facility satisfies NUREG 0654 requirements 
PETERSON, G,C Federal Emergency Management Agency. 88/00/08 STELLO,V. 
Ofc of the Executive Director for Operations, Ip. 46657.001-46658:101. 


8000310214 Responds to NRC 880624 Itr re violations noted In Insp Repts 60 205/88 
12 & 50-304/08-13 on GB0414 060 3, Corrective actions.temporary procedure rev Im- 
plemented to P/M0Q3-5N to correct setpoint discrepancy. 

BLISS, H.E Commonwealth Edison Co, 08/06/05, DAVIS, A B Region 3, Ofc of the Di- 
rector. 1 5pp. 46727 0 1 0 46727,024 

0808190195 NRC Info Notice 0B 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end 

ROSSI.C.E Division of Operalional Events Assessment (Post 870411) BB/08/19 
Consolidated Edison Co, of New York, Inc. 125pp. 46690 054 46690,178, 


-8800260400 "Zion Nuclear Power Station Site-Specific Offsite Radiological Emergency 
Preparedness Alert & Notification Sys QA Verification,” 

* Federal Emergency Management Agency. 88/06/20. 200pp 46657 002-46658.101 

0008290034 Index to emergency plan Implementing procedures 

* Commonwealth Edison Co 80/08/10, 4pp. 46683*266-46683*269 


0&O83OO2O9 Forwards DRP Section 1A master activities plans for Aug I960 to Jan 
1909, Including fnsps, security & radiation control. 

FORNEY.W.L Region 3, Ofc of the Director. 8B/08/22. HAGUE, R L Region 3. Ofc of 
the Director. 11pp. 46698*231-46698:241. 


6608160451 NRC Info Notice 88*060, "Setpoint Testing of Prossunzer Safety Valves W/ 
Filled Loop Sears Using Hydraulic Assist Devices " Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co, of New York, Inc 121pp 46702*311-46703:070. 

8808300313 Forwards SALP 7 Board Repts 50 295/08-01 & 50-304/88 01 for Dec 
19B6 - May 1988,Ratlng In training & qualification area declined from Category 1 to 
Category 2 classification 

DA VIS, A B Region 3, Ofc of the Director 88/08/23, REED.C Commonwealth Edison 
Co 3pp, 46695,201-46695*329 


8609260219 Procedure Change Request A 08-393 to EPIP 4 40- 1," 'Emergency Commu- 
nications Sys & Operational Tests, 

NYKEIL.A.W. Commonwealth Edison Co. 08/00/24, 18pp. 46956.111-46956.120, 


■6008300317 SALP Repts 60-295/08-01 & 50-304/08-01 for Dec 1966 to May 
1 988 Overall Improvement In performance noted 
* Region 3, Ofc of the Director 88/08/23 46pp 46695*284-46695,329, 


8909120133 Revised Emergency Plan Implementing Procedure EPIP 170 1, "Security 
Director.” 

R1ECK.T.A Commonwealth Edison Co, 88/08/26. 11pp. 46815,342-46815*352 


6809090040 Advises that 880809 Rev 6B to emergency plan consistent w/provfslons of 
1 0CFR50.54(q) & acceptable, 

SHAFER, WD. Region 3, Olo of the Director. 88/08/31. REED.C Commonwealth 
Edison. Co. 2pp. 46806:193-46806:194 


8609260067 Procedure Change Request A-00-383 to EPlp 320-1, "Activation of Gener- 
ating Station Emergency Plan Station Group.” 

* Commonwealth Edison Co. 88/08/31. 10 pp 46956*243*46956:252. 


8S09260212 Rev 1 to Emergency Plan Implementing Procedure EPIP 370-2, "First Aid & 
Decontamination ” 

* Commonwealth Edison Co. 88/08/31, 12pp 46965:206-46665,216 


8008100368 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves, Svc list end 

ROSSI, C E. Division of Operational Events Assessment (Post 870411). 88/08/24. 
Consolidated Edison Co, of New York, Ino, 122pp 46713*218 46713:210, 

8800230112 NRC Info Notice 88 070, “Check Valve Inservice Testing Program Deficien- 
cies,” Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411), 88/08/29. 
Consolidated Edison Co of New York, Inc. 123pp 46713:095 46713*217. 

6008260492 NRC Jnfo Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. 1 ’ Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/01, 
Consolidated Edison Co. of New York, Ino. 121pp. 46712,244-46713.004. 
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8906300018 NRC Info Notice 88 072, "Inadequacies in Design of DC Motor Operated 
Valves " Svc list end 

ROSSf.C E Division of Operational Events Assessment (Post 870411) 8B/09/02 
Consolidated Edison Co, or New York, Inc 12 2pp 46726 001-46726 123, 

B809150223 Responds to NRC Bulletin 88-005 & Suppis 1 & 2 re Piping Supplies.lnc & 
West Jersey Mfg Co malls complying w/ASME Code requirements Itemized list of 
components received end 

MORGAN,W E Commonwealth Edison Co 68/09/08 Document Control Branch 
(Document Control Desk) 31pp. 46057 021 46857,051 

8009160166 Forwards Safety Insp Repts 50-295/88-16 & 50 304/68-16 on 8B0720 
0823 No violations noted 

FORNEY,W.L Region 3, Ofc of the Director 88/09/09 RE£D,C, Commonwealth 
Edison Co 2pp 46895 050 46B95 065 

-6809160169 Insp Repts 50-295/8B-16 & 50-304/86-16 on 880720 0823 No violations 
noted Major areas Inspected operational safety verification & engineered safety fea- 
ture sys waIKdown, surveillance observation & mam! observation 
HINDS, J M„ Region 3, Ofc of the Director, 88/09/09 14pp 46895 052-46895 065 

8009080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LGCA W Svc list end. 

ROSSI .C.E. Division of Operational Events Assessment (Post 8704 1 1). 88/09/14. 
Consolidated Edison Co, of New York, Inc 122pp. 46824 215 46824 336 

8009260130 Forwards functional area/evaluation criteria matrix 4 compilation of SALP 
strenths & weaknesses.per recent SALP meeting request Strengths & weaknesses 
fisted correspond lo statements in re pi & not weighted equally 
GREENMAN.E G, Region 3, Ofc of the Director 86/09/14. REEO,C Commonwealth 
Edison. Co 9pp, 4695o , l86-46955.104, 

8809260172 Advises of genenc inservice testing concerns Identified by NRC as result of 
insp on 880622-26 Addl listed Info re Pumps & valves requested, 

GREENMAN.E G. Region 3, Ofc of the Director. 88/09/15, REED.C Commonwealth 
Edison Co 4pp 46956 055-46956 058 

8809120197 NRC fnfo Notice 08-075, “Disabling of Diese! Generator Output Circuit 
Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 88/09/16, 
Consolidated Edison Co of New York, Inc 124pp. 46946.133 46946,25 2. 

8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
Considered in Design of Secondary Containment Pressure Control." Svc list end, 
OSSI,CE. Division, of Operational Events Assessment (Post S70411), 8B/09/19, 
Consolidated Edison Co, of New York, Inc, 125pp 46946 253 46947 013, 


R. Periodic operating reports & related correspondence 

8808310003 "Effluent & Waste Disposal Semiannual Rept for Jan-June 1988" W/ 
800818 Ilf. 

PLIML.G J Commonwealth Edison Co 88/06/30. 23pp 46782,097-46762 119 

8808300049 Forwards errala data re radioactive efffuenl rept for Jan-Dec 1967 fo/ plant 
PUML,G J Commonwealth Edison Co 88/08/18 Document Control Branch {Oocu 
ment Control Desk) Ip 46693 18M6693 193- 

-80083 OOOB2 Errata to "Effluent & Waste Disposal Semiannual Rept for 1987 " 

* Commonwealth Edison Co- 87/12/31. 12pp 46693.182-46893 193 

6809140069 Monthly operating repts for Aug 1988 for Zfon Generating Station W/ 
880907 Itr. 

AUSTIN, G, PLIML.GJ Commonwealth Edison Co, 86/08/31. I2pp 46841 200 
46841.211 


S. Re portable occurrences, LERs & rotated correspondence 

8B090100D8 Summary ot Operating Reactors Events Meeting 88-34 on 880823, 
JAUDONJP. Events Assessment Branch B8/08/23. RQ5Sf.CE. Division of Oper- 
ational Events Assessment (Post 870411) 15pp 46722 34046722 354 

8808310159 LER 68 01 6-00 on B80726, samples used for quantification of containment 
vent violated Table 4 12-1 Caused by lack of communications between 
chemists Chemistry group meeting herd re correct samples in preparing vent forms V// 
08OB19 Itr. 

MfEDLAR.K., PUML,GJ. Commonwealth Edison Co 68/08/25. 5pp. 46726 344- 
46726*348 
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F. Security, medical, emergency A fire protection plans 

8808280292 Revised emergency plan implementing procedures, Including Rev 1 to EPIP- 
14, "Radiological Control Procedures” A Hev 1 to EPIP-17, "Emergency Equipment & 
Supplies" 

MARKS, BK Tennessee Valley Authority 88/08/03 41pp, 4665B-142-46656 , 182 


8809 230104 Ack receipt of scenario & submittal of scope & objectives for plant emer- 
gency exercise scheduled on 880921-22 

MCCOY.FR Ofc of Special Projects 88/09/12 WHITE.S.A. Tennessee Valley Aih 
thority 2pp, 46944 360 46944,361, 

6809160322 Forwards SER supporting util 880429 Ur describing reorganized fire brigade 
at plant 

BLACK.S Ofc of Special Projects 68/09/13 WHITE.S.A. Tennessee Valfey Aulhorvtv 
Ip 46865014-48885 017 7 

-8809160324 Safety evaluation supporting util 080429 description of reorganized fire 
brigade 

* Ofc of Special Projects 88/09/13 3pp 46865 015-46865 017 

8809200231 Immediate temporary change to Rev 1 to Emergency Plan Implementing 
Procedure EPtP-14, "Radiological Control Procedure " W/880914 Itr 
GRIDLEY.R Tennessee Valley Authority 88/09/14. 1 1pp 46899 349-46899 360 


H. Genera! correspondence 


8800300038 Informs that RA Pedde & CC Mason esvgnad addl responsibilities as silo 
directors of facilities to replace JP Darling & HP Pomrehn 

WHITE.SA Tennessee Valley Authority. 88/08/19 PARTLOW.JG, Ofc of Special 
Projects 4pp. 46698 292-46698.294 


L Financial Information 


8809150108 Forwards financial Info for FY ended Sept 1987 1 per10CFR140 Util select- 
ed alternative five to meet guarantee requirements ol retrospective premium sys 
GRIDLEY.RL Tennessee Valley Authority, 8B/09/09. Document Control Branch 
(Document Control Desk) 5Qpp 46B64 , 036 46864.090 


K. Utility Final Safely Analysis Report (FSAR) & amends 

6809220232 Forwards pages inadvertently omitted from Amend 6 to updated FSAR for 
Browns Ferry Nuclear Plant. 

GRIDLEY.R Tennessee Valley Authority, 88/09/19 Document Control Branch (Docu 
me nl Control Desk) 3pp 46930.026 46930.033. 

-8809220233 Pages inadvertently omitted from Amend 6 lo updated FSAR for Brawns 
Ferry Nuclear Plant 

* Tennessee Valley Authority. 88/09/19 5pp. 46930.029-46930.033 


P. Operating license stage documents & correspondence 

8808120294 Generic Ltr 88-14 to all holders of OLs or CPs (or nuclear power reactors 
re Instrument air supply sys problems affecting safety related equIpment.Svc lisl oncl 
MIRAGUA.F.J Associate Director for Projects (Post 870411). 88/08/00 Consolidated 
Edison Co. or New York, Inc 41pp 47065.001-47065.006 

8899080234 Partial response to FOIA request for documents Forwards App B 
documents App A documents maintained in PDR Records also available under haled 
FOfAs 

GRIMSLEY.D, Division of Rules & Records (070413 860514). 88/08/10 

UNNERSTALL.K, Newman & Holtzlnger, 6pp 46769 054-46769.059, 

-9104300429 Summarizes results ol NRC discussions of 801224 & 29 memos ra selec- 
tion of severity levels Concurs w/proposed selection In Carnbean Gulf xofinlng 
case Disagrees w/downgradfng of security level In Browns Ferry security case. 
THOMPSONS. Directors Ofc, Enforcement & Investigation Staff, IE (Pre 820201) 
81/01/12 O’REILLY, JP Hag Ion 2, Ofc of I he Director. Ip 46769,060-46769,060. 

8808290125 Forwards welding project employee concern evaluation repts, including Rev 
0 to WP-01 -B FN,WP-02-BFN,WP-03 BFN,WP-04-BFN. WP-06-BFN,WP-07-BFN.WP- 
I^N.WP-lS-BFN.WP-te-BFN.WP 24-8FN, WP-25-BFN.WP-32-BFN & WP-35 BFW 
GRIDLEY.R Tennessee Valley Authority 68/08/22. Document Conlrol Branch (Docu- 
ment Control Desk). 3pp 4 6 6 81.076-46681 219. 

-8808290132 Rev 0 to Welding Project Employee Concern Evaluation Rept WP01- 
BFN, Control of Welding Filler Mall at Browns Ferry Nuclear Plant ” 

SHEVLIN.E, ROSE.JE. LEWIS, J. Tennessee Valley Authority WP-01-BFN R00 07/ 
04/01. 18pp 46681 079 466S1 094. 

~B89&29013 7 Rev 0 to Welding Project Employee Concern Evaluation Rept WP 02- 
Insp of Welds Through Carbo-Zfnc Primer at Browns Ferry Nuclear Planl ” 
SHEVLIN.E, ROSE.J.E, LEWIS.J, Tennessee Valley Authonty, WP-02-BFN R00 07/ 
04/04. 12pp 46681 095-4668V1 06 

“ S 0??.*? 0139 Rav 0 to Welding Project Employee Concern Evaluation Rept WP 03- 
BFN, 'Welder Qualification & Continuity at Browns Ferry Nuclear Plant.” 

SHEVLIN.E., FOSE.J.E,, LEWIS.J, Tennessee Valfey Authority. WP-03 BFN R00 87/ 
04/17, 14pp 4660 1.1 07-466 0-1M 20. 7 


8808300270 Ack receipt of 880630 Itr transmitting Rev 9 to physical security plan Rev 
contains Issues w/policy Implications re existing bulfat resisting barriers & require- 
ments of 10CFR73.5 5(e)(0) & 73 2(s).Rev withheld {ref 10CFR73.21) 

MCCOY.F.R Ofc of Special Projects. B8/08/19. WHITE, S A Tennessee Valley Au- 
thority 2pp 4 66 ‘97* 109-46697,1 10. 

0809080072 Forwards Rav 10 to physical eecurity/contingency plan Rev withheld (ref 
10CFR73 21). 

GRIDLEY.RL Tennessee Valley Authority 8B/QB/31 Document Control Branch 
(Document Control Desk) 2pp 46798 033-46798,034. 

680*130313 Rev 3 to Emergency Pfan Implementing Procedure EPIP-10, “Medical 
Emergency Procedure," W/8&09G2 ltr. 

GRIDLEY.R Tennessee Valley Authority 68/09/02 25pp. 46B34.004-46834'028. 


-80OB29O14O Rev 0 to Welding Project Employee Concern Evaluation Repl WP-04- 
BFN, "insp Tools, Browns Ferry Nuclear Plan! " 

PATE 8 W„ ROSE.J E , LEWIS, J. Tennessee Valley Authority WP-04-BFN R00 07/ 
05/11. 7pp. 46681:121-46061.127. 7 

290143 Rev’O to Welding Project Employee Concern Evaluallon Rept WP06- 
t™- ^PeclorTralnlng & Certification at Browns Feny Nuclear Plant,” 

SHEVLIN E , ROSE.J.E,, LEWIS.J. Tennessee Valley Authority WP-06-BFN R00 87/ 
05/21, 14pp. 46681:128-46681,141 
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-8008290147 Rev 0 lo Welding Project Employee Concern Evaluation Rept WP-11- 
BFN, "Surface Grinding of Welds al Browns Ferry Nuclear Plant " 

PATE.BW, ROSE.J E., LEWIS.J Tennessee Valley Authority WP-11-BFN ROO. 87/ 
Q4/04.9pp 46681,151-46681 159 

-0868290148 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-13- 
BFN, "Welding Equipment” 

PATE.BW., ROSE.XE,, LEWIS.J Tennessee Valley Authority WP-13-BFN R00. 87/ 
04/06. 6pp 46681 160-46681 165 

-8008290149 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-16- 
BFN, "Slructurat Steel Prewelo Insps at Browns Ferry Nuclear Plant " 

PATE.BW., ROSE.J.E,, LEWIS.J Tennessee Valley Authority WP-16-BFN R00 07/ 
00/18 12pp. 46681 166 46601 177. 

-0808290153 Rev O to Welding Project Employee Concern Evaluation Rept WP-24- 
BFN, "Welder Qualification at Browns Ferry Nucloar Plant.” 

PATE.B W„ ROSE.J E , LEWIS.J. Tennessee Valley Authority WP-24-BFN ROO 87/ 
04/16 0pp 46681-178 46601,185 

“8008290154 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-25- 
BFN, "Weld Repairs Not Meeting ASME Code Requirements at Browns Ferry Nuclear 
Pterrf " 

SHEVLIN.E, ROSE.J E., LEWIS.J Tennessee Valley Authority WP-25-8FN ROO 87/ 
05/07. Bpp 46681.186-46681 193 

“8808290156 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-32- 
BFN, "Adequacy of Structural Support Welds at Browns Ferry Nuclear Plant " 
SHEVLIN.E., ROSE.J E. LEWIS.J, Tennessee Valley Authority. WP-32-BFN ROO, 87/ 
07/18. 12pp 46081.194-46081 205. 

-8800290168 Rev 0 to Welding Project Employee Concern Evaluation Rept WP-35* 
BFN. "Weld Insp Procedures at Browns Ferry Nuclear Plant/' 

SHEVLIN.E, ROSE.J E , LEWIS.J. Tennessee Valley Authority. WP-35-BFN ROO. 87/ 
04/20 14pp. 4668V206-46681 219. 

8808290133 Advises that revised process for review of correspondence to NRG has re* 
duced util requests re extension of response time 

GRIDLEY.R Tennessee Valley Authority 08/08/23 Document Control Branch (Docu- 
ment Control Desk) 2pp. 46677 , 267-46677 268 

8809010101 Responds lo Inquiry by NRC re radiograph Indications found In Wetd 
Number DSRHR-2-5A,per 880511 meeting Weld DSRHR-2-5A found lo bo acceptable 
for continued operation w/o repair because of nature of Indications. Related info end, 
GRIDLEY.R Tennessee Valley Authority 88/08/25 Document Control Branch (Docu- 
ment Control Desk) 6pp 40743.321-46743,326 

8609020104 Forwards revised Request for Relief H-12,add!ng Valve 85-589 to ASME 
Class 2 pressure test boundary & clarification of request, per 080629 telcon.Addlllon of 
N RC-suggested valve would not Increase safety margin 

GRIDLEY.R. Tennessee Valley Authority 88/08/25. Document Control Branch (Docu- 
ment Control Desk). 5pp, 46745.21 1-46746 215. 

9809140253 Corrected notice of consideration of Issuance of amends to Licenses DPR- 
33.DPR-52 & OPR-68 & proposed NSHC determination & opportunity tor hearing on 
880817 request re control room emergency ventilation sys 
BLACK.SC. Ofc Of Special Projects 80/00/25, 0pp, 46044,322-46844.329 

8809070231 Responds to NRC B80522 request to verity data contained In safety Issues 
mot sys (SIMS) for pfanl.SIMS data for units end 

GRIDLEY.R, Tennessee Valley Authority 80/09/02. Document Control Branch (Docu- 
ment Control Desk) 20pp 46784.151-46784.179 

8009160215 Forwards Amends 154,160 & 125 to Licenses DPR-33.DPR 52 & DPR* 
6B,fespectively & safety evaluation Amends modify Tech Spec 3.4 re standby liquid 
control sys, allowing use of enriched sodium pentaborale 

8LACK.S. Ofc of Special Projects, 85/09/02, WHITE, S.A, Tennessee Valley Authority, 
3pp 46005:165-46885.199. 

“8809180218 Amends 154,150 & 126 to Licenses DPR-33.DPR-62 & DPR 60, 
respectively, modi lying Tech Spec 3 4 to allow use of enriched sodium pentaborale In 
standby liquid control sys, 

BLACK.S. Ofc of Special Projects 88/09/02. 27pp. 46886:168-46805*194 

“8809160219 Safety evaluation supporting Amends 164,160 & 125 lo Licenses DPR- 
33 > DPR*52 & DPR-68, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 80/09/02. 5pp. 
46885 195-48885:199. 

0009 2 20037 Forwards rept of NRC Investigation re harrassment & intimidation of author- 
ised nuclear Inspectors, Investigation revealed that four authorized operators were 
either coerced, pressured.harossed or Intimidated by mat W/o end. 

PART LOW, J G Ofc of Special Projects. 08/09/09. DOBEL.H.F, Hartford Steam Boiler 
Inspection & Insurance Co. Ip 46920.164-46928,164, 

0009 220006 Forwards rept of NRC Investigation re harrassment & Intimidation of author- 
ized nuclear Inspectors Investigation revealed that four authorized operators were 
etther coerced, pressured.harossed or threatened by mgt.W/o end. 

GRIMES, BK, Division of Reactor Inspection & Safeguards (Post 870411). 88/09/09 
MIKESELL.W.R. American Society of Mechanical Engineers 2pp, 48928:158- 
46920.159 


8809220224 Provides add I info on human factors program & hardware isolation features 
associated w/SPDS Availability of Info directly dependent on Implementation schedule 
of SPDS 

GRIDLEY.R. Tennessee Valley Authority. 88/09/19 Document Control Branch (Docu 
menl Control Desk) 3pp 46920 349-46920 351 

8809220332 Responds to 800030 Itr re addl regulations for facilities having landfill dis 
posal permits Wastes not specified by permit handled In accordance w/encl proce 
dure & managed as hazardous waste W/o end 

SCHIERBACH.M Tennessee Valley Authority 08/09/19 HONEYCUTTJ Alabama, 
State of 2pp 46927,013-46927 014 

6809020257 Forwards PRA summary repl.providlng addl info to support conclusion that 
piant not outlier re severe accident characteristics when compared to plants of similar 
type & vintage 

GRIDLEY.R. Tennessee Valley Authonty. 88/08/25. Document Control Branch (Docu- 
ment Control Desk) 44pp 46744 314-46744 357 


Q. Inspection reports, IE Bulletins & correspondence 


8809090098 Partial response to FOIA request for memos re selection of seventy levels 
for various violations al nuclear plants Forwards documents listed In App 
C Documents also available In PDR 

GRIMSLEY.D H NRC - No Detailed Affiliation Given 88/08/17 UNNERSTALL.K 
Newman & Holt 2 tnger 2pp 46766-272-46766 274, 


--86O9O9O2O0 Agrees w/rogional analysis & conclusion that no civil penally be Issued to 
util for violations involving excess whole body dose Draft forwarding Itr, Insp rept & 
notice of violation end 

THOMPSON.D, Enforcement & Investigation Staff, R1, 81/00/14. CARLSON.R, 
Region 1, Ofo of the Director (810301-620201) GAGLIARDO.J Region 3, Ole of the 
Director (B10301 820201) JOHNSON, A Region 4, Ofc of the Director (810301- 
020201 ). 6 pp. 46796 289 46766 294 . 


“8009090213 Forwards draft documentation re Severity Level III viotation.No civil penal- 
ly will be assessed since util taking steps to onsure proper do 9 P limits assigned to 
workors uncter qqo of IS ^ 

O'REILLY.J.P, Region ‘ 2, Ofc of the Director (010301-820201) 81/00/05. 

THOMPSON.D, Enforcement & Investigation Staff, R1, 6pp. 40766*295-40766*300 


6806190195 NRC tnfo Notice 08-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE" Svo list end. 

ROSSI, C,E, Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co. of New York, Inc. 125pp. 46690.054-46690.170, 


6808160451 NRC Info Notice 88 060, "Setpoint Testing of Pressurlzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices," Svc list end 
ROSS1.C.E. Division of Operational Events Assessment Poet 870411) 88/00/22. 
Consolidated Edison Co. of New York, Ino 121pp 46702 311 46703.070, 


8806290125 Forwards welding project employee concern evaluation repts, including Rev 
0 to WP-01-BFN,WP-02-BFN,WP-03 BFN.WP-04-BFN. W P-06- BFN, WP-07-BFN.WP- 
1 1 -BFN.WP-1 3-BFN.WP-1 6-BFN.WP-24 BFN. WP-25-BFN,WP-32-BFN 0 WP-35 BFN, 
GRIDLEY.R. Tennessee Valley Aulhority. CB/00/22, Document Control Branch (Docu- 
ment Control Desk) 3pp. 46681 070-48601*219. 


“8808290137 Rov 0 lo Welding Project Employee Concern Evaluation Rept WP-02- 
BFN, "Insp of Welds Through Carbo-Zmc Primer at Browns Ferry Nuclear PJant M 
SHEVLIN.E. Tennessee Valley Aulhority WP-02-BFN ROO. 07/04/04, 12pp, 
46601:095 46681.106. 


“6603260140 Tlev O ta Welding Project Employee Concern Evaluation Rapt WP 04- 
BFN, "Insp Toola.Browns Ferry Nuclear Plant " 

PATE.B.W. Tennessee Valley Authority. WP-04 BFN ROO 07/05/11 7pp. 46001.121- 
46661.127. 


“8608290143 Rev 0 to Welding Project Employee Concern Evaluation Rept WP06- 
BFN. "Inspector Training & Certification at Browns Ferry Nuclear Plant." 

SHEVLIN.E. Tennessee Valley Authonty WP-06-BFN ROO 87/05/21 14pp 
46681:123-46681:141, 


•8800290168 Rev 0 to Wefdmg Project Employee Concern Evaluation Rept WP-35- 
BFN. "Weld Insp Procedures at Browns Ferry Nuclear Plant " 

SHEVLIN.E. Tennessee Valley Aulhority WP-35 BFN ROO. 87/04/20. 14pp. 
46681,206-46681:219. 


8609070280 Forwards Exam Rapt 50*259 /OL-88 01 administered on 880323 & 800502- 
12 & util comments re written exams, 

JLTLIAN.C A, Region 2, Ore of the Director. 88/08/23. WHITE, S A Tennessee Valley 
Authority. 2pp 46782,157-46703.046, 

“8609070203 Exam Rept 50-259/OL-86-01 on 8B0323 & 0502-1 2. Exam results, nine 
reactor operator & seven senior reactor operators passed exams, 

ARILDSEN.J.A. Region 2, Ofc of the Director 00/00/23 200pp 48702.169- 
46702,354. 


880-9210060 Responds to 080810 request for addl Info re automatic depressurization 
sys actuation mod W/17 oversize drawing change authorizations 
GRIDLEY.R. Tennessee Valley Authority. 88/09/ 12, Document Control Branch (Docu- 
ment Control Desk). 55pp. 46918-31 1-48918-349, 

8809210009 Documents TVA understanding of agreements reached during 880811 
meeting w/NRC & 880831 tetcon re control room habitability List of commitments 
end. 

GRIDLEY.R. Tennessee Valley Authority. 88/09/15. Document Control Branch (Docu- 
ment Control Desk). 4pp 46920,201-46920,284, 

6809210174 Notifies that use of sodium nitrite as corrosion Inhibitor Identified at 
plant Ongoing main! identifies possibility that leaks In air conditioning sys will allow dis- 
charge of sodium nitrite at low levels Leaks will be monitored. 

SCHMIERBACH.M, Tennessee Valley Authority. 80/09/15 HORN.C,, PIZNARJ.G 
Alabama, stale of. 2pp, 46920.240-46920.249 


“0609140021 Forwards comments on written exams administered on 880323, providing 
assistance to NRC examiners in establishing appropriateness of exam questions 
POMREHN.H.P. Tennessee Valley Authority. 80/03/30, BROCKMAN, K. Region 2. Ofc 
of the Director, 62pp 46782-355-46783 046 

8809180368 Suppl 1 to NRC info Notice 08 048, "Licensee Rept of Defective Refur- 
bished Valves “ Svc list encf, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/09/24, 
Consolidated Edison Co, of New York, Ino. 122pp, 46713:218 46713:219, 

8809010295 Responds to NRC Bulletin 00 005, "Nonconformance Malls Supplied by 
Piping Supplies, Inc & West Jersey Mgl Co " Plan developed to systematically locate 
installed Piping Supplies & West Jersey mails, 

GRIDLEY.R. Tennessee Valley Authority. 88/08/25 Document Control Branch (Docu- 
ment Control Desk). 4pp 46740-1 6B 46740:171, 
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0008230112 NRC Info Notice 86 070, “Check Valve (n service Testing Program Deficien- 
cies ’’ Svc Ust end 

ROSSI, CE. Division of Operational Events Assessment (Post 870-411). 68/08/28 
Consolidated Edison Co of Naw York, Inc 123pp> 46713 095 46713,217 

8009060224 Forwards Into re Byrcn-Jackson Co recirculation pump shaft & cover 
cracking, per 680629 request re is lie I requests for inservice insp program No maint 
action should be required before Unit 2 startup 

GRIQLEY,R Tennessee Val Bey A uthonty 88/08/29 Document Control Branch (Docu 
ment Control Desk) 1 5pp 4675 B 224-46758 236 

8809120149 Forwards Insp Repts 50-259/88-19,50 260/80-1 9 & 50-296/88 19 on 
&B-0Q2D-24 Ho violations or donations noted 

MCCOY, fA Ofc oi Special Projects MCCOY, F fl. Region 2, Qfc of the Director 80/ 
08/29 WHITE.S A Tennessee Valley Authority, 2pp 46826 051-46626,060, 

-6009120151 Insp Repts 50 259/06-19,50-260/88 19 & 50 200/80-19 on 800620 
24 No violations or deviations noted Major areas inspected Mark 1 containment tong 
term program mod, IE: Bulletins 79 02 & 79-14, 

CKOU.R.C , CARRIQRJLP , BLAKE.J J Region 2, Ofc of the Director 68 / 08/22 8pp 
46026 053 46826.060. 

8009070456 Forwards safety evaluation accepting util response to IE Bulletin 87-001, 
"Thinning of Pipe Walls in Nuclear Power Plants/’ 

BLACK, S Ofc of Special Projects 03/08/31 WHITE, S, A Tennessee Valley Authority. 
2pp 46786 333-46706 340, 

-8809070459 Safety evaluation accepting util response to IE Bu|Mn 87-001, "Thinning 
of Pr po Walls in Nuclear Power Plants." licensee Insp & surveillance program also 
acceptable 

» Ofc of Special Projects Bfl/Oa/31 6pp 46786 335-46706 340, 

0000260492 NRC Info Notice 86-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuted to 
That Event,’ Svc list end, 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/09/01, 
Consolidated Edison Cq. c I New York, Inc 1 21 pp 4$7 1 2 244-46713 604 

8B98300018 NRC Info Notice 08 072, 'Inadequacies in Design of DC Motor-Operated 
Valves." Svc list end 

ROSSLCE. DnflSfon of Operational Events Assessment (Rost 870411) 86/09/02, 
Consolidated Edison Co, of New York, Inc 122pp. 46726 001-46726 123 

8809120225 Ack receipt of 800706 IV denying violations noted irr Insp Repls 50 259/68- 
tO,50-260/8B'10 ■& 50 296/88-10 Based on Info provided In respons etiolation s wilt be 
deleted from record Disagrees w/ulil statement on Page 2 ol end to response 
RICHARDSON, S D, OJc ol Special Projects 88/09/06 WHITES A Tennessee Valley 
Authority 2pp. 48825’047 46625 048 

8809190131 Forwards list of TVA suppliers for fasteners over last 10 yrs.in response to 
NRC Bulletin 87-002, Suppfs 1 42 

GRIDLEY.R L, Tennessee Valley Authority 88/09/12 Document Control Branch 
(Document Control Desk), IBOpp 46696*336-46097.155 

B8O920OO35 Forwards Insp Repts 50 259/88 16,60-260/08 16 & 60-296/08-16 on 
8B0501 0611 & notice of violation. 

MCCQY.F.R Ofc ol Special Projects 00/09/12. WHITENS A, Tennessee Valley Au- 
thority, 2pp 46957 301-46957 325 

-6009260038 Notice of violation from Insp on 690501-0611. Violation noted three fire bri- 
gade members who entered drywell for fira fighting operations not qualified & O-lisl 
equipment data package (Sya 1) not hi compliance w/nuclear QA manual 
MCCOY, F,R Ofc Of Special Projects 86/09/12. 3pp. 46957 303-46957:305. 

-8009260043 Insp Repts 50-259/80-16,50 260/88-16 & 50-296/68-16 On 880501- 
QQ11 .Violations noted, Major areas Inspected, operational aafety.mafnl 
observation, surveillance testing observatloivestart teat program & Q-lfsl concerns 
PAULK.G L, LITTLE, W S Region 2 f Ofc of the Director. 00/09/09. 20pp 46957:306- 
46957:325 

8809000339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS in 
pWRs During Recirculation Operation Following LOCA”Svo list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824 215 46824 336, 

0809260260 Forwards fnsp Repta 50-259/86-23,60-260/00-23 & 50-296/88-23 on 
880001-05 No violations or deviations noted 

MCCOY.FR, Region 2, Ofc of the Director, 80/09/14. WHITENS A Tennessee Valley 
Authority ?pp 46965-229-46905:245 7 

-8809260272 Insp Repts 50-259/86*23.60-260/08-23 $ 50-296/80-23 on 880001- 
OS No violations or deviations, noted Major areas Inspected organization 4 mgt con- 
trols In radiation protection & radwaate a control of radioactive mails, 
GLOERSON.W.B. CCLUNSJ.R , HOSEY.C.M Region 2, Ofc of the Director 80/09/ 
02, 1 5pp, A 698 5, 2 3 1 -40 965 24 5 

8009120197 NRC Info Notice 80-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry 11 Svc list encf, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/09/16, 
Consolidated Edison Co, of New York, Inc 124pp. 46946.133-46946,252, 

8909130350 NRC Tnfo Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control/' Svc list end, 
ROSSIjC.E Division ol Operational Events Assessment (Post 870411), 88/09/19, 
Consolidated Edison Co. of New York, Inc. 125pp. 46940*253-46947,013 


R. periodic operating reports & related correspondence 


8008290306 Forwards monthly operating repts lor Jul 1988 for Browns Ferry Nuclear 
Plant A revised repts for Sept 1986 - Mar 1908 

CAMPBELL.GG, Tennessee Valley Authonty, 80/08/16 Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp 46685:047-46685.194. 


-8008290312 Monthly operating repts for Jul 1866 for Browns Feny Nuclear pfant 
CAMPBELL.G.G., CRAWFORD.JD, Tennessee Valley Authority, 68/07/31. 04pp, 
46605.049 46685.184, 


-0008290315 Revised monthly operating repts (or Apr 1989 for Browns Ferry Nutfcar 
Plant 

4 Tennessee Valley Au l hority, 00/04/30 Ip 46685 133-46885 133 

-0808290317 Revised monthly operating repts for June 1988 for Browns Ferry Nuclear 
Plant 

* Tennessee Valfey Authority 88/06/30. 2pp. 46605 134 46685 135, 

-0808290318 Revised monthly operating repts for Sept 1986 for Browns Ferry Nuclear 
Plant 

RATLIFF.SA, CREAMER, K.L Tennessee Valley Authority. 03/09/30 3pp 

466S5'1 36-46685 138. 

—8000290322 Revised monthly operating repts for Oct 1986 for Browns Ferry Nuclear 
Plant 

RATLIFF.SA, CREAMER, K.L Tennessee Valley Authority. 86/10/31 3pp 

46085,139 46685-141. 

-8008290325 Revised monthly operating repts for Nov 1986 for Browns Ferry Nucloai 
Pfant, 

RATUFF.S A Tennessee Valley Authority. 86/11/30 3pp. 46685 142-46605:144 

-8806290329 Revised monthly operating repts for Dec 1986 for Browns Ferry Nuclear 
Plant. 

RATLIFF.SA, CREAMER, KL. Tennessee Valley Authority 80/12/31, 4pc 
46965 145 46686.140 

-0808290330 Revised monthly operating repts for Jan 1987 for Browns Ferry Nuclear 

RATLIFF.SA, CREAMER.K L. Tennessee Valley Authority 07/01/31, 3pp 

46685,149 46085*151. 

-0806290331 Revised monthly operating repts for Feb 1907 for Browns Ferry Nuclear 

RATUFF.S, A , CREAMER.K L, Tennessee Valley Authority 07/02/20, 3pp 

46685,152 46685*154, 

-8808290332 Revised monthly operating repts for Mar 1987 for Browns Ferry Nuclear 
Plant 

RATLIFF.SA, CRAWFORD, J.D Tennessee Valley Authority, 87/03/31, 3pp 

46685155 46605:157, 

-0008290334 Revised monthly operating repts for Apr 1987 for Browns Forry Nuclear 
Plant. 

RATLIFF.SA,, CRAWFORD.J-D Tennessee Valley Authority 87/04/30, 3pp 

46605,158 46085.160 

-8808290335 Revised monthly operating repta for May 1987 for Browns Ferry Nuclear 
Plant , 

RATLIFF.SA, CRAWFORD.J.D Tennessee Valley Authority 87/05/31. 3pp 

46685,161-46605,103 

--*806290336 Revised monthly operating repts lor June 1907 for Browns Forry Nuclear 

RATUFF.S A , CRAWFORD, J.D, Tennessee Valley Authority. 87/06/30 3pp 

46685:164 46605*166. 

-8000290337 Revised monthly operating repts for Jul 1987 for Browns Ferry Nuclear 
Plant 

RATLIFF.SA,, CRAWFORD.JD. Tennessee Valley Authority. 87/07/31. 3|)p 

466&5.l87-486&5*m 

~ 8 pian 1 90338 Revised monthly operating repts for Aug 1987 for Browns Forry Nucloar 

CRAWFORD, J.D Tennessee Valley Authority 87/08/31, 3pp 

46685 170 46685:172 

-8808290339 Revised monthly operating repts for Sept 1987 for Browns Ferry Nucloar 
Plan! 

RATLIFF,S A , CRAWFORD, J D Tennessee Valley Authority, 87/09/30 3pp 

46685,1 73-46665:1 75, 

“ a p fl 0S290340 Revised monthly operating repts for Oct 1687 for Browns Forry Nuclear 

^L o PF A n WF0RD ' J D * Tennessee Valley Authority 07/10/31 3pp 

4Qo85'176 46605:178 

~°Plant W343 Revfsed month, y operating repts for Nov 1987 for Browns Forry Nucloar 
4&^5-^7'9 40685- ^81^ Tennessee Valfey Authority. 07/11/30 3pp 

-8800290346 Revised monthly operating repis for Dec 1987 for Browns Ferry Nuclei!/ 
Plant 

4668 L 5M8 v | 4688M^5 WFC>FIO ' J ' D ‘ Tenn08see Va1,0 y Authority. 07/12/31. 4pp. 

”^0290347 Revised monthly operating repts for Jan 1908 for Browns Ferry Nuclear 

Ai<»P R ^ F0RD|,J D Tennoss * e Valley Authority 88/01/31. 3pp. 

48085*186 46685;180, 

-8608290349 Revised monthly operating repts for Feb 1988 for Browns Ferry Nuclear 

RATUFF.S. A CRAWFORD, J.D. Tennessee Valley Authority, 88/02/29, 3pp 

46606*189 46685:191. 

-6000290350 Revised monthly operating repts for Mar 1988 for 8rowns Ferry Nucloar 
riant 

4^5 F 192>4660^?94 WFORD ' J,D ‘ T€>nne88e * Va,,e * Authority, 88/03/31. 3pp 


Tennessee Valley Authority. 88/08/ 
I Desk) 2pp, 46798,050-46790-134. 
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-8809080334 "Effluent & Waste Disposal Semiannual Repl.JarvJune 1988 " 

• Tennessee Valley Authority 88/08/30 76pp 46796060-46796076 

--8B09H0470 "Radiological Impact Assessment Rept Browns Ferry Nuclear Plant, Jan 
June wasr 

* Tennessee Valley Authority 08/06/30 50pp 46796 077-46796 134 

8809010312 Forwards weekly schedule of TVA activities for wks of 880829 & 0906 
KELLY, J L Ofc of Special Projects 08/09/01 BLACK.S Ofc of Special Prelects, 6pp 
46744:141 46744:146 


8809060004 Forwards Rev 23 to Safeguards plan.per 10CFR50 54(p) Rev withheld (ref 
1 OCFR73 21) 

TREVORS.G A Nebraska Public Power District 88/08/26 Document Control Branch 
(Document Control Desk) 2pp 46747 161-46747 162 

6809080 05B Requests reduction in frequency of mobile siren surveillance testing since 
mobile sirens no longer primary means of notification of public In event of emergency. 
TREVORS ,G, A Nebraska Public Power District 88/08/29 Document Control 6 ranch 
(Document Control Desk) 2pp 46791.265 46791 266 


S. Reportable occurrences, LERs & related correspondence 

8809010333 Forwards list of currently inoperable radioactive effluent instruments & 
dates for restoration 

GRIDLEY.R. Tennessee Valley Authority. 80/08/26, Document Control Branch (Docu- 
ment Control Desk). 4pp 46741.264-46741.207 

8809159012 LER 00-002 00 on 880811, unplanned RWCU Isolation occurred Caused by 
personnel error Temp indicating switch recalibr & ays returned to svc.W/860909 Ur 
BAKER.R.L, CAMPBELL, G G Tennessee Valley Authority. 88/09/09. 4pp, 
46864 319 46864,322, 


V, Operator Examinations 


6809150097 Rev 12 to Emergency Plan Implementing Procedure 5 7 7, "Activation of 
Technical Support Ctr." W/880908 Itr 

MERRILL, C , MEACHAM.J , TREVORS.G A. Nebraska Public Power District. 88/09/ 
08 I5pp 46646 285-46B46 299 


8609190162 Forwards Insp Rept 60-298/88 25 on 8B0801-31.No violations or devi 
ations noted. 


CALLAN.L J, Region 4, Ofc of the Director, 88/09/13. TREVORS.G A Nebraska 
Public Power District. 2pp 46899,121-46899*130 


“88*09190162 insp Rept 5O298/0Q-25 on 8B0801-31 No violations noted. Major areas 
Inspected Info notices followup .operational safety venflcatlon.monthly surveillance & 
maint, obsorvations.ESF walkdown & security 

BENNETT.W R,, MADSEN.G L, CONSTABLE.G.L, Region 4, Ofc of the Director. 88/ 
09/12 8pp. 46B99. 123-488 99 130 


8609070280 Forwards Exam Ropt 60-259/OL 80 01 administered on 000323 & 800502- 
12 & ubl comments re written exams 

JULIAN, C.A Region 2, Ofc of the Director 08/08/23 WHITE.SA Tennessee Valley 
Authority, 2pp, 46702 167-46703 046. 

-0809070283 Exam Rept 50-259 /OL- 08-01 on 080323 & 0502-12, Exam results, nine 
reactor operator & seven senior reactor operators passed exams, 

ARILDSEN.J A , MUNRO.J F , BROCKMAN.K E. Region 2, Ofc ol the Director 80/08/ 
23. 200pp. 46782 159 46782:354 

—8809140021 Forwards comments on written exams administered on 880323, providing 
assistance to NRC examiners In establishing appropriateness of exam questions 
POMREHN.H.P Tennessee Valley Authority 80/03/30 BROCKMAN, K, Region 2, Ofc 
of the Director. 52pp, 46702 355-46703 046, 

0809160004 Ack receipt of 880516 Itr re utilization of Group IV operators at 
faci lilies Reiterates NRC position that all Group IV operators must pass NRC adminis- 
tered reoual Meat Ion exam prior to performing licensed duties 
RICHARDSON, S.D Ofc of Special Projects. 00/00/31. WHITE.SA. Tennesseo Valley 
Authority. 2pp 46897.241-46097.242, 

0609060357 Responds to Generic Ltr 80-13 re operator licensing exams & provides 
update to earlier response to Generic Ur 87-14 on NRC licensing exam site 
visile Updated exam schedules & roqualitlcatlon schedules for facilities end. 
GRIDLEY.R, L Tennessee Valley Authority, 00/09/01, HANNON, J. NRC - No Detailed 
Affiliation Given. 0pp 46767.344*46767 351. 


DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


P, Operating license stage documents & correspondence 

8809010214 Application for amend to License R-1 20, renewing license for addl period of 
20 yre 

POIILTON.B R North Carolina Slate Unlv„ Ratoigh, NC. 08/08/19. Document Control 
Branch (Document Control Desk). 3pp 46730-010-46730:230. 

-6809010219 Rev 3 to Procedure SP26, "PULSTAR Operator Requaliflcation Pro 
gram" 

? North Carolina State Univ . Raleigh. NC 80/OB/19 Up. 46730 013-4673B 023 


8809260094 Forwards Emergency Operating Procedure Insp Rept 50-298/88-200 on 
800627 071 6, Weaknesses Involving adequacy of containment venting 

procedures .ability to reenter reactor bldg to perform procedures during accident Idenlf* 

HQLAHAN.GM Division ol Reactor Projects - UI.IV.V & Special Projects (Post 
870411) 60/09/21. TREVORS.G, A. Nebraska Public Power District 6pp 46956 059- 
46956 094. 


-8809260095 Insp Rept 50-290/88-200 on 880627-0715 No violations noted Major 
areas Inspected, review of emergency operating procedures validation & verification 
program, training program & walk down In control room & plant 
CUMMINS, J.E Office ol Nuclear Reactor Regulation, Director (Post 870411) 
NORRHOLM.L J. Division of Reactor Inspection & Safeguard's Post 870411). 
HAUGHNEY.CJ Special Inspection Branch 00/09/06 30pp. 46956065-46956 094 


P. Operating license stage documents & correspondence 


0809000026 "Reactor Containment Bldg Integrated Leak Rate TeBt *' W/0BO9O1 Itr 
TREVORS.G, A. Nebraska Public Power District 88/05/31. 147pp, 46791.011- 
46791:140 


8809120284 Generic Llr 88 14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svo list end 
MIRAGLIA.F.J, Associate Director for Projects (Post 870411) 8B/OB/OB. Consolidated 
Edison Co. of New York, Inc. 41 pp, 47065 001 -47065 00B, 


8808260344 Forwards response to Section 4 of INEL technical evaluation rept of offsite 
dose assessment manual, per WO Long request Indicated changes to manual will be 
incorporated by 881 231 & submitted In next semiannual radioactive mall rept, 
TREVORS.G A Nebraska Public Power District, 88/00/17. Document Control Branch 
(Document Control Desk). 9pp. 46653.231*46653,239 


8809120091 Final response to FOIA request for documents Forwards documents listed 
In App A.Documonta also available In PDR Aop B documents totally withhold {ref 
FOIA Exemption 5),App C documents partially withheld (ref FOIA Exemption 5). 
QRIMSLEY.DH, NRG - No Detailed Affiliation Given, 80/OB/17 CONNOR.l. I 
Search Associates. 5pp 46770.060*48770 089 


Doc- 


-8809010224 Amend 9 to Tech Specs for PULSTAR reactor. 

* North Carolina State Univ., Raleigh, NC. 00/08/01, 45pp 46738.024-46738 067. 

-8009010228 Environ rept for PULSTAR nuclear reactor 

* North Carolina Slate Univ., Raleigh, NC 88/00/01 60pp 46730 068-46738*124 

-8809010230 Vote I & II lo "PULSTAR Reactor SAR " 

* North Carolina State Univ, Raleigh, NC 00/00/01. 800pp. 46738:125-48730*230. 


R, Periodic operating reports A related correspondence 


-880*1 20137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 1905 

AXELRAD.J A. Enforcement Staff, IE (Pre 870413) 86/12/13. BLAHA.J.L. Program 
Support & Analysis Staff, IE (Pre 070413). 13pp. 46770:211-46770*223 

8009020124 Application for amend to License DPR-46, revising Tech Spec Change Re- 
quest 34 to Increase surveillance frequencies for alternate shutdown Instruments A 
change "Channel Check" to "Instrument Check." 

TREVOR S.G.A. Nebraska Public Power District 88/08/26 Document Control Branch 
(Document Control Desk). 2pp. 46740*247 40746.260. 


8809060229 "Pulstar Annual Rept to NRC for Jut 1987 - June 1688.” W/880630 Itr, 
BRACJ.C,, MILLER.G.D North Carolina State Univ., Raleigh, NC. 88/06/30 11pp. 
46759 004-46769:014. 


—8809020126 Proposed Tech Spec Change Request 34^5100 surveillance frequen- 
cies for alternate shutdown Instruments & changing "Channel Check" to "Instrument 
Check," 

* Nebraska Public Power District, 88/08/26. 2pp. 46746:249*46746:250, 


V. Operator Examinations 

8809010214 Application for amend lo License R-120,renewlng license for addl period of 
20 yra, 

POULTON.B.R. North Carolina State Univ., Raleigh, NC, 88/0B/19. Document Control 
Branch (Document Control Desk). 3pp. 46738.010-46739:230. 

—8809010219 Rev 3 to Procedure S.P.2.6, "PULSTAR Operator Requalificalion Pro- 
gram " 

* North Carolina State Univ , Raleigh, NC 88/08/19. lip. 48738-013-46738 023 


0BO9O7O5O2 Ack receipt of 800615 Itr providing proposed schedule for updating Inserv- 
Ice testing (1ST) procedures re Rev 6 of 1ST program plan Procedure updates & imple- 
mentation will be reviewed during future Insp, 

CALLAN.L J, Region 4, Ofo of the Director. 88/08/30 TREVORS.G, A. Nebraska 
Public Power District Ip, 46779:143 46770:143, 


8009080117 Forwards Design Calculation NED 04-056, "Standby Gas Treatment Sys 
LOCA Flow Analysis," Evaluation revised to determine effects on standby gas treat- 
ment sya from design basis LOCA gas flow through two bypasB valves 
TREVORS.G.A. Nebraska Public Power District, 88/09/02. Document Control Branch 
(Document Control Desk). Ip. 46780 064-46789 083. 


DOCKET 50-298 COOPER NUCLEAR STATION 
F. Security, medical, emergency & fire protection plans 


-8809080151 Rev 1 to Calculation NED 04-055, "Standby Gas Treatment Sys LOCA 
Flow Analysis " 

* Nebraska Public Power District, NED 04-055 R01, 88/08/17. 19pp. 46709,065- 
46789:083. 


8808300214 Revised emergency plan Implementing procedures, Including Rev 7 to 5.7. 2, 
"Notification of Unusual Event," Rev 9 to 57 3, "Alerting Implementing Procedure" & 
Rev 8 lo 5,7.4, "Site Area Emergency Implementing Procedure." W/880824 Itr. 
MERRILL.C., MEACHAM.J , TREVORS.G A. Nebraska Public Power District 88/08/ 
24. 97pp. 46697:144-46697:100. 


8809130106 DIscuBaea impact ol prolonged low power operation on reliability of check 
velves.Accelerated wear & failure of certain check valves could occur due lo contin- 
ued undesirable flow operations. 

O’CONNOR.P.W. Project Directorate IV, 88/09/06. TREVORS.G, A. Nebraska Public 
power District, 4pp. 46833:324-46893.327. 
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8909220235 Informs that acceptance cntena for Reload ll.Cycle 12 startup physics 
test jpg met 

TREwRS.GA Nebraska Public Power District 80/09/15 Document Control Branch 
(Document Control Desk). 4pp. 46927. 1 77*46927 180 

Q, Inspection reports, IE Bulletins & correspondence 


8809290094 Forwards Emergency Operating Procedure Insp Rept 50 290/08200 c-n 
880627 071 5 Weaknesses Involving adeguacy of containment venting 
procedures, ability to reenter reactor bldg to perform procedures during accident I dwi £ 
lied 

HOLAHAN.G.M Division of Reactor Projects • III, IV, V & Special Projects (Pest 
870411) 88/09/21 TREVORS.G A Nebraska Public Power District 6pp 46956059 
46956094 


8808190195 NRC Info Notice 88*069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end 

RO$SI,C E. Division of Operational Events Assessment (Post 870411) 88/OB/ 19. 
Consolidated Edison Co. of New York, I no, 125pp 46690 054-46690,178 

8608160451 NRC Info Notice 88 066, "Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices 11 Svc list end 
ROSSI, C.t Division of Operational Events Assessment (Post 870411) 88/0 B/22 
Consolidated Edison Co of New York, Inc 121pp 46702 311-46703.070 

8BCB310200 Discusses schedule re pilot study for HPCI sys design basis documentor 
871125 response to (nsp Rept 50-298/87-10 

TREVORS, G A Nebraska Public Power District. 80/08/22 Document Control Branch 
(Document Control Desk) Ip, 46723 340-46723.349 

8800180360 Suppl 1 to NHG Info Notica 88 040, "Licensee Rept of Defective Refur* 
blshed Valves ,T Svc list end. 

ROSSI ,C E. Division of Operational Events Assessment (Post 870411) 60/08/24. 
Consolidated Edison Co of New York, lac. 122pp 46713,21a 46713 219 

8808300239 Ack receipt Ol 860017 llr informing NRC ol steps taken to correct violations 
noted in Insp Rept 50*208/88 20. 

CAUAN.lZ Region 4, Ofc of the Director 88/06/24 TREVORS.G A Nebraska 
Public Power Districl, Ip, 46777,086 46777 0B8. 

88082301 12 NRC fnfo Notice 68-070, "Check Valve Insemce Testing Program Deficien* 
cies ” Svc list end 

ROSSLC.E Division of Operational Events Assessment (Post 870411), 88/08/29 
Consolidated Edison Co. of New York, Inc 123pp, 46713 095 46713 217. 

8809070502 Ack receipt of 880815 Itr providing proposed schedule for updating inserv- 
Ice testing (1ST) procedures re Rev 5 of 1ST program plan Procedure updates & Imple- 
mentation wifi be reviewed during future insp 

CALLAN.U Region 4, Ofc of the Director. 88/08/30. TREVORS.G A. Nebraska 
Public Power thsUKrt. Ip 46779', 143-46779- 1 43. 

8808280492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Atfnbuted to 
That Event Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 60/09/01 
Consolidated Edison Co of New York, fnc 121 pp 46712 244-46713,004 

8060300018 NRC Info Notice 83 072, "Inadequacies In Design of DC Motor-Operated 
Vftlvos Jl Svc UcA 6{\cl 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 88/00/02 
Consolidated Edison Co. of New York, Inc 122pp. 46726 OOl-46726’123, 

6809660165 Forwards "Owner Rept Tor In service Insps" & repair & replacement 
rapt.docu men ting Inservice insp activities conducted dunng refueling Outage 11 
(380300-0525). 

TREVORS.G.A Nebraska Public Power District 88/09/02 Document Control Branch 
(Document Control Desk). 2pp 46798 000 46768-207. 

-8089150072 "Owners Data Rept for Inservice Inspa,'' documenting Inseivice Insp ac- 
tivities conducted during refueling Outage 11 (B8O3Q0Q525) Spnng 1988 refueling 
outage, 

* Nebraska Public Power Distrfct. 68 /OB/24. t16pp 46798 090-46790-207. 

8809150031 Forwards summary of action takan in response to NRC Bulletin 88 
OQS.Suppis 1 & 2, "Nonconforming Mails Supplied by Piping Suppliesjnc & West 
Jersey Mfg Co” Uhl believes that ref WJM valves adequate for nonsafety related use 
KUNuL.LG, Nebraska Public Power Distract, 88/09/09, Document Control Branch 
(Document Control Desk) 6pp 48834-015-46064,022 

8809190152 Forwards Insp Rept 50-298/86 25 on 080001-31, No violations -or devi- 
ations noted, 

CALLAN.LJ Region 4, Ofc of the Director, 68/09/13 TREVOAS.G A Nebraska 
Public Power District. 2pp 46699,121-46699.130, 

-8809190182 Insp Rept 50-290/88-25 on 680801-31 No violations noted. Major areas 
inspected info notices foirowup,operatk>nal safety verification, monthly surveillance & 
mflint, observabons.ESF walkdown & security 

BENNETT, WH . MADSEN.GL, CONSTABLES L Region 4, Ofc of the Director 88/ 
69/12. Spp 46899.123-46899.130 

8809200116 Ack receipt of 880816 11/ informing NRC of steps taken to correct devf 
aliens noted In insp Rept 50-298/66-18 

CALLAN.LJ Region 4, Ofc ol the Director 88/09/13. TREVORS, G A. Nebraska 
Publtc Power District, 2 pp, 46918 036 46918041 

0809080339 NRC Info Notice B8-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA, Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co. of New York, Inc 122pp. 46824,215-46824 336, 

0009220016 Forwards response to NRC Bulletin B8-O07 re power oscillations In 
BWRs, addressing LaSalle Unit 2 events, Computer Program "NOISE" developed & in 
corporaled Into station procedures to monitor peak- 1 o- peak oscillations 
KUNCL.LG. Nebraska Public Power Dfetncl 88/09/15, Document Control Branch 
(Document Control Desk), 7pp, 46928, 150 46028,156, 

8804120197 NRC Info Notice 86-075, "Disabling of Diesel Generator Output Crrcult 
Breakers by Anti -Pump Circuitry." Svc list encl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/16 
Consolidated Edison Co. ol New York, Inc, 124pp. 46946 133-46946 252 

8809130350 NRC Info Notice 88-078, "Recent Discovery of Phenomenon Not Previous- 
ly Considered fn Design of Secondary Containment Pressure Control" Svc iisl end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/09/19 
Consolidated Edison Co of Now Yorfc, Inc. ISSpp 48946253-48947.013. 


-0809260095 tnsp Rept 50-298/88 200 on 080627-0715 No violations noted Majoi 
areas inspected review of emergency operating procedures validation & ve uneaten 
program, training program & walk down in control room & plant. 

CUMMINS, J.E Office of Nuclear Reactor Regulation, Director (Post 070411) 
NORflHOLM.LJ. Division of Reactor Inspection & Safeguards (Post 870111] 
HAUGHNEY.CJ. Special Inspection Branch 80/09/06 30pp 46956 065 46956094 


R. Periodic operating reports & related correspondence 

0809060337 "Cooper Nuclear Station Semiannual Operating Rept Radioactive 
Effluents, Jan June 1988," W/860B31 Hr 

TREVORS.G A Nebraska Public Power Dlstrlcl, 88/06/30 220pp. 46751224* 
46752 082 

6809150171 Monthly operating rept for Aug 1988 for Cooper Nuclear Station W/fl 00 999 
Ur* 

SCHEUERMAN.J.T, HORN.G.R Nebraska Public Power District. 98/08/31. 5pp 
46B56 357-46856.361 


S. Reportable occurrences, LERs & related correspondence 

8000290005 LER 88 003-Ol.on E80128.RHR pump B motor ground resulting from worn 
stator field coif insulation discovered, Caused by worn insulation in bottom surge ring/ 
stator field coil assembly Motor removed & taken for repairs W/88D819 Itr. 
REEVES.D.L-, HORN.G.R. Nebraska Public Power District 88/08/19. 6pp 46601-316- 
46684 323. 

0809080068 LER 06 020*00,on 060801 .discovered that surveilfance procedure fortIPCI 
pump fow suction pressure callbr & functional test not performed wilhln required sur- 
veillance interval Caused by personnel error W/880831 Itr. 

KRAUSEjR VV , HORN.G.R Nebraska Public Power District 68/09/31. 4pp 
46769,084*46789 087 


V. Operator Examinations 

6809070319 Forwards proposed operator licensing & requallficatfon exam schodulo 
format for planl.par Generic Ltr 88-13. 

TREVORS.G.A Nebraska Public Power Dlsl riel 88/08/31 HANNON ,J. NRC - No De- 
tailed Affiliation Given 3pp 46783.153-46783,155 


DOCKET 50-301 POINT BEACH NUCLEAR PUNT, UNIT 2 


F< Security, medical, emergency & (Ire protection plans 

0609020264 Forwards public version of revised emergency plan Imptomontlng 
proceduresjncludfng Rev 12 to EPIP 4.1, "Technical Support Ctr Activation** 4 Rev 14 
to EPIP 7 3 1, "Airborne Sampling & Direct.,. " W/880831 release memo. 

PAY.C.W Wisconsin Electnc Power Co 88/08/16 Document Control Branch (Docu- 
ment Control Desk) 4pp, 46745,227'46745'260 

-6809020287 Public version of revised plan implementing procedures, Including Rev *2 
to EPIP 4 1, "Technical Support Ctr Activation" & Rev 11 to EPIP 7-3 1, ‘Vtlrborno 
Sampling & Direct Cose Rate Survey Guidelines," 

' Wisconsin Electric Power Co, 88/08/15 30pp 46745*231-46745:268. 


P Operating license stage documents & correspondence 


6008120294 Generic Llr 68-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems atteebng safety-related equipment Svc list one? 
MfRAGUA.F J Associate Director for Projects (Post 870411). 88/08/08. Consolidated 
Edison Co, of New York, fnc. 41 pp 47065-001-47085,006 

6806290296 Confirms that util will accommodate non-Reaion IN personnel In abbreviat- 
ed site access training program if individuals listed on Region 111 access list have ap- 
propriate personal identification.per NRC 880727 request 

FAY.C.W Wisconsin Electric Power Co, 68/08/11 DA VISA B, Region 3, Ofo of the 
Director, 1 p. 46677*251-46677:25 1 . 


6806310145 Forwards "Semiannual Monitoring Rept.Jan-June 1988" &. Rev 2 to ’Off- 
site Dose Calculation Manual " 

FAY,C,W. Wisconsin Electric Power Co, 88/08/23. Document Control Branch (Docu- 
ment Control Desk) . 1 p , 467 23* 1 37-46723,295 . 


-66063*0100 Rev 2 to "OHaite Dose Calculation Manual " 

‘ Wsconsm Electee Power Co 88/02/29 138pp, 46723.165-46723 285. 

8609080355 Application for amends to Licenses DPR-24 & DPR-27, consisting of Tech 
S ???,P h > an 9 e Rec 1 uest I27,increasing alfowable core power peaking factors.Fee pakJ. 
FAY.C.W, Wisconsin Electric Power U> 88/08/26 Document Control Branch (Docu- 
ment Control Desk) 4pp 46600:304-46801 005. 


-8609080381 "Safety Evaluation for Increased Peaking Factors & Fuel Upgrade at 
Point Beach Nuclear Plant Units 1 & 2 " 

* Wisconsin Electric Power Co. 86/08/31. 22pp. 46800.300-46800:329 


riwj^ujwu i ei.ii ajwwi|ii n,i ly HiruWHU|U tore POWOf peUKir 

Wisconsin Electric Power Co 66/08/26 36pp 46800:330-46801.005, 


factors 



DOCKETED ITEMS 83 


6809080177 Advises that 000613 & 23 revs lo QA program Section 1 0 consistent w/ 
provisions of 10CFR50 54(a) & 10CFR50,App 8 & acceptable 
WRIGHT, G.C Region 3, Ofc of the Director. 90/09/02. FAY.C W Wisconsin Electric 
Power Co Ip 46790 209 46790 209. 

6809160252 Informs of util plans to repair limited number of steam generator tubes by 
sleeving during Fall 1988 refueling outage.Scheduled sleeving will begin Oct-Nov 
1988, Selection of tubes to be sleeved based on eddy current testing 
FAY.C W. Wisconsin Electric Power Co 88/09/08 Document Control Branch (Docu 
ment Control Desk) 2pp. 46874 066.46074 067 

8804210266 Application for amend to License DPR.24 & DPR. 27, revising Tech Spec 
15.3 8, '"Refueling,' 1 to provide more specific & precise requirements Fee paid 
FAY.C.W. Wisconsin Electric Power Co 80/09/09. Document Control Branch (Docu 
mem Control Desk). 3pp 46928.200 46928 207 

—6809220001 Proposed Tech Specs IS.a.e.provIding more specific & precise refueling 
requirements. 

4 Wisconsin Electnc Power Co, 88/09/09 6pp 46928 203*46920 207. 

8809220044 Advises that insufficient data exists to demonstrate that (oak chase chan* 
nel ays can be qualified as Integral part of containment liner plate, Comparison w/ 
ASME Boiler & Pressure Vessel Code, Section III suggested 

SWENSON, W.H Prolect Directorate 111*3. 88/09/15. FAY.C W Wisconsin Electric 
Power Co 2pp 46920.141-46928.142. 


Q. Inspection reports, IE Bulletins & correspondence 

6000190195 NRC Info Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE ." Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/19, 
Consolidated Edison Co. of New York, Inc. 125pp 46690.054'46690 , 170, 

6808160451 NRC Info Notice 80 068, "Setpoint Testing of Pressurizer Safety Valves W / 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 08/08/22. 
Consolidated Edison Co of Now York, Inc. 121pp 46702.311-46703,070 

8806160368 Suppl 1 to NRC Info Notice 00-040, "Licensee Rapt of Defective Refur- 
bished Valves. Svo list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/00/24. 
Consolidated Edison Co, of New York, Inc. 122pp. 46713.21 8-4671 3 219 

8808230112 NRC Info Notice 88-070, "Check Valve Inservice Testing Program Deficien- 
cies." Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/08/29 
Consolidated Edison Co. of New York, Inc. 123pp. 46713.095-46713-217. 

6808260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 &. Request for Collection of Licensee Radioactivity Measurements Attributed lo 
That Event.' 1 Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 88/09/01, 
Consolidated Edison Co. of New York, Inc 121pp 46712.244 46713.004. 

8806300018 NRC Info Notice 80-072, "Inadequacies In Design of DC Motor-Operated 
Valves " Svo Hat end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co of New York, Inc. 122pp 46726.001-46720:123 

8809120160 Responds lo IE Bulletin 88 005 & Suppl 1, “Nonconforming Matls Supplied 
by Piping SuppJies.fnc," Attached listing consists of metis supplied by contractor & re- 
aulta of testing & disposition of mall. 

FAY.C.W. Wisconsin Electric Power Co 88/09/07. Document Control Branch (Docu- 
ment Control Desk). 4pp, 46813.160-46813:163 

8009190301 Submits suppl response lo IE Bulletin 80-04 re main steam line break 
scenario Concludes core damage would not occur for accident In present cycles of 
operation. 

FAY,C,W. Wisconsin Electric Power Co 80/09/07 Document Control Branch (Docu- 
ment Control Desk), 4pp. 46896.024-46896,027 

6009140439 Forwards Safety Insp Repts 60-266/88-18 & 50-301/88-16 on 060615- 
1ft.No violations noted 

HARRISON, J.J, Region 3, Ofc of the Director. 80/09/08 FAY,C.W. Wisconsin Electric 
Rower Co 2pp. 46836 210 46838:223. 

-8809140441 Insp Repts 50-266/88-18 & 60 301/88-16 on B808l5-19.No violations 
noted Major areas inspeotediactlvitles w/respect lo NRC Bulletin 05 003 & Suppl 1, 
"Motor Operated Valve Common Mode Failures During Plant Transients Due to.../' 
HU8ER.M.P., SMITH.J.F., DANIELSON, D.H. Region 3, Ofo of the Director. 88/09/0B, 
1 2pp. 46838.212-46838:223 

6809080339 NRC Info Notice B8-074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA." Svc list encl 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 86/09/14, 
Consolidated Edison Co. of New York, Inc. 122pp 46824:215-46824:336 

8809120167 NRC info Notice 80-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svo list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). BB/Og/16. 
Consolidated Edison Co of New York, Inc. 124pp. 46946.133 46946:252. 

8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control" Svc list encl. 
ROSSI.C.E, Division of Operational Events Assessment (Post B70411). 88/09/19. 
Consolidated Edison Co. of New York, Inc, 125pp 46946.253-46947:013 


R. Periodic operating reports & related correspondence 

8808310145 Forwards "Semiannual Monitoring Rept,Jan-June 1908" & Rev 2 to "Off- 
sit© Dose Calculation Manual." 

FAY.C.W. Wisconsin Electric Power Co. 88/08/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 46723.137-46723:285. 

-8808310151 "Semiannual Monitoring Rept,Jan-June 1988." 

* Wisconsin Electric Power Co. 68/06/30, 17pp. 46723:138-46723.154. 


8B091 40248 Monthly operating repts for Aug 1988 for Point Beach Nuclear Plant Units l 
& 2 W/8B0908 Itr, 

KRAUSE, C.W, FAY.C W Wisconsin Electric Power Co 88/08/31 10pp 46840 316- 
46840 325 


S. Reportable occurrences, LERs 9 l related correspondence 

8609150059 Summarizes corrective action update tor LER 08 003 00 on 880328 Re- 
vised procedures re undervoltage relay s.contacts & operating coils for associated 
slave relays Channel design reviewed Refueling test procedure modified, 

FAY.C.W Wisconsin Electric Powor Co 88/09/08 Document Control Branch (Docu- 
ment Control Desk) 2pp 46846 244-46846 245 


V. Operator Examinations 

8609140145 Forwards proposed operator licensing & requalification exam schedule 
format In responso to NRC request for estimates of needed operator licensing exams 
per Generic Hr 80 13. 

BRUNO, R J , ZACH.J J Wisconsin Electric Power Co 88/09/06 HANNON, J Opera- 
tor Licensing Branch, 3pp 46G37.259-46637.261, 


DOCKET 60-302 CRYSTAL RIVER NUCLEAR PUNT, UNIT 3 


F. Security, medical, emergency & fire protection plana 

8609010300 Rev 8 to Emergency Plan Implementing Procedure AR402, "PSA G An- 
nunciator Response M 

* Florida Power Corp. (subs of Florida Progress Corp). 88/OB/IO. 1 1 pp 46742*038- 
46742,047 

8608 2 9 0072 Advises that Rev 4-23 lo plant physical security plan consistent w/provl- 
slons of 10CFR50.64(p) & acceptable, 

CLINE.W E. Region 2 , Ofc of the Director. 88/08/12, WILGUS.W.S. Florida Power 
Corp. (subs of Florida Progress Corp) 3pp 46686.043 46605.045 

8609010093 Revised emergency plan Implementing procedures, including Rev 4 to AP- 
330, "Loss of Nuclear Svc Water," Rev 5 to AP-513, "Toxic Gas," Rev 1 to AP-526, 
"Continuous Control Rod Motion" & Rev 2 to AP-545, "Plant Runback " 

* Florida Power Corp. (subs of Florida Progress Corp,). 88/08/12. 56pp 46718*293- 
46718:348 

B8090 10288 Rev 2 to Emergency Plan Implementing Procedure VP-640, "Runback Veri 
flcallon Procedure." 

BANDHAVEN.W.K. Florida Power Corp, (subs, of Florida Progress Corp.) 88/08/12 
7pp, 46720.168-48720:174. 

8809010042 Rov ID to Emergency Plan Implementing Procedure AP-1076, "Violent 
Weather." 

BENDHAM.W.K. Florida Power Corp, (subs of Florida Progress Corp.). 88/08/10, 
46pp. 46722 010-40722,055. 

0809010146 Confirms 880816 verbal notification of 880824 meeting to discuss plant 
emergency procedures that have been canceled 

GRACE, J,N Region 2, Ofc of the Director 80/08/22. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp ) Ip 48740.329-40740.328 

8809010323 Revised emergency plan implementing procedures, Including Rev 2 to AP- 
360, "Loss of DHR" & Rev 6 to EP-140, "Emergency Reactivity Control" 
MARSHALL.W, Florida Power Corp (subs, of Florida Progress Corp.). 8B/0B/22 
25pp. 46721*231-46721.255 

8800010368 Rev 9 to Emergency Plan Implementing Procedure AP-58Q, "Reactor Trip," 
MARSH ALL, W. Florida Power Corp. (subs, of Florida Progress Corp.), 68/08/24 
23 pp 46721.001-46721:022. 

6809260267 Rev 3 to Emergency Plan Implementing Procedure AP-990, "Shutdown 
From Outside Control Room 11 

MARSHALL, W. Florida Power Corp. (subs, of Florida Progress Corp) 88/08/25. 
22pp 46956.150-46056.179 

8809080056 Forwards Rev 4 to "Fire Protection Plan M 
WIDELLpR.C, Florida Power Corp. (subs, of Florida Progress Corp,) 88/08/26. Docu- 
ment Control Branch (Document Control Desk). Ip 46792*197-46792,311., 

-8809080162 Rev 4 to "Crystal River Unit 3 Fire Protection PJan." 

RUSSELL, J.L, Florida Power Corp (subs of Florida Progress Corp,). 00/07/31 
102pp, 40792:198-46702 311. 

8809230159 Rev 7 to Emergency Plan Implementing Procedure EM-211, "Duties of 
Crystal River 3 Security Organization." 

ST E PH E NSON, J,D, Florida Power Corp (subs of Florida Progress Corp) 06/00/30. 
7pp. 46943*021-46943.027 

8809270070 Forwar-de NPDES Permit FLOOOOISO.effectlve 081001 .per Tech Specs App 
B,Part tl. "Environ Protection Plan" & related Info, 

WIDELL.R.C, Florida Power Corp, (subs, of Florida Progress Corp) 88/09/14. Docu- 
ment Control Branch (Document Control Desk). 108pp. 46971:354-46972:103 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8809020059 Forwards errata to FSAR due to errors found In list of effective pages sub- 
mitted in util 880701 annual FSAR update 

WIDELL.R.C Florida Power Corp. (subs, of Florida Progress Corp,) 88/08/11. Docu- 
ment Control Branch (Document Control Desk) Ip 46745*049-46745'Q72. 

-8809020099 Errata to Rev 1 0 to updated FSAR for Crystal River Unit 3, consisting of 
list of effective pages. 

* Florida Power Corp (subs, of Florida Progress Corp.) 86/07/01. 23pp. 46745.050- 
46745:072, 



docketed items 


fwsttng Been** itage document* A correspondence 

120294 Geneoc IU 88-14 to aM holders of OLs or CPs for nuclear power readers 
,mtajrrent a/ supply sys problems affecting safety related equipment Svc Its! end. 
SQUAFJASe Dr&lor for Projects (Post 670411) 86/08/0B. Consolidated 
Son CO Of New York, fnc 41pp 47065 00 M 7065 006 

260153 OanTes ioat/ficabon for conbnued operation re environ qualification of feeb- 
ler tfdafeon vaJves.per ufe! 660805 fir A 680806 lelcon Nonconforming operations 

LSONKR Fiends Power Corp (subs of Honda Progress Corp) 88/08/08 
(ACE J N Regton 2. OfC Of the Director 6pp 46656 026-46656 033 

120091 Final response to FOIA request for documents Forwards documents listed 
App A Documents also available m P0R App B documents totally withheld (ref 
r JIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5) 
GFbMStEY.OH NRC- No Detailed AffikaUon Given 68/00/17 CONNOR.L Doc- 
Search Associates 5pp 45770 060-46776089 

-8809 120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jut- Nov 1965 

AXELRADJ A, Enforcement Staff, IE (Pre 070413) 86/12/13 8LAHA,J U Program 
Support A Analyse Staff. IE (Pre 070413) 13pp 46770 211-46770 223 

8809070268 Forwards suppt to 860806 justification for continued operation of feedwater 
isolation valves including doscnption of present valve configuration 
WiOELLR C Florida Power Corp (subs of Flonda Progress Corp) 68/06/19 
GRACES N Region 2, Ofc of the Director 2pp 46783 199-46783 200 

8808310004 Application lor amend to License DPR-72, consisting of Tech Change Re- 
guest 158, Rev 1 changing Tech Specs to reflect accurate design basis for max sea- 
water temp for UBS 

WH.GUS.WS Flonda Power Corp (subs of Florida Progress Corp ) 88/06/25 Docu- 
ment Control Branch (Document Control Desk) 6pp 46726 IBS-46726 324. 

-8808310005 Proposed Tech Specs, reflecting ongmal design basis for UHS max sea- 
water tamp 

* Flonda Power Corp (subs- of Florida Progress Corp) 68/09/25 1p ( 46726 194- 
46726 t£M 

-8808310020 Rev 1 to "Nuclear Svcs Closed Cycle Cooling (SWVDecay Heat Closed 
Cycle Coofeng (DC) A Nuclear Svcs A Decay Heal Sea Water (RW) Sys Thermal & 
Hydraulic Anafyvs. * 

* Gfajert/Commonwoaflh, Inc. (formerly Gilbert Associates, Inc). 68/08/12 200pp 
46726 195-46726 324 

8809060116 Forwards safety evaluation concluding that DCRDR program meets require- 
ments of Hem I O 1, per NUREG-0660,as clarified by Suppf 1 to NUREG 0737 
SliVEaH Project Directorate 11-2 88/08/29 WILGUS.WS Florida Power Corp, 
(subs Of Flonda Progress Corp) 6pp 46747^57*46747.284 

-8807220128 "Technical Evaluation Repl of DCRDR for Flonda Power Corp Crystal 
River 3 Generating Station." 

* Soenco Appscatsons Intemabooal Corp (formerly Science Applications, Inc ) NRC- 
0^82^96 SAIC/87-3103 68/07/12. NRC - No Detailed Affiliation Given! 22pp 
46747 263-46747 284 

trttS'r to 8ddi ,n, ° re ,eaci0 ' “° ,ani « * 

WICCLUFIC Flonda Power Corp (subs of Flonda Progress Corp) 88/09/01 Docu- 
ment Control Branch (Document Control Desk) 12pp 46846 302-46846 3 1 3. 

8»9 138304 Fwwan* r«pm to NRC 880005 request for addf info re emergency 
deed generator voltage dips End info provided for review ^ y 

WtOEL UR C. Honda Power Corp (subs of Flonda Progress Corp ) 88/09/02- Docu- 
ment Control Branch (Document Control Desk) 3pp 46828 277*46826 279 


d,OMl s fl r e,ato load N under 
*"• 9en<,,a,o, loads ,or aN acctdant 




VARGA,$.A, I 
108. 


808926O084 Summaries 800817 meeting w/BAW Owners GrouD re NRr ^ 

NBCgeneric BAW idU evai^CwATWSl^UE ^ 00 

Pr^ect Directorate \y.z. 88/09/19 W1LGUSWS Flonda pnww rvvn 
tsubs. Of Fltttoa Progress Corp ). 3pp 46065181-469^ 186 ^ 

*** sz*£ w/ B4w 

ft fnpMtftt report*, tC BuBettn* * correspondence 

°*Jb (***. 5X2k?'p^«« CmTp%«n“ / ^ 6 ^ J 9 S . W ' S Florida Power 
"SSrt'’** ** *** W ‘ 3WWa «" W7W.21 No violations Of too. 

">*■ F °™ 

A deviations 

w«vfc» tesbng of valves A maht ol 

SSl ' ** 0te «*» w™«0r. 88/08/17. 7pp 46726.128- 

h HFA ^ 


8808160451 NRC Info Notice 08 068, “Setpoint Tosling of Pressyrlzer Safety Valyas Wr 
Filled Loop Seals Using Hydraulic Assisi Devices. Svc list oncl, w/ 

ROSSLC.E Division of Operational Events Assessment (Post 870411) 68/0flrj» 
Consolidated Edison Co, of New York, Inc, 121 pp. 46702:31 1 46703 070. 

8808180368 Suppl 1 to NRC Info Notice 08 048, "Lfconeeo Repl of Defective Reit» 
Wshed Valves, Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post G70411), 88/0&/91 
Consolidated Edison Co. of New York, Inc 122pp. 46713.218 46713 210 

8608230112 NRC Info Notice 88 070, “Check Valvo Insorvico Testing Program Oefoerv 
clss ” Svc list end, 

flOSSI.C E, Division of Operational Events Aasessmont (Post 670411). 86/08/» 
Consolidated Edison Co. of New York, Inc. 123pp. 4671 3- 005-4671 3-2 17. " 

8809080028 Forwards revised response to violations noted In Insp Repl 50 302/68* 
09 Corrective action permanent book marks placod In control room emergency pperat 
(ng procedure, 

WIDELL.R.C, Florida Power Corp. (subs, of Florida Progress Corp.) 08/00/29 Dooj. 
meat Control Branch (Document Control Desk). 4pp. 46700:210 4079O , 213. 

8809080185 Responds to NRC Bulletin 88*000 ro thermal strossos In piping coma] 
to RCS.Testlng & analysis performed on dual function HPI nozzlo to bo mote to 
sufficient to qualify HPI “only” nozzles for any minor valvo leakage 
WIOELL.r c Florida Power Corp. (subs of Florida Progress Corp,). 00/00/30 Oocu. 
ment Control Branch (Document Control Desk) 3pp. 4G/92:107‘46792 189. 

8800260492 NRC Info Notice 88*071, "PosBlblo Environ Effect of Roontry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurement Attributed to 
That Event,' 1 Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 670411) 00/09/01 
Consolidated Edison Co, of New York, Inc, 121pp. 46712 244*46713 004 

6808300018 NRC Info Notice 88 072, “Inadequacies In Design of DC Motor Operated 
Valves 11 Svc list end. 

ROSSI.C E Division of Operailonal Events Assessment (Post 870411) BB/09/02, 
Consolidated Edison Co of Naw York, Inc. 122pp. 46720:001*46726 123. 

8809080088 Responds to exerdsa weaknesses Identified In fnsp Ropt 60 302/68- 
15, Corrective actions. util training dept will stress understanding of all emoroenev 
action levels during annual emergency coordinator training. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp). 80/09/02 Docu- 
ment Control Branch (Document Control Desk). 2pp. 40/02:349-46702:350 

8809130148 Ack receipt of 880800 Itr informing NRC of stops taken to correct viofahons 
no if? n D ,n8p k 0pl 50-302/88-1 0.Agroes that Violation A should be 
withdrawn Records will be adjusted accordingly, 

WILSON, BA Region 2, Ofc of the Director 66/09/02. WILGUS.WS Florida Power 
Corp (subs, of Florida Progress Corp,). Ip. ri6033.361-d6833.-351. 

M S.mi?. 1 . e bJT 0 2 v «?*, ! n, ,° in ra ?PP na e to NRC Bulletin 66-006 requiring that all Piping 
Co * supplied mails bo Idonllflod & determination 
5j?ncn S D°r- SU ci abl !l^ i or fnte ^ d ^o or actual applications 

UJfajfi b ond u E? W0r Cor P- (sobs, of Florida Progress Corp,), 80/09/02 Docu- 
ment Control Branch (Document Control Desk). 16pp. 48O4G , 1OO*40046 204 

L F ? fW ^[ ds <^ 6v 1 to envlron qualification of Reg Guido 1 97 re neutron flux 
m«n SlSinSrSStn °ij; on ^r na 0K P f ® 88ed by NRC In Insp Ropt 5 0-3 02/0 B 27. Equip 
ft p a n ft n i? a cj er ,,8 *j? ow , nQ conlroJfod as quality record. 

menfcnniroi 582? Co ^A ( ^ b ^ ° f Fl0ridB Progress Corp.). 08/09/09. Oocu. 
ment Control Branch (Document Control Desk). 3pp. 40093:080.46003.082 

8B ations > nuled FOr ’ Va,d8 ,n8P F1 ° pl 50 302/88 20 on B8 M20 24 No violations or dovt 

0f S 8 68/09/10 WfLQUS.WS Florida Power 

corp (subs of Florida Progress Corp.), 2pp. 46047:014-48947:028. 

arelw In, a ^.f2',“ 2/ ? e 20 on 880820-24.No vfolallona or deviations 
TINGEN8 JAPE F “^otllancp tasllng & IE bulfotln followup. 

46947 028’ PE ' F ' R fl 2 ' 0,0 of lha Director. 88/09/07. 13pp. 46847018- 

,8 ”endS 0 to R ^O916DeiL d n^« r aW nsl ? *? "JV Ra Pt 00-302/88-18, did 880912.be 
WILSON w ft necessary due to inclement weather conditions. 

manttonfrrt BranS a (teSS r ft ,W FlofWa r ' la ^ Corp) 88/09/12 Docs 
ixrnuoi Branch (Document Control Desk). Ip. 4 6898 ■030- 4 60 98:038. 

evSlliiH a 0912 [^P 0 ! 1808 t0 violations noted In Jnsp Repl 
COUjns. 0 M SStoft I rSJW \F GQ } fe^lrements of 10CFR2.201. 

Coq. (aubs. of FlS ^ 

Consolldaled Ed£ & ^ 

“ ,o ^ iK^ 09 019981 Qon8ra, ° r ° u " ,u| o, “' 

Consolidated EdwoJJ (5a 3W°VwV^ nt f^ 89eSdmenl ( Po8t 670411). 86/09/16. 
usgn uo. Ol New York, Inc. 124pp, 46946.133*46946:252, 

fy Considered Design^ erf Seco 7 ntlflrv^ en i P f9C0Vfl ry of Phenomenon Not Previous 
ROSSf C.E, DMston of ^ure Control.' 8 Svc list end 

Consolidated Edison < p08t 07041 06/O9/19 ' 

OT York - (HO, 125pp. 46946.253*46047 013. 

R- Parfodle op.ra.ing report. 4 related corre.pondene. 

88 ^M6ltI. S9mianngal Radioaotlve Elfluept Release Rapt for Jan-June 1988." W/ 
dOHNSON.S.G , WIDELL R p ci.jj „ 

88/08/30, 48pp. 46795:001 ►46795^046 P °' Vef C ° rp ‘ ^ 8Ub8, oJ Flonda Pf09 re93 
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8609190307 Monthly operating rapt [or Aug 1988 tor Crystal River Unit 3.W/880913 Itr. 
0IMKOWSKU, WILSON, K R Florida Power Corp (subs of Florida Progress Corp) 
B 0/08/31. 5pp 46911 006-46911 010 


S. Reportable occurrences, LERs & related correspondence 

6808310042 LER QB 00B 01 on 8801 04, as-found setpoints of three of four tow level 
transmitters found to be sufficiently out of tolerance to have prevented emergency 
feedwater actuation Caused by refueling activlties.W/QB0824 Itr 
•MOFFATT.LW , WIDELL.R C Florida Power Corp, (subs of Florida Progress Corp ) 
88/08/24. 2pp, 46777 108 46777 109 


8809260130 Forwards functional area /evaluation cntena matrix & compilation of SALP 
atranlhs & weaknesses.per recent SALP meeting request Strengths & weaknesses 
listed correspond to statements In rept & not weighted equally 
GREENMAN.EG. Region 3, Ofc of me Director 88/09/14 REED.C Commonwealth 
Edison Co. 9pp 46956 106 46956 194 

8809260121 Procedure Change Request A-00 400 to Emergency Plan Implementing 
Procedure EPIP 560 6, "Monthly Radiological Equipment " 

* Commonwealth Edison Co. 88/09/16 5pp 46956.136 46956,140 


P. Operating license stage documents & correspondence 


8809020234 Requests addl info re emergency feedwater sys overtemp due to check 
valve leaks noted in 000706 confirmatory action ltr, by 880923,10 order to permit 
review prior to scheduled restart date 

BERKOW,HN, Project Directorate 11-2 08/00/30 WILGUS.WS, Florida Power Corp 
(subs oi Florida Progress Corp ) 4pp, 46744 300 46744*303. 

0809080099 LER 88 006 01 on 880228,unlt experienced reactor trip during power da 
crease from 99% to approx 40% power Caused by broken stem nut in yoke of teed- 
water 0 main block valve Stem nut, turbine trip solenoid & circuit fuse replaced W/ 
860831 itr 

MOFFATT.LW., WILSON, K.R Florida Power Corp (subs of Florida Progress Corp.). 
68/06/31 9pp 40789*103-46789.111 

8609080078 LER 08 015 00 on 080805, discovered that components associated w/main 
feedwater startup block valves not environ qualified Caused by Incorrect removal from 
list Qualification determination guidance improved W/8B0902 Itr. 

MOFFATT.LW., WIOELL.R C Florida Power Corp. (subs of Florida Progress Corp.) 
88/09/02 6pp 46797*165-46797*170. 

8 609230 1Q7 LER 88 015 01 *on 880805, components associated w/maln feedwater start- 
up block valves found not environ qualified. Caused by Incorrect design input & misap- 
plication of qualification requirements Components replaced.W/GB0919 Itr 
MOFFATXL.W , WiDELL.R C, Florida Power Corp, (subs of Florida Progress Corp,). 
88/09/19, 8pp. 46942.346 46942 353, 


V, Operator Examinations 

88090 10 088 Provides notice of MA Barber permanent reassignment from position for 
which License OP-20135-1 certified, effective 8B0815,ln response to NRC 080721 cor- 
respondence, 

WILGUS,W,S Florida Power Corp, (subs of Florida Progress Corp.). 88/00/24. Docu- 
ment Control Branch (document Control Desk) Ip 46720.069-46720.069. 


8800120294 Generic Ltr 8B 14 to all holders ol OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end 
MlRAGLlA^F J. Associate Director for Projects (Post 070411) 88/08/08 Consolidated 
Edison Co, of New York, Inc 41pp 47065 001-47065.006 

8809010348 Advises that 0 80707 Rev 51 to QA Topical Rept CE-1-A satisfies 
lOCFR$0,App B requirements & acceptable 

WRIGHT, QC Region 3, Ofc ol the Director 80/08/19 REED.C Commonwealth 
Edison Co 2pp. 46742 071-46742 072 

6800260343 Responds to 880323 request for addl Info re Generic Ltr 83-28 .Description 
of how program assures that all relevant matl received, properly 

ovoluated.lmplamented & maintained during plant Ills provided, 

TRZYNA.G E Commonwealth Edison Co 00/00/22. Document Control Branch (Doc- 
umanl Control Desk). 3pp. 46656,043 46656 045, 


8808300209 Forwards DRP Section 1A master activities plans for Aug 1988 to Jan 
I989,lncludlng Insps, security & radiation control. 

FORNEY, W.L. Region 3, Ofc of the Director. 88/08/22 HAGUE.R.L Region 3, Ofc of 
the Director. 11pp. 46698.231-46698 241, 

0809290005 Forwards Rev 52 to Topical Rept CE-1-A, “Commonwealth Edison Co QA 
Program for Nuclear Generating Stations." Rev made to change PACS part ol charts 
& consolidate PACS organization chart to reflect new organization 
MORGAN, W.E Commonwealth Edison Co. 8B/09/13 Document Control Branch 
(Document Control Desk) Ip. 46903.322-46999.336 


-88100 50336 Rev 52 to " Commonwealth Edison Co QA Program for Nuclear Generat- 


ing Stations" 

SREWSKI.W Commonwealth Edison Co CE-1-A R52, 88/99/13, 12pp. 46999 323 
46995:336 


Q, Inspection reports, IE Bulletins 8 correspondence 


DOCKET 60-304 ZION NUCLEAR POWER STATION, UNIT 2 


F, Security, medical, emergency 4 fire protection plans 


8&08260473 Forwards FEMA analysis of "Zion Nuclear Power Station Site-Specific Off- 
site Radiological Emergency Alert & Notification Sys QA Verification, " Alert & notifica- 
tion sys Installed around facility satisfies NUREG 0654 requirements. 

PETER SON, G.C, Federal Emergency Management Agency. 68/08/08 STELLO,V. 
Ofc of the Executive Director for Operations fp. 46657 00 1-46650 101 


8808310214 Responds to NRC B00924 ltr re violations noted In Insp Repts 50-205/88- 
12 & 50-304/88-13 on BB04H 8603 Corrective actlons.iemporary procedure rev Im- 
plemented to P/M003 5N to correct sotpoint discrepancy. 

BLISS, H E, Commonwealth Edison Co, 80/0B/O5 DAVIS, A B. Region 3, Ofc of the Di- 
rector 15pp 46727.010 46727*024, 

8808190195 NRC Info Notice BB-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end. 

ROSSI ,C E Division of Operational Events Assessment (Post 870411) 88/0B/19 
Consolidated Edison Co of New York, fnc. 125pp. 46690.054-46600 178. 


-8806260400 "Zion Nuclear Power Station Site-Specific Offsite Radiological Emergency 
Preparedness Alert & Notification Sys QA Verification." 

1 Federal Emergency Management Agency. 08/06/20 20Dpp 4B657.Q02-46658.1O1. 


0806290034 Index to < „ 

* Commonwealth Edison Co. I 


plan Implementing procedures 

0. 4pp. 46683 260-46803*269 


8600300209 Forwards ORP Section 1A master activities plans for Aug 19BB to Jan 
IQBflJncludlng Insps.secunly & radiation control. „ , 

FORNEY, W.L Region 3, Ofc of the Director. 80/08/22. HAGUE.R L. Region 3, Ofc of 
the Director. 11pp. 46698*231-46698*241, 

8809260219 Procedure Change Request A-BD-393 to EPIP 440-1 ."Emergency Commu- 
nications Svb & Operational Teats. 

NYKEIL.A.W. Commonwealth Edison Co. 88/08/24 18pp. 46956:111-46950 128. 


8800160451 NRC Info Notice 00 008, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices '■ Svo list end 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 68/0B/22. 
Consolidated Edison Co of New York, Inc. 121 pp 46702.311-40703,070. 


8808300209 Forwards DRP Section 1A master activities plans for Aug I960 to Jan 
19S9jncluding insps.secunly & radiation control. 

FORNEY, W.L Region 3, Ofc of the Director. 88/00/22 HAGUE.R L Region 3, Ofc of 
tho Director llpp 46690 231.46698*241. 


8606300313 Forward* SALP 7 Board Repts 50-205/88-01 & 50-304/88 01 for Dec 
1086 - May 1980. Rating In training & qualification area declined from Category 1 to 
Category 2 classification, 

DAVIS, A B Region 3, Ofc of the Director. 08/00/23. REED.C Commonwealth Edison 
Co 3pp 4669 5i2B 1 -46695*329 


Revised Emergency Plan Implementing Procedure EPIP 170-1. "Securrty "^e.^rlll ^ov B m°em in pe^orman°ci 1 £ted°' 30 ' ,/88 ' 01 D “ 1986 '° ^ 

R1ECK.T.A. commonwealth Edison Co. flB/08/26 11pp. 46B15.a«-4681S:352. * Region 3, Ole ol the Director. M/08/23. 4Bpp 46895-284-46695 329 


8909090048 Advisee that 880B09 Rev 6B lo emergency plan consistent w/provlslons ol 
10CFR6Q,54(q) & acceptable 

SHAFER, W D. Region 3, Ofc of the Director 88/08/31. REED.C. Commonwealth 
Edison Co. 2pp. 46808*193 46806*194. 


8800180368 Suppl 1 to NRG Info Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves '' Svc list end, 

ROSSI, G.E. Division of Operational Events Assessment (Post 870411). 80/08/24, 
Consolidated Edison Co, ol New York, Inc. 122pp. 46713:218-46713 219. 


8809260067 Procedure Change Request A-88-383 to EPIP 320 1, "Activation of Gener- 
ating Station Emergency Plan Station Group.” 

* Commonwealth Edison Co QB/08/31 10pp. 46956*243 46956:252 

8609260212 Rev 1 to Emergency Plan Implementing Procedure EPIP 370-2, "First Aid 5 
||^ t 9 * 

* Commonwealth Edison Co. 88/08/31, 12pp. 48965.205-46965:216. 

6809190031 Forwards REMA 88060B Itr & evaluation stating that alert & notification sys 
Installed around plant satisfies NUREG 0654 FEMA-REP-1,Rev 1 & FEMA-43 require* 

SHARER, W.D, Region 3, Ofc of the Director, 86/09/08, REED.C. Commonwealth 

Edison Co, 2pp. 46886:014-46887:122 

6809260196 Procedure Change Request A-88-399 to EPIP 650-5, "Technical Support 
Ctr.Operatlonal Support Ctr & Main Assembly Area Radiological Sup pile a." 

** commonwealth Edison Co. 80/09/08. 6pp. 46950:350-46950,360. 


8009260204 Procedure Change Request A-BB-398 to EPIP 550-2, "Environ Emergency 
KM.GSEP Van 8 Emergency Operations Facility Radiological Equipment." 

• Commonwealth Edison Co 88/09/08. 6pp. 46950.056 48950.061. 


6808230112 NRC Info Notice 80-070, "Check Valve Inservice Testing Program Deficien- 
cies " Svc fist end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/08/29 
Consolidated Edison Co. of New York, Ino. 123pp, 49713.096 46713.217 

8808260492 NRC Info Notice 88-071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event/' Svc list end 

ROSSI.CE. Division of Operational Events Assessment (post 870411). 80/09/01. 
Consolidated Edison Co of New York, Inc. 121pp, 46712.244-48713:004. 

B80 83000 18 NRC Info Notice 80-072, "Inadequacies In Design of DC Motor- Operated 
Vafves." Svc fiat end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 80/09/02. 
Consolidated Edison Co, of New York, Ino, 122pp. 46726,001-48726,123 


8809150223 Responds to NRC Bulletin 88-005 & Suppla 1 & 2 re Piping Supplles.lno 4 
West Jersey Mfg Co mails complying w/ASME Code requlrements.ltemlzed list ol 
components received end, 

MORGAN, WE, Commonwealth Edison Co. 88/09/08 Document Control Branch 
(Document Control Desk). 31pp. 46057:021-46657.051. 
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8609160166 Forwards Safety Insp Repls 50-295/88-16 & 50-304/80-16 on 880720 
0023 No violations noted 

FORNEY, WL Region 3, Otc ol the Oirector 89/09/09. REED.C Commonwealth 
Edison Co 2pp 46895 050-468 95, 065 

-8609160169 Insp Repts 60-295/86-16 & 50 304/68 16 on 680720-0823 No violations 
noted Major areas inspected operational safety verification & engineered safely fea- 
ture sys waJkdown, surveillance observation & malnt observation 
HINDS t J M Region 3, Ofc of the Director, 88/09/09 I4pp 43895 052*46695 065 

8809000339 NRC info Notice 88 074, ''Potentially Inadequate Performance of ECCS in 
PWRs During Reclrcufation Operation Following LOCA " Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/09/14, 
Consolidated Edison Co of New York, Inc 122pp 46824:215-46624 336 

8809260130 Forwards functional area/evaluation criteria malriic & compilation of SAIP 
strenths & weaknesses, per recent SAIP meeting request Sira ngths & weaknesses 
listed correspond to statements In rapt & not weighted equally 
GREENMAN.E.G Region 3, Ofc of die Director 8B/09/14. REED.C Commonwealth 
EdisonCo Bp p 46950 186 46956 194. 

0809260172 Advises of generic mservice testing concerns Identified by NRC as result ol 
msp on 880822-26 Addl listed fnfo re pumps 5 valves requested 
GREENWARE, G Region 3 t Ofc cf the Director 88/09/15 REED.C Commonwealth 
EdisonCo 4pp 46956 055-46956 056 

8009120197 NRC fnfo Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry." Svc list end 

ROSSI.CE- Division of Operational Evanls Assessment (Post 870411) 88/09/16, 
Consolidated Edison Co of New York, tnc 124pp 4 6 946,133-4 694 6 252 

8809130350 NRC fnfo Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control," Svc list end. 
ROSSI.CE. Division ol Operational Events Assessment (Post 87C411) 68/09/18 
Consolidated Edison Co. Of New York, Inc 125pp 46S46 253-46947.613. 


R, Periodic operating report® & related correspondence 

89O03TOOO3 "Effluent & Waste Disposal Semiannual Rapt for Jan-June 1908" W/ 
880818 Ur 

PWML.G J, Commonweallh Edison Co 88/06/30. 23pp. 46702097-46782 119. 

8808300049 Forwards errata data w radioadive effluent rept for Jan Dec 1997 for plan! 
PUML.G.J Commonwealth Edison Co 8B/08/18 Document Control Branch (Door- 
men! Control Desk), Ip, 46693“ 161 -46693 193, 

-8800300002 Errata to “Effluent & Waste Disposal Semiannual Rept for 1 987 " 

* Commonwealth Edison Cc. 87/ 1 2/31 12pp 46693.162 46693 103, 

88091400 B9 Monthly operating repls for Aug 1966 for Zion Generating Static n.W/ 
880907 ftr. 

AUSTIN, G. PUML.GJ, Commonwealth Edison Co, 68/08/31. 12pp 46841 200- 
46641 211, 


S, Reportable occurrence »j LEfis & related correspondence 

9809140376 LER 88 001-01'On 880 1 06, nuclear station operator failed to Jog delta I w / 
nuclear instrumentation channel fn test Caused by personnel error Catibr procedure re- 
vised & operator training conducted W/880721 Hr, 

ST£VENS,E„ PLfML.G J. Commonwealth Edison Co 83/07/15, 4pp 4603B 205 
46838,209. 

8009010003 Summary of Operating Reactors Events Meeting 88-34 on 880823. 
JAUDON.J.P. Events Assessment Branch 83/00/23, ROSSI.CE Division of Oper- 
ational Events Assessment (Post 87041 1). 16pp. 46722 340 46722.354. 


DOCKET 50*305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & ffre prelection plans 


8809120091 Final response to FOIA request for documents Forwards documents fisted 
in App A Documents also available in PDR App B documents totally withheld (:*l 
FOJA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.DH NRC - No Detailed Affiliation Given 68/08/17, CONNOR.l Doc- 
Search Associates 5pp 46770 060 46770 089 

-0009120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1985, 

AXELRAD.J A Enforcement Staff, IE (Pre 870413) 86/12/13 BLAHA.J L Program 
Support & Analysis Staff, IE (Pre 070413) 13pp, 46770 211-46770 223 

6909010246 Forwards safety evaluation supporting util ATWS mitigating sys actuation 
circuitry design to meet requirements of 10CFR50.62 

GIMTER.JG Project Directorate MI-3 88/08/25, HINTZ.D C Wisconsin Public So /vice 
Corp. 2pp. 46744,1 10 46744 119. 

-8&09010251 Safety evaluation supporting proposed ATWS mitigating sys actuation cir- 
cuitry design to meet requirements of 10CFR50.62 
* Project Directorate IJI 3. 83/0B/25 8pp 46744 112-46744 119 

8009020232 Advises that 880603 response to Generic Ur 88 05, "Boric Acid Corrosion 
of Carbon Steel Reactor Boundary Components In PWR Plants" acceptable Uli 
should maintain auditabls records of program & results from Implementation of pro- 
gram. 

GUTTER, JG Project Directorate IIF3 88/08/30 HINTZ.D.C Wisconsin Public Sorvico 
Corp 2pp. 46750 130 46760.131 

8009060363 Summary of 880824 meeting w/util re discussion & resolution of oulsiartd 
(no issues re accident monitoring instrumentation & conformance w /Reg Glide 
1 97 Ust of attendees end, 

GUTTER, J.G Project Directorate 111-3, 88/08/30 Project Directorate 111*3 2fipp 
4675B 186-467 56 ail 


5009000150 Advfaes that listed P&IDs sent to Region Jll.per 800320 request 
STEINHARDT.C.R Wisconsin Public Service Corp 88/09/01 Document Control 
Branch (Document Control Desk) Ip 46792,333 46792 333 

8809150235 Forwards graphics! summary of temp vs time heat strip chart records In 
response to 880 B03 request, 

STEINHARDT.C.R Wrsconsln Public Service Corp 88/09/08. Document Control 
Branch (Document Control DesK), 3pp. 46849 347-46849 349 


O. Inspection reports, IE Bulletins & correspondence 

8809140025 Forwards SALP Rept 50-305/87-01 for Jan 1986 - Juno 1937,for review 

S lor (o 870925 meeting Performance found to be commendable 
AVfSiB.A Region 3. OJc of the Director 87/09/10 HINTZ.D.C Wisconsin Public 
Service Corp. 3pp 46845,127-46845 156 

-8609140029 SALP Rept 50 305/87-01 for Jan 1986 - June-1087 
* Region 3. Ofc of the Director. 87/09/10, 27pp 46645.130 46845 166 

8808190195 NRC Info Notice 88-069, "Movable Contact Finger Brndfng in HFA Relays 
Mfg by GE" Svc list end 

ROSSLCB, Division of Operational Events Assessment (Post 870411) OO/DB/19 
Consolidated Edison Co of New York, fnc 125pp 46690 054-46690 178 

0803160451 NRC fnfo Notice 88 068, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI.CE. Division af Operational Events Assessment (Po9t 070411) 08/08/22 
Consolidated Edison Co of New York, Inc 121pp 46702,31 1*46703 070 

6006100368 Suppl 1 to NRC fnfo Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves '* Svc fist end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 88/08/24, 
Consolidated Edison Co. of New York, Inc 122pp 46713 210 46713 219. 

8008230112 NRC Info Notice 68-070, "Check Valve Inservice Testing Program Deficits 
des ” Svc list end 

ROSSr.C.E, Division ol Operational Events Assessment (Post 870411) 88/00/29 
Consolidated Edison Co. of New York, fnc, 123pp 46713 095-46713 217 


8809140195 Revised radiological emergency plan I implementing procedures, including 
Rev P to EP-AD-8, "Notification cf Alert, Site Emergency or General Emergency'" & 
Rev R to "Corporate Staff Emergency Response Organization " W/8 60906 Itr. 
STEINHARDT.C.R Wisconsin Public Service Corp 0B/O9/O6, 84pp 46840 328- 
46841.052 

8609210037 Revised emergency plan Implementing procedures, including Rev L to EP- 
AD 1. "Plant Emergency Organization” Rev G to EP OSF-2, "Operational Support Fa- 
cility Operations" & Rev D to EP-TSC-1, "Technical Support C(r,. W/800912 llr, 
STEJNHARDT.CR Wisconsin Public Service Corp 08/09/12 59pp, 46928-256- 
46928-314 


H. General correspondence 

8809300865 Comment on proposed rule 1&CFR50 & 51 re property insurance for NRC 
licensed power plants.NRC urged to accept petition & grant relief requested 
GEHL.E 0, Wisconsin Power A. Ligbl Co. 88/08/22 CKILK.S J Office of Ihe Secretary 
of the Commission Ip. 46905,070 46965 078. 

8809300124 Comment opposing proposed rules 1OCFR50 & 51 re property Insurance 
for NRC licensed power plants 

MEBANEAC Madison Gas & Electric Co. 88/09/02, CHILK,S J, Office of the Secre- 
tary of the Commission, Ip, 46976.336-46978r336 


P, Operating license stage documents & correspondence 


8800260492 NRC info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 8 Request for Collection of Licensee Radioactivity Measurements Attributed to 
Thai Event * Svc list end. 

flOSS[,C.E Division of Operational Events Assessment (Post 870411) 08/09/01. 
Consolidated Edison Co of New York, fnc 121pp 46712.244-46713 004 

0808300018 NRC fnfo Notice 88 072, "Inadequacies In Design of DC Motor-Oporatod 
Valves," Svc list end. 

ROSSf t C,E Division of Operational Events Assessment (Post 870411). 08/09/02 
Consolidated Edison Co, of New York, Inc. 122pp 46726 001-46726*123 

0800090187 Advises that util 880613 response to IE Bulletin 85 003, "Motor-Operated 
Valve Common Mode Failures Dunng Plant Transients Due to Improper Switch Set- 
tings." acceptable 

GREENMAN.EG Region 3, Ofc of the Director. 80/09/02 HINTZ.D C. Wisconsin 
Public Service Corp. 2pp. 46006 341-46006,342. 

8009150085 Responds to NRC Bulletin 88-005,lncfudmg Suopls 1 & 2, "Nonconforming 
Mails Suppjied by Piping Suppl les.fnc at Folsom, NJ & West Jersey Mfg Co ai 
WilHamstown.NJ." 

HINTZ.D.C Wisconsin Public Service Corp, 88/09/09, Documenl Control Branch 
(Document Control Desk). 10pp. 46846*273-46B46-202 

8809080339 NROlnfo Notice 86 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Folfowing LOCA " Svc list end, 

ROSSI.CE, Division of Operational Events Assessment (Post 870411), 88/09/14. 
Consolidated Edison Co, ol New York, Inc. 122pp 46B24-215-46024.336. 


8808120294 Generic Ltr S8-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument afr supply sys problems affecting safety related equipment Svc fist end, 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411) 88/06/08 Consolidated 
Edison Co. of New York, Inc 41 pp 47065 00 1-4 706 5.00S 


6809120197 NRC Info Notice 80-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svo list end 

ROSSI.CE, DMslcn of Operational Events Assessment (Post 870411) 08/09/16. 
Consolidated Edison Co, of New York, fnc 124pp. 46946,133 46946-252 
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6909130350 NRC Into Notice 80-076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control ’’ Svc list end 
ROSSI, C.E. Division of Operational Events Assessment (Rost 870411) 86/09/19 
Consolidated Edison Co. of New York, Inc 125pp 46946 253-46947 013 


8608260481 Advises that BB0513 response to Generic Ur 88 03 re steam binding of 
auxiliary feedwater pumps acceptable Agrees w/ util that improved mamt & testing will 
help prevent any Increase in check valve (allure due to plant age 
OI1ANNI.DC Project Directorate IIM 00/08/25 MUSOLF.D M Northern States 
Power Co 2pp 46649 069-46049 070 


R. Periodic operating reports & related correspondence 

9809080107 "Semiannual Effluent Release Rept,Jan-June 1988" W /880929 Itr 
STEIN HARDT.C.R Wisconsin Public Service Corp 88/06/30 38pp. 46708.183 
46700:220. 

0009160193 Monthly operating rept tor Aug 19B0 for Kewaunee Nuclear Plant W/ 
9G0909 Itr. 

RUTTER, G.H., STEINHARDT.C.R. Wisconsin Public Service Corp 80/00/31 5pp. 
46B47 103 46847:107 


S. Reportable occurrences, LERs & related correspondence 


6808310136 Forwards “Effluent & Waste Disposal Semiannual Rept for Jan June 1980" 
A amend to rept (or Jul Dec 1987 

FEY.F.L. Northern States Power Co 80/08/26 Document Control Branch (Document 
Control Desk) Ip 46700 027-46700.072 

— B6O031O162 Rev 2 to D59, "Process Control Program (or Solidification/ Dewatering of 
Radwasie from Liquid Sys " 

* Northern States Power Co 80/04/16 23pp 46700 05 (M 67 00 .07 2 

8809060360 Forwards environ assessment & finding ot no significant impact re 880705 
request for amends to Licenses D PR-42 & DPR 60 

D1IANNLDC Project Directorate lll-l 88/08/31 MUSOLF.D M Northern States 
Power Co 3pp 46764 349 46764 355 


8806090182 LER 08-006-00’on 080502,planl experienced reactor/turbmo trip, while 
operating.Caused by equipment failure wires identified as faulty replaced & setpoint 
calculator relnsta!led.W/8B0601 Hr 

LOHMAN.DC. Wisconsin Public Service Corp 88/06/01 5pp 45766 273-45766 277. 


■8809080364 Notice ot environ assessment re issuance of amends to Licenses DPR-42 
& DPR-60 revising Tech Specs to change values of nuclear hot channel (actor & nu- 
clear enthalpy nso In hot channel factor on power distribution limits In DNB 
VfRGlLIQ.MJ, Project Directorate 111-1 88/08/31 4pp 40764.352 46764 355 


8800310166 LER 8B 010-00 on 800726,actuatlon of B train of auxiliary bldg special ven- 
tilation sys occurred Caused by spurious radiation spike Cause of spike 
undetermlned.No specific corrective action planned. 

NALEPKA.D S., STEIN HARDT.C R. Wisconsin Public Service Corp 80/08/25 4pp 
46717 318-46717.321. 


8808310196 LER 88-009-00’on 0BO726 l aulomatlc isolation of steam generator blow- 
down & sampling occurred Caused by improper procedure performance & electrical 
spike of ^determinant origln.lnctdent reviewed w/technlclans.W/8B0Q25 Hr, 
BERNHOFT.S.L., STEINHARDT.C.R. Wisconsin Public Service Corp 00/08/25 6pp. 
46725-315-46725.320. 


V. Operator Examinations 


8B 09070241 Forwards tentative schedule for operator licensing exama through 1992, par 
Generic Ltr 88-1 ^Schedule based on listed fiscal yrs. 

STEINHARDT.C.R Wisconsin Public Service Corp, 88/09/01. HANNON, J. NRC - No 
Detailed Affiliation Given. 3pp 46780 354 46780 356. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency 4 fire protection plana 

0008260376 Forwards Safety Insp ReptS 50-282/86-13 & 60-306/80-13 on 660718- 
22. No violations noted A .. 

HARRISON, J.J, Region 3, Ofc of the Director. 80/08/10. LARSON, C E. Northern 
states Power Co. 2pp 46654*011-46654-025. 

-6600260387 Insp Repts 50 282/88-13 & 60-306/88-13 on 8807l0*22.No violations or 
deviations noted, Major areas Inspected, licensee action on previous Insp findings ro 
App F & fire brigade annual training program , 

Bln LER, DS., ULIE.JM., GARDNER, R.N, Region 3, Ofc of the Director BB/08/19. 
I3pp 46654*013-46654.025 

8B06 290328 Advises that Rev 9 to emergency plan, transmitted by 800718 Itr.conslsteni 
w/provlslons of 10CFR50 64(q) & acceptable 

SHAFER.WD. Region 3, Ofc of Ihe Director 88/OB/22. LARSON.C.E. Northern 
Slates Power Co, 2pp. 46677:319-46677.320. 

CB09 140455 Advises that 880812 Rev 19 to physical security plan consistent w/provl- 
slons of 10CFR50 54 (p) A acceptable 

MALLETT.BS Region 3, Ofc of the Director. 88/08/31, LARSON.C.E. Northern 
States Power Co. Ip 48837*009 46837.009 

8609160132 Advises that 880812 Rev 3 to safeguards contingency plan meets provl 
sfons of 10CFR50.54(p) & acceptable. „ 

MALLETT.BS. Region 3, Ofc of the Director. 80/08/31. LARSON.C.E Northern 
States Power Co, Ip, 46005, 237-46805-237 

8809160302 Rev 9 to Emergency Plan Implementation Procedure F3-2, "Classifications 
of Emergencies," W/880902 ltr 

FEY.F.L Northern States Power Co 08/09/02. 66pp 46856.256 46856,321. 

0809270113 Revised emergency plan implementing proceduresjncludlng Rev 6 to Pro- 
cedure F3-8, "Recommendations for ORsito Protective Actions" & Rev 2 to Procedure 
F3B.1, "Recommendations for Offsite Protective Actions for On Shift W/880921 

FEY.F.L Northern States Power Co. 8B/09/21. 60pp. 46969:332 46970,031. 


p. Operating license stage documents & correspondence 


0808120294 Generic Hr 88-14 to all holders of OLs or CPa for nuclear power reactors 
re instrument air supply sys problems affecting safety -related equipment. Svc Hat end, 
M1RAGUA.F J. Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co of New York, Inc. 41 pp, 47065.001-47005 006 


8608260131 Advises that util 800525 response to Generic Ltr 88 05 re boric acid corro- 
sion of carbon steel reactor boundary components In PWR plants acceplabfe.uifl 
should maintain records of program & results obtained /Torn 

DIIANNI,D,C. Project Directorate IIM 80/00/23. MUSOlF.D.M Northern States 
Power Co 3pp. 46658-332-46658.334 


88083 10036 Requests 880801 request for exemption from lOCFRSO.App J, Section 
III A. 3 be supplemented w/commitment of min test duration of 24 h whenever mass 

KusOLfJd Northern States Power Co 88/08/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 48786 326-46786 327. 


8809090022 Advises that Rev 6 updating Monticello SAR & Rev 12 to operation QA 
plan for both plants accoplablo 

WRIGHT, G C Region 3, Ofc of the Director 68/00/31 LARSON, C E Northern States 
Power Co. Ip. 46003 355 46803,355 

0809260231 Forwards nonproprietary WCAP-11932 A proprietary WCAP-1 1931, respec- 
tively, “Digital Feedwater Control Sys Median Signal Selector for Northern Stales 
Power Prairie Island Units 1 A 2"' Proprietary rept withheld (ref 10CFR 2 790) 
MUSOLF.D Northern States Power Co 88/09/15, Office of Nuclear Reactor Regula- 
tion, Director (Post 870411) 1 1 pp 46952 054-46952.099 

-8809260269 Requests that Proprietary WCAP-1 1931, "Advanced Digital Feedwater 
Control Sys Median Signal Selector for Northern States Power Prairie Island Units 1 A 
2 r be withheld (ret 10CFR2 790) Affidavit end 

WfESEMANN.R A. Northern Stales Power Co. 8B/09/09 MURLEY,T Office of Nucle- 
ar Reactor Regulation, Director (Post 070411) 9pp. 46952 066 46952 064. 

-8609260238 Nonproprietary, "Advancod Digital Feedwater Control Sys Median Signal 
Selector for Northern Stoles Power Prairie island Units 1 & 2 " 

ERIN.L E , ADAMS.J M , MORRIS, P L Westinghouso Electric Corp WCAP-11932 80/ 
09/30. 35pp 46952.065-46952 099. 

8009210271 Granls 000728 oxomption from provisions ol Soctlons I.D.3 & I D 5 of App 
K to 10CFR60 ra Injection of low pressure ECCS, Exemption oncl 
DIIANNI.D, Project Directorate 111-1. 88/09/16 MUSOLF.D M Northern Stales Power 
Co. 5pp. 46928 234 46920 245 

-8809210274 Exemption from requirements of Sections I.D.3 & I D 5 of App K of 
10CFR50 re use of ratio ol total fluid flow at coro exit plane to total liquid How al core 
Inlot plane to determine coro exit flow. 

HOLAHAN.G M, Division of Reactor Projects - lll,IV,V & Special Projects (Post 
370411), 88/00/16 Northern States Powor Co 7pp. 46928 239 46926 245 

0809270001 ForwardB environ assessment A finding of no significant impact re request 
for exemption from 1QCFR50,App J 

D1IANNI,0C. Project Directorate IIM. 88/09/21. MUSOLF.D.M. Northern States 
Powor Co 3pp 46971*259 46971 265 

-8609270002 Environ assessment & finding of no significant Impact ro request for ex- 
emption from requirements of lOCFRBO.App J, 

WAMBACH.T.V. Project Directorate IIM. 88/09/21 4pp, 46971 262-46971,265, 


Q. Inspection reports, IE Bulletins & correspondence 

8B0 92700 16 Responds to NRC 8B0707 request for addl Into re 880526 substation 
breaker actuation A status of substation work control process 
LARSON, CE Northorn Slates Power Co 88/08/12 AXELSON.WL Region 3, Ofc of 
the Director, 2pp 46971-266-46971.256 

8808190195 NRC Info Notice 80 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co of Naw York, Inc 125pp. 46690 054 46690 178, 

8800260376 Forwards Safely Insp Repts 50-282/80-13 A 50 308/88 13 on 88071B- 
22 No violations noted 

HARRISONJJ Region 3, Ofc of the Director 88/08/19 LARSON.C.E. Northern 
Stales Power Co. 2pp 46664 01 1 46654 026 

—8808260387 Insp Repts 60-282/88-13 & 50-306/88-13 on 800718-22.No violations or 
deviations noted. Major areas Inspected- licensee action on previous Insp findings re 
App R & fire brigade annual training program 

BUTLER, D.S.. HODOR.R.S, PARKINSON, K.L Region 3, Ofc of the Director. 08/08/ 
19. 13pp 46654.013 46654*025 

8808160451 NRC Info Notice 88-068. "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list and. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) D8/OB/22, 
Consolidated Edison Co. of New York, Inc 121pp. 46702:311-48703 070. 

0009020170 Forwards Safety Insp Repts 50-2B2/88-12 & 50-306/88-12 on 880626- 
0806 & notice of violation, 

AXELSON.W.L Region 3, Ofc ol the Director. 88/00/22 LARSON, CE. Northern 
States Power Co. 2pp 46750.264-46750,279. 

-8809020177 Nolice of violation from fnsp on 880626-0806.Violallon noted, three ot four 
reactor protection sys channels for overtemp Delta T & overpressure Delta T Inoper- 
able since 1974 & failure to stroke Lime test presBurfzar PORVs 
AXELSON.W.L Region 3, Ofc of the Director 88/08/22 Ip 46750.266-46760,266. 



88 DOCKETED ITEMS 


-8809020178 Insp Repls 50-282/88-12 & 50 309/88-12 on 880625 0806 Violations 
noted Major areas inspected previous insp fmdmas.plant operational 
safety.maint.surveil lances, ESF sys.LER followup & preparation for refueling 
BURG ESS ,0 Regton 3. Ofc of the Director 86/08/22 13pp 46750 267-46750 278 

8806180368 Suppl 1 to NRC Info Notice 06-048, "Licensee Rept of Defective Refur- 
bished Valves Svc list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 88/08/24 
Consolidated Edison Co. of New York, Inc. 122pp 46713 218 46713 219, 

6808230112 NRC Info Notice 88-070, "Check Valva Inservice Testing Program Deficien- 
cies" Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 970411) 88/08/29 
Consolidated Edison Co of New York, Inc 123pp 46713 095-46713 217 

8 BO 826 04 92 NRC Info Notice 83 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Reauost for Collection of Licensee Radioactivity Measurements Attributed 10 
That Event** Svc list end 

ROSSI.CE Division of Operational Events Assessment {Post 870411) 88/09/01 
Consolidated Edison Co of Now York, Inc 121pp. 46712 244-46713 004 

6808300018 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valves." Svc list end. 

ROSSLCE, Division of Operational Events Assessment {Post 870411) 88/09/02 
Consolidated Edison Co of New York, Inc 122pp. 46726 001-46726 123, 

8609150301 Responds to NRC Bulletin 3 0 005, "Nonconforming Matls Supplied by 
Piping Suppllesjnc at FolsorruNJ & West Jersey Mfg Co at Wlltlams^own 1 NJ. ,, 
LArSON.C.E Northern Stales Power Co 88/Q9/0B. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411) 7pp 46854 294-46854 300 

0609080339 NRC Info Notice 88-074, '‘Potentially Inadequate Performance of ECCS In 
PWfls During Recirculation Operation Following LOCA " Svc list end 
ROSSI.CE Division of Operational Events Assessment IPost 870411) 88/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824 215 46824,336 

6809120197 NRC Info Notice 08-075. "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list end 

ROSSLC.E Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co of New York, Inc I24pp 46946,133 4B946 252 

8809200188 Provides steam generator tube plugging & sleeving fnfo per Tech Spec 
4 i2 E 1 Detailed info will be provided in fnseryjce inspection summary rept to be sub- 
mitted within 90 days of refueling outage. 

MUSQLFJD Northern States Power Co, 88/09/18. Document Control Branch (Docu- 
ment Control Desk) ip, 46900 001 -46900 001 

8609130350 NRC Info Notice 83-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc fist end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co of New Yofk, Inc 125pp 46946 253 46947 013. 


R. Periodic operating report* * related correspondence 


8800310136 Forward s "Effluent & Waste Disposal Semiannual Rept for Jan-June 1968" 
& amend Co rept for Jul-Dec 1087. 

FEY.F L Northern Stales Power Co 88/08/26 Document Control Branch (Document 
Control Desk) Ip. 46700 027-46700 072 

-8808310160 “Effluent Semiannual Rept for Jan-June 1988 " 

* Northern Stales Power Co 88/06/30. 14pp 46700 02B 46700 041 


“8808310161 Amend to "Effluent & Waste Disposal Semiannual Rept for Second Half 
of 1987." 

* Northern Stales Power Co 37/12/31. 8pp. 46700,042*46700 049 


8809220079 Forwards monthly operating repls for Aug 1986 for Frame Island Units 1 & 
2 & corrected monthly operating rept for Frame Island Unit 1. 

MUSOLF.D Northern States Power Co. 88/09/13 Document Control Branch (Oocu 
ment Control Desk) ip. 46926 335-46926 344 

“8809220107 Monthly operatirvg repls lor Aug 1983 for PraJne Island Units 1 & 2, 
DUGSTAD.D Northern States Power Co 88/06/31. 8pp 46926 336-46926 343 


V. Operator Examine Hone 

8800260075 Ack receipt of 880009 ftr providing current status of test Item development 
to support NRC administered requalificaifon exam dunng wk of 881024 Request to 
delay exam scheduled lor wk of 831024 acceptable due to insufficient lest items 
WRIGHT, GC Region 3, Ofc of the Director 88/08/22 LARSON.CE Northern States 
Power Co. 2pp. 48669 176-46669 179 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PUNT 


F. Security, medical, emergency A fire protection plans 

6809070222 Revised emergency plan implementing procedures.Includmq Rev 25 to 
2 50,6, "Emergency Equipment Readfnesa Check' r & Rev 12 to 2.50.10, "Evaluation 
of RadiotoQicAl Data." 

• Maine Yankee Atomic Power Co. 86/08/29. 94pp, 46777 244-46777 337, 

8809150310 Rev 5 to Emergency Plan fmptementiog Procedure 2 50 8, "Medical Emer- 
gency Ban ” 

* Maine Yankee Atomic Power Co 88/09/06 10pp. 46846 343-46848 352 


P, Operating license siege documents A correspondence 
8800120294 Generic Ld 88- 14 to all holders ol OU or CPs for nuclear power reactors 
Edison Co. of New York. Inc 41pp. 47065 001-47065 006, 


6809120091 Final response to FOIA request for documents Forwards docuroe/ils listed 
in App A Documents afso available in PDR Ap p B documents totally wilhhofd (rc-f 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 6) 
GRIMSLEY.DH NRC - No Detailed Affiliation Given 88/08/17 CONNOR, L Doc* 
Search Associates 5pp 46770,060 46770089. 

“8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1985 

AXELRAD,J,A. Enforcement Staff, IE (Pre 870413). 80/12/13 BLAHA.J.L Program 
Support & Analysis Staff. IE (Pre 870413) 13pp. 46770.211-46770.223 

8809120075 Forwards Amend 106 to License DPR-36 & safety evaluation. Amend modi- 
fies Tech Spec 3.12 re station svc powsr by prohibiting reliance on 115 kV surowlcc 
line unless addl justification provided to NRC. 

SEARS.P M. Project Directorate 1-3 88/09/07 RANDAZZA.J.B Maine Yankee Atomic 
Power Co. 4pp, 46026 026 46820.037 

“8809120082 Amend 106 to License DPR-36, modifying Tech Spec 3.12 re station svc 
power by prohibiting reliance on 115 kV surowelc line unless addl justification provided 
to NRC. 

WESSMAN.R H Project Directorate 1-3 88/09/07. 5pp. 46826,030*46826 034. 

--8B09 120086 Safety evaluation supporting Amend 106 to License OPR-36. 

4 Project Directorate 1-3, 88/09/07. 3pp 46826 035-46828.037 

8809270098 Forwards "Simulates Validation & Verification," per 080411 
commitment.Fee paid 

PAPANIC.G Yankee Atomic Efeclric Co 88/09/12 Document Control Branch (Oocu 
ment Control Desk). 2pp 46966 259-46969 005 


O. Inspection reports, IE Bulletins & correspondence 

8606290297 Responds to NRC 880707 Itr re violations noted In fnsp Rapt 50-309/05-10 
re failure to transfer radioactive matl to Agreement State Ilcensee.Corrociho 
actionprocedures revised lor shipping radwaste 

WHITHER, G D, Maine Yankee Atomic Power Co. 88/08/1 1 RUSSELL, W.T. Region I, 
Ofc of the Director 2pp 46677 346-46677:347 

0806190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411), 88/00/10. 
Consolidated Edison Co. of New York, Inc, 125pp 46690 054-46690. 178 

8608160451 NRC Info Notice 88-068, "Setpoint Testing of Pressunzer Safaty Volvos W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 00/08/22. 
Consolidated Edison Co of New York, Inc 121pp. 46702.31 1-46703 070 

8609010382 Forwards Radiological Controls Insp Rept 50-309/88-12 on 860710-22 No 
violations identified Insp findings indicate weaknesses In corrective action procoss for 
radiological controls deficiencies & fn area of contamination control. 

BELLAMYS, R Region 1. Ofc of the Director. 88/08/23. RANDAZZA 4 JB Molno 
Yankee Atomic Power Co. 2pp. 46743*327-46743*338, 

8809010383 Radiological Controls Insp Rept 60-309/88-12 on 880718-22. No violations 
identified Major areas Inspected radiological controls organlzatfoastafflng A 
qu ah ficatfons, audits, ALAR A & corrective action sy3. 

RG9lon 0fc of ,he Director 8B/08/23. tOpp 

46743 320-40743,338, 

8B08 180368 Suppl 1 to NRC fnfo Notice 88-048, "Licensee Rept of Defective flo-fur- 
blshed Valves ,r Svc list end 

RQSSI.C.E Division of Operational Events Assessment (Post 870411). 08/06/24 
Consolidated Edison Co. of New York, Inc 122pp. 40713*218-46713*219 

88082301 1 2 NRC Info Notice 88 070, "Check Valve Inservlce Testing Program Doflclon* 
des " Svc list end 

ROSSI, C E, Division of Operational Events Assessment (Post 070411). O8/OB/20 
Consolidated Edison Co of New York, Inc. 123pp 46713,095 46713,217. 

88 ?£S?°, 49 d NRC , jl ? f0 Notice 88-071 ’‘Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Svo list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 58/00/01. 
Consolidated Edison Co. of New York, Inc 121pp 46712-244-46713.004. 

6806300018 NRC Info Notice 00 072, "Inadequacies In Design of DC Motor Operated 
Valves Svc Iml end 

Dpffatfonal Events Assessment (Post 870411). 8B/09/02. 
Consolidated Edison Co of New York, Inc. 122pp. 46726 001-46726,123. 

88 q^rlii?f« to K M R ? S' 11 ®* 11 '? 88 * 05 ' ' "Nonconforming Matls Supplied by Piping 

oUEf ! e i!i a & Je ™v Mfg 00 at Wllllamsburg.NJ* & Supple 1 & 

con-7? c £ ^P, f0 P a !? f ® cords A testing conducted, per requests, 
hHizzLfc.CD, Maine Yankee Atomic Power Co. 88/09/08 Document Control Branch 
(Document Control Desk) 10pp. 46842*203-46042*21 2. aner 

10 N P C Bull6tln 88 -° 01 re certain delecllve models 
2 c:ai?IE?j o Se i < *K? breakers In nuclear power reaclors.No further action required 

RANDAZ2A.J.B. Maine Yankee ionite 

88 pv^ fl °S?rin N n R n^ r !!?, 8 ‘ 0 ^ ' "Potentially Inadequate Performance of ECCS In. 
ra§Ii r £ n0 r5^I C 0pe J atfo r Rowing LOCA ” Svc list end. 

< 51 . 80/09/14 

Naff 9 °' Diesel <3ener4,or 0u '* u ' Ci ™ M 

n 1 Dpfralional Events Assessment (Post 870411). 85/09/ 15. 
Consolidated Edison Co or New York, Inc, 124pp. 46046:133-46946*252. 

**MARTIN T 3SU 5 .°' 309/8 M« On 8B0623. 

MARTIN, T T. Region 1, Ofc of the Director 80/00/10, RANDAZZA J B MaFno Yankm* 
Atomic Power Co 2pp 46956 259-46956*293. ' ^ warno rank©* 



DOCKETED ITEMS 89 


-8909260003 Enforcement Conference Rept 50*309/87-16 re environ qualification of 
terminal blocks for containment sump level instrument circuits, cable for reactor cool 
ant hot & cold leg resistance temp device & solenoid opearted valves in HPSI 
CHEUNG.L, ANDERSON, C Region 1, Ofc of the Director 88/09/08 3pp 
46956 261-46958*263 

-8809260006 “Environ Qualification Enforcement Conference" 

* Maine Yankee Atomic Power Co. 88/08/23 31pp. 46956 264-46956 293. 

8609130350 NRC Info Notice 88 076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered fn Design of Secondary Containment Pressure Control " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/09/19 
Consolidated Edison Co. of New York, Inc 125pp 46‘046 253*46947 013, 


R. Periodic operating reports & related correspondence 

8809190228 Monthly operating rept for Aug 1900 for Maine Yankoo W/080912 Itr 
TAYLOR.J M , WHITTIER, GD Maine Yankee Atomic Power Co. 08/08/31 6pp 
46897.295-46897 300 


8809020238 Forwards Amends 88 & 61 to Licenses DPR 70 & DPR-75, respectively & 
safety evaluation Amends revise Tech Specs to change testing requirements re bat- 
tery surveillance during plant shutdowns. 

FISCHER, DC Project Directorate 1 2 88/08/29. MILTENBERGER.S, Public Service 
Electric & Gas Co of New Jersey 3pp 46745 176 46745 190 

-8009020242 Amends 88 & 61 to Licenses DPR-70 & DPR'75,respectively, revising 
Tech Specs to change testing requirements re battery surveillance during certain plant 
shutdowns. 

BUTLER, WR Project Directorate 1-2 88/08/29 I0pp 46745.179-46745.188. 

-8809020244 Safety evaluation supporting Amends 08 & 61 to Licenses DPR-70 & 
OPR-75,respec lively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/29 2pp 
46745.109 46745 190 

6809070200 Forwards "Semiannual Radioactive Effluent Release Rept for Jan-June 
198B" & Rev 4 to "Offsite Dose Calculation Manual " 

MILTENBERGER.S. Public Service Electric & Gas Co of New Jersey, BB/08/31 Doc- 
ument Control Branch (Qocument Control Desk) 4pp 46776 003-46776 152 


S. Reportable occurrences, LERs & related correspondence 


8809010008 Summary of Operating Reactors Events Meeting 88-34 on 880023 
JAUDON,J.P. Events Assessment Branch 08/00/23. ROSSI.C.E, Division of Oper- 
ational Events Assessment (Post 870411) 15pp 46722 340*46722 354 


8809190316 LER 88 006-00.on 80O813,unscheduled reactor trip due to main turbine 
trip Caused by eloctncal fault in one output transformer Root cause of short remains 
Indeterminate pending further insp W/8B0912 llr 

BRAND.E.B, WHITTIER, G.D Maine Yankee Atomic Power Co 88/09/12 4pp 
46898*327-46890.330, 


V. Operator Examinations 

8009200073 Forwards info requested in Generic Llr 08-13 re proposed operator licens- 
ing/requallficatlon exam schedule 

WHITTIER, G D Maine Yankee Atomic Power Co. 00/09/02. HANNON, J. NRC - No 
Detailed Affiliation Given. 3pp. 4691 1 *096*4691 1 098 

DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

8809090137 Forwards FEMA 080729 llr & "FEMA Evaluation Rept of Alert & Notifica- 
tion Sys for Artificial Island Nuclear Generating Stations/’ stating that sys meets 
NUREG-0654/FEMA-REP-1,Rev 1 & FEMA-REP-10 requlremenla.Caveal of 

44CFR350 removed. 

BELLAMY.R.R, Region 1, Ofc of the Director. 98/08/30. MILTENBERGER.S Public 
Service Electric & Gas Co. of New Jersey. 2pp 46007:043*46807 321. 

8809230177 Revised emergency plan Implementing procedureB.Includlng Rev 4 to EPIP 
103S, “Site Area Emergency/' Rev 6 to EPIP 202S, “Operations Support Ctr Actlva* 
lion & Operations" & Rev 5 to EPIP 302S, “TSC Radiation Protecllon/Chemislry Re- 
sponse ' 

• Public Service Electric & Gas Co, of New Jersey. 68/09/02. lOOpp 46944'019 
46944.163 


-8009070210 Rov 4 to “Offsite Dose Calculation Manual” 

* Public Service Electric & Gas Co of New Jersey 00/05/17 91pp 46770.063- 
46776,152. 

0809130064 Informs that J Slone assigned as senior project manager of Salem & 
backup project manager of Susquehanna 

VARGA*S,A, Division of Reactor Projects - I/ll (Post 870411) 88/09/02. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1) 3pp. 46827.007-46827*009. 

8009210159 Requests NRC approval for util to propare biological assessment re reinitia- 
tion of Endangered Species Act, Section 7 pertaining to sea turtle occurrences In circu- 
lating water Intake at facility. 

PRESTO N,B A Public Service Electric & Gas Co. of New Jersey, 08/09/09 STONE.J 
NRC - No Detailed Affiliation Given 2pp. 46920 304-46920.30S 

SBC 9 190202 Lists personnel authorized as representatives to sign all State of NJ PDES 
related correspondence & repls 

MILTENBERGER.S Public Service Electric & Gas Co. of New Jersey 88/09/12 
CAPORALE.G, New Jersey, State of Ip 46898,331-46898*331. 

8809190303 Application for amends to Licenses OPR-70 & DPR-75, Incorporating Tech 
Specs for reactor head vents per Generic Ltr B3-37 & NUREG 0737, Item II B 1 
requirements Fee paid, 

MILTENBERGER.S Public Service Electric & Gas Co. of New Jersey. 88/09/12 Doc- 
ument Control Branch (Document Conlrol Desk) 6pp 46098:071-46898 080. 

-8809190385 Proposed Tech Specs.lncorporating info for reactor head vents per 
Gonrio Ltr 83-27 & NUREG 0737,Uem II.B 1 requirements 

* Public Service Elootrlc & Gas Co o i Now Jersey. 88/09/12 4pp. 48898.077- 
46998.080. 

8809260056 Forwards Attachment A to “Salami Offsite Dose Calculation Manual Rey 4 
Hlghlighta" omitted from OE30fl3i submittal. 

PRESTON, BA Public Service Electric & Gas Co. of New Jersey. 8B/O9/10 Docu- 
ment Control Branch (Document Control Desk) ip. 40957.34B-46957 350. 

—8809280175 Attachment A to “Salem Offsite Dose Calculation Manual Rev 4 High- 
lights " 

* Public Service Electric & Gas Co of New Jorsey 80/09/16 2pp 46057.349- 
46067 350 


8809230209 Revised emergency plan implementing procedurasjncludfng Rev 6 to EPIP 
601, “Opening of Technical Support Ctr," Rev 3 to EPIP 902, 1 ‘Account ability /Evacu 
ation" 0 Rev 2 to EPIP 903, "Opening or Emergency Operations Facility/Emergen- 
cy.../’ 

• Public Service Electric & Gas Co of Now Jersey 00/09/02 39pp 46942.089- 
46942*128. 

8809200224 Rev 5 to Emergency Operations Facility Procedure EPIP 602, "Radiolocal 
Dose Assessment” & Rev 6 to EPIP 603, "Field Monitoring/ 1 

* Public Service Electric & Gas Co of New Jersey 80/09/14 119pp, 46906.199- 
46906*316. 


8809270037 Submits commenla on packaging & transportation of radioactive matl.Neod 
to conform to IAEA stds not justified based on arguments presented 
PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey, 88/00/16 Docu 
ment Control Branch (Document Control Desk) 2pp 46967.342-46967 343. 

8809230031 Requests proposed schedule for preparation of biological assessment re 
increase In number of sea turtles imprlnged on trash bars.ln response to 680908 ltr 
per Section 402 16 of Endangered Species Act.lnteragency Cooperation regulation. 
STONE.J C Project Directorate 1-2 68/00/20. MlLTENBERG.S E Public Service Elec- 
tric & Gas Co of Now Jersey. 3pp. 46945*293-46945 295 


H. General correspondence 


O. Inspection reports, IE Bulletins a correspondence 


0609070559 Comment opposing proposed rule 10CFR50 re licensee flexibility during 
natl crisis Deferral of issuance of final rule until proper Implementation guidance for- 
mulated encouraged 

PRESTON.B A Public Service Electric $ Gas Co of New Jersey. 00/0 B/1 7. 
CHILK.S J, Office of the Secretary of the Commission 3pp 46713:344-46713.346. 


8809260242 Submits listed svo list revs to util to Incorporate changes In mot 
organization, Marked copy of each svo list end. . 

PRESTON,B A Public Service Electric & Gas Co. of New Jersey. 80/09/14. Docu- 
ment Conlrol Branch (Document Control Desk). 6pp, 46956:153*46956*157. 


P. Operating license stage documents & correspondence 


8806120294 Generic Ltr 00-14 to all holders of OLs or CPs for nuclear power reactors 
ra Instrument air supply ays problems affecting safety-related equipment Svc list end. 
MIRAGLIA.F J, Associate Director for Projects (Post 070411). 88/OD/OB. Consolidated 
Edison Co of New York, Ino, 41pp. 47065*001-47065:006. 

8609120236 Requests that NRC reinitiate formal Section 7 consultation on Unit 1 to In- 
dude effect of Impingements of endangered or threatened marine species, 
CRESTIN.D.C, Commerce, Dept, of, National Oceanic & Atmospheric Administration. 
06/08/19 FISCHER.D.C. NRC - No Detailed Affiliation Given. 8pp, 46013:206- 
46813:293. 


8806290256 Forwards request for addl Info re 880227 request far exemptions to allow 
util to take credit for respirators fitted w/sorbent cartridges for prolectfon against air- 
borne radioldlne Response requested within 30 days 

RIVENBARK.G, Project Directorate 1-2 08/00/25. MILTENBERGER.S. Public Sen/ice 
Electric & Gas Co of New Jersey 3pp, 46677:315-46677.310. 


8609260402 Forwards results of Held voltage measurements performed to verify calcu- 
lated values, per 971216 request re special electrical insp, 

PRESTON, B A. Public Service Electric & Gas Co of New Jersey 00/09/15, 
ANDERSON,C, Region 1, Ofc of the Director. Ip 46654.054-46664 057. 

—8908260414 Submits comparison of field measured voltage drops against calculated 
values 

HAJOS.L.G, Public Servlco Electric & G0s Co. of New Jersey. 80/00/21. MYERS, J.R 
Public Service Electric & Gas Co ol New Jersey. 2pp 46654,055 46654,057. 

8808190195 NRC Info Notice 68-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end. 

RQSSI.C E. Division of Operational Events Assessment (Post 070411) 90/06/19. 
Consolidated Edison Co of New York, Inc, 125pp 46690 054-46690*178. 

8806300066 Advises that NRC planning enforcement conference within 30 day9 to dis- 
cuss listed equipment qualification deficiencies noted In Insps 50 272/86-23 & 50- 
311/06-23 on 660611-15. 

JOHNSTON.WV Region 1, Ofc of the Director. 00/00/19. MILTENBERGER.S Public 
Service Electric & Gas Co. of New Jersey. 3pp, 46693.095-40693:097. 

0808 160461 NRG Info Notice 88-060, “Setpoint Testing of Pressurizer Safely Valves W/ 
Filled Loop Seals Using Hydraulic Assisi Devices." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 66/08/22 
Consolidated Edlaon Co. of New York, Inc 121pp. 40702 311-40703.070. 

6809100368 Suppl 1 to NRC Info Notice 88-040, “Licensee Rept of Defective Refur- 
bished Valves/' Svc list anef. 

ROSSI ,C.E, Division of Operational Events Assessment {Post B70411). 88/00/24. 
Consolidated Edison Co of New York, Inc. 182pp 46713:218-46713:219 



90 DOCKETED ITEMS 


680 52301 12 JslflC Info Notice 68 070, "Check Valve inservlce Testing Program Deflcren- 
cles ” Svc list encL 

ROSSI.C E Division of Operational Events Assessment (P03I 870411) 08/06/29 
Consolidated Edison Co of New York, toe 123p p 46713 095 46713 217 

6808260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1000 & Request lor Collection of Licensee Radioactivity Measurements Attributed to 
Thai Event Svc list end, 

ROSSt.CE. Division of Operational Events Assessment {Post 870411). 88/09/01. 
Consolidated Edison Co of New York, Inc 121pp 46712 244-46713 004 

8809190140 Forwards Requalilicalton Exam Repts 50-272/88-Q7OL & 50 311/88 07OL 
of exam conducted during wK of 6B0613 flequalilscation program deficiencies noted 
MARTIN/ T,T, Region 1, ufc of the Director 88/09/01. MILTENBERGER.S. Public 
Service Electric & Gas Co of New Jersey. 3pp. 46888.088-46868 262 

“8809190147 R ©qualification Exam Repts 5O-272/B0-Q7OL & 50 311/68 07OL on 
860613-17. Exam resulis of eight senior reactor operators & four reactor operators, one 
reactor operator failed simulator test & one senior operator failed written test 
NORRIS, B.S Region 1, Ofc of the Director 88/08/29, I75pp, 46888 001-46868 262 

08OS3OOOT8 NRC Info Notice 68-072, "inadequacies In Design of DC Motor Operated 
Velves " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 8B/09/02 
Consolidated Edison Co of New York, (nc 122pp 48726 001*46726 123. 

8809080073 Responds to NRC 8B0727 Ur re violations notedin lnsp Repts 5D272/8Q- 
14 & 50-3 ! 1 /8 EM 4 Corrective actions complete review of operation dept procedures 
filo performed to ensure all surveillance files are In order 

MILTENBERGER.S PublFC Service Electric A Gas Co of New Jersey. 88/09/02 Doc- 
ument Control Branch (Document Control Desk] 5pp. 46793 320-40793,324. 


8009140269 Notification of 880929 significant licensee meeting w/util In King of 
Prussia, PA to equipment environ qualification issues 

SWETLAN0.P. Region 1, Ofc of the Director. 68/09/07, Region 1, Ofc of the Director 
2pp 46840:109 46840 110 


8809180108 Advises that util 880331 response to NRC Bulletin 88 001 r© defects in 
Westlnghouse circuit breakers satisfactory. 

STONE, J C. Project Directorate 1-2. 86/09/09. MILTENBERGER.S, Public Service 
Electric & Gas Co of New Jersey. 2pp 46908.341-46903 343 


B609190272 Responds to NRC Bulletin 68 005 re potentially nonconforming matls sup- 
plied by Piping Supplle&.lnc & West Jersey Mfg Co. Util Identified 2,692 flanges/fu- 
ilnas as being received from companies 

MILTENBERGEH.S Public Service Electric S Gas Co. of New Jersey, 08/08/12. Doc- 
ument Control Branch (Document Control Desk) 5pp 46B9B012 46898 016, 


8809220313 Forwards Safety lnsp Repts 50-272/68-16 & 50-311/08 16 on 080712- 
0022 & noitco of violation 

WENZINGER.EC. Region 1, Ofc of the Director. 88/09/12, MILTENBERGER.S 
Public Service Electric & Gas Co, of Now Jersey. 2pp. 46930 137-46930.150, 


-0009220315 fnsp Repts 50 272/86-16 & 50-311/08-16 on 8807120822. Violations 
noted, Major areas Inspected plant operations, Including.operalfonal safety 
veriflcatloasuivelElance, mainLradiotoglcal controls A overtime policy 
SWETLAND„PD Region 1, Ole of the Director. 8B/09/08. 16pp 46930140- 
46930.1 53 


0609070355 PNO I 88 091 on 880631, Unit 1 tripped from full power as result of main 
turbine top Cause unknown Unit 2 topped from full power due to high steam generator 
(SG) level resulting from SG feed regulating valve failing open 
BORCHARDT.W, SWETLAND.P, Region 1, Ofc of the Director 88/09/01 Ip 
46779 144 46779 144 

B8091 40243 Special Rept 66 5 on 880617, several fire barrier penetrations In support of 
design mods during current refueling outage impaired for greater than 7 days Hourly 
lire watches will continue until concerns resolved 

MILLER, L.K Public Service Electric & Gas Co of New Jersey 06/09/06 Documonl 
Control Branch (Document Conlrol Desk) 4pp 46842 214-46042 217 

8809160202 Special Rept 66-6 on 80081 l.fire pump 2 Inoperable for greater than 7 
days due to a ctosmn/equipment problem Tank filled w/fuel oil to appropriate level 
upon discovery low level 

MILLER.LK Public Service Electric & Ga9 Co of New Jersey 66/09/09 Document 
Control Branch (Document Control Desk), 3pp 46885 262 46Q85 264 


V. Operator Examinations 

0809190140 Forwards Requallfication Exam Repts 50 272/80-O7OL & 50-311/06 07OL 
of exam conducted during wk ot 8B0613 Requarificfltion program deficiencies noted 
MARTIN, T.T. Region 1, Ofc of the Director 88/09/01 MILTENBERGER.S Public 
Service Electric & Gas Co of New Jersey 3pp 46688 0Q8-468B8 262 

-8809190147 Requalification Exam Repts 50-272/80 07OL & 50-31 1/0B 07OL on 
88061 3 17, Exam results of eight senior reactor operators & four reactor operators.ono 
reactor operator felled simulator test & one senior operator failed written test 
NORRIS, B S , ESELGROTH.FW Region 1, Ofc of the Director 88/08/29 175pp. 
46888 091-46886 262 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

0800260136 Rev 1 to Emergency Plan implementing Procedure EPIP-5001, "Recognl 
lion & Classification of Emergencies " 

* Sacramento Municipal Utility District 88/08/22 60pp 46667 255 46667 322. 

0808310074 Rov 1 to Emergency Plan Implementing Procedure EPIP-5600, "Training " 

* Sacramento Municipal Utility District 68/08/26 22pp 46699 282 46699 303 

8009080210 Revised omergoncy plan implementing procedures, including Rev 2 to EPIP 
5002, "Conlrol Room Staff Emergency Actions, Rov 2 to EP1P-5200, "Activation & 
Operation ot Techlcal Support Ctr" & Rev 2 tp EPIP-5460, "Protective Action Guld 

* Sacramento Municipal Utility District 80/08/26 135pp. 46790001-4679D 135 

8809070327 Revised Vcl 1 to emergency plan manual 

* Sacramento Municipal Utility District 08/00/30, 200pp. 46772 165-46773 016 

8809080207 Revised Manual 1 to emergency plan 

* Sacramento Municipal Utility District 00/00/30 213pp 46794 001-46794 210. 


6009080339 NRC Into Notice 08 074, "Potentially Inadequate Performance of ECCS in 
PWHs During Recirculation Operation Following LOOA " Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/14. 
Consolidated Edison Co of New York, Inc. 122pp 46624 215 46624.330 

8009120197 NRC Info Notice 08 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry" Svc list and 

ROSSI.C.E, Oivfslon of Operational Events Assessment (Post 870411). 68/09/16 
Consolidated Edison Co. ol New York, Inc, 1S4pp 409464 33 46946,252 

80 09 f 30350 NRC Info Notice B8 076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design ot Secondary Containment Pressure Control " Svc list end 
ROSSI, C,E. Division ol Operational Events Assessment (Post 670411), 88/09/19 
Consolidated Edison Co. of New York, Inc 125pp 46946 253 46947 013. 


R. Periodic operating reports & rerated correspondence 


0609010309 "NPDES Discharge Monitoring flepl for Jul 1988 " W/8B0819 Ur 
TREJO, J Public Service Electric & Gas Co of New Jersey, 88/07/31 CAPORALE.G 
New Jersey, Slalo ol 25pp 46742 012-46742.037. 

0809070200 Forward* "Semiannual Radioactive Effluent Release Rept tor Jan-Jun© 
1988" & Rev 4 to "Offsite Dose Calculation Manual " 

MILTENBERGER.S. Public Service Eleclrfc & Gas Co. of New Jersey 88/0B/31 Doc- 
ument Control Branch (Document Control Desk). 4pp 46776 003-46776.162 


-6809070202 a nr>l annual Radioactive Effluent Release Repl.Jan^June 1988” 

* PubllQ Sorvlce Electric & Gbs Co of New Jersey, SGS RERR-24 88/06/30, 46pp 
46776 007*46776,062 


**0809070210 Flav 4 
* Public Service 
49776*152 


to "Offsite Dose Calculation Manual " 

Electric & Gas Co. of New Jersey. 88/05/17, 91 pp 46770,063- 


S. Reportable occurrences, LERa & related correspondence 

8000300112 LER 68-016-00 on 880730/eaclor trip occurred Caused by equipment prob- 
lems associated w/viial Instrument bus C Inverter Design change to delate specified 
reactor trip logic Initiated W/8B0S18 Itr. 

FOLLACKjM ZUPKO.J.M. Public Service Eleclric & Gas Co of New Jersey. 88/08/ 
IB. 4pp. 46696 .2 9 5-46698 290. 

6809140112 Special Repl 8B-4on BaOBOB.dfesal generator 2A failed to achieve rated 
cutout Caused by equipment malfunction. Defective governor replaced & Surveillance 
Procedure 4.0 1 1.2 successfully performed. 

MILLER LK Public* Service Electnc & Gas Co. of New Jersey. 88/08/31 Document 
Control branch (Oocumenl Control Desk). 3pp, 46836.031-46836.033 


8809220131 Forwards lnsp Rept 50 312/88 25 on 880719 21 & notice of violation 
YUHAS.G P Region 5, Ofc ol the Director 88/09/01, FIRLIT.J Sacramento Municipal 
Utility District 2pp 46920 341-46920 348 

-0009220133 Notice of violation from lnsp on 000719 21.Vlolatlon noted failure to main 
tain calibr of dedicated emergency equipment 

YUHAS,G P, Region 5, Ofc o7 the Director 08/09/01 Ip 46920:343 46920:343 

-0809220136 lnsp Rept 60 312/08-25 on 880719-21 No violations noted Major areas 
Inspected exam of emergency facllllles, equipment & emergency preparedness Iraln- 

P#ENDERGAST,K, FISH.R.F. Region 5, Ofc of the Director. 88/09/01 5pp. 
46920.344-46920 340 

8009140228 Ack receipt of 800017 itr Informing NRC of steps taken (o correct violations 
noted In lnsp Rept 50-312/08-05 

ZIMMERMAN.RP. Region 6, Ofc of the Director 88/09/06 FIRLIT.J F Sacramento 
Municipal Utility District Ip 46636 203 46036 206 

-8809140231 Forwards supplemental response supporting util denial of notice of viola- 
tion from lnsp Rept 50 312/88 OS.Addl discussion re actions taken by util during TDI 
diesel generator testing also provided, 

FIRUT.J.F. Sacramento Municipal Utility District 00/08/17 ZiMMERMAN.R Region 
5, Ofc Of the Director 3pp 46830:204-46836 206 

8809150042 Revised emergency plan 

* Sacramonto Municipal Utility District 88/09/06 200pp. 46855 001-46855 214 

0809200204 Responds to NRC 88051 1 request lor addl Info re lire hazards analysis Ftro 
areas created since 1977 (w/exception of TOI bldg) provided 
CROLEY t B.G- Sacramento Municipal Utility District 88/09/16. Document Control 
Branch (Document Control Desk) 49pp 4691 1*254 46911*302, 


H. General correspondence 

0809150185 Requests uM be taken off distribution list for all documents transmitted to & 
from NRC to plant 

LOCKE.FI F. Pacific Gas & Electric Co 88/09/01, PARIER.WC Office ol the General 
Counsel Ip <46848 109-46040*190, 


P. Operating license stage documents & correspondence 

8008120294 Generic Ur 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply ays problems affactJng safety related equfpment.Svc list end. 
MIRAGUA,F J, Associate Director for Projects (Post 870411), 88/00/08 Consolidated 
Edison Co of New York, Inc 41pp. 47065:001-47065,006 
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8809060348 Responds to NRC B71022 request for addl info re proposed Amend 
III.Rev 1 lo License DPR-54 concerning Tech Spec Table 3.6-1 .adding 16 valves & 
increasing max closure time of valves In direct flow path from containment to environ 
KEUTERiD R. Sacramento Municipal Utility District 68/00/31 Document Control 
Branch (Document Control Desk) 10pp 46764 035-46764 04 B 

-8909060378 Proposed Tech Specs on limiting condition for operation re containment 
Isolation valves. ^ _ 

■* Sacramento Municipal Utility District BB/08/31. 4pp 46764 045-46764 040 


-6809220133 Notice of violation from insp on B80719 21 Violation noted failure lo main 
tain calibr of dedicated emergency equipment. 

YUHAS.Q P Region 5. Ofc of the Director 88/09/01 Ip 46920 343-46920 343, 

-6809220136 Insp Rept 50-312/88-25 on 800719-21 No violations noted Major areas 
inspected exam of emergency facilities, equipment & emergency preparedness train- 
ing 

PRENDERGAST.K , FISH.RF Region 5, Ofc of the Director 88/09/01 5pp 
46920 344-46920 34B 


8809070452 Oiscusses 880826 decision to open Valve HV-20578 & place associated 
flow control Valve FV-20528 in closed position, returning redundant flow path to 
steam generator to svc 

KEUTER.DR Sacramento Municipal Utility District 80/09/02 KNIGHTON.G Docu 
ment Control Branch (Document Control Desk) 3pp. 46784 041-46784-Q43 

6609)160092 Application for amend to License DPR-54.cons!st[ng of Rev 1 to Amend 
t&B.replacmg organization charts w/rnore general administrative controls 
KEUTER.DR Sacramento Municipal Utility District 88/09/08 Document Control 
Branch (Document Control Desk). 7 pp 46807 249 46897 264. 


8608300018 NRC Info Notice 88 072, "Inadequacies in Design of DC Motor-Operated 
Valves " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726.001-46726 123 

8809140228 Ack receipt of 880817 Hr informing NRC of steps taken to correct violations 
noted in Insp Rept 50 312/88 05 

ZIMMERMAN.R P. Region 5, Ole of the Director 08/09/06 FIRLIT.J f Sacramento 
Municipal Utility Oistrict Ip 46836.203 46036.206 


-8809160094 Proposed Tech Specs ro administrative controls.onsile & offsite organiza- 
tions & facility staff 

* Sacramento Municipal Utility District 88/09/00 9pp 46097 256*46897,264 

0009200239 Responds to DG Eisenhut 000107 Hr to all power reactors re QA require 
ments for diesel generator fuel oil Surveillance requirement added to Tech Spec 
4.6, 3, per Amend 94, to require that listed tests be performed 

FIRLIT.J F, Sacramento Municipal Utility District. 80/09/14 Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp 46900 031*46900.032 

8609260029 Responds to D Crutchfield 880620 request for comment on regulatory ef- 
fectiveness review Part Ill.Sectlon 5.4 re vital area definition & comparison w/existlng 
security plan, 

FIRLIT.J F Sacramento Municipal Utility District 88/09/16. Offico of Nuclear Reactor 
Regulation, Director (Post 070411), Ip. 46965.167-46965'170, 

-8809260030 "Evaluation of Double Steam Line Break at Rancho Seco," 

PARECE.M.V. Babcock & Wilcox Co 51-1172953 00 88/00/24 1 1 pp 46965 160 
46965. 178. 


0809230063 Application for amend to Llconso DPR*54,cona)stlng of proposed Amond 
17 2, changing local leak rate test requirements for containment penetrallons.Foe paid 
KEUTER.DR. Sacramento Municipal Utility District. 88/00/19 Document Control 
Branch (Document Control DeBk) KNIGHTON.G. NRC - No Detailed Affiliation Givon 
10pp. 469451124-46946,137 

-8809230066 Proposed Tech Specs, changing local teak rate test requirements for con- 
tainment penetrations 

4 Sacramento Municipal Utility District 00/09/19 4pp 46945-134-46945 137 


Q. (nBpectlon reports, IE Bulletins & correspondence 


-6609140231 Forwards supplemental response supporting util denial of notice of viola- 
tion from Insp Rept 50 312/0B 05 Addl discussion re actions taken by util during TDI 
diesel generator testing also provided 

FIRLIT.J F. Sacramento Municipal Utility District 08/08/17, ZIMMERMAN.R Region 
5, Ofc of the Director 3pp. 46B36 204*46836 206 

8609150200 Ack receipt of 800722 Hr informing NRC of stops taken to correct violations 
noted In Insp Rept 50 312/88-17. 

YUHAS.G P Region 6, Ofc of the Director 8B/09/0B FIRLIT,J.F, Sacramento Munici- 
pal Utility District Ip. 46849 322-46849 325, 

8609150331 Responds to NRC 880816 Hr re violations noted In Insp Rept 50-312/88- 
24.Corrective actions-radlatlon protection technician escorted Individual to whole body 
fnsker & Individual locker lo retrieve security badge & TLD 
FIRUT,J.F, Sacramento Municipal Utility District 88/09/00. KNIGHTON.G Document 
Control Branch (Document Control Desk). 3pp. 46856 354-46856.358 

6009080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA." Svc list encl 
ROSSI.C.E Division of Operational Events Assessment (Post 870411), 88/09/14 
Consolidated Edison Co, of New York, Inc. 122pp 46824 216 46824 336 

8609190261 Forwards response to NRC Bulletin 88 005 re results of investigation con- 
cerning mad supplied by Piping Supplies, Inc or West Jersey Mfg, Description of Inves 
tlgatlon performed & tost results encl 

CROLEY.BG Sacramento Municipal Utility District 80/O9/14 Document Control 
Branch (Document Control Desk) 16pp. 48893,021-46893 036. 

0809120167 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list encl. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 88/09/16. 
Consolidated Edison Co. of New York, Inc. 124pp 46946,133 46946,252 


9809060311 Forwards Insp Rept 60 312/88*24 on 800719-22 & notice of violation, 
YUHAS.G. P. Region 5. Ofc of the Director 88/08/16. FIRLIT.J F Sacramento Munici- 
pal Utility District 2pp. 46707,333-46767-347 


-B80 90 60328 Notice of violation from Insp on 080719-22 Violation noted Individual did 
not wear TLD badge as required while working In grade levol decon room, 

YUHAS.G.P Region 5, Ofc of the Director 00/08/16. 2pp. 46767:335-46767 336 


-8809060336 Insp Rept 50-312/08-24 on 800719-22 Violation noted Major areas 
tnspected-llcensee actions on previous Insp findings & LERs, external exposure control 
& Internal exposure control 

HOOKER.C A„ YUHAS.G, P. Region 6. Ofc of the Director 88/08/16. 11pp. 
46767.337-46767:347. 


8609130350 NRC Info Notice 88 078, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control " Svc list end. 
ROSSI, C.E Division of Operational Events Assessment (Post 870411) 80/09/19 
Consolidated Edison Co of New York, Inc, 125pp. 46946-253 46947-013. 


R. Periodic operating reports & related correspondence 

8009220326 "Semiannual Radioactive Effluent Release Rept, Jan June 1980, Rancho 
Seco Nuclear Generating Station " W/060891 Hr. 

KEUTER,D.R Sacramento Municipal Utility District. 00/06/30. MARTIN, J.B, Region 5, 
Ofc of the Director, 200pp, 46933 308-48934.160, 


8806190195 NRC Info Notice 88-089, "Movable Contact Finger Binding In HFA Relays 
Mfo by GE " Svc list encl 

ROSSI.C E, Division of Operational Events Assessment (Post 070411). 80/08/ 1 9, 
Consolidated Edison Co. of New York, Inc 125pp. 46690 054-46690,178 

8008100451 NRC Info Notice 08 060, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc Hat end. 

ROSSI.C.E, Division of Operational Events Assessment (Post B70411). 88/08/22 
Consolidated Edison Co. of New York, Inc 121pp. 46702,31 1-46703 070, 

8500180368 Suppl 1 to NRC Info Notice 08-048, "Licensee Rept of Defective Refur- 
bished Valvea.Svo Rat encl, 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411) 88/08/24 
Consolidated Edison Co of New York, Ino 122pp. 46713.218-46713,219. 

0808310038 Responds lo NRC 8Q0729 llr re violations noted In insp rept Corrective 
action s-particle isolated & sent to BNWL, whole body count of welder performed & 
contamination surveys of areas traveled by welder conducted 
FIRUT.J F. Sacramento Municipal Utility District 88/0B/26 Office of Nuclear Reactor 
Regulation, Director (Post 870411). 7pp. 46699:246 46699-252. 


8806300101 Discharger solf-monHorlng rept tor Jul 1908 W/8BQB18 Hr 
KEUTER.D R. Sacramento Municipal Utility District 80/07/31 MARTIN, J B. Region 5, 
Ofc of the Director. 4pp 46693.005 46693-080 

8809020036 Forwards corrected pages of App B, "Average Daily Unit Power Level, 11 to 
listed monthly operating plant status roots, 

CRUNK, S,L Sacramento Municipal Utility District. 88/08/25. Office of Nuclear Reac- 
tor Regulation, Director (Post 070411). Ip 46744-300-46744-313, 

-6609020157 Rev 1 to monthly operating rept for Jan 1984 for Rancho Seco Unit 1 
CRUNK, SL Sacramento Municipal Utility District. 84/01/31 Ip 46744.309 
46744:309. 

-6609020169 Rov 1 to monthly operating rept for Feb 1984 for Rancho Seco Unit 1. 
CRUNK, SL Sacramento Municipal Utility District, 84/02/29, Ip, 46744:310- 
46744 310. 

-6609020160 Rev 1 to monthly operating rept (or Feb 1985 for Rancho Seco Unit 1. 
CRUNK.SL Sacramento Municipal Utility District, 85/02/28 Ip 46744.311- 
46744.311 


8808230112 NRC Info Notice 80-070, "Check Valve Inservice Testing Program Deficien- 


cies." Svo flat encf, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/00/29. 
Consolidated Edison Co. of New York, Inc, 123pp. 46713.095-46713.217. 


-8609020174 Rev 1 to monthly operating rept for Mar 1985 for Rancho Seco Unit 1. 
CRUNK.SL Sacramento Municipal Utility District, 05/03/31. Ip. 46744.312- 
46744.312. 


8B090B01S8 Suppts response to violations noted In Insp Rept 50-312/88-04 Addl fund- 
ing & contract assistance required to Implement revised access authorization program. 
FJRLIT,J F. Sacramento Municipal Utility District. 06/08/30. Document Control Branch 
(Document Control Desk). Ip. 46789.308-46709.30B. 


BB0 6260492 NRC Info Notice 68-071, "Possihle Environ Effect of Reentry of COSMOS 
1600 & Request for Collection of Licensee Radioactivity Measurements Attributed lo 

BOSSlci', Division ^Operational Events Assessment (Post 870411) 80/09/01 
Consolidated Edison Co of New York, Inc 121pp. 46712 244-46713 004. 


6609220131 Forwards Insp Rept 50-312/08-26 on 080719-21 & notice of violation. 
YUHAS.G P, Region 5, Ofc of the Director 06/09/01 FIRLIT.J. Sacramento Municipal 
Utility District. 2pp 46920.341-46920:348. 


-8609020175 Rav 1 to monthly operating rept for Jan 1985 for Rancho Seco Unit 1 
CRUNK.SL. Sacramento Municipal Utility District 85/01/31, Ip, 48744.313- 
46744-313 

6609130213 Forwards util monthly performance data for Jut 1908 per Stern 
request Corrective malnt mail adjusted to conform w/ new priority & plant status de- 
fined In Procedure MAP-0006, "Work Request Planning " 

KEUTER.DR, Sacramento Municipal Utility District 88/08/31. Document Control 
Branch (Document Control Desk), 29pp. 46834:029 46834:059. 

8809200134 Monthly operating rept for Aug 1908 for Rancho Seco Unit 1 W/800915 
ftr. 

CRUNK, S.L Sacramento Municipal Utility District, 68/08/31 Bpp. 46899.330- 
46090 337 
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S» Reportable occurrences, LERs A related correspondence 

8806260006 LER 68-009-00on 8 6072 1 & 25,penetrations failed acceptance cnteria & 
did not receive hourly fire watch & penetrations bfeachedjespeciwely.CausfiO by pen 
sonnet error & procedure complexity Procedure to be replaced W/880819 Itr. 

RUTTER, S W , FIRLIT.J F Sacramento Municipal Utility DiMrlct 88/08/19 5pp 
46667 357-46667 360. 

8309070557 Suppl to Special Rept 88 07 fire sys changed from deluge sys to spray type 
&vs Auxiliary feedwater pump motors will onfy be sprayed during actual fire 
situation Shrouding on motor vents modified tor add) protection against water spray 
KEUTER.DR Sacramento Municipal Utility District 88/00/23 MAR TIN, JB Regions, 
Ofc oi the Director Ip 46779 191-46779 191 

0809140147 Corrected Page 2 of 3 to 10CFR21 Rept 8B-04, correcting date Of receipt 
of info re mfg defect w/Qoutd PD3200 pressure transmitters 
FIRUTJF Sacramento Municipal Utility District. 88/08/30, MARTIN, J B Region 5, 
Ofc of the Direclor Ip 46835 030-46830.031 

-8809210045 Corrected Part 21 rept re mfg defect w/Statham/ Gould PD3200 differen- 
tial pressure transmitters Transmitters replaced w/ two Me units dunng May 
oulaqa.Three failed units returned to Statham/Goufd for fnsp & Identification 
* Sacramento Municipal Utility Distnct 0B/O8/30. Ip. 46838 031 46538 031. 

8009140223 Special Rept 8B-12 on 680801, fire bamer penetration seals for penetrations 
2041 & 2044 breached for more than 7 days during power escalation on 
880729 Hourly fire watch provided In auxiliary bldg within 1 h of discovery, 
KEUTER.DR Sacramento Municipal Utility District. 86/06/30. MARTIN, J,B Region 6, 
Ofc of the Director 2pp. 46640:263 46840 266. 

8809150100 Suppl to Special Rept 8B-03 re removal of C02 fire suppression sys from 
Zones 75-80 bringing nuclear svc electric bldg Into compliance w/ioCFR50,App R re- 
quirements, 

KEUTER.D.R Sacramento Municipal Utility District 88/00/06 MARTIN, J.B, Region 5, 
Ofc Of the Director, Ip. 46854.150 46864.150. 

0009140260 LER 88-010 OO.on 680810, missed firewatches for inoperable fire rated as- 
semblies due to personnel error.Fire zones to be reevaluated Individual zones no 
longer divided (nto clean & controlled sections.W/880007 ftr. 

RUTTER ,S., FIRLIT.J.F, Sacramento Municipal Utility District 86/09/07. 6pp 
46045 020 46845 025 


V, Operator Examination* 

8009130157 Forwards proposed OL & requalification exam schedulo formal, per Gener- 
ic Ur 98-13. 

SHETLEFUR Sacramento Municipal Utility District 80/09/01. HANNON, J. Office of 
Nuclear Reactor Regulation, Director (Post 070411}. 3pp 46830,216 46830 217. 

8009 140262 Requests for ref mail requirements for reaclor/senior reactor operator If 
censing exams scheduled on 881200 06, Enel listed requirements should be submit- 
ted by 681007 in order for NRC to meet schedule. , 

PATE.R J. Region 5, Ofc of the Director, 88/09/06. FIRLIT.J F, Sacramento Municipal 
Utility District 9pp 46636,117 4QB36‘1 26. 


DOCKET 60*313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & fire protection plana 

0808280066 Revised emergency plan Implementing procedures, including Rev 4 to 
1303 20, “Toxic Gas Release" & Rev 3 lo 1903,21, ''ARKLA Natural Gas Line Rup- 
ture ” 

* Arkansas Power & Light Co 88/06/20 1 0pp. 46658'335~40658,344. 

8009160140 Rev 4 to Emergency Plan Implementing Procedure 1903 62, "Communica- 
tion* Sys Operating Procedure' 1 

* Arkansas Power A Light Co &8/06/20. 24pp. 46094 347-46005 010 

8009150063 Revised emergency pton implementing proceduresjncludlng Rev 8 to 

1903 01, "Organization & Use of Emergency Pfan Implementing Procedures" & Rev 4 
to 1003 40, "Duties of Dose Assessment Team " 

‘ Arkansas Power & Light Co 8B/0B/10 100pp. 46656 044 46866163. 

0809190191 Rev 15 lo Emergency Plan implementing Procedure 1903 50, "Emergency 
Response Organization " 

1 Arkansas Power & Light Co 88/06/31, 80pp 46898*161-46896 239 

8809140360 Revised emergency plan Implementing procedures, Including Rev 5 to 
190304, "Administration & Malm of Emergency Plan & Implementing Procedures" A 
Rev 24 to 1903,10, "Emergency Action Level Classification, 

* Arkansas Power & Light Co. 88/09/01. 29pp, 46646 099*46346-127. 

8809140368 Rev 23 lo Emergency Plan Implementing Procedure 1903.10, "Emergency 
Action Levef Classification ,r 

* Arkansas Power & Light Co. 80/09/01. 12Bpp 46837 081-46837*208, 

8009130164 Notification of significant licensee meeting on 890906 In Arlington, TX to 
discuss backlit concerns re contlgency responses lo safeguard events, 

CALLAN.LJ. Region 2, Ofc of the Director, B8/09/O2 Region 2, Ofo of Ihe Director, 
2pp. 4663<J 059-46830 060. 

8609130196 Confirms 8BO908 mgt meeting to discuss backfil concerns re contingency 
responses to safeguards events par 890631 le Icon, Proposed meeting agenda encl W/ 
o agenda. 

CALLAN.L.J Region 4, Ofc of Ihe Director. 88/09/02. CAMPBELL.G Arkansas Power 
& Ught Co. 2pp. 46828 280 46928,281. 

6909160146 Revided emergency plan implementing procedure a /deluding Rev 6 to 
1904.01, “Offsite Dose Projections - Germs Computer Graphics Method 1 & Rev 6 to 

1904 06, "Use of WSI Weather Info Svc." 

* Arkansas Power & Light Co. 88/09/07, 24pp. 46864 “350-46865.013 


0009230125 Forwards SALP Repts 50-313/87-41 & 50-368/87-41 for Jan 1987 - Juno 
1688 Overall performance continued on improving trend Specific areas deserving men! 
listed Mat meeting scheduled for 881021, 

MARTIN.R.D Region 4, Ofc of the Director 08/09/16 CAMPBELL.G. Arkansas 
Power & Light Co 3pp 46940 315 46943 349. 

-8009230126 SALP Repts 50-313/87-41 & 50 366/B7-41 for Jan 1987 - June 198B 
* Region 4, Ofc Of the Director 86/09/16, 32pp 46943 318-46943 349. 


G. Adjudicatory correspondence 

0809120036 Requests that svc lists bo amended accordingly to reflect delation of Liber 
man from firm name 

REAP, ME Bishop, Cook, Purcell & Reynolds #388 7021 88/09/01. Docketing 0 
Services Branch Ip. 46752 290-46752*296, 


I. Financial Information 

6000310060 Forwards executive summary of US Supreme Court decision on Mississippi 
Power & Light Grand Gulf Unit 1 rate litigation. Federally mandated wholesale rates 
through retail rate structure upheld. 

KINGSLEY, O.O, System Energy Resources, Inc 88/08/26 Document Control Branch 
(Document Control Desk) 6pp 46723 354-46723 3 58. 


P, Operating license stage documents A correspondence 

0808120294 Generic Ltr 00-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGUA,FJ. Associate Director for Projects (Post 870411) 88/08/0B. Consolidated 
Edison Co, of New York, Inc 41 pp 47065,001-47065 006 

8808260008 Forwards Amend 110 to License DPR-51, correcting typo In Tech Spec 
Table 4.1-1 Jtem 43, a re test frequency for engineered safety actuation sy$ manual tup 
switches & loglo 

HAR0UCK.C.C Project Directorate IV 88/08/17 CAMPBELL.T G. Arkansas Power 8 
Light Co 4pp. 46669*228 46609.235, 

-0806260010 Amend 110 to UcenBo DPR-51 .correcting typo in Tech Spec Table 4.1- 
Ulem 43,a 

CALVO,J,A Project Directorate IV 08/08/17 4pp 46669,232-46669 236, 

8809120091 Final response to FOIA request for documents. Forwards documents listed 
In App A Documents also available In PDR Add B documents totally wllhhofd (rof 
FOIA Exemption 5). App C documents partially withheld (ref FOfA Exemption 5). 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given, 88/08/17. CONNOR.L Doc- 
Search Associates 5pp, 46770.060 46770,089, 

-8009120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 1985, 

AXELRADJ A Enforcement Staff, IE (Pro 870413), 86/12/13 BLAHA.J.L Program 
Support & Analysis Slaff, IE (Pre 870413) 13pp 46770,211-46770*223, 

6600260077 Forwards Amend 112 to License DPR-51 & safety evaluation Amend do 
letG9 Tech Spec Figures 6 2-1 & 6,2*2, "Mgt Organization Chart," (offsite) $ Flguro 
6 2-2, "Funcllonal Organization for Plant Operations." 

HARBUCK.CC, Project Directorate IV. 88/08/18, CAMPBELL.TG Arkansas Power & 
Light Co 4pp. 46656:186 46656.200. 

-0808260079 Amend 112 to License DPR-51 .deleting Tech Spec Figure 6 2-1, "Mgt Or- 
ganization Chart," (offsite) & Figure 6 2-2, "Functional Organization for Plant Oper- 
ations*" 

CALVO,J,A Project Directorate IV. 80/08/18. 8pp, 46656*190-46856,197 

-8000260084 Safety evaluation supporting Amend 1 12 to License DPR-51 

* Office or Nuclear Reactor Regulation, Director (Post 870411) B8/08/18, 3pp 
46656.198-46656*200 

8800300188 Discusses resolution of Generic Issue 124 re auxiliary feedwater 9ya 
reliability. Resolution relied on audit of sarveral parameters that effect availability & reli- 
ability of auxiliary feedwater sys. 

HARBUCK.CC. Project Directorate IV 80/08/24 CAMPBELL.TG. Arkansas Power A 
Light Co llpp 46691*023 46691.033. 

8809020194 Informs that 880527 response to Generic Ltr 88-05, "Boric Acid Corrosion 
of Carbon Steel Reactor Boundary Components In PWR Plants," acceptable, 
HARBUCK.CC. Project Directorate IV 88/08/25 CAMPBELL, T.G. Arkansas Power & 
Light Co 4pp. 46746,101-46746.104 

8809010363 Forwards exemption & safety evaluation re 880513 & 0719 requests for 
one-time exemption from FSAR annual rev due date of 880722 required by 
1 0CFR60.7 1 (e). Exemption granted, 

HARBUCK.C.C Project Directorate IV 88/08/26, CAMPBELL.T.G. Arkansas Power & 
Light CO. 3pp 46742:001-46742,009, 

-8809010364 Exemption from schedufar requirement of 10CFR50.71 (e)(4) re FSAR 
annual rev, 

CRUTCHFIELD.D Division of Reactor Projects - Jlf.lV.V 4 Special Projects (Post 
870411) 88/06/26, Arkansas Power & Light Co. 4pp, 48742.004-46742:007, 

-8809010366 Safety evaluation granting licensee request for exemption from require- 
ments of 10CFR50,7t(e) to extend annual FSAR rev filing date for plant from 880722 

(O 081020 

* Office of Nuclear Reactor Regulation, Director (Poal 870411), 88/08/26, 2pp 
46742 008-48742,009. 

6809070378 Application for amend to License DPR-51 .revising variable low pressure trip 
setpoint for reactor protection sya.Fee paid 

CAMPBELL.T.G, Arkansas Power & Lfghl Co, 88/08/31, CAL VO, J. A Project Director- 
ate IV. Bpp 46783 063 46783:148, 

-8609070379 Proposed Tech Specs re variable low pressure trip setpoint of reactor 
protection ay a. 

* Arkansas Power & Light Co 88/08/31, 3pp. 46783:071*46783:148. 
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fl Af>o«!DO40 EVALUATION OF RISKS ASSOCIATED WITH AOT AND STI REQUIRE- 

M upSfs AT WE ANO*t NUCLEAR POWER PLANT 
cauanta P K WONG.S M., CARBONARO.J Brookhaven National Laboratory FIN 
NUREG/CR-5200. 88/08/31, Division of Reactor & Plant Systems 1870413 
080716) 7Bpp 46883 , 092 46803.1 69 

flAt><»320174 Forwards followup to 870827 reactor bldg temp justification for operation 
submittal per NRC telcon request for add I info on error calculations used to access 
Siprt- nfelevated temps on protection sys setpoints 

SnWARD DR Arkansas Power & Light Co 80/09/06 HARBUCK.C Office of Nude* 
ar Reactor Regulation, Director (Post 870411). 2pp 46927.245 46927 246 

ABO91400B2 Provides response to NRC 880728,29 4 0818 Itrs & schedule for addl info 
re transfer of mgt/oporating responsibilities News releases will be utilized to assure 
□uhlic 4 applicable local & state agencies kept informed re consolidation 
kiMfiSLEY a D System Energy Resources, Inc 08/09/09 Document Control Branch 
(Dement Control Desk) 6pp. 46036 062-46836 066 

8B09 160293 Forwards notice of consideration of issuance of amend to License DPR-61 
& opportunity for hearing re util 080720 4 0801 applications to revise Tech Spec Sec 
bnrv; 2 1 2 3 3 6.2 & 5 3.1 to relied Cycle 9 core reload & change setpoint 
HAflSUCI< f CC Project Directorate IV 89/09/09 CAMPBELL,! G, Arkansas Power & 
Light Co 3pp. 46864 , 254-46864 260. 

-8809160297 Notice of consideration of Issuance of amend to Llcenso DPR-51 & pro 
Dosed NSHC determination & opportunity for hearing on 800720 & 0031 requests to 
revise Tech Spec Sections 2.1 ,2.3, 3.5.2 & 5.3.1 for Cycle 9 core roload 
CALVOJA Project Directorate IV 80/00/09 6pp. 48864’267-46S64.260 


6809220306 Responds to NRC 800729 Itr ro Interpretation of util commitments made in 
000701 amend request & provides schedule for submittal of remaining Info requested, 
CAMPBELL, T.G Arkansas Power & Light Co 00/09/09, Document Control Branch 
(Document Control Desk) 4pp 46927.015-46927,023 


8809260132 Forwards Rev 10 to QA Manual Operations. 

HOWARD, OR. Arkansas Power 4 Light Co. 80/09/09. Document Control Branch 
(Document Control Desk) 2pp. 46914.029 46914.210 


-0809200006 Rev 10 to '’QA Manual Operations " 

GREENE, HT., HUMPHREYS W„ CAMPBEL L Arkansas Power & Light Co. 08/00/31. 
200pp 46914 031-46914:218. 


0809200233 Requests meeting in RockvIlle.MD to discuss longstanding safety issues for 
cfo$ure.Formal closure to be documented In meeting minutes Specific Issues & asso- 
elated concerns end 

CALVO.J A. Project Directorate IV. 00/09/12. CAMPBELL, T.G Arkansas Powor & 
light Co 8pp 46915:044 46916,049 


O. Inspection reports, IE Bulletins & correspondence 


8800310187 Responds to violations noted in Insp Repts 50-313/08-15 & 5O-36D/80> 
15 Corrective actlons.combustlbles romoved from area.Maint manager Issued memo 
to all maint personnel Indicating disciplinary action for violation of procedures. 

LEVINE.J M. Arkansas Power & Light Co. 08/07/27. CALLAN.L.J. Region 4, Ofc of 
the Director. 5pp 46700.352-46700:356, 

8600190195 NRC Info Notice 80-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE “ Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 670411). 88/08/19. 
Consolidated Edison Co. of New York, Ino 125pp. 46690.054*46690.1 78, 


8809200220 Forwards addl Info on potential enforcement Items ro environ qualification 
of equipment, per commitment made during 880015 enforcement conference 
CAMPBELL, T.G. Arkansas Powor & Light Co. 08/08/19 MARTIN.R.D. Region 4, Ofc 
of the Director 129pp. 46901 *001 -46901 1 170. 


-0809200230 “Aging Evaluation of Electrical Cables." 

MURPHY, J A , DEPSON.K J, Schneider Consulting Engineers. SCE-ANO-06, 84/11/ 
15. 40pp 46901 '131*46901:170, 


8800100451 NRC Info Notice 88 060, “Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices" Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 08/08/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 46702*311-46703.070 


8800300027 Forwards Insp Repts 50*313/88*24 & 50*368/08*24 on 880710- 22 No vio- 
lations or deviations noted. 

CALLAN.L J Region 4, Ofc of the Director. 80/00/22 CAMPBELL, G. Arkansas Power 
& Light CO. 2pp. 46703.231 -46703'242 


-0800300030 Insp Repts 50-313/88-24 4 50-360/08-24 on 8Q0718-22.No violations or 
deviations noted Major areas Inspected'tlquld & gaseous radwaste mgt programs. 
NICHOLAS, J.B , RICKETSON.LT., BAER.R.E. Region 4, Ofc of the Director. 88/08/ 
17 10pp. 46703:233*48703:242. 


8800180366 Suppl 1 to NRC Info Notice 08-048, “Licensee Rept of Defective Refur- 
bished Valves, Svo list end 

ROSSI, C E. Division of Operational Events Assessment (Post 070411). 80/00/24. 
Consolidated Edison Co of New York, Inc 122pp. 48713.21 B 48713:219. 

8808310032 Ack receipt of 880727 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts 60-313/08-16 4 50-360/88-15. 

CALLAN.L X Region 4, Ofc of the Director. 88/08/26. CAMPBELL, G. Arkansas Power 
& Light Co. Ip 46699.304-48699.304, 

0800230112 NRC Info Notice 88-070, "Check Valve Inservice Testing Program Deficien- 
cies " Svo list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 88/08/29, 
Consolidated Edison Co, of New York, Ino 123pp. 46713.095-46713:217. 

BB08260492 NRC Info Notice 80*071, "Possible Environ Effect of Reentry of COSMOS 
1900 4 Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event ■' Svo list end, 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 88/09/01. 
Consolidated Edison Co, of New York, Inc, 121pp. 4671 2:244-4671 3'004 


8606300016 NRC Info Notice 88 072, ‘Inadequacies in Design of DC Motor-Operated 
Valves " Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 08/09/02 
Consolidated Edison Co of New York. Inc 122pp 46726 001-46726.123 

6009220301 Responds to NRC Bulletin 88 004, "Potential Safety Related Pump Loss " 
Submits response to Questions 1 & 2 Evaluation of Question 3 underway, requires addl 
data from mfg re min flow for pump protection Response expected in Feb 1989 
HOWARD, D.R, Arkansas Power & Light Co 88/09/06 Document Control Branch 
(Document Control Desk). 5pp, 46926 168-46926 192. 

0809200031 Ack receipt of 880812 Itr informing NRC of steps taken to correct violations 
noted in 1n a p Repts 50-313/88-05 & 50-388/8B 05 

CALLAN.LJ, Region 4, Ofc of the Director 88/09/12. CAMPBELL, G Arkansas Power 
& Light Co Ip. 46915050*46915 055. 

-0809200037 Responds to NRC 880713 Itr re violations noted In Insp Repts 50*313/68* 
05 4 5O-308/88*O5.Corrective actions capscrews replaced w/capscrews to meet or 
exceed properties specified in ASTM.A-193 Grade B 7,speclfied In design calculation. 
LEVINE.J M Arkansas Power & Light Co. 88/08/12 CALLAN.LJ. Region 4, Ofc of 
the Director. 5pp. 46915.051-46915 055 

B809080339 NRC Info Notice 00 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end. 

ROSS1.C.E, Division of Operational Evenls Assessment (Post 070411). 08/09/14 
Consolidated Edison Co. of New York, Inc 122pp 46824 215 46824 336 

8809190203 Responds to NRC Bulletin 8B OOS.Suppl 2 re mails supplied by Piping 
Supplies.lnc 4 West Jersey Mfg Co Results of actions taken to assure that mails con- 
form w/ASME Code end, 

HOWARD, D R Arkansas Power 4 Light Co 88/09/15 Document Control Branch 
(Document Control Desk) 3pp 46099 033 46099.035 

8809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry," Svc list end 

ROSSt.C.E, Division of Operational Events Assessment (Post 870411), 88/09/16 
Consolidated Edison Co, of New York, Inc 124pp 48946.133 46946,252 

8809230125 Forwards SALP Repts 50-313/87-41 4 50 368/87-41 for Jan 1987 - June 
lOBB.Overail performance continued on Improving trend Specific areas deserving merit 
listed.Mgl meeting scheduled for 861021 

MARTIN, Ft.D. Roglon 4, Ofc of the Director 08/09/16. CAMPBELL, G Arkansas 
Power & Light Co. 3pp. 46943 316-46043 349. 

-0809230126 SALP Repts 50-313/B7-41 4 50-368/07-41 (or Jan 1987 - June 1988 
* Region 4, Ofc of Iho Director 08/09/16 32pp 46943-318-46943.349. 

880913035Q NRC Info Notice 88*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control “ Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 070411) 88/09/10 
Consolidated Edison Co of New York, Inc. 125pp 46946 253-46947 013, 


R. Periodic operating reports 4 related correspondence 

0009140101 “Summary of Quantities of Radioactive Liquid & Gaseous Effluents & Solid 
Waste Release for First & Second Quarters of 19B0/' W/880829 Itr 
HOWARD.D.R. Arkansas Power 4 Light Co 88/06/30 23pp 46836-333 46636 355 

8806290323 Monthly operating rept for Jut 1988 for Arkansas Nuclear One Unit 1 W/ 
800815 Itr. 

WHITT, M.S , SCHAUBROECK.D,, HOWARD.D R Arkansas Power & Light Co 80/07/ 
31. 6pp 48604'O66 46684,071 

8809200328 Monthly operating rept for Aug 1900 far Arkansas Nuclear One Unit 1 W/ 
800915 Itr, 

SCHAUBROECK.D , WHITT, M.S, HOWARD.D R Arkansas Powor 4 Light Co 00/00/ 
31. 6pp, 46918.073-46918-070 


S, Reportable occurrences, LERb & related correspondence 

8809060403 PNO IV-8B 073 on 880830, personnel heat exhaustion occurred due to 
physical exertion while wearing anticontamination clothing in high temp 
environ Personnel treated In hOsp, Restrictions placed on future work activities 
HAAG.R, Region 4, Ofc of the Director. 88/08/30 Ip 46760:124-46758.124. 

8809080377 PNO-lV-80 O74.on 880901, addl case of personnel heat exhaustion & trans- 
port of contaminated Individual occurred, Individual became ill after 25 minutes In area 
w/WBGT of 86,6 F Program to reduce risk of exhaustion Instituted 
HAAG.B. Region 4, Ofc of the Director. 88/09/01. 2pp 46764 292 46764,293, 


V. Operator Examinations 


6809010374 Forwards list of ref matlB required for operator licensing exams scheduled 
for wk of 800926 Reactor operator 4 senior reactor operator license applications 
should be submitted 30 days prior to exam date. 

CALLAN.L.J. Region 4, Ofc of the Director, 88/08/24 CAMPBELL, G Arkansas Power 
4 Light Co. 9pp. 46741:264-48741 '272 

6809220293 Forwards response to Generic Ltr 88-13 re proposed operator licensing 
exam schedule format through FY92 

HOWARD, D.R, Arkansas Power 4 Light Co 8B/O9/01. HANNONJ. NRC - No De- 
tailed Affiliation Given 3pp, 46927:104 46927:186. 

8809230125 Forwards SALP Rapls 50-313/87-41 4 50-368/87-41 for Jan 1987 - June 
1988,Overall performance continued on Improving trend Specific areas deserving merit 
li&ted.Mgt meeting scheduled for 881021 

MARTI N.R D. Region 4, Ofc of the Director. 80/09/16. CAMPBELL, G. Arkansas 
Power 4 Light Co. 3pp 46943,316-46943.349. 

-8800230126 SALP Repts 50-313/87*41 4 50-360/87-41 for Jan 1907 - June 1980 
* Region 4, Ofc of the Director 88/09/16. 32pp. 46943:318*46943 349, 
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DOCKET 50-315 DONALO C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plana 

5508290119 Forwards, partially withheld Safeguards Insp Repts 50 315/88*18 & 50*316/ 
88 21 on 880705-21 (ref 10CFR73 21), Insp also identified three concerns requiring 
alteration Separate notice of violation will be issued 

MALL6TT.B S* Region 3, Ofc of the Dire dor. 08/08/10 ALEXICH.M P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co) 2pp 466B1 220-46681 *223 

-9808290124 PartfalCy withheld Insp Repts 50 315/83*18 & 50-316/88*21 on 030705-21 
(ref 10CFR73 21) Noncompliances noled, Major areas inspected mgl 
effectiveness, re cords & repts, lestmg & mafnt, power supply.ljghiing.cortipensalory 
measures & vita) areas 

G ALAN FLO M , FUNK.D E . CREED.J R, Region 3, Ofc of the Director 88/09/19 2pp. 
46681*222 46631 223 

0BOSO 10352 Rev O to Change Sheet 2 to Emergency Plan Procedure PMP 2031 
EPP 302, "EOF Communications " Gives description, reason & instructions for incor- 
porating changes to various attachments to procedure Changes end. 

* Indiana Michigan Power Go. (formerly Indiana & Michigan Electric Co,) 03/08/22 
23pp 46743 218-46743 240 

0809010371 Rev 0 to Emergency Plan Implementing Procedure PMP 2081 EPP102, 
"Technical Support Clr Emergency Communication. 

KRIEGLER.R Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co) 
38/08/22 5pp 46719 101-48719.109 

8809020007 Rev 0 to Change Sheet 2 to Emergency Plan Implementing Procedure 
PMP 2081 EPP 106, ’’Onsite Radiological Assessment " List of effechve pages end, 
KRIEGLER.R Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co). 
88/03/22 5pp 46740 274-46746 29 2 

8B0902D018 Rev 1 to Change Sheet 2 to Emergency Plan Implementing Procedure 
PMP 2081 EPP, 304, “Offsite Dose Projection ” List of effective pages encl 
KRIEGLER.R, Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co,) 
80/08/22. 1 1 pp. 46746.263-46746 273 

8809150073 Change Sheet 2 lo Rev 0 1o Emergency Plan Implementing Procedure 
PMP 2001 EPP 102. *'TSC Emergency Comm unical ton " 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co) 88/09/01. 
3pp. 46846 266 46846 26B. 

6609150079 Change Sheet 1 to Rev 0 to Emergency Plan Implementing Procedure 
PMP 2080 EPP. 104. “Sit© Area Emergency" 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co), 88/09/01. 
9p p 46663 311-46883.319, 

8809150126 Change Sheet 2 to Rev 0 to Emergency Plan Implementing Procedure 
PMP 2031 EPP 302, "Emergency Operaling Facility Communications " 

KRIGGER.R, GIBSON, M., HUENTES.R.T. Indiana Michigan Power Co. (formerly Indi- 
ana & Michigan Electric Co ). 88/09/01. 3pp 46863,326-46863 32B, 

8809150134 Change Sheet 2 lo Rev 0 to Emergency Plan Implementing Procedure 
PMP 2061 EPP. 106, ’’Onsite Radiological Assessmenl " 

CONRAD, J/T Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
68/09/01. 3pp 46857 011-46857:013 

8809190270 Forwards public version of revised emergency response 
procedures, Including Rev \ to ERP 1.01, "Emergency Response Manual Overview" & 
Rev 2 to ERP 1.02, "Preparation of AEPSC Emergency Response Procedures " 
ALEXICH.M P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co) 
88/09/02 Document Control Branch (Document Control Desk) Ip 46893-121 - 
46893-248. 

“08091 B0279 Revise emergency response procedums.includlng Rev 1 to ERP 101, 
“Emergency Response Manual Overview," Rev 2 to ERP 1.02, "Preparation of 
AEPSC Emergency Response Procedures" & Rev 2 to ERP 2.01, "IAG Organization 
& Functon " 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 88/09/02 
385pp 48893*123 46093 248 

6809130302 Responds lo NRG 8B0727 Hr detailing new Silo Access Training Program 
for NRC personnel & contractors Procedures 12 PMP 2070 TRN 113 & SAO 024 re- 
vised lo assist timely onentafion & access to plant 

ALEXICH.M. P Indiana Michigan Power Co. (formerly Indiana & Michigan Elecinc Co } 
88/09/09 DAVIS, A B NRC - No Detailed Affiliation Given. 2pp. 46836-208 
46836-289, 

0809190347 Forwards Safety Insp Repls 50 315/88 22 & 50 316/08-25 on 680622- 
26 No violations noted Weakness identified, 

$HAFER„W O, Region 3, Ofc of the Director 08/09/ 12 ALEXtCH.M P Indiana Mich! 
gan Power Co (formerly Indiana & Michigan Electric Co,) 3pp. 46695:120*46895.154 

“6609190352 Insp Repts 50-315/06-22 & 50 316/68 25 on B90822-28 No violations 
noted Major areas inspected emergency preparedness exercise involving NRC obser- 
vations of key functions & locations during exercise 

SNELL, W,, FOSTER ,J , PATTEHSON.J Region 3, Ofc of the Director. 88/09/12 
24pp. 46895:131-46895*154 

8809270036 Forwards response lo Security Insp Repls 50-316/88-10 & 60 316/00 
21 Encl withhold (ref 10CFR73 21), 

ALEXICH.M. P. Indiana Michigan Power Co, (formerly Indiana A Michigan Elecinc Co ) 
es/09/27 DAVIS.A B. Document Control Branch (Document Control Desk) 3pp 
46967:174-46967 176. 


P. Operating license stage documents & correspondence 

6808120294 Generic Ltf 86-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safely-related equlpmenl.Svc list encl, 
MlfiAGLIA.F.J. Associate Director for Projects (Post 870411), 88/08/06 Consolidated 
Edison Co, of New York, Inc, 41 pp, 47065 001-47065 006 


6609120091 Final response to FOIA request for documents Forwards documents listed 
fn App A Documents also available In POR App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5) 
GRfMSLEY.D H NRC • No Detailed Affiliation Given 88/08/17 CONNOR L Doc- 
Search Associates 5pp 46770 060-46770,089 

“6609120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jut-Nov 1085 

AXELRAD.J A Enforcement Staff, IE (Pre 870413), 86/12/13. BLAHA.JL. Program 
Support & Analysis Staff, IE (Pro 070413) 13pp 46770,211-46770 223 

6808290252 Forwards WCAP-11908, "Containment Integrity Analysis for Donald G 
Cook Nuclear Plant Units 1 & 2." 

ALEXICH.M P Indiana Michigan Power Co, (formerly Indiana & Michigan Elecinc Co) 
88/08/22 MURLEY.TE Office of Nuclear Reactor Regulation* Director (Past 
870411) 6pp 46677 350-46678 044. 

“8800290261 “Containment Integrity Analysis for Donafd C Cook Nuclear Plant Units 1 
& 2 “ 

WELLS.M E. Westmghouse Electric Corp WCAP-11908 BQ/07/31, 46pp. 46677 357- 
46678 044. 

8009020001 Forwards safety evaluation re compatibility of greases in Llmltorquo valve 
operator limit switches Regressing of limit switches In eight Limltorque motor oporaled 
valves in auxiliary feedwater ays of Unit 1 can be postponed to 19B9 
HOLAHAN,G,M Project Directorate Jlt-3 86/08/26. MILLER.H J Region 3. Ofc of the 
Director 4pp. 46746 137 46746 142 

-8809020003 Safety evaluation re compatibility of greases In Limltorque valve limit 
switches 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/26, 2pp 
46746 141-46746.142 

8809080209 Advises that 880229 request to retain contaminated concrete onsite at 

g iant acceplable.Environ assessemenl & finding of no signiffcanl Impact end 
TANG.J.F. Project Directorate ill-1 80/00/30, AL0OCH.M.P. Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co ) ALEXICH.M P. American Electric 
Power Service Corp 4pp. 46791*345-46791 .357 

“B8O9080294 Environ assessment & finding of no significant impact re 880229 request 
for onsite disposal of contaminated concrete slabs 
VIRGIUO.MJ Project Directorate 1)1-1 80/08/23 9pp 46791 349 46791 357 

0809070507 Forwards revised Tech Spec pages to 870326 application for amends lo 
Licenses DPR-58 & DPR-74,per NRC 880809 request, Revised pages provide groolor 
detail on interlock functions 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
99/00/31 MURLEY,T E Document Control Branch (Document Control Dosk) 4pp 
46772 109*46772.118, 

“8809070510 Revised Tech Specs re reactor trip sya Instrumentation surveillance re- 
quirements 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 80/08/31, 
6pp. 46772-113-46772.110. 

0009190098 Application for amends to Licenses DPR-5B & DPR *74 .proposing to dototo 
organization charts from Section e.O.Fee paid 

ALEXICH.M P Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co) 
B8/09/06 MURLEY.TE, Document Control Branch (Document Control Desk) 6pp 
46893 268 46093 281 

“8609190106 Proposed Tech Specs Section 6 0, “Administrative Controls," deleting or- 
ganizational charts 

r Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ). 88/08/08 
8pp 40893 274-46893-201. 

8009160225 Notification of 880912 meeting w/util in Rockvlfte t MD to discuss welding 
program & insp findings for steam generator repair project. 

STANG.JF Project Directorate ill 1 88/09/12 OlfANNJ.D, Project Directorate III 1 
3pp, 468B5-234*46B85;236 

8809230204 Application for amends to Licenses DPR 58 & DPR-74, deleting Tech Spec 
footnotes re surveillance interval extensions, Fee paid, 

ALEXICH.M. P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co). 
83/09/15 MURLEY.TE. Document Control Branch (Document Control Desk), 16pp 
46943.028*46943,122 

“8809230206 Proposed Tech Specs deleting footnotes re surveillance Interval exten- 
sions, 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 88/09/15 
79pp, 46943.044-46943 122 

8609220256 Forwards notice of withdrawal of application for amends lo Licenses DPR- 
58 & DFR-74 re control room habilahllily concerns of NUREG-0737,ltem III.D3 4 & 
requirements of Generic Ltr 83-37. 

STANG.JF Project Directorate 111-1. 88/09/20. ALEXICH.M P Indiana Michigan 
Power Co, (formerly Indiana & Michigan Electric Co), 3pp 46928:133-46928*137. 

“6809220261 Notice of withdrawal of application for amends to Licenses DPR-58 & 
DPR-74 re control room habitability concerns of NU REG-0737, Item lit D 3.4 & require 
ments of Generic Ltr 89-37. 

STANG.JF, Project Directorate IIM 88/09/20 2pp 46928 136-46928:137. 


O. Inspection reports, IE Bulletins & correspondence 

8008190195 NRC Info Notice 88*069, “Movable Contact Finger Binding in HFA Refays 
Mfg by GE." Svc list enci 

ROSSI.C.E Division of Operational Events Assessment (Post 870411), 88/08/19. 
Consolidated Edison Co. of New York, fnc, 125pp. 46690 054-46690*178, 

6608290119 Forwards partially withheld Safeguards Insp Repts 50-315/88-18 & 50-316/ 
88-21 on 880705-21 (ref 10CFR73.21). Insp also identified three concerns requiring 
attention. Separate notice of violation will be Issued 

MALLETT.B.S, Region 3, Ofc of the Director. 88/08/19. ALEXICH.M P, Indiana Michi- 
gan Power Co, (formerly Indiana & Michigan Electric Co). 2pp. 46681.220 46681-223 
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0124 Partially withheld Insp Repls 50 315/68-18 & 50 316/80-21 on 880705-21 
10CFR73 21) Noncompliances noted Major areas Inspected mgt 
effectiveness, records & repls, testing & maint, power supply, lighting, compensatory 

GALANtIo M l , a FUNK?D.E , CREED, J R Region 3, Ofc of the Director 88/08/19 2pp 
46681 222 46681.223 

nAflfli 60451 NRC Info Notice 88-068. “Setpoint Testing of Pressurizer Safety Valves W/ 
RiraHLooD Seals Using Hydraulic Assist Devices “ Svc list end. 

Hffif CE Son of Operational Events Assessment (Post 870411) 88/00/22 
Consolidated Edison Co of New York, Inc. 121pp 46702.311-46703,070 

8808300196 Forwards Safety tnsp Repls 50-316/00-16 & 50-316/88-18 on 880711- 

H4°Rms n 0N7j° RmK oic of the Director 80/08/23 AlEXICH.M P Indiana Mlchl- 
ganPowar uo {formally Indiana & Michigan Electric Co.). 2pp. 46698 341-46686 354 

-8800300200 Notice of violation from insp on 680711 0008 Violation noted-negative dc 
~ n round existed on dc ungrounded battery since 080102 
HAflRISON.J J Roglon 3. Ole of Ihe Director 88/08/23. Ip 4669B-343-46698'343 

8808300212 Insp Repls 60-316/88-16 & 50-31 0/Q8-1B on 080711-0808 Violations 
noted Mafor areas Inspected maint activities using selected portions of Insp Proce- 
du es 62700 62702, 62704,62705 & 62720 

C HOULES N C , CARTER, T H.. EICK.S D Region 3, Ofc of the Director 8B/08/23. 
Ilpp, 46698 344-46698-354. 

0008100360 Suppt 1 lo NRC Info Notice 88 048, “Ucenseo Rept of Defective Refur- 

ROSSIC^ 6 Division' of Operational Events Assessment (Post 870411) 08/08/24. 
Consolidated Edison Co of New York, Inc 122pp 46713-218-46713.219. 

8809010130 Forwards Safely Insp Repls 60-315/08-19 & 50*316/08-22 on 000725- 

SHAFER Wa^R^giint Ofc of the Director. 08/08/26 ALEXICH.M p - Indiana Michi- 
gan power Co, (formerly Indiana & Michigan Electric Co.), 2pp 46739,303-46739-316. 

-8809010131 Insp Repts 50-315/88-19 & 50-316/80-22 on 800725-0816 No violations 
noted. Major areas Inspected radiation protection program.organlzatlon & mgt 
controls, audits & appralsalB, program changes .planning & preparation & training. 
KUNOWSKI.MA, GREGER.L.R. Region 3, Ofc of the Director. 00/08/25 12pp 
46739.305-46739 316. 

8808230112 NRC Info Nolice 80-070, "Check Valve Inservico Tosllng Program Deflclen- 

Ss»n of Operational Events Assessment (Post 870411). 00/08/29 
Consolidated Edison Co. of New York, Inc. 123pp. 46713:095-46713.217 

8809020217 Forwards Safety Insp Repls 60-315/BB-16 & 50 316/80-17 on 880705- 
15 No violations noted Rept Identifies findings & observations on emergency operating 

procedures re technical Issue & human factor Issuos Lt 

WRIGHT, G.C. Region 3. Ofc of the Director. 00/08/30 ALEXICH.M. P Indiana Michi- 
gan Power Co, (formerly Indiana & Michigan Electric Co.). 2pp 46750.182 46760-232. 

-8809020223 Safety Insp Repts 50-315/80-15 & 60-316/08-17 on 800705-15. No viola- 
tions or deviations noted.Major areas Inspected: adequacy of emergency operating 
pfocedures,per Temporary Instruction 2516/92. 

LAWYER, L , JULIANA A. Region 3, Ofc of the Director 88/08/29. 40pp 40750.184- 
46750-223. 

-8009060012 Voided Insp Repts 50-316/88-15 & 50-316/08-17 on 880705-15. 
LAWYER.L , JULIAN, C A Region 2, Ofc of the Dlroctor. 80/08/12. 9pp, 46750-224- 
46750:232, 


0009130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous 
ly Considered in Design of Secondary Containment pressure Control ” Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/09/19 
Consolidated Edison Co, of New York, Inc 125pp 46946 253 46947.013, 

8809270035 Forwards response to Security Insp Repts 50-315/88*18 & 50-316/80- 
21 Enel withheld (ref 10CFR73 21) 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
88/09/27 DAVIS, A B Document Control Branch (Document Control Desk) 3pp 
46967 174*46967 176 


R. Periodic operating reports & related correspondence 

8809070360 "Semiannual Radioactive Effluent Release Rept,Jan-June 1908’’ W/ 
880B29 llr 

ALEXICH.M P. Indiana Michigan Power Co (formerly Indiana & Michigan Efeclnc Co ) 
8B/06/30, MURLEY.T E Document Control Branch (Document Control Desk) 350pp 
46770,323-46771.345. 

0809010186 Monthly operating rept for Jul 1980 for Donald C Cook Unit 1 W/880805 Itr 
GAUSDEN.M,, SMITH, W.G. Indiana Michigan Power Co (formerly Indiana A Michigan 
Electric Co) 00/07/31 0pp 46722 334*46722,339 


S, Reportable occurrences, LERs & related correspondence 

8009080369 LER 88*006 OO.on 880803,lsola1ion of C02 fire protection sys.w/o compen- 
satory action occurred Caused by personnel error Appropriate administrative action 
taken w/indlvlduats Involved W/BB0902 Ur 

HODGE, W M. Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co ) 
SMITH, WG Midwest Electric Cooperative, 80/09/02 5pp 46789 347-46789.351 

8B09140314 PNO*lll*08*079,on 880907, unidentified primary coolant sys leakage ap 
proached Tech Spec limit of 1 gpm, Caused by leak from 3/6 inch instrument line on 
reactor coolant pump HX due to vibration/rubblng.Shutdown initiated for maint & re- 
pairs 

BURGESS, B,, AXELSON.W Region 3, Ofc of the Director 88/09/08 Ip. 46837 211- 
46837,211. 


V. Operator Examinations 

8809140160 Ack receipt of ulll 880901 Itr providing current status of test item develop- 
ment for roqualitication exams To9t items requiring attention listed Overall items of 


good quality A comprehensive, 
WRIGHT, G.C 


3,C Region 3, Ofc of the Director. 08/09/09 SMITH.W.G, Indiana Michigan 

Power Co (formerly Indiana A Michigan Electric Co ). 2pp. 46046.176-46846*177 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8808290119 Forwards partially withheld Safeguards Insp Repts 50-316/88-18 & 50-316/ 
68-21 on 880705-21 (ref 10CFR73 21), Insp al90 Identified three concerns requiring 
attention Separate notice of violation will be issued. 

MALLETT.B.S Region 3, Ofc of the Director 88/08/19. ALEXICH.M P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co) 2pp 46681.220-46601.223 


8808260492 NRC Info Notice 88*071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Llcensoo Radioactivity Measurements Attributed to 
Thai Event * Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 870411). 88/09/01. 
Consolidated Edison Co of New York, Inc. 121 pp 46712,244-46713.004 

0808300018 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valves." Svc list end, 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 80/09/02 
Consolidated Edison Co ofNew York, Inc 122pp 46726.001-46720.123, 

8809140113 Responds to NRC Bulletin 80 005 re nonconforming piping mails supplied 
by Piping SuppIles.Inc.Fleld hardness testing of Installed flanges by Equotip method 
performed Flanges acceptable for continued svc, , . . _ t 

ALEXICH.M. P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co). 
88/09/09 MURLEY.T.E. Document Control Branch (Document Control Desk). 5pp 
46836, 352-48B38 356. 


-8800290124 Partially withheld Insp Repts 60 315/00-18 & 50 316/88-21 on 880705-21 
(ref 1 0CFR73.21 ).Noncomplfances noted Major areas Inspecled'mgt 
effectiveness, records & repts, testing & maint, power supply, lighting .compensatory 
measures & vital areas 

GAIANTI.D.M, MALLETT,S.S Region 3, Ofc ol the Director. B8/O0/19. 2pp 
46681 ■222-46681,223, 

8809010352 Rev 0 lo Change Sheet 2 lo Emergency Plan Procedure PMP 2081 
EPP 302, "EOF Communications " Gives description, reason A Instructions for incor- 
porating changes to various attachments to procedure.Changes end. 

* Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co ) 88/08/22 
23pp 46743.218 46743.240. 

8809010371 Rev 0 to Emergency Plan Implementing Procedure PMP 2081 EPP.102, 
"Technical Support Ctr Emergency Communication.’ 

KRIEGLER.R, Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
88/00/22 5pp. 46719,101-46719*109. 


8809160225 Notification of 880912 meeting w/ulil In Rockville, MD to discuss welding 
program & Insp findings for steam generator repair project. t _ 

STANG.J F. Project Directorate 111-1. 88/09/12 DIIANNi.D. Project Directorate 111*1. 
3pp. 46885'234-468B5,236. 


8809020007 Rev 0 lo Change Sheet 2 to Emergency Plan Implementing Procedure 
PMP 2081 EPP.106, "Onsite Radiological Assessment" List of effective pages end 
KRIEGLER.R Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co,) 
06/08/22. 5pp 46746,274 46746*282. 


S809190347 Forwards Safety insp Repts 50-316/86-22 & 50-316/88-25 on 880822- 
26 No violations noted Weakness identified, , ..... 

SHAFER, WD Region 3, Ofc of the Director. 86/09/12. ALEXICH.M, P. Indiana i Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.) 3pp. 46895:120 46895:154, 


8809020018 Rev 1 to Change Sheet 2 to Emergency Plan Implementing Procedure 
PMP 2081 EPP.304, "Offsite Dose Projection." List of effective pages end. 
KRIEGLER.R Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
88/08/22. Ilpp 46746,263-46746*273, 


-8009190352 Insp Repts 50-315/08-22 & 50-316/80-25 on 860822 - 26^0 violations 
noted Major areas Inspected'emergency preparedness exercise Involving NRC obser- 
vations of key functions & locations during exercise. . 

SNELL.W., FOSTER, J, PATTERSON, J. Region 3, Ofc of the Director, 88/09/12 
24pp. 46895.131-46895:154. 


8809150073 Change Sheet 2 to Rev 0 to Emergency Plan Implementing Procedure 
PMP 2081 EPP.102, "TSC Emergency Communication " 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co.), 68/09/01 
3pp 46846*266 46046:268, 


8009080339 NRC Info Notice 68-074, "Potentially Inadequate Performance 
PWfls During Recirculation Operation Following LOCA. Svo list end, 
ROSSI.C E, Division of Operational Events Assessment (Post 870411) 
Consolidated Edison Co of New York, Inc 122pp. 46024:215-46824.336 


of ECCS In 
80/09/14. 


8809150079 Change Sheet 1 to Rev 0 to Emergency Plan Implementing Procedure 
PMP 2060 EPP.104, "Site Area Emergency" 

* Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co), 08/09/01. 
9pp, 46863:311-46063:319. 


8009120197 NRC Info Notice 88-076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end. t 

ROSSI, C.E. Division of Operational Events Assessment (Post ■ 80/09/16. 

Consolidated Edison Co, ofNew York, Inc. 124pp. 46946:133-46946,252. 


8809150126 Change Sheet 2 to Rev 0 to Emergency Plan Implementing Procedure 
PMP 2081 EPP 302, "Emergency Operating Facility Communications " 

KRtEGER.R , GIBSON, M., HUENTES.R.T Indiana Michigan Power Co, (formerly Indi- 
ana & Michigan Electric Co) 80/09/01. 3pp. 46863 326-46B63.328 
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8809150134 Change Sheet 2 to Rev 0 to Emergency Ran Implementing Procedure 
PMP 2091 EPP 106, ‘'Onsite Radiological Assessment 

CONFWO.JT Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co). 
89/09/01 3pp 46857 01 1-46857 013 


8909080281 Forwards notice of withdrawal of parts ot ub) 8B01 1 1 application for 
to License DPR-74 filed w/Ofc of FR 

STANG.J F Project Directorate 111-1. 80/09/0$. ALEXICH.M P Indiana Michoai 
Power Co. (formerly Indiana & Michigan Electric Co,). ALEXICH.M P American 


8809190270 Forwards public version of revised emergency 
Tocedures.inclvding Rev I to ERP 1 01, "Emergency Response Manual Overview 4 
Rev 2 (o ERP 1 02, "Preparation of AEPSC Emergency Response Procedures, 
ALEXICH.M P Indiana Majhigen Power Q>(formerf)f Indiana & ^Khlgan Oectoc to) 
80/09/02 Document Control Branch (Document Control Desk) Ip 46893 121 
46893 240 

-8809190279 Revise emergency response procedure sjncfuding Roy 1 to EflP 1 01, 
‘Emergency Response Manual Overview/* Rev 2 to ERP ' jM®- 
AEPScEmergency Response Procedures" 0 Rev 2 to ERP 201, I AG Organization 

? SSSnTMichrgan Power Co (formerly Indiana & Michigan Electnc Co ) 88/09/02 
305pp 46893123-46893 248 

8809130302 Responds to NRC 880727 ftr ^tailing new Site Access Training Program 
for NRC personnel & contractors Procedures 12 PMP 2070 TRN 113 & SAOQ24 re 
vised to assist timefy onentation & access to planl * . 

AlEXHCH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ). 
88/09/09 DAV1SAB NRC - No Detailed Affiliation Gwen, 2pp, 4683b 268* 
46836 289 


-'8809080263 Notice of withdrawal of portions of ulll 880111 application for amend to 

STAh/G.yF^Proj’ect Directorate IIM. 88/09/06, 3pp, 46Q0O 20$ 46800 288 

8609190096 Application for amends to_Llcenses DPR-58 & DPR-74, proposing lodef € i« 
orqamzation cnarts from Seclion 6 O.Feo paid 

ALEXICH.M P Indiana Michigan Power Co, (formerly Indiana & Michigan Electnc Col 
80/09/06, MURLEYJE Document Control Branch (Document Control Desk) foe 
46893,208-4609320 1 ^ 


-8809190100 Proposed Tech Specs Section 6 0, “Administrative Controls," deleting^ 
ganfzatfonel charts. 

? Indiana Michigan Power Co (formerly Indiana & Michigan Eloclrio Co,) 00/09/06 
8pp, 46093 274-46693.281 


8809160225 Notification of 880912 meeting w/utll In Rcckville.MO to discuss wekfoa 
program & fnsp findings for steam generator repair project. 

STANG.JF Project Directorate ill-1 08/09/12. DflANNl.O, Project Directorate Hi i 
3pp 46885 234-46885 236. 


80091 90347 Forwards Safety Insp Repts 60-315/88 22 & 60 316/68 25 on 880822- 
26 No violations noted Weakness Identified ^ „ , . (fI U[ 

SHAFER WO Reg>oa 3, Qtc of the Director. 88/09/12 ALEXlCH^M P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electnc Co), 3pp 46895 128-46695,154. 

“6809190352 Insp Repts 50-315/88-2 2 & 50-316/88-25 on 880822-26 No violations 
noted Major areas inspected emergency preparedness exercise involving NRC obser- 
vations of key functions 0 locations during exercise, 

SNELL. W. Region 3, Ofc of the Director 88/09/12 24pp 46895 131 46895 154 

8009270035 Forwards response to Secunty Insp Repts 50 315/68-18 & 50-316/88- 
21 End withheld (ref 10CFR73 21), 

ALEXICH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Electnc Co). 
88/09/27. DAVIS, A B Document Control Branch (Document Control Desk). 3pp 
46967.174-46967 176 


P, Operating license stage documents & correspondence 

0800120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc fist and, 
MIRAGLfA.F J Associate Director for Projects (Post 670411) 8B/Q8/0B, Consolidated 
Edison Co, 01 New York, Inc 41 pp 47065 001-47065 006 


0809230204 Application for amend9 to Liconso3 DPR-6G & DPR 74,delotfng Tech Spec 
footnotes re surveillance interval extensions. Fee paid, 

ALEX1CH, MP. Indiana Michigan Power Co (iormorly Indiana 8 Michigan Electnc Co) 
88/09/15 MURLEY,T,E. Document Control Branch (Documonf Control Desk) I6pp 
46943.028-46943 122 

“8809230206 Proposed Tech Specs deleting footnotes re surveillance Interval exten- 
sions. 

* Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co.). 88/09/15 
79pp. 46943,044-46943' 122. 

8809220258 Forwards notice of withdrawal of application for amends to Licenses QPfl 
58 8 DPR-74 re control room habitability concerns of NUREG 0737,11am III.D3.4 & 
requirements of Generic Ltr 83-37. 

STANGJ.F. Project Directorate lfl-1 08/09/20, ALEXICH.M.P, Indiana Michigan 
Power Co. (formerly Indiana & Michigan Eleclric Co). 3pp. 46920.133*46928.137, 

“8609220261 Notice or withdrawal of application for amends to Licenses DPR 58 0 
DPR-74 re control room habitability concerns of NUREG 0737, Item llf.D.3 4 8 require- 
ments of Generic Ltr 83-37. 

STANG.J.F. Project Directorate Ifl 1. 08/09/20. 2pp, 46920, 136-46928' 137. 


8809120091 Final response to FOIA request for documents Forwards documents listed 
in App AOocumenfs also available in P0R App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (raf FOIA Exemption 5) 
GRIMSLEY.O H NRG - No Detailed Affiliation Given, 88/08/17 CONNOR, L Doc- 
Search Associates. 5pp 46770 060 46770 0B9 

“8009120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1985 

AXELRAD.JA Enforcement Staff, IE (Pre 070413) 86/12/13. BLAHA.J.L Program 
Support & Analysis Staff, IE (Pre 870413). 13pp. 46770 21 1 46770 223, 

8808290252 Forwards WCAP-11908, "Containment Integrity Analysis for Donald C, 
Cook Nuclear Plant Units 1 & 2," 

ALEXICH.M P Indiana Michigan Power Co. (formerly Indiana 4 Michigan Electric Co.) 
88/08/22. MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Posl 
870411) 6pp 46677,350-46678 044, 

“8808290261 "Contatomenl Integrity Analysis for Donald C Cook Nuclear Plant Units 1 
0 2 " 

WELLS.M E. Wesbnghouse Electnc Corp WCAP-11908, 88/07/31 48pp, 46677'357- 
46678 044, 

8809020001 Forwards safety evaluation re compatibility or greases in Umi torque valvo 
operator fimrt switches Regressing of limit switches in eight Umitorque motor operated 
valves in auxiliary feedwater sys of Unit 1 can be postponed to 1989 
HOLAHAN.G M Project Directorate IJI-3. 88/08/26, MILLER, HJ, Region 3, Ofc of the 
Director 4pp 48746 137-46746 142 


O. Inspection reports, IE Bulletins & correspondence 

6008260032 Forwards supplemental Info to ulii 980024 response to vfofations noted in 
Insp Rept 60 31 8/88*1 2.Correotlvo actions, procedures Implemented which require 
malnl personnel to obtain approval for design changes, 

ALEXICH.M P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co) 
08/00/17. DAVIS, A B, Document Control Branch (Document Control Desk). 6pp 
46669 092-48669 097 

0808190195 NRC Info Notice 88*069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE " Svc list oncl. 

ROSSJ,C£. Division of Operational Events Assessment (Post 670411). 86/08/19, 
Consolidated Edison Co. of New York, Ino. 125pp 46690.054-46690 1 76 

8808290119 Forwards partially withheld Safeguards Insp Repts 50 315/88-18 & 50 316/ 
98-21 on 800705 21 (ref 10CFR73 21) fnsp ateo Identified three concerns requiring 
attention Separate notice of violation will be Issued, 

MALLETT.B.S. Region 3, Ofo of the Director. 60/00/19, ALEXICH.M.P. Indiana Michr 
gan Power Co. (formerly Indiana & Michigan Electric Co) 2pp, 46681 *220-4608 1-223 

-8808290124 Partially withheld fnsp Rapts 50-315/80-10 & 60-316/80-21 on 880705 21 
(ref 10CFR73.21) Noncompliances noted Major areas inspected mgt 
effective ness, record s & repts, testing & malnl, power supply, lighting, compensatory 
measures & vital aieas 

GAUNTI.0 M„ FUNK.D.E,, CREED, J.R. Region 3, Ofc of Ihe Director 80/08/19. 2pp 
46681 ‘222-48681 '223, 


“8809020003 Safety evaluation re compatibility of greases In Umitorque valve limit 
switches. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/26 2 pd 
46746 141-46746 142 

8809080289 Advises that 880229 request to retain contaminated concrete onsite at 
plant acceptable Environ assessement & finding of no significant impact end 
STANG.JF. Project Directorate 111-1, 88/00/30 ALEXICH.M.P. Indiana Mlchtaan 
Power Co (formerly Indiana & Michigan Electric Co }. ALEXICH.M P. American Electric 
Power Service Corp 4pp. 4679 1 345 46791.357, 


8808160451 NRC Info Notice 00 060, "Setpoint Testing of Preasunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svo list end 
ROSSI, C.E. Division of Operational Events Assessment (Post 670411) 88/08/22 
Consolidated Edison Co, of New York, Inc, 121pp. 46702:311-46703.070, 

8808300196 Forwards Safety Insp Repts 50-316/00-16 & 60-318/88-18 on 880711- 
0808 A notice of violation, 

HARRISON, J.J. Region 3, Ofo of the Director. 08/06/23 ALEXICH.M.P. Indiana Mtehj 
gan Power Co. (formerly Indiana & Michigan Efectrio Co.). 2pp, 46698.341-46698,354 


-88090002*4 Environ assessment & finding of no significant Impact re 880229 request 
for onsite disposal of contaminated concrete slabs. 

VIRGfUO.MJ Pro)ecl Directorate IIM. 88/08/23, 9pp 46791-349-46701.357, 

S *i l ? 070507 rx^S f ?^ M ? Tecf ) s P ec P a 9 9S 10 870326 application for amends to 
fcK tatete* 1X30!}*" 880809 requasL Revise* pages provide greater 

JtSHJHJ'Mffl Po *<tf Co. (formerly Indiana 4 Michigan Electric Co ) 

«to!i 0W6772 118 TE ' ttocUment Conlrcl ' Br9nc '' Control Desk) 4pp. 


-MOW7O510 Revised Tech Specs re reactor tnp sys Instrumentation surveillance re- 
epp^T? jfnjSwnstTg °° * ltxnw,y lndiana S Michl 9 an Electric Co.) 88/08/31 


insp nepis ou-yib/bb-16 & 50-310/00-18 on 80O/U-U0UU. vioimwns 
noted Major areas fnspecled.maint activities using selected portions of fnsp P/oce 
dures 62700,62702. 62704.62705 & 62720. 

CHOULES.N.C, CARTER, T,H, EICK.S.D. Region 3, Ofc of the Director. 68/08/23 
11pp. 46698'344-46690'354. 

8808180368 Suppl 1 to NRC Info Notice 08-048, "Licensee Rept of Defective Rofw- 
bished Vafves/' Svc list encL 

ROSSi.CE, Drvlslon of Operational Events Assessment (Post 870411). 88/08/24 
consolidated Edison Co. of New York, Inc. 122pp. 46713:218-46713:219. 

88 ^? 1 ?? 30 Awards Safety Insp Repts 50-316/88-19 & 50-316/88-22 on 880725- 
001 6, No violations noted, 

SHAFER.W D, Region 3, Ofo of the Director, 88/08/26. ALEXICH ( M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp, 46739.303-46739,316 
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-£809010131 Insp Repts 50-315/08 19 & 50-316/80-22 on 000725-0016 No violations 
notsd Major areas Inspected radiation protoclion program.organizatlon & mgt 
ront/ols, audits & appraisals, program changes.planmng & preparation & training, 
KUNOWSKI.MA. GREGER.LR Region 3, Ofc of the Director 08/08/25 I2pp 
46739 305 46739.316 

6808230112 NRC Info Notice 80 070, “Check Valve Inservico Testing Program Deficlen 
cies ’’ Svc list end . _ 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/08/29 
Consolidated Edison Co, of New York, Inc 1 23pp 46713 095-46713 217 

8809020217 Forwards Safety insp Repta 50-315/08*15 & 50-310/08-17 on G00705 
15 No violations noted Repi identifies findings & observations on emergency operating 
orocedures re technical issue & human factor Issues 

WRIGHT, GC. Region 3, Ofc of the Director. 08/08/30, ALEXICH.M P Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co) 2pp, 46750,102-46760 232 

-8809020223 Safety Insp Repts 50 315/80*15 & 50 316/08-17 on 880705-15, No viola 
tions or deviations noted Major areas inspected adequacy ol emergency operating 
orocedures, per Temporary Instruction 2615/92 

LAWYER, L„ JULIAN, C.A Region 3, Ofc of the Director. 88/00/29 40pp, 46750,184- 
46750223. 

-8809060012 Voided Insp Repts 50-315/00-15 & 60 316/08-17 on B0O7Q5-15 
LAWYER, L„ JULIAN, C.A Region 2, Ofc of the Director. 08/08/12 9pp, 46750,224* 
46750232 

8808260492 NRC Info Notice 08 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list end, 

ROSSI, C.E. Division ol Operational Events Assessment (Post 070411). 08/09/01. 
Consolidated Edison Co. of New York, Inc, 121 pp, 46712 244-46713,004 

8809070473 Forwards Safety Insp Rept 50 316/00-19 on 000621 -0825.NO violations 
noted 

HARRtSON.J J. Region 3, Ofc of the Director. 80/09/01. ALEXICH.M.P, Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co,). 2pp, 46778-34 1*46778 351 

-8809070478 Safety Insp Rept 50*316/08-10 on 880621-0D25.No violalions 
noted Major areas inspectod'doslgn control & welding, review of inservico insp 
program, procedures, results for reactor vessel UT exam a activities re generator re- 
placement 

JACOBSON, J.M., GAVULA.JA, SCHAPKER.J F. Region 3, Ofc of the Director. 88/ 
09/01. 9pp 46778343 46770 351. 

8008300018 NRC Info Notice 80-072, "Inadequacies in Design of DC Motor-Operated 
Valves " Svc Hat end. 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 00/09/02. 
Consolidated Edison Co of New York, Inc 122pp. 46726:001-48726*123 

8809140113 Respondg to NRC Bulletin 80 005 re nonconforming piping malls suppliod 
by Piping Suppllesjnc Field hardness testing of Installed flanges by Equotip method 
performed. Flanges acceptable for continued svc, 

ALEXICH.M.P. Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co.), 
88/09/09 MURLEY.T.E Document Control Branch (Document Control Desk), 5pp 
46e38.352-46838'35fl 

8809180225 Notification of 680912 meeting w/utll In Rockville, MD to discuss welding 
program & Insp findings for steam generator repair project, 

STANG.J F. Project Directorate ill-1 00/09/12, DIIANNI.O. Project Directorate III 1, 
3pp. 46885 234 46885.236 

8809190347 Forwards Safety Insp Repts 60 316/08-22 & 50-316/00-25 on 860822- 
26 No violations noted.Weakness Identified 

SHAFER, WD Region 3, Ofc of the Director, 88/09/12 ALEXICH.M P. Indiana Miohl 
gan Power Co. (formerly Indiana & Michigan Electric Co,). 3pp 46095*1 28-46095*1 64. 

-8809190352 Insp Repts 50-315/00-22 & 50-316/00-25 on 000022-26 No violations 
noted Major areas fnspected.emargoncy preparedness exerefso Involving NRC obser- 
vations of key functions & locations during exercise. 

SNELL.W, FOSTER, J, PATTERSON, J Region 3, Ofc of the Director. 00/09/12. 
24pp. 46895:131-46895:154 

8809060339 NRC Info Notice 08 074, "Potentially Inadequate Performance of ECCS in 
£WRs During Recirculation Operation Following LOCA " Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/09/14. 
Consolidated Edison Co, of New York, Inc 122pp 46024,215-46824.336 

0809120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 88/09/16. 
Consolidated Edison Co of New York, Inc, 124pp. 46946:133 46946 252, 

8609130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Prevlous- 
ai3£ 8 ]? 0re< * ln De8f 90 of Secondary Containment Pressure Control." Svc list end 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co. of New York, Ino. 126pp. 46946‘253-46947:013. 

08 5??- 70 ? 35 Forwards response to Security Insp Repts 50-315/08-10 & 50 316/88- 
2 f ncl withheld (ref 10CFR73.21). 

iSriSKiW-P. Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co.) 

OAVfSAB. Document Control Branch (Document Control Desk). 3pp 
46987*174 46967:176. 


6809260251 Forwards steam generator repair project radiation protection 90-day interim 
Rent 2 Rept summarizes activities of project radiation protection/ ALAR A Group for 
88051 7 081 0 

ALEXICH.M P. Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
00/09/ 16 MURLEY.TE Document Control Branch (Document Conlrol Desk) 9pp 
46965 267-46965,275 * * 


V. Operator Examinations 

0809140160 Ack receipt o( util 880801 llr providing current status of test item develop- 
ment tor requahficalion exams Test items requiring attention listed Overall items of 
good quality & comprehensive 

WRIGHT.GC Region 3, Ofc of the Director 08/09/09 SMITH.WG Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co ) 2pp. 46Q46' 176-46846 177 
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F. Security, medical, emergency 4 tire protection plans 

6B09Q90173 Change 14 to Rev 10 to Emergency Response Plan Implementing Proce 
dure ERP1P 4 1 3, "Technical Support Ctr Roster." 

Baltimore Gas & Electric Co 88/08/10 5pp 46004 077-48004.081 

8809020039 Forwards Insp Repts 50 317/80-16 & 50-318/00-16 on 000701-0808 No 
violalions noted 

WIGGINS, J.T Region 1, Ofc of the Director, 88/08/26 TIERNAN.J A, Baltimore Gas 
& Electric Co 2pp 46750.147-46750,160 

-8809020043 Insp Repts 50-317/88-16 & 60 318/88-lb on 000701 -O8O8.N0 violations 
noted. MBjor areas inspected facility activities, routine insp3, operational events, Temp 
Instruction 08-02, malnt.radiological controls, physical security & LERs. 

TRIPP, L E Region 1, Ofc of the Director. 88/08/24 18pp 46760 149-48750,166 

6609290300 Forwards summary of current restrictions contained In either Tech Specs or 
pianl procedures & identifies emergency action levels, per 8B09Q2 request to review 
hurricane-related actions for plants 

CAPRA.R A Project Directorate 1-1 08/09/07, BOGEFLB Project Directorate 1-1, 5pp 
46099,252-46999 256 

6809220329 Rorwards Rev 8 to safeguards contingency plan Rev withheld (ref 
10CFR73.21), 

COSS.HD. Baltimore Gas & Electric Co 88/09/16, Document Control Branch (Docu- 
ment Control Desk) 3pp 46927,295 46927*206 


H, General correspondence 

8809200001 Notification of 880920 meeting w/ulil in Rockville, MD to discuss 000901 
mgt reorganization & util responsiveness to NRC requests 

MCNEIL.S A Project Directorate 1-1 80/00/15 CAPRA.R A Project Directorate 1*1. 
2pp 46911*090 46911.100 * 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8608260466 Rev 8 to updated FSAR for Calvert Chffs.Units 1 & 2.W/ OBOB24 Mr. 
TIERNAN.J A. Baltimore Gas & Electric Co 88/08/24. 1 75pp 46670:130 46671.078. 


P* Operating license stage documents & correspondence 

8608120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equipmenLSvc list end 
MIRAGLIA,F,J. Associate Director for Projects (Post 870411) 80/08/08 Consolidated 
Edison Co. Of Now York, Inc 41 pp, 47065 001-47065*006. 

8606300068 Forwards "Calvert Cliffs Nuclear Power Plant Unit 1 Primary Reactor Con 
lalnment Integrated Leakage Rate Test," 

TIERNAN.J. A Baltimore Gas & Electric Co. 86/08/26 Document Control Branch 
(Document Control Desk) 2pp 46708,129 46708*289, 

-8606300069 "Calvert Cliffs Nuclear Power PJant Unit 1 Primary Reactor Containment 
integrated Leakage Rate Test," 

' Bechtel Group, Inc 86/05/31. I59pp 46708*131-46708 289 

6809150157 Forwards request for addl Info re proposed Increase jn U-235 enrichment 
limits for new & spent fuel pools 

MCNEIL.S A, Project Directorate |-1 88/09/09. TIERNAN.J A Baltimore Gas & Elec- 
tric Co. 6pp 46864,272-46884.277. 

6609150251 "Calvert Cliffs Nuclear Power Plant Unit t Summary of Startup Testing for 
Cycle 10." W/8809091tr. H u 

T1ERNAN.J.A, Baltimore Gas & Eloclrlc Co. 88/09/09, 1 1pp 46856 343-46866 353. 

8809220286 Forwards "Calvert Cliffs Operating Manual;Emergency Operating Proce- 
dures," per WT Russell 880602 request, 

TIERNAN.J, A Baltimore Gas & Electric Co. 88/09/09, GALLO, R Region 1. Ofc of the 
Director. Ip, 46921. 193-46923*089. 


R. Periodic operating reports & related correspondence 

"$80829%! " Semlannual Radioactive Effluent Release Rept.Jan-June 1988," W/ 

&529JW P« Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co ), 
46770323 4e77l^45’ E Documflnt Control Branch (Document Control Desk). 350pp. 

88 5??j£ISi M , onth, y operating rept for Jul 1988 for Donald C Cook Unit 2 W/880B05 ltr. 
GAuSDEN,M , SMITH, W G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 88/07/31. 6pp. 46722.324-46722,329, 


-8809220245 "Calvert Cliffs Operating Manual;Emergency Operating Procedures." 
GROOMS, J.V. Baltimore Gas & Electric Co. 88/02/10 329pp 46921:194-46923*089 


8809210183 Requests relief from ASME Code Section XI requirements for extension 
until 881 101 to submit Form NfS-2 summary rept after completion of oulage.Fee paid 
CRUSE, C.H. Baltimore Gas & Electric Co, 88/09/16, Document Control Branch (Doc- 
ument Control Desk), 3pp 46920.262-46920*264, 


8009200331 Notification of 880926 meeting w/ulll In Rockville, MD to discuss current 
status of licensing issues, 

MCNEIL.S A. Project Directorate M. BB/09/16, CAPRA.R.A Project Directorate |-1 
2pp, 46916:170 46916*171. 
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8S098I0007 Notification ol cancelled 860920 meeting w/util in Rockville.WD to discuss 
oianl fTKJt reorgani2atK>n which occulted on 889991 . , , 

MCNEIL, S A Project Directorate J 1 88/CJ9/ 1 9 CAPRA, R A Project Directorate 1 1 
Ip 46919 334 46919 334 


8809210197 EN 68 076 on 080920, notice ol violation & proposed imposition of civil pen- 
alty in amount of $150,000 will bo Issued to licensee based on two events violating 

ESSSWRT^ of Enforcemen t < Posl 070413) 80/09/14 Ip 

46920 310 46920 310, 


O inspection reports, IE Bulletins & correspondence 


8808310233 Forwards addl info re second 10-yr in service msp program planner 880525 
request Jnctuding boundary diagrams which define ASME Code Class 1,2 & 3 bound* 


TIER N AN, J A Baltimore Gas & Electnc Co 08/07/22 Document Control Branch 
(Comment Control Desk) 40pp 46728 008 46731 163 


-8808310235 Vots t A fUo "Long-Term Plan for Catvert Cliffs Nuclear Power Plant Unit 
‘'SouUiwest^eseamh Institute, 88/07/31 1,400pp 46728 046 46731 163 


8809060234 Partial response to FOIA request for documents Forwards App B 
documents App A documents maintained in PDR Records also available under listed 

GRNVSLEY.D Dr/ision of Rules & Records 1870413 880514), 08/OB/ 10 
UNNERSTALUK Newman & Holtzmger 6pp 46769 054 46769 059 


-8809080393 Provides listed guidance to assist In preparation of escalated enforcement 

GeBE^MAN.J Ofc of Enforcement (Post 670419) 88/06/21 RUSSELL.WT Region 
1, Ofc of the Director 9pp 46769 146 46769 154 

8808190195 NRC Info Notice 98 069, "Movable Contact Finger Binding in HFA Relays 

Mir Division of Operational Events Assessment (Post &70411) 8B/08/19 
Consolidated Edison Co of New York, Inc 125pp, 46690 054-46690 178. 


8808160451 NRC Info Notice 88-068, "Setpoint Testing of Pressurfzer Safety Valves W/ 
Filled loop Seals Using Hydraulic Assist Devices *’ Svc 1*1 end 
ROSSI.CE erosion of Operational Events Assessment (Post 670411), 88/08/22 
Consolidated Edison Co of New York, Jnc 121pp 46702 311-46703 070, 


8808180368 Suppt 1 to NRC Info Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves ,r Svc list enct 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 90/08/24 
Consolidated Edison Co of New York, Inc. 122pp. 46713*218 46713 219 


8809080340 Forwards Exam Repls 50*317/88 180L & 50-318/88 160L of exams ad- 
ministered on 880622 

GALLO.R M Region 1, Ofc of the Director, 88/08/25 TIERNAN.J A Baltimore Gas & 
Electnc CO 2pp 46791 285-46791 344 

-8809080344 Exam Repta 50-317/8B-18OL & 50-316/88-1 80 L on 880622 Exam 
results single candidate passed wntten exam.No strengths or weaknesses In training 
program identified 

SfLK,D M , ESELGROTH.PW Region 1, Ofc of the Director 88/09/24 5Bpp. 
46791 287 >46791*344, 


8809020039 Forwards fnsp Repls 50-317/68 16 & 50-318/68-16 on 860701*0808 No 
violations noted 

WtGGINSiJT Region 1. Ofc of the Director, 88/08/26 TIERNAN.J A Baltimore Gas 
& Etecl/fc Co 2pp. 46750.147-46750 166 

-5009020043 fnsp Repls 50-317/88-16 & 50-318/68-16 on 860701-0808 No violations 
noted Major areas Inspected facility activities, routine fnsps, operational events, Temp 
Instruction 88-02, maint,radJological controls, physical security & LERs 
TRIPP.L E. Region 1, Ofc or the Director. 88/08/24 18pp 46750*149 46750 166 

8800230112 NRC Info Notice 88 070, "Check Valve fnservlce Testing program Deficien- 
cies/' Svc fist end 

ROSSI,CE Division of Operational Events Assessment (Post 670411), 86/08/29 
Consolidated Edison Co of New York, Inc, 123pp. 46713:095-46713 217, 

0808260492 NRC Info Notice 88 071. "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuied to 
That Event ^ Svc Ifst end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co of New York, Inc 121 pp 46712.244-46713.004 

8800300018 NRC Info Notice 88 072, "Inadequacies fn Design of DC Motor Operated 
Valves " Svc hsV end, 

ROSSf.CE. Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co of New York, fnc 122pp. 46726 001-46726 123. 

8009140221 Forwards response to NRC Bulletin 68 005, "Nonconforming Matts Sup- 
plied by Piping Supplies, Inc at Foi$om,NJ & West Jersey Mfa Co (WJM) at 
Williamsburg, NJ" Test results for ms tailed, nonconforming WJM flanges end. 
CREEL.GC Baltimore Gas & Electnc Co. 88/09/08, Document Control Branch (Doc- 
ument Control Desk) 7pp 46836 126-46836 132 


6009190270 Forwards Insp Repls 50-317/88-20 4 50-318/08 20 on 880817-19 & notice 
of violation, 

BELLAMY.R R Region 1, Ofc of the Director. 86/09/09 TIERNAN.J A, Baltimore Gas 
4 Electnc Co 2pp 46896 028*46896 036. 


-80O919O2B3 Notice of violation from fnsp on 680617-1 ©.Violation noted survey per- 
formed )n location not representative of work area resulting In workers entering area 
w/radiatfon dose rates 15-40 times higher than anticipated 
• Region 1, Ofc ol the Director. 88/09/09 Ip. 46696 030-46896.030 


-0009190204 Insp Repls 50-317/88-20 & 50-318/88-20 on 8BQ917-19 Violations 
noted Major areas Inspected events associated w/ higher than anticipated worker ex- 
posure on 080621. 

« eA 5SS KjA ** LOESCH.R , SHANBAKY.M Region 1, Ofc of Ihe Director. 08/09/08. 
6pp 46096 031-46896 036. 


U .t . Ul events Assessmeni trosi 8/041 

Consolidated Edison Co. of New York, Inc, 122pp 46824*215-46824,336 


88/09/ 


8809120197 NRC Info Notice 89 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anli Pump Circuitry.” Svc list etvcl. 

ROSSf.C.E Division of Operational Events Assessment (Post 670411), 88/09/16 
Consolidated Edison Co. of Now York, Inc, 124pp 46946*193-46046 252 

0809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSl.CE> Dwision of Operational Events Assessment (Post 870411). 88/09/19 


r. Periodic operating reports & related correspondence 


88Q9020211 "Semiannual Effluent Release RepLCatvert Cfiffs Nuclear Power Planl.First 
Half 1980 " W/060826 Hr. 

TIERNAN.J A. Baltimore Gas & Electric Co 88/06/30. 21pp. 46746,105 46746125 


6000260002 Monthly operating repts for JuJ 1908 for Calvert Cliffs Units 1 & 2W/ 
880616 Itr, 

BEHNKE.C, RUSSELL, LB, Baltimore Gas & Electric Co 08/07/31. 12pp 46667023 
46667:334 


8609130014 Forwards updated Table 1A for Second Half 1967 for Inclusion in First Half 
1988 semiannual effluent release repl, Table inadvertently omitted, 

CRINJGAN.P.T Baltimore Gas & Electric Co. 06/09/06. Document Control Branch 
(Document Control Desk), 2pp 46830:172-46039.174. 

-8009130045 'Table lA.Reg Guide 1.21, ’Effluent & Waste Disposal Semiannual 
Rept.Second Half 1987'." 

* Baltimore Gas & Electric Co, 88/06/30. Ip. 46039:174-46839 174, 

0809210165 Submits annual rept of failures & challenges to PORVs & safety valves for 
period Apr 1980 * Dec 1 902,per Tech Spec 6.9.1 .6 o. 

RUSSELL,!- 8 Baltimore Gas & Electric Co 00/09/19. Document Control Branch 
(Document Control Desk) 2pp, 40920:299-40920:300. 


S. Reportable occurrences, LERs & related correspondence 


6009090096 Partial response to FOIA request for memos ro soloclfon of seventy levels 
for various violations at nuclear plants, Forwards documents listed m App 
C. Documents also available in PDR, 

GRIMSLEYpD.H NRC - No Detailed Affiliation Given 08/00/17, UNNERSTAU.K 
Newman & Holtzfnger, 2pp 46766:272-46760*274 

-0809090118 Discusses severity of violation of auxiliary feedwater flow restriction at 
Calvert CJiffs.Unlt 1 from 801217 6101 12. Seventy Level IV classification recommend 

MCCABE, EC Reactor Projects Sec 2B, Projects Br 2,Div of Resident & Project 
Inspection, FI2 81/07/16, GRIER, 0 H Region 1, Ofc of the Director (010301-020201) 
2pp 46766,281-46766.282 

8809150071 Closes LER 87-002 (Ref 4) re main steam pipe flflW.Results of review of 
several analyses & other Info transmitted in several ref lira being awalled. 

GAHAN.M.J Baltimore Gas & Electric Co 86/00/07. Document Control Branch (Doc- 
ument Control Desk) 2pp 40B48‘21 1 46848'212, 

0309190151 PNO f 88-095*on 88091 6, licensee employee died from apparent anoxia or 
drowning Victim Jumped Into condensate storage tank Jn efforts to assist diver fallen 
from Internal ladder before having donned breathing apparalus 
LIMROTH.D Region 1, Ofo of the Olrector. 08/09/16. Ip. 46896*328-46896 328. 

8009200266 LER 88 010 00:on 880628, containment personnel air lock Interlock 
inoperable Caused by improper use of procedure 4 lack of clarity. Procedure revised to 
dearly require defeating bain door Interlocks W/880816 Hr. 

LARRAGulTE.L S,, RUSSELL.L.B Baltimore Gas & Electric Co 80/09/16. flpp 
46905,247-46905*254 


V. Operator Examinations 


8009000340 Forwards Exam Repts 60 31 7/08-1 80L 4 60-31 8/60-1 0OL Of exams ad 
ministered on 880622 

GALLO.R M, Region 1, Ofc of Ihe Director. 88/00/25. TIERNAN.J.A. Baltimore Ga$& 
Electric Co. 2pp, 46791 ;266-4679l *344. 

-0809000344 Exam Repls 50-317/88-18OL 4 50-318/80-1 80L on 880622 Exam 
results’single candidate passed written exam No strengths or weaknesses fn training 
program Identified 

SILK.D M„ ESELGROTH.P W. Region 1, Ofc of the Director. 88/08/24, 58pp 
46791, 287-46791 *344 

0809060303 Forwards operator licensing exam needs for FY89-02 & dales of schedule 
requalf flea ton exams per Generic Llr 88-13, 

TIERNAN.J A. Baltimore Gas & Electric Co, 86/08/31, Document Control Branch 
(Document Control Desk), 3pp. 46755.213-46756.215. 


8609230174 Informs thai written & operating exams scheduled for wk of 881205,Facility 
training staff should retain simulator exam scenario info until candidates pass operat- 
for fal,Qd candidates W/end ref matls. llt 

ESELGROTH.P.W. Region 1, Ofc of Ihe Director. 88/09/16 TIERNAN.J A. Baltimore 
Gas 4 Electric Co 10pp 46945.004-46945.013. 
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DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plane 

8009090173 Change 14 to Rev 10 to Emergency Response Plan Implementing Proce- 
dure ERPIP 4,1.3, "Technical Support Clr Roster." 

• Baltimore Gas & Electric Co 88/08/10. 5pp 46804 077*46804 081. 

8009020039 Forwards Insp Repts 50-317/88*16 & 50 318/88*16 on 880701 0800.No 
violations noted 

WIGGINS.J.T. Region 1, Ole of the Director 88/08/26 TIERNAN.JA Baltimore Gas 
& Electric Co 2pp 46750.147*46750 166, 

-8009020043 Insp Repts 50-317/88*16 & 50-318/88*16 on 800701 0800.No violations 
noted Major areas Inspected facility activities, routine insps, operational oventsjemp 
Instruction 86 02, matnl.radlologlcaf controls, physical security & LERs, 

TRIPP.LE Region 1, Ofc of the Director. 88/08/24 18pp 46750- 149-40750. 166, 

8909290300 Forwards summary of current restrictions contained in either Tech Specs or 
plant procedures & Identifies emergency action levels, per 880902 request to review 
hurricane related actions for plants. 

CAPRA.R.A Project Directorate 1-1 88/09/07. BOGER.B Project Directorate M. 5pp. 
46999,252*46999 256. 

8809220329 Forwards Rev 8 to safeguards contingency plan, Rev withhold (ref 
10CFft73 21). 

COSS.H.D Baltimore Gas & Electric Co. 08/09/16 Document Control Branch (Docu- 
ment Control Desk). 3pp 46927.295*46927-206, 


8808180368 Quppl 1 to NRC Info Notice 88*048, "Licensee Repl of Defective Refur- 
bished Valves '* Svc list encl 

ROSS1.CE Division of Operational Events Assessment (Post 8704 tl) 88/08/24 
Consolidated Edison Co of New York, Inc, 122pp. 46713 218 46713,219, 

8809080340 Forwards Exam Repts 50 317/8Q-180L & 50*31 B/88-180L of exams ad- 
ministered on 000622 

GALLO.R M Region 1, Ofc of the Director 88/08/25 TIERNAN.JA Baltimore Gas & 
Electric Co 2pp 46791 285-46791 344, 

-8809080344 Exam Repts 5O-317/08-18OL & 50-31 8/88*1 80L on BB0622 Exam 
results single candidate passed written exam No strengths or weaknesses In training 
program identified. 

SILK.D M Region 1, Ofc of the Director 88/08/24 50pp 46791 287*46791 344 

8809020039 Forwards insp Repts 50*317/88 16 & 50-318/80-16 on 680701 0808 No 
violations noted 

WIGGINS, J.T Region I, Ofc of the Director 80/08/26 TIERNAN.JA Baltimore Gas 
& Electric Co, 2pp 46760.147-46750.166, 

-8809020043 Insp Repts 50 317/00 16 & 60-318/00-16 on 860701 0808 No violations 
noted.Major areas Inspected facility activities, routine insps, operational events.Tomp 
Instruction 80-02, maint, radiological controls, physical security & LERs 
TRIPP, L E Region 1, Ofc of the Director 88/08/24 18pp 46750 149 46760 166 

0800230112 NRC Info Notice 88 070, "Check Valve Inservico Testing Proqram Deficien- 
cies, " Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 07041 1). 00/08/29. 
Consolidated Edison Co of New York, Inc 123pp 46713-095-40713*21 7 


H. General correspondence 

0609206001 Notification of 880920 meeting w/utll In RockvMe.MD to discuss G0O9O1 
mgl reorganization & util responsiveness to NRC requests. 

MCNEIL.S.A Project Directorate 1-1, 08/09/16. CAPRA, R, A, Project Directorate M 
2pp. 46911.099 46911:100 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8808260492 NRC Info Notice 00 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection or Licensee Radioactivity Measurements Attributed to 
That Event. 1 ' Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/01, 
Consolidated Edison Co of New York, Inc. 121pp. 46712 244 46713.004 

8808300018 NRC Info Notice 08*072, "Inadequacies In Design of DC Motor-Operated 
Valves " Svc list encl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 00/09/02, 
Consolidated Edison Co of New York, Inc. 122pp 46726,001*46726 123 


0008260466 Rev 8 to updated FSAR for Calvert Cliffs, Units 1 & 2.W/ 800824 Itr. 
TIERNAN.JA Baltimore Gas & Electric Co 80/00/24. 176pp 46670.130*46671-070 


P. Operating license stage documents & correspondence 


8809140221 Forwards response to NRC Bulletin 88-005, "Nonconforming Mails Sup 
plied by Piping Supplies, Inc at Folsom, NJ & West Jersey Mfg Co (WJM) at 
Williamsburg.NJ," Test results for Installed.nonconforming WJM llangos end, 

CREEL.G C Baltimore Gas & Electric Co 08/O9/OB. Document Control Branch (Doc- 
ument Control Desk) 7pp. 46036 126*46836:132 


6808120294 Generic Hr 80-14 lo all holders of OLs or CPa for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list encl, 
MIRAGUA.FJ Associate Director for Projects (Post 870411). 88/08/08. Consolidated 
Edison Co of New York, Inc. 41pp 47065:001*47065.006 

8809160157 Forwards request for add) fnfo re proposed Increase in U-235 enrichment 
limits for new & spent fuel poofs 

MCNEIL.S.A. Project Directorate 1-1, 80/09/09. TIERNAN.JA. Baltimore Gas & Elec- 
tric Co. 6pp. 46064:272-46064.277 


8809190278 Forwards Insp Repts 50*317/88-20 & 50*318/08*20 on 880817-19 & notice 
of violation, 

BELLAMYS. R. Region 1, Ofc of the Director. 80/09/09. TIERNAN.J.A Baltimore Gag 
& Electric Co. 2pp 46890,028-46096.038, 

-8009190284 Insp Repts 50 317/88 20 & 50 318/08-20 on 860017-19. Violations 
noted.Major areas Inspecledievents associated w/ higher than anticipated worker ex- 
posure on 000621. 

WEADOCKA, LOESCH.R, SHANBAKY.M, Region 1, Ofc of the Oirector. 00/09/08 
8pp, 46096-031-46896.036, 


8669220286 Forwards "Calvert Cliffs Operating Manual, Emergency Operating Proce- 
dures," per WT Russell 800802 request, 

TIERNAN.J A. Baltimore Gas & Electric Co 80/09/09, GALLO,R. Region 1, Ofc of the 
Oirector Ip 46921.103-46923.089. 

-8809220245 "Calvert Cliffs Operating ManualjEmergency Operating Procedures" 
GROOM S.J.V Baltimore Gas & Eleclrlo Co. 08/02/10. 329pp. 46921.194-46923-089. 

8809200331 Notification of 980926 meeting w/ulH In Rockville, MD to discuss current 
status of licensing Issues. 

MCNEILLS. A Project Directorate M. BB/09/16. CAPRA, R.A. Project Directorate 1-1, 
2pp. 46916:170*46916-171 

8809210007 Notification of cancelled 880920 meeting w/utll In Rockvllle,MD to discuss 
plant mgl reorganization which occurred on 880901, 

MCNEIL ,S A. Project Directorate 1-1, 88/09/19. CAPRA, RA, Project Directorate 1-1. 
Ip. 46919-334 46919:334. 


O. Inspection reports, IE Bulletins & correspondence 


8809080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/09/14, 
Consolidated Edison Co, olNew York, Inc, 122pp 46824:216-46824.336, 

8809210197 EN B8*076.on 800920, notice of violation & proposed Imposition of civil pen- 
alty In amount of $160,000 will be Issued lo licensee based on Iwo events violating 
limiting conditions for operation 

LUEHMAN.J, LIEBERMAN.J. Ofc of Enforcement (Post 870413) 80/09/14 Ip, 
46920.310-46920-310. 

8609120197 NRC Info Notice 08-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anil-Pump Circuitry " Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/18. 
Consolidated Edison Co of New York, Inc. 124pp 46946-133 46946.252. 

8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous* 

K Considered In Design of Secondary Containment Pressure Control " Svc list encl. 

OSSI.C.E. Division of Operational Events Assessment (Post 870411). 06/09/19, 
Consolidated Edison Co. of New York, Inc 126pp. 46946.253 46947 013 


8808310233 Forwards addl Info re second 10-yr fnaervice Insp program planner 880525 
request.lncludfng boundary diagrams which define ASME Code Class 1,2 & 3 bound- 
aries 

T!ERNAN,J A. Baltimore Gas & Electric Co 88/07/22. Document Control Branch 
(Document Control Desk) 40pp, 46728*008-46731-163. 

8809080234 Partial response to FOIA request for documents Forwards App B 
documents App A documents maintained in PDR Records also available under listed 
FOIAs. 

GRIMSLEYA Division of Rules & Records (870413-880514). 0Q/O8/1O. 
UN NER STALL, K. Newman & Holtzinger. 6pp. 46769 054*46769-069, 

-8809090393 Provides listed guidance to assist In preparation of escalated enforcement 
packages 

UEBERMAN.J, Ofc of Enforcement (Post 870413) 88/06/21 RUSSELL, W.T, Region 
1, Ofc ol the Director. 9pp 46769:146*46769:154. 

8808190196 NRC Info Notice 88-089, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE." Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post B70411). 88/08/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 46690 054-46690:1 78, 


R, Periodic operating reporta & related correspondence 

8809020211 "Semiannual Effluent Release Rept, Calvert Cliffs Nuclear Power Plant, First 
Half 1980." W/080826 Itr. 

TIERNAN.JA. Baltimore Gas & Electric Co. 8B/06/30, 21pp. 46746-105*46746-125 

8808260002 Monthly operating repts for Jul 1988 for Calvert Ciiffs Units 1 & 2W/ 
8808 16 Itr, 

BEHNKEA, RUSSELL, LB Baltimore Gas & Electric Co. 88/07/31. 12pp, 46667:323- 
46667,334. 

8809130014 Forwards updated Table 1A tor Second Half 1987 for inclusion In First Half 
1988 semiannual effluent release rept, Table Inadvertently omitted 
CRINIGAN.P.T. Baltimore Gas & Electric Co. 00/09/06. Document Control Branch 
(Document Control Desk) 2pp. 40039:172-46839:174. 

-8809130045 "Table 1A,Reg Guide 1.21, 'Effluent & Waste Disposal Semiannual 
Rept, Second Half 1987' " 

4 Baltimore Gas & Electric Co 88/06/30. Ip 46039-174-46839-174. 


8808160451 NRC Info Notice 88-068, "Setpoint Testing of Pressunzer Safety Valves W/ 
Riled Loop Seals Using Hydraulic Assist Devices." Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 870411). B8/08/22. 
Consolidated Edison Co. of New York, Ino. 121pp. 48702-311-46703.070, 


8809210165 Submits annual rept of failures & challenges to PORVa & safety valves for 
period Apr 1980 - Dec 1982, per Tech Spec 6.9.1. 5.C. 

RUSSELL, L B, Baltimore Gas & Electric Co. 88/09/19, Document Control Branch 
(Document Control Desk). 2pp 46920 , 299-46920.30O. 



100 DOCKETED ITEMS 


V. Operator Examinations 

0809080340 Forwards Exam Repls 50-317/88-1 BO L 4 50 3 18/88-1 80L of exams ad 
ministered on 860622 

GALLO, R M Region 1, Ofc of the Director 88/08/25, TIERNAN,J A Baltimore Gas & 
Electric Co 2pp 46791 285-46791 344 

—8809080344 Exam Repts 50-317/88-1 60L & 50-31 6/88-1 801 on 880622 Exam 
results single candidate passed wntten exam No strengths or weaknesses fn training 
program identified 

SILK.DM , ESElGROTH,PW Region 1, Ofc of the Director. 8B/08/24, 58pp 
46791 287-46791 344 

8809060303 Forwards operator licensing exam needs for FY89-92 & dales of scheduled 
requalificaton exams per Genenc Llr 88-13 

TIERNANJA Baltimore Gas 4 Electric Co 88/08/31 Document Control Branch 
(Document Control Desk) 3pp 46755 213-46755 215 

8809230174 Informs that wntten 4 operating exams scheduled for wk of 881205 Facility 
training staff should retain simulator exam scenario Info until candidates pass operat- 
ing exam or appeals filed for failed candidates W/encf ref matfs 
ESELGROTH.PW Region 1, Ofc of the Direclor 88/09/16 TIERNAN.J A Baltimore 
Gas & Electric Co 10pp 46945 004-46945 013, 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

8808180020 Rev 2-01 to EPIP 5000-ADM-3054 01 (EP-033), "Operation of Parslppany 
Technical Functions Ctr " 

* Genera! Public Utilities Corp - GPU Service Corp. 88/08/26, 17pp 46897 222- 
46897 238 

8809070174 Rav 1 to Emergency Plan Implementing Procedure 1000 PLN-1300 01, 
“GPU Nuclear Corp Emergency Plan forTMl & Oyster Creek Nuclear Generating Sta- 
tion" 

NEVLING.R.E General Public Utilities Corp - GPU Sendee Corp. 88/09/02. 300pp, 
46778 001-46778 340. 

8809090060 Revised emergency plan implementing procedures, including Rev 0 to 9471- 
IM P-1 300 03, "Emergency Offsite Notification," Rev 0 to 9471 -IMP-1300, 04, "Con* 
lact/Caltout of Emergency Personnel" & Rev 0 to 9471-IMP-1 300,05, "Communica- 
tions “ 

4 General Public Utilities Corp - GPU Service Corp 88/09/02 650pp. 46804-103- 
46806,078 


8808300262 Requests exemption from 1QCFR171 annual fee assessm^i u 
facility Justification end. 5Sm ent 

KINTNER.EE General Public Utilities Corp * GPU Service Corp ea/oa/iR 
STELLO.V Ofc of the Executive Director for Operations 4pp. 46692-153 46692 ’ 156 

6808300285 Discusses annual update of sys description & technical evaluation raw w 
submerged demineralizer sys (SOS) Annual review determined rev not required' =in? 
taken out of-svc & will no longer procoss/filter contaminated liquids H u& 
STANDERFER.F.R General Public Utllilies Corp. * GPU Service Corp 80/08/25 r\v 
umenl Control Branch (Document Control Desk). Ip 46777-087-46777,087 

8808310065 Forwards QA plan re post defueling monitored storage condition 
STANDERFER.FR General Public Utilities Corp, - GPU Service Corp. 88/0B/25 rw 
ument Control Branch (Document Control Desk). Ip. 46701.009 46701:049, 

-B806310066 Rev 0 to ' To 9 1- Defueling Monitored Storage, QA Plan," 

* General Public Utilities Corp, - GPU Service Corp, 8 D/OB/25, 40pp 46701 Oto 

8809070032 Forwards safety evaluation approving util request for mod of recoverv odw 
ations plan Table 4 3 3 Changes effective on date of Installation of new monltonno m 
strumenlation. y n 

STOLZ.J F. Project Directorate 1-4 80/00/30. STANDERFER.F.R. General Public UhL 
ties Corp - GPU Service Corp. 3pp. 46707-320 48787.326 C UWh 

-8809070035 Safety evaluation approving request for mod of recovery operations plan 
Table 4.3.3, 

4 Office of Nuclear Reactor Regulation, Director {Post 870411) 88/08/30 arm 
46787-323 40787:326. 1 0 ^ W 

8809150128 Forwards Amends 145 & 31 to Licenses DPR-50 & DPR-73, resoectivetv A 
SER Amends modify Paragraphs 2.c.{3) & 2.D of Lfconses DPR-50 & DPR 
73,respectively,to require compliance w/amonded physical security plan. 

STOLZ.J F. Pro eel Directorate 1-4 88/09/02 HUKILL.HD,, STANDERFERFR Gen 
oral Public Utilities Corp. - GPU Service Corp. 6pp. 46874:051-46874-065 . 

“8809160129 Amends 145 & 31 to Licenses DPR-50 & DPR -73 .respectively. modiMno 
Paragraphs 2 c (3) 4 2.D to Licenses DPR-50 4 DPR^a.respectiveiy.requfring compli 
ance w/amended physical security plan. a H 

STOLZ.J.F, Project Directorate 1-4. M/09/02. 5pp 46074.057-46B74.061. 

“ fl 5091 50130 Safety evaluation supporting Amends 145 & 31 to Licenses DPR-50 8 
Reaclor Regulation, Director (Post 870411) 88/09/02. 4pp 

46874.082-46874.005 


8809150128 Forwards Amends 145 4 31 to Licenses DPR-50 & DPR-73, respectively 4 
SER Amends modify Paragraphs 2 c (3) & 2D of Ucenses DPR-50 & DPR- 
73, respectively, to require compliance w/amended physical secunty plan 
STOLZ.JF Project Directorate 1-4. 88/09/02. HUKILL.HD General Public Utilities 
Corp - GPU Service Corp 6pp 46874 051-46874 065 

“8809150129 Amends 145 & 31 to Ucenses DPR-50 4 QPR-73, respectively, modifying 
Paragraphs 2 c (3) & 2 D to Licenses DPR 50 & DPR-73, respectively requiring compli- 
ance w/amended physical secunty plan 

STOIZ.J F. Project Directorate 1-4 8B/09/02. 5pp 46874 057-46874 061. 

-88091501 M Safety evaluation supporting Amends 145 & 31 to Licenses DPR-50 4 
DPR-73, respectively 

46874^2 46874 065 ReaC, ° r R6flU,alion| Direc,0r ( Posl 870411) 80/09/02 4pp 

8809150225 Rev 0 to Emergency Plan Implementing Procedure 6472-ADM-1300 01 
' Administration of TMI 2 Initial Response/ Watch List 4 Emergency Support Organiza- 
tion Duty Roster " 

* General Public Utilities Corp. - GPU Service Corp. 08/09/02. 15pp. 46848 302- 
46648,315 

8809130290 Forwards Safety Insp Rept 50-320/86-12 on 880708 0B05.No unaccept- 
able conditions noted K 

BETTENHAUSEN.L Region 1. Ofc of the Director 88/09/06. STANDERFER.FR 
General Public Utilities Corp - GPU Service Corp. 2pp 46826,072*46826 0B2, 

“88M130293 Insp Rapt 50-320/88-12 on 8B070B-OB05 No unacceptable conditions 
noted, Major areas inspected deMng 4 decontamination activities, including proper 
knplemenlation of radiological controls 4 Tire protection measures K 

COWGILUC Region 1, Ofc of Ihe Direclor 88/09/02 9pp 46626 074-46826.082 

G. Adjudicatory correepondence 

8a wKnesses 7 Requesls hear1ng dale for wk ot 861114 lns!ead of 0*1031 to suit author 
SKOLNJCK.F Susquehanna Valley Alliance, Lancaster, PA SKOLNICK.F. Three Mila 
46666, IfiSocee ^OT 975 80/O0/24, Alomic Safet y and Uc^nslng Board Panel Ip, 

8809020CB6 Memorandum 4 order (rulings on motions for summary disposition) 4 
Grants licensee motion re Contartinna \ f contenUons 




Z NRC* B !S££!tf. , S TMI Atot.lw/Susqueh^na Vallay All, ance Intarroga- 
^° m,9d 0,1 m ° l3tUre 36para,ors 4 vapor 

SxfwASS 7125 ' 88/08/2a 

P. Operating license stage documents & correspondence 


uuuviyuuBj lissiatos mho comment 4 provides response to NRC 88081 1 SEI 
pletion of lower core support assembly/ lower head defueling, 

STANDERFERT.R. General Public Utilities Corp, - GPU Service Corp, 88/09/09 Doc 
ument Control Branch (Document Control Desk). 4pp 46893-110 46893-113. 

ae qXTnt 9 A oM«F B FflV 0 HmpL 2 nl, raqUSS ' '° f e * empt,0n lf0,n FY 1989 annual 

Brancb 80/O9 /12 KINTNER.ee, Gener- 
al Public Utilities Corp, - GPU Service Corp. ip, 46896 014-46896 014. 

0809190194 Informs that Generic Ur 88 14 re Instrument air supply sys problems affect 

ina 8flf©lV ralalaH Atiuinmanl n/il armllnokfA «a Tk it n u T. 

i. Ooc 


J or completion ol upper core eupport assembly (UCSA) 
Sfit/J iW? d 10 dorn ,?'L alfale amities associated w/cultlng & moving balds 

grANr^nraci?^ accompHshed w/o eopardlzlno health & safety ot public 9 
^NDEHFERf R . General Public « Utilities Corp. • GPU Service Corp. 80/09/16, Doc 
ument Control Branch (Document Conlrol Desk). 2pp. 46919:199 46919-222, 

“88M20009° Rev 0 to "SER for Completion of Upper Core Support Assembly Defuel- 

rl ^ 1 3 J ■ Qen0fal Utilities Corp. - GPU Seivice 
Corp, 4710-3221*80 03 R00 08/09/09, 22pp. 46919 201-46919-222 ^ 

envlr .? n assessment 4 finding of no significant Impact re util 
k?t ny5i f J? e rJ pll ? n fr a 0m . r& q u frm©nta of 10CFR55. 

P n°J?, G L Dlrac torat0 I* 4 - 00/09/20 STANDERFER.F.R, General Pubic 
Utilities Corp, - GPU Service Corp 3pp. 40900 021-46969,020. 

~ 8 r^ufrem0 S n1s E oM r oCFR65 aament & findfns of no s| flnfflcanl impact re exemption from 
STOLZ.J F. Project Directorate 1-4. 88/09/20, 5pp, 46969 024-46969.028, 

Q. Inspection reports, IE Bulletins 4 correspondence 

B0 M?g^yGi" SvJllst e N n°cf 0 86 ‘° 69 ' <IMovable Con,act Rn 9 er Bindin 9 fn HFA Re,ays 

C?n S Sd^ D pHiS rl Rational Events Assessment (Posl 870411). 88/08/19. 
consolidated Edison Co of New York, Ino 125pp. 46690,054-46690.178, 

a8 RS?llrf°l 4 r?r!n^SSrI n i^fLi Wot !S 9 ^ 80 'fJ 68 ^ " SQl P° in t Tasting of Pressurizer Safety Valves W/ 
ROSSI c i? S n^rnn lnfl . ty drauo A ? 9,at Devices, Svo list end, 

^nsoldflLiPrifi^ ol .f 1 M atic L na, , E 1 vent9 Assessment (Post 870411). 88/08/22. 
umsolfdated Edison Co. of New York, Ino 121pp. 46702:31 1-46703:070 

^WslWcffi. 19 ' 0 No " CB 88 ‘ 048 ' " UcerlsM Rep ' 0( De ' 90,,ve Re ' uf - 

Con^oNdamd^FrilaAn rl ? ( F fi ralio J a !, E , vants AssesBmant (Post 870411). 88/06/24 
U)nsondated Edison Co. of New York, Inc 122pp. 46713 218-46713:219. 

88 des^Svc No<lce 8B ’ 070 ' "Check Valve Inservlce Testing Program Deficiaiv 

Cormlideried^FHknn rl 2PS rati< l? a1 L E , venl8 Assessment (Post 870411). 88/08/29 
ujnsoiidated Edison Co. of New York, Ino, 123pp. 46713.095-46713:217. 
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6 BO Q260482 NRC Info Notice 89-071, "Possible Environ Effect of Reentry of COSMOS 
t&O0 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event 1 Svc list end 

ROSSI, CE Olvision of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co, or New York, Inc 121 pp, 46712 244-46713 004 

860 830-0016 NRC Info Notice 88-072, "Inadequacies in Design of DC Motor-Operated 
Vatves." Svc list end, 

ROSSt.C.E Division of Operational Events Assessment (Post 070411) 88/09/02 
Consolidated Edison Co of New York, Inc. 122pp 46726 001-46726 123. 

8808 130290 Forwards Safety !nsp Repl 50 320/08-12 on 880700 0805 No unaccept 
able conditions noted 

BETTENHAUSEN.L Region 1, Ofc of the Director, 88/09/08. STANDERFER.F.R, 
General Public Utilities Corp - GPU Service Corp. 2pp 46826 072-46826 082 


— SSO9130293 Insp Rept 50-320/88-12 on 8B0708 0805 No unacceptable conditions 
noted.MaJor areas inspected:defuellng & decontamination aclivitles.including proper 
Implementation of radiological controls & fire protection measures 
COWGILL.C Region 1, Ofc Of the Director. 68/09/02. 9pp 46B20, 074-46826.002 


GS09160210 Provides summary of actions taken in response to NRC Bulletin 80 005 & 
Suppls 1 & 2 addressing nonconforming materials supplied by Piping Qupptles.lnc of 
Folsom & West Jersey Mfg Co of Willlamstown.NJ 

STANDERFER.F.R General Public Utilities Corp - GPU Service Coro. 88/09/09 Doc- 
ument Control Branch (Document Control Desk) 3pp. 46095 047-40895:049, 


SB 0 90 80S 39 NRC Info Notice 68 074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA,' Svc list end. 

■ ROSSI.CE Division of Operational Events Assessment (Post 070411). 88/09/14, 
Consolidated Edison Co. of New York, Inc 122pp. 46824.215*46824.336 


8309120197 NRC Info Notice 68 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anil Pump Circuitry." Svc list enc! 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/10 
Consolidated Edison Co. of New York, Inc 124pp. 46946:133-46946,262. 


V. Operator Examinations 


6608290003 Forwards environ assessment & findings of no significant Impact re 871220 
request for exemption from 1QCFR55 59 to eliminate requirement that operator requa- 
lification program cover plant protection sys & ESFs, 

MASNIK.MX Project Directorate 1*4. 88/08/23 STANDERFER.F R. General Public 
Utilities Corp - GPU Service Corp. 3pp 46603 345-46683 351. 

-8008290022 Environ assessment & finding of no significant impact re util 871228 re- 
quest for exemption from 10CFR55 59 to eliminate requirement that operator requalifl- 
cation program cover plant protection sys & ESFs 
STOIZ.J.F Project Directorate M 80/08/23 4pp 46683 348-46683.351 

6609060369 Determines that exemption to 10CFR55 67 unwarranted since no requalifl 
cation exam prior to completion of dofueling scheduled 

STQLZ.J.F. Projoct Directorate I 4 08/08/29 STANDERFER.F R General Public Utili 
tios Corp - GPU Service Corp, 4pp. 46764*308 48764*31 1 

8809060361 Grants exemptions to 10CFR55, 69(c)(2) subsections (iv) & (v) & 
10CFR55 59{c)(3){i) items A through AA eliminating requirement for certain lecture 
subjs & requirement for specific manipulation exercises, res pec lively. 

MASNIK.M T Project Directorate I 4 88/08/31 STANDERFER.F R General Public 
Utilities Corp. - GPU Service Corp, 4pp 46755.023-46755 036. 

-0809060385 Exemption from requirements of 10CFR55.5fl(c)(2), subsections (iv) & (v), 
& 1 0CF R 6 5.59 (c}(3) (I) Items A through AA, eliminating requirements for certain lecture 
subjs & manipulation exercises, 

VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411) 88/08/31, General 
Public Utilities Corp - GPU Service Corp 5pp. 46755 027-40755.031 

-8609060309 Safety evaluation accepting request for exemption from lecture require- 
ments ol 10CFR 55 69(c)(2) & for exceptions to control manipulations required by 
10CFR55 69{c)(3)W, Subsections (A) to (AA). 

* Division of Reactor Projects - 1/11 (Post 870411). 80/08/31. 5pp. 46755.032- 
46755.036. 


QQ 09130350 NRC Info Notice 88 076. “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control “ Svc list end, 
ROSSI.C.E Division of Operational Events Assessment (Post 870411) 88/09/19. 
Consolidated Edison Co ol New York, Inc, I26pp 46940,253-46947*013. 


8609080164 Forwards estimate of operator licensing exam requirements for FY89 
through FY92,per Generic Ur 88-13 

STANDERFER.FR. General Public Utilities Corp, - GPU Service Corp. 88/09/01. 
HANNON.J. Operator Licensing Branch. 3pp 46788 332-46700:334 


R. Periodic operating reporta & related correspondence 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


8008290307 Forwards "TMI Aquatic Study Monthly Progress Rept for Jul 1900,“ by 
RMC Environ Svcs. . , 

R ESSIE R,W,C. General Public Utilities Corp. - GPU Service Corp 88/00/19. 
MASNIK.M NRC - No Detailed Affiliation Given. Ip. 46604:189 46684*204. 

— S3 08300033 “TMI Aquatic Study Monthly Progress Ropt for Jul 1988." 

* RMC Environmental Services. 88/07/31. 16pp 46684*190 468B4*204. 


F, Security, medical, emergency & fire protection plans 

0808290299 Rev 3 to Emergency Plan Implementing Procedure EP1I-04, “Duties of Nu- 
clear Operations Duty Officer.'’ 

MCDONALD, R P , MCHENRY, T.J. Georgia Power Co. 88/08/22. 7pp, 46604*069- 
46684.065 


BS09080022 Forwards “Effluent & Offsite Doso Rept for Apr-June 198B" & “Effluent & 
Waste Disposal Semiannual Rept for Jan-Juna 1988 “ 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp 08/08/29. Doc- 
ument Control Branch (Document Control Desk) 2pp. 48754. 027*46754'048. 

— Ba09060024 “Effluent & Offsite Dose Rept for Apr-June 1688 “ 

* General Public Utilities Corp. - GPU Service Corp 8B/06/30 9pp, 46764.029- 
46754 037. 


— ae09060026 “Effluent & Waste Disposal Semiannual Repl.Jan-June 1 980 “ 

* General Public Utilities Corp - GPU Service Corp. 88/06/30. 11pp. 46754:038- 
46754.040. 


8809070152 Forwards Insp Repls 50-321/00 21 & 50 360/88*21 on 880620 24 & notice 
of violation More aggressive mgt attention to site fire brigade performance encour- 
aged 

GRACE.J N Region 2, Ofc of the Director. 88/08/23. HAIRSTON, W.G Georgia 
Power Co. 2pp 46783.285 46783 281, 

-6609070159 Insp Repls 50-321/00-21 & 50 366/80-21 on 000620-24. Violations 
noted.MaJor areas inspected. fire protection/ prevention & followup on previously iden- 
tified Insp findings 

WISEMAN, G,R , WARD.D.C., CONLON,T.E. Region 2, Ofc of the Director. 86/07/22. 
13pp. 46783.269-46763*281. 


B B 09200137 Forwards annual update to “Technical Evaluation Rept tor Interim Solid 
Waste Staging Facility," per NRC 820204 Itr. 

STANDERFER.F.R. General Public Utilities Corp, - GPU Service Corp 88/09/15. Doc- 
ument Control Branch (Document Control Desk) Ip, 46907.044-46907:068 


6809120141 Forwards 881110 emergency preparedness exercise objectives, per IE Info 
Notice 85*055 

HA1RSTON,W,G Georgia Power Co. 06/00/26 GRACE.J N. Region 2, Ofc of the Di- 
rector. 6pp 46826,018-40825 023 


•©4009200143 "Interim Solid Waste Staging Facility ' 

SCHIEFERjE.S., SIEGLEF.R.E. General Public Utilities Corp. - GPU Service Corp. 80/ 
08/16 24pp, 40907:045-46907 068. 


8809140272 Forwards Insp Reptg 50-321/88-22 & 60-360/88-22 on 880626 -0722.Cer- 
latn activities appear to violate NRC requirements but violations not being cited. 
BROWNLEE.VU Region 2, Ofc of the Director, 86/08/30 HAIRSTON, W G. Georgia 
Power Co 2pp 46842*274-46842*291 


S. Reportable occurrences, LERs & related correspondence 


0009010044 PNO-l-80-O64.on 88081 8,TMI*2 control room altercation occurred, Licensee 
operator protected area access suspended pending investigation of accident & resl- 
dent Inspectors closely following licensee actions re event 

CONTE, R., COWGILL.C. Region 1, Ofo of the Director, 88/0B/18. Ip. 46740*344- 
-16740.344. 


©B09020245 PNO-1 68-084A*on 800829, resident inspectors Informed of results of drug 
testing on licensee reactor operator Involved In altercation descnbed in PNO-I-0Q- 
08 4. Licensee terminated employee on basis of positive test results, 

CONTE, R , COWGILL.C. Region 1, Ofc of the Director. 80/08/30. Ip 46745:277- 
46745.277. 


fi 8-09130324 LER 88*01 1-00.on 880807 .control room personnel failed to recognize re- 
quirements to enter action statement Caused by misunderstanding of requirements of 
Tech Spec 3.8.1. 1. Event discussed w/operalora,W/880906 Itr. 

WELLS.R.D , STANDERFER.F.R, Genera! Public Utilities Corp. - GPU Service Corp, 
88/09/08. Document Control Branch (Document Control Desk). 8pp. 46830.274- 
46830:281 


T. Hearing transcripts on non-antltrust matters 

B8O916O3O0 Transcript of Advisory Panel for Decontamination of TMI-2 880907 meeting 
in H errf sburg.PA. Pp 1*1 09 . Supporting docume ntailon end . j ^ _ 

* Advisory council for Decontamination of TMI Unit 2, 88/09/07. 127pp. 46850:009- 
46850.120. 


-8809140276 Insp Repts 60-321/88-22 & 60-366/80-22 on 880825-0722.No violations 
noted.MaJor areas Inspected, operational safety veriflcatlon.malnt 

observations, surveillance testing observationB.radiologlcal protection & physical secu- 
rity. 

MENNING.J.E , SINKULE.M.V. Region 2, Ofc of the Director. 88/08/30. 16pp. 
46842:270 46842 291. 

6809090035 Revised emergency plan implementing procedures, Including Rev 1 to 63EP- 
INS-002-OS, "Emergency Response Facilities Supplies Inventory” & Rev 0 to 73EP- 
INS-002-0S, “Emergency Response Facilities Supplies Inventory. W/000831 Itr. 
MCDONALD.R.P, Georgia Power Co. 80/08/31, 43pp. 46006 145-46800.187. 

8809140197 Forwards summary of 880729 mgt meeting re status of emergency operat- 
ing procedures & procedures upgrade program, Ust of attendees & viewgraphs end. 
GRACE, N J. Region 2, Ofo of the Director. 00/06/31. HAIRSTON, W.G, Georgia 
Power Co. 20pp, 46836:034-46036.053. 

8809180028 Advises that submittal of scope & objectives for scheduled 881111 radio- 
logical emergency preparedness exercise appears to fulfill requirements for annual 
onsite emergency exerclBe, 

COLLINSJD.M. Region 2, Ofo of the Director. 88/09/01. HAIRSTON, W.G. Georgia 
Power Co Ip. 46896:335-40896:335. 

86091 401 B1 Requests exemption from plant emergency plan requirement to conduct 
after hours exercise until 1989,Exemptlon would allow one exercise to be conducted 
which satisfies both bill & state plan requirements, 

HAIRSTON, W.G, Georgia Power Co 88/09/00. Document Control Branch (Document 
Control Desk). 2pp. 46839 270 46039,271, 
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K. Utility Final Safety Analysis Report <FSAR) A amende 

6609060209 Revised Instruction pages lo Jul 1998 updated FSAR for Edwin I Hatch Nu- 
clear Plant Units t & 2, 

* Georgia Power Co 88/07/31 194pp 40766 012*46766-204 


P. Operating license stage documents 4 correspondence 

8606120294 Genenc Ur 88-14 to all holders of OLs or CPs for nuclear power reactors 
ro instrument air supply sys problems affecting safety-related equipment Svc list end 
MIRAGLIA.FJ Associate Director for Projects (Post 670411) 66/08/06 Consolidated 
Edison Co of Now York, Inc 41pp 47065 001-47065 006 

6809120091 Fins! response to FOIA request for documents Forwards documents listed 
in App A Documents also available in FDR Acp B documents totally withheld (ref 
FOIA Exemption 6) App C documents parlfaliy withheld (ref FOIA Exemption 5) 
GRIWSLEY.D.a NRC - No Detailed Affiliation Given 88/08/17 CONNOR.L, Doc- 
Search Associates 6pp 46770 060-46770 OB0. 

-8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1S85 

AXEIFAD.J A. Enforcement Staff, IE (Pra 870413). 66/12/13 E3LAHA.J.L Program 
Support & Analysis Staff, JE (Pre 670413) 13pp 467/0 21 1 -46770 223. 

8809150141 Application for amend to License DPR-57,fevisng Tech Spec to redefine 
dolrnitions ot hot & cold shutdown so changing operational condition modes when test 
being performed above 212 F Will be unnecessary Fee paid 
HAIRSTON.W.G. Georgia Power Co 08/09/06 Document Control Branch (Document 
Centro! Desk) 9pp. 46347 085-468 4T 102 

“0009150143 Proposed Tech Specs.redifmlng definitions of hot $ cold shutdown, so 
changing operational condition modes when test being performed & coolant temp 
above 212 F will be unnecessary 

* Georgia Power Co 68/09/06 9pp 46847 094 46047:102. 

8609150319 Application for amends to Licenses DPR-57 & NPF-5, revising Tech Specs 
suppression pool temp limit Fee paid, 

HAIRSTON.WG Georgia Power Co. 86/09/06 Document Control Branch (Document 
Control Desk) Spp 46854 306-46854 318 

“6809159326 Proposed Tech Specs, revising suppression cool temp limit. 

* Georgia Power Co 88/09/06. 8pp 46854 311-46054 318, 

8009140361 Forwards response to request for addl info re Generic Llr 83-28, Info con- 
cern developmenl.malnt & use of equipment location index & sys evaluation docu 
monte. 

HAIRSTON.WG, Georgia Power Co 89/09/08, Document Conlrol Branch (Document 
Control Desk). Spp 4B838 224-46836,31 1 

“B80914O372 "Sys Evalualion Document for Georgia Power Co for El Hatch Unit 1 for 
Reactor Recirculation Sys (B31) " 

* Georgia Power Co. 66/00/26. 60pp 46038:232-46838 311, 

6909160134 Notification of BQ0920 mealing w/util in Atlanta, GA to discuss slatus of li 
censing actions 

HOPKINS.JB, Project Directorate 111-3. 86/08/12 MATTHEWS, D B. Project Director- 
ate 111-3 2pp 46064.236-40864*237. 

8609180275 Forwards Amends 156 & 96 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation Amends revise Tech Spec to delete all refs to main control room 
chlorine detectors & (o automatic Isolation of main control room environ 
CROCKER, LP project Directorate 11-3 88/09/12. HAIRSTON.W.G Georgia Power 
Co 2pp 46004:1 61 -4 6B64: 174, 

-00O9T6O276 Amends 156 & 98 to Licenses DPR-57 8 NPF-5 4 respectIvely t revising 
Tech Specs to delete all refs to mate control room chlorine detectors &. lo automatic 
isolation of main control room environ control sys on high chlorine love). 

MATTHEWS, D.0 Project Directorate 11-3 80/09/12 22pp. 46064-153 46864.172 

“6809160277 Safety evaluation supporting Amends 150 & 96 to Licenses DPR 57 & 
NPF-5,(espectively, 

* Project Directorate 11-3 8B/09/12. 2pp 46964*173 46884.174, 

9809160281 Forwards Amend 157 to license DPR-57 & safety evaluation Amend re- 
vises Tech Spec to allow use of GE 8X8 EB fuel & lead fuel assemblies produced by 
Advanced Nuclear Fuels 

CROCKER, LP, Project Directorate JI-3 06/09/ 12. HAIRSTON.WG Georgia Power 
Co 3pp 48 864 ’ 20 6-46064:229 , 

-8809160283 Amend 157 to License DPR 57, revising Tech Spec to allow use of GE 
8X0EB fuel & lead fuel assemblies produced by Advanced Nuclear Fuels 
MATTHEWS.D B Project Directorate If -3 86/09/12 17pp. 46864*200 4 6064 224 

*•8909160286 Safety evariralion supporting Amend 157 to License DPR 57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/12 5pp 
46664 225-46064:229 


Q. Inspection reports, IE Bulletins A correspondence 

8008260 4 6fi Ack receipt ol 800718 Hr Informing NRC of steps taken lo correct violations 
noted In Insp Repts 50-321/80-15 & 50-366/06- 15 on 880017. 

GRACE, J.N. Region 2, Ofc of the Director, 08/08/12. HAIRSTON.W.G, Georgia 
Power Co Ip. 46656:353 46656,356. 

8808200471 Ack receipt of 880705 Itr informing NRC of steps taken to correot violations 
noted In Insp Rspta 50-321/87-31 & 50-366/07-31 Response to Violation A clarifies 
concerns & will be deleted from NRC records, 

GrBSON.AF. Region 2, Ofc ol the Director, 88/08/12. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 46654.306-466 54 -307. 

0906300326 Forwards Insp Repts 50-321/80-23 & 50-366/88-23 on 88080 1-05, No vio- 
lations or deviations noted. 

HERDT.A.R Region 2, Ofc of the Director. 88/08/17. HAIRSTON.W.G Georgia 
Power Co, 2pp. 46691 -206-4669 1*215, 


-8000300331 Insp Repls 50 321/00 23 & 60 366/08 23 On 860801-05 No violati 
noted Major areas inspected, review of completed p os Pro rue ling startup tesla, ther 
limits monitonng, thermal power monitoring & nucloar instrument calibrs 
BURNETT.PT., JAPE.F Region 2, Ofc of tha Director 86/08/10, 8pp 4669H 
46691 215 


8800310075 Forwards Insp Repts 50-321/80-20 & 60 360/88-20 on 660620-24 No 
rations or deviations noted 

HERDT.AR Region 2. Ofc of the Diroctor 08/00/18 HAIRSTON, WG Gooi 
Power Co, 2pp 46699,103-46699 192. 

“8000310106 Insp Repls 50-321/GB 20 & 50 360/80 20 on 80O62O-24.No violatu 
noted Major areas inspected environ qualification of electrical equipment to determ 
adequacy of licensee corrective actions on previous insp findings 
SMITH, C, CON LON, T Region 2, Ofc of the Director 08/08/11 flpp 46699 1 
46699 192 


8008190195 NRC Info Notice 88-069, "Movable Conlacl Fin g or Binding in HFA fleli 
Mfg by GE " Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 68/08/ 
Consolidated Edison Co of New York, Inc 126pp 40600.054-46690.179 

8800160451 NRC Info Notice 88*060, "Setpoint Testing of Pressunzor Safety Valves l 
Filled Loop Seals Using Hydraulic Assisi Devices.’' Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411), 80/08/i 
Consolidated Edison Co of New York, Inc 121pp. 46702.31 1*46703,070 

8806300120 Responds to NRC 880721 Itr ro violations noted In Insp Repts 50-32 t/f 
17 & 50-368/88-1 7, Corrective actions As-Dullt Notice 80-372 issued against pti 
Drawing H-1 261 9 to correct required thermostat soilings 

MCDONALD, R P. Georgia Power Co, 00/00/22, Document Control Branch fDocurm 
Control Desk). 14pp 46690,327 46690.340 

6B090 10221 Confirms 880713 tofeon re mgl mooting to bo hold on 680930 Meeting i 
quested to review results of SALP program for plant for Jan 1907 - June 1900, 
GRACE, J.N Region 2, Ofc of the Director, 00/00/22 HAIRSTON.WG Geort 
Power Co. 2pp 467 1 8.35 0 4671 0:367 

8609070152 Forwards Insp Hepts 50-321/08-21 & 50-360/00 21 on 800620 24 & noh 
of viola lion, More aggressive mgt attention to site flro brigade performance encoi 

gWaCE.J.N, Region 2, Ofc of the Diroctor. 08/00/23 HAIRSTON.WG. Georc 
Power Co 2pp 48783 265 48783:201. 

-8009070156 Notice of violation from Insp on 06Q620*24,Vlolatlor> noted' insp of Hair 
sys protecting remote shutdown panel not conducted botwaan 07OC19 & 1 120 
GRACE, J N. Region 2, Ofc of the Director. 88/08/23 2pp. 46703,207-46783 268, 

“8009070159 fnsp Repts 60 321/88 21 & 60 366/08-21 on 880620-24 Vlolallor 
noted Major areas Inspected fire protection/ provontlon & followup on previously idoi 
tilled Insp tindmga, 

WISEMAN, G.R., WARD.D.C, CONLONJ.E. Rogion 2, Ofo of the Diroctor 80/07/2 
13pp 46783.269-46703,281 

8000180366 Suppl 1 to NRC Info Notice OB 040, "Liconseo Ropt of Defective Refu 
bished Valves. Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 8B/0B/2- 
Consolidated Edison Co of New York, Inc. 122pp 46713.218-46713 219. 

8800310146 Responds to NRC 080708 Itr ro violations noted In Insp Ropts 50 321 /8f 
12 A 50-366/08-12 Corrective actions emergency operating procedure flow chad prt 
auction quality Improvad & human factors guidelines incorporated Into charts, 
MCDONALD, R P Georgia Power Co 80/00/25. Document Control Branch (Documer 
Conlrol Desk) 6pp 46699:144-46690-149 


8809 1201 41 Forwards 801116 emergency preparedness exercise objectfvaa, per IE Inf- 
Notice 85 056 

HAIRSTON.WG Georgia Rower Co 88/00/26 GRACE, JN. Region 2, Ofc of the Di 
rector, 6pp 46025 010 46826 023 


8809230112 NRC Info Notice 88-070, "Check Valve Inservlco Testing Program Deficien 
clas 11 Svc list end 


“Toma t loot) oo 1 1 1 ui u iruai 

Consolidated Edison Go. ot New York, tec 123pp. 467 13,095-467 13-21 7. 


0809140272 Forwards Insp Repts 50-321/88 22 8 60-366/08-22 on B80625 0722.Cer 
ffi4£8!%?,?P p SS r t0 v ' ol ata NRC requirements but violations not being cited 
BROWNLEE, V,L. Region 2, Ofc of the Dlroclor, 88/08/30, HAIRSTON.W G Georgli 
Power Co. 2pp 4 68 4 2 .274 -480 4 2' 291 


“0009140276 Insp Repts 50-321/88-22 & 60-366/88-22 on 080 625 '0722. No violations 
noted Major areas Inspected, operational safely verlfjcatlon.main 

observations, surveillance testing observations, radiological protection & physical secu 

MtNNING.JE, SINKUIE.MV, Region 2, Ofc of Ihe Director 86/08/30 16pp 
46042*276 46842-291. 


8809080075 Submits summary of procedure upgrade program portion of 880729 meet 

iHsp'portttrmed K"o'rl °' 0p6,a,lona ' P erto ' ma " ce aBS05S,T>9nl 

Document Control Branch (Document 

taken to correct violations 

Power Co. Ip HAIRSTON.W.G Georgia 


0800260492 NRC Info Notice 08*071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
mat Event, Svc fist encl * 

ROSSI, C.E. Division of Operational Events Assessment /Post 070411). 88/09/01. 
Consolidated Edison Co. of New York, fno ?12lpp 
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8809070030 Forwards request (or addl Info re util 880630 response to Generic Ltr 86 01 
A plan (or IGSCC Insp of austenitic stainless steel piping during fail of 1908 refueling 
outage 

CROCKER.LP Project Directorate 11-3 88/09/01 HAIRSTON.W G Georgia Power 
Co. 3pp. 46703.156 46783.158. 

8809160016 Ack receipt of util 880786 ltr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50-321/80 09 A 50 366/88 09 First example of Violation 88 
09 06 re inadequate bullet resistant barriers occurred as stated 
GRACE.J.N Region 2, Ofc of the Director. 80/09/01 HAIRSTON.W.G Georgia 
Power Co, 2pp 46908.340-46000 349 

8608300018 NRC Info Notice 00 072, “Inadequacies in Oeslgn ol DC Motor-Operated 
Valves. 1 ' Svc list end. 

ROSSI, CE. Division of Operational Events Assessment {Post 070411) 88/09/02 
Consolidated Edison Co. of New York, Inc 122pp 46726 001-46728 123 

0009140092 Forwards Info requested by Suppl 1 to NRC Bulletin 05-003 on nine addl 
valvosjndudlng applicability to plant program. HPCI a RCIC turbine exhaust valves 
not motor operated valves & will not bo considered In determining operator setpoints 
HAIRSTON, W.G, Georgia Power Co 00/09/06 Document Control Branch (Document 
Control Desk) 15pp 40037:061-48037-075, 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


F> Security, medical, emergency & fire protection plana 

8009090037 Final response to FOIA request for records re Shoreham offsite emergency 
plan App G documents available fn FOR App H documents withheld (ref FOIA Exemp- 
tion 5) No further action being taken on appeal ltr did 860613. 

GRIMSLEY,DH NRC - No Detailed Affiliation Given 00/08/11. BELAIR.R R. Kirkpat- 
rick A Lockhart 4pp 46786 310 46766.325 

-8805040309 Requests regional ofcs, except Region I, to provide staff necessary to sup- 
port FEMA exercises at Shoreham on 880607 09 & at Seabrook on 880620 29 Nomi- 
nations requested by 880509 Guidance end 

JORDAN.EX Office for Analysis & Evaluation of Operational Data, Director 88/04/ 
27 GRACE.J N Region 2, Ofc of Ihe Director DAVIS, A.B Region 3, Ofc of the Dime- 
tor. MARTIN, R D Region 4, Ofc of the Director 3pp 46766.314 46766 318 

-8809090049 Advises that Region 111 employees J Foster & M Smith will attend 090607* 
09 exercises at plant 

SHAFER, WD Region 3, Ofc of the Director 08/05/11 ZECH.G G Inckiont Ro 
sponse Branch Ip 46766 319 46766-319. 


8809140098 Forwards response to NRC Bulletin 88-005, “Nonconforming Mall Supplied 
by Piping Supplies, Ino at Folsom.NJ & West Jersey Mfg Co at Willlamstown.NJ, 11 No 
evidence of nonconforming malls being supplied to plant 

HA1RSTON.W G. Georgia Power Co. 80/09/00 Document Control Branch (Document 
Control Desk) 10pp. 46041.101-46041.110 

8809140187 Responds to NRC Bulletin 88 008, “Thermal Stresses In Piping Connected 
to RCS," did 880622.HPCI sys at pressure lower than RCS so leakage past Injection 
valves will not occur 

HAIRSTON, WG. Georgia Power Co. 00/09/08 Document Control Branch (Document 
Control Desk). 4pp. 46044.170-46044.173 

0809190259 Notification of 060921 meeting w/utll In Atlanta,GA to discuss ulll response 
to NRC Bulletin 05 003 re motor-ope rated valve common modo failures due to Im- 
proper switch settings 

CROCKER.LP. Project Directorate 11-3, 00/09/13. MATTHEWS.D.B, Project Director- 
ate 11-3. 2pp. 46909-001-46909,002. 

0009080339 NRC Info Notlco 80-074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA “ Svc list end 
ROSSI, CE, Division of Operational Events Assessment (Post 070411). 80/09/14 
Consolidated Edison Co of New York, (nc 152pp 46024.216-46824-336 

8809260248 Forwards Insp Repts 60 321/08-26 & 60 366/08-26 on 000016-1 9.No vlo 
fattens or deviations noted. 

COLLINS.DM Region 2, Ofc of the Director 00/00/14 HAIRSTON.W G, Georgia 
Power Co 2pp 46986-289 46966.206 


■8809090051 Advises that Region IV employees, C Hackney & G Bates will be available 
to assist FEMA during plant exercises 

KNAPP.M R Region 4, Ofc of the Director 00/05/10. WEISS.B Incident Rosponeo 
Branch Ip, 46766 320 46766 320 


■8809090053 Designates A Boland & W Gloorsen to participate In plant 860907-09 
exorcises, per 060427 memo Milestones for exercise evaluation & plan review end, 
GRACE.J.N Region 2, Ofc ol Ihe Director 88/05/10. JORDAN, EL Office for Analy- 
sis &. Evaluation of Operational Data, Director 5pp. 46766,321-46766 325. 


6809020026 Forwards State of NY decision finding that LILCO plan to use certain prop 
orty fn Ballmore.NY as reception ctr violates local zoning laws Reversal of Board 
ruling that ULCO reception ctrs deemed adequate required 

CASB.DT Suffolk County, NY, CASE.O.T, Kfrkpairfck & Lockhart //386 6 976 08/08/ 
25, MOORE.T.S., ROSENTHALAS , WILBER.H A Atomic Safety and Licensing Board 
Panel, 24pp 46666 176 4666B, 196. 


0609020102 Forwards Nassau County, NY decision re LILCO plan to uao Bollmoro oper- 
ation cfr as reception ctr for evacuees in pfanf emergency, for fnfo. 

CHRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN.J.N Hunlon & Williams. 
0380 7001, 88/00/25 MOORE, T.S„ ROSENTHAL.A S„ WILBER.H A Atomic Safety 
and Licensing Board Panel 7pp 46667,070 46667,076 


8B09010138 Forwards updated lira of agreement for FEMA use during local emergency 
response organization plan review ULCO requests that NRC forward Itrs to FEMA In 
accordance w/NRC/FEMA MOU 

LEONARDO D. Long Island Lighting Co 06/08/30 Document Control Branch (Docu- 
ment Control Desk) 46pp. 49740.264 46740,300. 


-0009280248 InBp Repts 50 321/90-26 & 50 366/08-26 on 00081 6-19.No violations or 
deviations nolodMa|or areas inspected, solid radwaste.transportatlon of radloactivo 
mall, followup on previous Insp items & selected NRC info notices, 

HOSEY.CM, SHORTRIDGE.R B Region 2, Ofc of the Director. 00/09/09. 6pp 
49966:291-46066-296, 

0809120197 NRC Info Notice 88-076, “Disabling of Diesel Generator Output Circuit 
Breakers by Anil Pump Circuitry n Svc list and. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 80/09/16 
Consolidated Edison Co. of New York, Inc 124pp, 46946,133-46946 252 

9809130350 NRC Info Notice 86-076, "Recont Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control “ Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411) OB/09/19, 
Consolidated Edison Co, of New York, Inc 125pp 46946,253-46047 013. 


R. Periodic operating reports & related correspondence 

8000010218 “Semiannual Rept Plant Radioactive Effluent Releases Jan Juno 1900 “ 
W/080826 ltr. 

HAIRSTON.W G. Georgia Power Co 8B/06/30, 70pp 46743-022-46743 09t 

8609 140054 Monthly operating repts for Aug 1986 for Hatch Units 1 & 2 W/880900 ltr 
TUCKER, J.E., HAIRSTON.W, G. Georgia Power Co 60/00/31, 13pp 46841-273- 
46841.285 


8809190069 Forwards FEMA 880531 ltr & rept on review of Rev 9 of licenses offsite 
omergoncy plan Recommends exorcise proceed as planned. 

BROWN, S, Project Directorate 1-2. 00/09/09, LEONARD, J.D Long Island Lighting Cq. 
114pp 46800-269 46809,025 


8009260338 Forwards "Post-Exercise Assessment for 080607 09 Exercise of Local 
Emergency Response Organization (LERO), Shoreham Nuclear Powor Station 11 
PETERSON.G.C. Fedoral Emergency Management Agency 80/09/00 STELLO.V 
Ofc of the Executive Director for Operations, 29pp 46949 020 46949'210. 

8809230022 ULCO reBponso to NRC Staff motion for schedule for litigation of Juno 
1986 exercise. * Board should grant motion as modified to take (nto account slated 
proposals. Supporting documentation & Certificate of Svc end 
IRWIN.D P. Long Island Lighting Co, IRWIN, DP. Hunton & Williams. #30B 7116 00/ 
09/16. Atomic Safety and Licensing Board Panel. 29pp. 46894-034-46894-002. 


8809230011 Suffolk County.Stale of NY & town of Southampton response to NRC Staff 
motfon for schedule for litigation of June 1908 exorcise.* Reasonable schedule (or 
contention phase of proceeding should he establ!9hed.Cortificate of Svc end, 
MCMURRAY.C.M. Suffolk County, NY, MCMURRAY,C.M. Kirkpatrick & Lockhart, 
ZAHNLEUTER.R J. New York, State of #380 7113. 08/09/19. Atomic Safety and Li- 
censing Board Panel 16pp 46894-001*46094 016 


8809230071 Advises that Rev 0 to emergency preparedness plan consistent w/requlre- 
monta or 10CFR50 64, (q) & changes will not decrease effectiveness of emergency 
plan 

BROWN, S. Project Directorate 1-2 06/09/19, LEONARD, J.D. Long Island Lighting Co 
4pp. 46942.053-46942.056. y y 


S, Reportable occurrences, LERs * related correspondence 


6809130343 LER 8B-006-00.on 880809,RWCU primary containment Isolation sys valves 
dosed on Isolation signal due to rapidly degraded oil RWCU pump repaired & suspect 
Oil sent for analysis & oil In other equipment replaced W/880606 ltr. 

TIPPS.S.B , HAIRSTON, W,G Georgia Power Co. 88/09/06. 7pp 46830.250- 

46830.256. 

8909140274 LER 8B 008-00:on 080 8 17. frequency for operability testing of two HPCI 
vafves reported not In compliance w/Tech Spec 4,5.0 l.e, Caused by procedure 
deficiency Procedure 34SV-E41-001-1S upgraded W/800900 Ur. 

TIPPS.SB., HAIRSTQN.W.G. Georgia Power Co 80/09/00. 7pp. 46042.030- 

46042:036. 


0809260073 Requests utii provide schedule for resolution of Issues noted In oncl FEMA 
review of offsite emergency plan to ensure that plan Inadequacies & areas requiring 
corrective action corrected. 

BROWN.SW Project Directorate 1-2, 88/09/19, LEONARD.J.D, Long Island Lighting 
Co, 4pp. 46949,211-46949,216 U U 


“8809260075 Forwards regional assistance committee review comments for ulll local 
offsite radiological emergency response plan & post-exercise assessment for 8B0BO7- 
09 exercise. 

SABLE.J.M, Federal Emergency Management Agency 88/09/08, PETERSON G Fed- 
eral Emergency Management Agency 27pp, 46949-217-46950-044. 


“8009260076 “Post-Exercise Assessment for 000607-09 Exercise of Local Emergency 
Response Organization (LERO) lor Shoreham Nuclear Power Staff on.' 1 
4 Federal Emergency Management Agency, 00/09/02. 61pp. 46950:001-46950 044 


V. Operator Examination a 


G. Adjudicatory correspondence 


8809080015 Requests that NRC conduct operator licensing exam through Sept 1992,as 
Indicated on end achedutesjn response to Generic Ltr B8-13. 

MCDONALD.R.P, Georgia Power Co. 8B/08/31 HANNON, J. Operator Licensing 
Branch. 6pp. 46789.097-46789-102. 


8809190183 Forwards calculations ol LG Hulman requested during 870310 
deposition Related correspondence. 

BACHMANN.R.G Assistant General Counsel for Hearings. #386 7062. 87/04/10 
CASE.D.T Kirkpatrick & Lockhart. 13pp. 46029,140-46820-160. M ' 
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8609090016 Forwards Rev 1 lo “Shoroham Nuclear Power Station Prompt Notification 
Sys Rept," to conform w/FEMA REP-10 guidance Rev made to change radio station 
WPLR to WC8S as fead broadcast sys in emergency plan Related correspondence. 
LEONARD, JD Long Island Lighting Co #388 6931 88/08/ 10 Document Control 
Branch (Document Control Desk) 6pp 46748 161*46749 222 

-8009090021 Rev 1 to “Shoreham Nuclear Power Station Prompt Notification Sys 
Rept” 

* Long Island Lighting Co 88/08/31 400pp 46748 167*46749 222 

8809020077 Advises of NRC official hours for persons wishing to serve 
pteadmgs.papers or documents on NRC altys in Hearing Div of Ofc of General Coun- 
sel 

SCINTO.J F Assistant General Counsel for Hearings #388 6992 88/08/24 
AHRENS.P, AMIRIAN,AN, ARMSTRONGS Affiliation Not Assigned 3pp 
46656327-46666 329 

8809020026 Forwards State of NY decision finding that LILCO plan to use certain prop- 
erty in 8ellmore,NY as reception ctr violates local zoning laws Reversal of Board 
ruling that LILCO reception ctrs deemed adequate required 

CASE,D T Suffolk County, NY. CASE.DT Kirkpatrick & Lockhart #3B8 6976, 88/08/ 
25. MOORE, T S , ROSENTHAL, A S , WILBER, H A Atomic Safety and Licensing Board 
Panel 24pp 46666 175-46666 198 

8809020102 Forwards Nassau County t NY decision re LILCO plan to use Bellmore oper- 
ation ctr as reception clr for evacuees in plant emergency, tor info 
CHRISTMAN, J N. Long Island Lighting Co CHRISTMAN.JN Hunton & Williams. 
#388 7001 98/08/25. MOORE.T.S . ROSENTHAL, A S , WILBER, HA Atomic Safety 
and Licensing Board Pane!. 7pp 46667 070 46667 076 

8809020050 Informs that author will present oral argument on behalf of util on 880914 
re appeal from Board 680509 decision on suitability of reception ctrs 
CHRISTMAN.JN Long Island Lighting Co. CHRISTMAN.JN Hunton & Williams 
#388 6987 88/08/26 SHOEMAKER, CJ Atomic Safety and Licensing Appeal Pane! 
ip 46666 224-46666 224, 

8809120037 Requests that ASLAB be notified that author will be representing LILCO at 
080914 oral argument on appeal from Board 880201 Initial Decision LBP-88-2. 
MCCLESKEY.KE Long Island Lighting Co MCCLESKEY.K E Hunton a Williams 
#388 7007 08/08/29 SHOEMAKtR.C J Atomic Safety and Licensing Appeal Panel, 
Ip 46752 207*46752,297 

8809120030 LILCO answer to Suffolk County It/ motion of 880825.* Motion to vacate 
Board decision to hold proceeding in abeyance, opposed Oral argument should take 
place on 880914 as scheduled W/Certificate of Svc 

CHRISTMANS N, Long Island Lighting Co CHRISTMAN.JN, Hunton & Williams, 
#388 7005 68/08/30 Atomic Safety and Licensing Appeal Panel. 6pp 46752 272- 
40752 277 

8809120055 Advises that author will present oral argument re LILCO appeal from Board 
880201 Partial Initial Decision LBP-68-2 on behalf of Suffolk County, State of NY & 
town of Southampton. 

MILLER.M S Suffolk County, NY. MILLER, M S. New York, State of, MILLER.M.S, 
Southampton, NY #388 7009 68/08/31 SHOEMAKER, CJ Atomic Safety and Li- 
censing Appeal Panel Ip 46752 180 46752:180, 1 

8809140155 Advises that Intervenors should not be permitted to invoke adjudicatory 
process w/o complying w/provisiona of 1QCFR2 734 for reopening record, per interve- 
nes 880825 ftr stating that use of Bellmore as reception clr violates laws 
BACHMAN N.R G Assistant General Counsel for Hearings #388 7051. 08/08/31 

^2W 467M hT« 76S A 146, WII ' B£R,H ^ A '° mk! ^ flnd UCBnSin9 APfMSi " 

8809140051 Forwards assessment of 880607-09 exercise W/o end 
REIS,E J Assistant General Counsel for Hearings #388 7040 88/09/09 KOHL C N 

4«S'4 W 67 R M^ SENTHAUA At ° mk! S * ? * ty a " d ftfirjp 

Se cn P“t-smc, s8 assent re exercise conducted 

Assislant General Counsel for Hearings #388 7052 88/09/03 
K& was 128 ^'" ' SH0N ' F j A,0ml ° Sa,e * a " d Ucensln 9 Srt Panel ip 

8809140152 Forwards decision of US Court of Appeals for First Circuit in nnirmwi 
wealth of MA vs US Decision mav be relevant to feedings 11 C ° mm0n ‘ 

REIS.E J Deputy General Counsel #388 7054 88/09/09 Moorf t <5 

«7B6 22W6786 M2 S0N,W R Ataml ° ****** UC9nsif>g A W >eal Panel 18pp 

8a ”l 4 dSvc N wS Staff m ° ti ° n schedu[e fc * ,ll, 9 abon of Juno 1968 exercise.* CerlJfi- 

Ge . n o al for Heanngs #388 7053 88/09/09 Atomic 

Safety and Ucenslrvg Board Panel, 5pp 46786 220-46786-224 

8809190087 Forwards Suffolk County.Siate of NY & town of Soulhamplon motion for 

10 exce f c f &0 Issues, Board may not consider 
IjttaaUon on June 1088 exercise unless Board receives lurisdlclion y n5,aef 

MCMLtRRAY.C.M, Suffolk County, NY MCMURRAYCM Kirkoatrtck A I rv-khart 
#380 7078, 08/09/13 GLEASoffij P , KLINE R . SHONF J Xte Sa^e^nd U 
censing Board Panel Ip 46829 194-46829 210, J ™ omic anti LI- 



O^^Q^^rS' e ^ a 4^^1 e A J^ ) Panal #388 7085 88/08/ > 4 - 


8809210011 Advises that util intends to respond to NRC 080900 motion rn . 
of litigation of 1988 oxcerciso ahead of deadline set In rules.so that intervanorJ e Si l l! g 
on notice of util views & can respond in timely fashion enors Wli! 

IRWIN, DP Long Island Lighting Co IRWIN, D P Hunton & Williams. #388 7 nru ftD , 
09/14. GLEASON, J P„ KLINE.JR, SHON.F.J Atomic Safely and LicensIno R^I 
Panel 2pp 46043 026-46843 027 “censing Board 


8609230017 LILCO response to Intervenors motion for appointment of Licenslnn 
w/junsdiction to hear 1008 exercise Issues * Inteivenor 080913 motion fflSW 
should be summarily dismissed Certificate of Svc end n * 

IRWIN, DP. Long Island Lighting Co JRWIN.DP, Hunton & Williams #388 7114 fln/ 
09/16 Atomic Safety and Licensing Appeal Panel 1 1 pp 46094 023 46894 033 

8809230022 LILCO response to NRC Staff motion for schedule for fitiaalion nt i„n 
19B8 exercise* Board should grant motion as modified to take into account 
proposals Supporting documentation & Certificate of Svc end, 1 sia ^ 

IRWIN, OP Long Island Lighting Co. IRWIN, D P Hunton & Williams. #360 711 s 
09/16 Atomic Safety and Licensing Board Panel. 29pp, 46894.034*46694 062 ™ 

6809260061 Forwards Pages 3 & 5 to NRC response to intervenors motion for aoDo.ni 
men! of Licensing Board to hear 1988 exercise results, correcting dates * a PP° f nU 

YOUNG.M A. Assistant General Counsel for Hearings #308 7122 fiflmn/iR 
KOHL.C N , JOHNSON, W.R , ROSENTHAL, A.A Atomic Safety and L censlna AdZ 
Panel 3pp. 4690B 237-46908'239, 1 lcen5ing Appeal 

6809280065 Forwards NRC response to intervenors motion for appointment of Licens 
fng Board to hear exercise results & regional assistance committee review of Rev 15 
to plant local offsite radiological emergency plan W/o ends, nev 0 

Assistant General Counsel for Hearings #380 7123, aa/ 09 /ifi 
4 6*^0^240-4 6908,240?* J * R ' SH ° N ‘ F ' J A,0ml ° Safel7 and Licensing Board PaneMp 

8609260126 NRC Staff response to Intervenors motion for appointment to hear 1988 
exercise results Motion should be denied since under 03061 1 designation Llcenslw 
vnnurNu Jurisdiction to hear matters 19 680607-09 exerclae.Certificato ol Svo enJf 
YOUNG.M A Assistant General Counsel for Hearings #380 7127 86/09/16 Atomic 
Safety and Licensing Appeal Panel, 19pp 46900,200-46908.304. c 

Suf h°H F°i nly >m tat ? of N / & lown of Sou 1 h Oriipton response to NRC Staff 
moUon for schedule for litigation of Juno 1980 exorcise* Reasonable schedule for 
5h0U L d b0 established Certificate of Svc end. 

7AHMI PNTp'n I m ° v NY MCMURRAY.C M. Kirkpatrick & Lockhart 

ZAHNLEUTER.FU Now York, Slate of. #300 71 13, 80/09/19 Atomic Safety and U 
censing Board Panel 15pp. 40894*00 1-46894,01 6 y 

6809230002 Decision * ALAB-000, affirming LBP-87-32 on basis that 060213 emergency 

e "° uah ,o moai c ° mm,ssto " a* 

^ E 46 A 894^01^889yi4| afGty Licensinfl Appflal PanGl * 388 7110 ^3/09/20 

6609230099 Memorandum & order * Govts 08OD13 motion for appointment of Board w/ 
ttrpartttw«8M21 ,Jne 1888 emor98no '' P ,annl "« el<B " ;ls0 9 -anted * 
lultofk^^un^J4Y, A 0pp?^aa!i!l44 d 4e894: S ii6^ APP8al Pa " Bl ' #38B 7111 88/08/80 

P. Operating license stage documents & correspondence 

88 r^nnni! 2 h^ p il 0 ? 8 . d if n Ji a1 of F01 ^' re <l uest for documents re plant. Requests that NRC 
IwfurtheMegat actlo^ 08 poss b 0 ,n order to be,,0r enable client lo determine need 

emtlons'epp 08/06/23 0,0 ol lhs ExscL " lva Dlr01;,or for °P- 

8 TS, 84 °, 0 ™ r L= Llr , 88-1 4 '“u 11 hold « r8 of OLs or CP9 for nuclear power reactors 
MIFWGUA F j a 52£5K/S: prob'oms aflectfrsg salety-ralaled equipment Svc list end 

Edton Co.' o^New^k a |S!^1^p. < 4706 0 J a M 1 -4706^008.' ' * 00/00/08 

‘SSis p«, 8 s 960526 respo " s9 

Sffl 2pp^ 4^766, 020 f 48769!fl52l^ ara8Ori9 ° 8/08/17 - BEWIR ' R R ’ 

nn ^, 880303 telcon (O numbered Paragraph 2 of FOIA Ra- 

Wl7Ha F »i Ch , rt,l0d r ^? d as 8,atQd NRC response to request due on 
encl 7J K 8 ^ P n ° f 9valua,l0n of request to operate plant at 25% power 

atio^^ven C, 16pp 0 46766 8 33 0 4676g'os2^ 3 ^° BR0WN > N ' NRC * No Delatl0d Mlli - 



"S3 alMton^um w En,orcement StaH 01 reg'onaf performance in 

^ (Pre 870413) 06/12/13 BLAHA.J L Program 
Support & Analysis Staff, IE (Pre 870413) 13pp 46770-21 1-46770:223 

^license! 73 R6C0rnmBnc,8 ear| Y NRR mgt review of end safety evaluation re plant 25% 

A330Ca.a Glrecor 

miCn 9 raqUeS ' 10 0p8,ate ,aC " l,y at 26% p0WW r * 
NRC - No Detailed Affiliation Given. 88/09/14, 8pp 46096-090*46090:106. 

^TcidenU vafuS , BV9,uation supporting request to operate facility at 25% power re 
NRC - No Detailed Affiliation Given 00/09/14, 93pp, 46806.106-46896 198. 
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*-8809190378 Safety evaluation supporting request to operate facility at 25% power re 
safety of prolonged operation at 25% power 

• NHC - No Da tailed Affiliation Given 88/09/14 4pp 46996 199 46896,202 

8809230194 Forwards safety evaluation supporting util 640309,950621 & 860606 re- 
sponses to Generic Ur 83*28, "Required Actions Based on Generic Implication of 
Salem ATWS Events," items 3 1 1,3 f 2,3 2 1,3,2 2 & 4 5 1 

BROWN.S Project Directorate 1-2 88/09/19 LEONARD, JO, tong Island Lighting Co 
4pp 46945, 1 89-46945*1 97, 

-8809230197 Safety evaluation supporting util 840309,850621 & 860606 responses to 
Generic Llr 83-28, "Required Actions Based on Generic Implication of Salem ATWS 
Events, M items 3 1.1, 3 1.2, 3.2 1,3 2,2 & 4 5 1 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/09/19 5pp 
46945.193 46945.197 


G. Inspection reports, IE Bulletins A correspondence 


8808260100 Forwards Exam Repl 50-322/89 03OL administered during wk of 800516 
GALLO, RM Region 1, Ofc of the Director 60/08/10 LEONARD, J.D Long Island 
Lighting Co. 4pp 46667*1 1 6-46667.254 

--8B08260102 Exam Rept 6O-322/09-O3OL on 980516-20 Exam results, two out of three 
senior reactor operator & seven out of nine reactor operator candidates passed 
exams 

HOWE.A.G , LANGE, DJ. Region 1, Ofc of the Director, 88/00/05, 104pp. 46067.120- 
46667-254. 

8908190195 NRC Info Notice 88 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE." Svc list encl. 

ROSSI.OE. Division of Operational Events Assessment (Post 870411), 09/08/19. 
Consolidated Edison Co. of New York, Inc. 125pp 46690 054-46990' 170, 

8808160451 NRC Into Notice B8 068, “Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment IPost 870411). 88/08/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 46702-311-46703 070. 

8800180398 Suppl 1 to NRC Info Notlco 88 040, "Licensee Repl of Defective Refur- 
bished Valves,’ Svo list encl. 

ROSSI,C,E Division of Operational Events Assessment (Post 870411), 09/08/24, 
Consolidated Edison Co of Now York, Inc 1 22pp. 46713,218-46713.210. 

8808230112 NRC Info Notice 86-070, "Check Valve Inservlco Testing Program Deficien- 
cies " Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 08/08/29, 
Consolidated Edison Co of New York, Inc. 123pp 46713'095-46713 217. 

8809070455 Lists actions taken In response to NRC Bulletin 88-007, "Power Oscilla- 
tions In BWRs.” Personnel In ofc of training Informed of need to incorporate proce 
dure changes Into reactor operator A shift technical advisor training. 

LEONARD, J.D. Long Island Lighting Co 08/08/31. Document Control Branch (Docu- 
ment Control Desk). 3pp 46776'224-46776 226 

8808260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event/' Svc list encl, 

ROSS I, C.E Division of Operational Events Assessment (Post 870411), 86/09/01. 
Consolidated Edison Co. of New York, Inc. 121pp. 48712:244-46713:004 

9808300018 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valve9 " Svc Hat encl. 

ROSSI,CE. Division of Operational Events Assessment (Post 870411) 89/09/02 
Consolidated Edison Co, of New York, Inc 122pp. 46726,001 -49726' 123. 

6809 15-0231 Responds to NRC Bulletin 88 005, Including Suppl3 1 A 2 re nonconforming 
malls supplied by Piping Supplies, Inc & West Jersey Mfg Co Advises that ASME Sec- 
tion 111 & ANSI 831.1 mall Installed In safety-related sys acceptable for use. 
LEONARD,J.D. Long Island Lighting Co, 88/09/09 Document Control Branch (Docu- 
ment Control Desk). 24pp. 46863:329*46863.362. 

8809080339 NRC Info Notice 88*074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA.” Svc list encl. 

ROSSI.C E. Division of Operational Events Assessment (Post 870411), 88/09/14. 
Consolidated Edison Co. of New York, Inc. 122pp. 46924-215-46824:336 

8609120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry’' Svc list encl. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 88/09/16 
Consolidated Edison Co, of New York, Ino, 124pp. 46946.133-46946:252. 

8809130350 NRC Info Notice 88*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list encl 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 46946 253-46947-013. 


R, Periodic operating reports & related correspondence 

6809020272 "Semiannual Radioactive Effluent Release Repl.FIrst A Second Quarters of 
19B8/’ W/880024 Ur. 

LEONARD, J.D. Long Island Lighting Co. 88/06/30. 15pp 46750.132-46750.146. 

6809010198 Monthly operating rept for Jul 1988 for Shoreham Nuclear Power 
Station W/880801 Itr, 

POLIS.T , STEIGER, W.E. Long Island Lighting Co 88/07/31. 4pp 46740,260- 
46740:263 

B80fi 190299 Monthly operating rept for Aug 1988 for Shoreham,W/8809i2 Itr, 

POUSJ, STEIGER, W.E. tong Island Lighting Co. 88/00/31. 4pp. 46895.060- 
46890 063. 


S, Reportable occurrences, LERs & related correspondence 

8808310181 LER BB*011-00.on 880727, discovered that primary containment atmos- 
phere purged prior to receiving complete analysis results of air sample Caused by in 
adequate procedural guidance Authorization form will bo modified W/880B23 Itr 
GRUNSEICH.R.W , STEIGER, W E Long Island Lighting Co 80/08/23. 6pp 

46726-349 46726 353 

8B090 10063 LER 88-012 00 on 890728, unplanned actuation of nuclear steam supply 
shutoff sys & reactor protection sys trip occurred. Caused by ref teg valving oper- 
ations during Instrumentation A control preventive malnt activity W/880825 Itr. 
GRUNSEICH.R.W,, STEIGER, W.E. Long Island Lighting Co 99/08/25 8pp, 

46740 333-46740 340. H 

8609230274 LER 09 013-00 on 88081 0.soismlc monllonng instrumentation Inoperable 
for more than 30 days due to calibr.Replacement parts unavailable during calibr.New 
parts expected to be onsite by 880930 W/99091 9 Itr 

GRUNSEICH.R.W,, STEIGER, W.E. Long Island Lighting Co 88/00/19. 2pp 

48942:051-46942052 P 


T, Hearing transcripts an non-antitrust matters 

8809150156 Transcript of FEMA 000615 public meeting in Palchougue,NY re util Pp 1* 
131 . 

* Federal Emergency Management Agency. 88/06/15. 131 pp 46B46'314-46847:084. 

6809190006 Transcript of 060914 hearing in Bothesda.MD re util reception ctrs that will 
be used in event of radiological emergency.Pp 1-90, 

* Atomic Safety and Licensing Appeal Panel 09/09/14 100pp 46827,209 46627 309 

6809190011 Transcript of 960914 hearing in Bethesda.MD re appeal of initial decision 
concerning emergency exercise. Pp 191, 

* Atomic Safety and Licensing Appeal Pane) 66/09/14 93pp. 46827,116-46827.208. 


U. Congressional/Executive Correspondence 

6808200346 Forwards quarterly rept lor second quarter of CY88,per H R.07-850 
ROGERS.K.C Commissioners, 88/00/23. BEVILL.T. Houso of Rep , Appropriations. 
11pp. 46929.339 46920.349 * * M 


V. Operator Examinations 


8008260100 Forwards Exam Repl 50-322/00 03OL administered during wk of 0B0516, 
GALLO.R.M. Region 1, Ofc of the Director. 88/08/10 LEONARD, JO Long island 
Lighting Co. 4pp. 46667: 1 1 6*46667.254, 

”8800260102 Exam Rept 60-322/88 03OL on 000516-20 Exam resulls.two out of three 
senior reactor operator A seven out of nine reactor operator candidates passed 
exams. 

HOWE.A.G., LANGE, D.J. Region 1, Ofo o! the Director. 08/08/05. 104pp. 46667'120- 


”8000010340 Forwards comments w/supportlng documentation re post-NRC written op 
erator exams, to assist In evaluating responses to exam questions, 

LEONARD, J.D Long Island Lighting Co 09/05/20. RUSSELL, WT. Region 1, Ofc of 
the Director. 32pp 4666 7. 223-4 666 7' 254. 


8909070455 Lists actions taken in response to NRC Bulletin 80 007, "Power Oscllla 
Ilona in BWRs ” Personnel In ole of training Informed of need to Incorporate proce- 
dure changes Into reactor operator & shift technical advisor training 
LEONARD, J.D. Long Island Lighting Co 00/OB/31 Document Control Branch (Docu- 
ment Control Desk). 3pp. 46770-224 46776*226. 
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F. Security, medical, emergency A fire protection plans 

8800140249 Forwards public version of Rev 0 to Emergency Plan Implementing Proce- 
dures EP OR-1, "O/teJfe Support A Assistance," 

SHIFFER.J.D, Pacific Gas & Electric Co. 88/08/29. Document Control Branch (Docu- 
ment Control Desk). Ip. 46841:172-46841:196. 

-8809140259 Public version of Rev 8 to Emergency Plan Implementing Procedure EP 
OR-1, "Offsite Support & Assistance," & updated table of contents 
TOWNSEND, J D. Pacific Gas & Electric Co, 88/07/20, 24pp 46841 173 46841.196. 


p. Operating license stage documents & correspondence 

8B00090095 Appeals denial of FOIA request for release of documents listed In Apps E 
& F, originally withheld, 

HAMLIN, J.B. Shaw, Pittman, Potts A Trowbridge. 88/05/05, CHILK.S.J. Office of the 
Secretary of the Commission, 3pp, 46789, 275-46769’299, 

8608120294 Generic Ltr 90*14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply ays problems affecting safety-related equIpment.Svc list encl 
MIRAGUA,FJ Associate Director for Projects (Post 870411), 88/08/08, Consolidated 
Edison Co, of New York, Ino. 41pp. 47065:001-47065:006, 

8809090111 Responds to 880505 appeal of denial of documents & portions of docu- 
ments identified on encl Apps E & F In 880425 response to FOIA 87 444, Documents 
or portions of documents continue to be withheld (ref FOIA Exemption 6). 

CHILK,S J. Office of the Secretary of the Commission 88/08/12. HAMLIN, J B. Shaw, 
Pittman, Potts & Trowbridge, 11pp. 46769:300 46769.326 

-8009090119 Requests that Committee review disagreement between NRC & NRC In- 
spector l Yin over technical Issues arising from licensee design control measures for 
small & large bore piping sys & advise Commission on resolution. 

PALLADINO.N J, Commissioners. 84/04/04, EBERSOLE.J.C. ACRS • Advisory Com- 
mittee on Reactor Safeguards. Ip 46769,314*46769:314, 
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-8809090123 Requests comments on listed issues prior to Commission action on full 

KllaDINO.nY Commissioners MJWfl omUC ACflS - Mmy Com 
rruttee on Reactor Safeguards Ip 46769315-46769321 

-8809090128 Forwards Tor review, revised order Changes based on suggestions made 

PALWaNO^ B j m ’c^m° 5 ™'ers 83/11/07 GIUNSKY Commissoners Ip 
46769 322 46769322, 

-8809090131 Comments on 10CFR55 25 re administration of operating lest pnor to ini 

BRIGGS, WH Soldier ZPP <6769323 

46769 324 

—8809090135 Approves SECY-81 -115A re prehearing conference order, as modified by 

AHEA^ij^^mrm^foners 81/03/09 HENDRlE Commissioners Ip 46769 325- 
46769325 

8808290260 Requests NRC staff concurrence w/util plan to install AMSAC at facility 
dunnq third refueling outage, scheduled for spnng of 1990 

SUfFFER J D Pacific Gas A Electric Co 68/08/15 Document Control Branch (Docu- 
ment Control Desk) 2pp 46686 355 46666 356 

8809090044 Partial response to FOIA request for documents Forwards App C 
documenlDocuments available in PDR , _ . 

GR1MSLEY.DH Office of Administration 8 Resources Management, Director (Post 
070413) 08/06/15 WEfSSMAN.S California, State Of 2pp 46769 005-46769 019 

-8202120089 Board Notification 82-04 forwarding info re pressurized thermal shock 
EiSENHUT v DG Drvision of Ucenang (600428 851124) 82/01/20 PA LLADI NO, N , 
GIUNSKY, BRADFORD Commissioners 2pp 46769 007-46769 019 

8809010227 Forwards Amends 30 & 29 to Licenses DPR-80 & DPR-82, respectively & 
safety evaluation Amends allow initiation value of reactor tnp on turbine trip to be 
changed from thermal power greater than 10% to greater than 50% 

ROOD H Project Directorate V 88/08/26 SHIFFER.J D Pacific Gas & Electric Co 
4pp 46740 077 46740 094 

-8809010232 Amends 30 & 29 to Licenses DPR 80 & DPR-92, respectively, allowing Ini 
tiatron value of reactor tnp on turbine tnp to be changed from thermal power greater 
than 10% to greater than 50% 

KNIGHTON .GW Project Directorate V 80/06/26 lOpp 46740 081-46740 090. 

-8809010234 Safety evaluation supporting Amends 30 4 29 to Licenses DPR-80 & 
DPR B2 1 respectively 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 88/0B/26. 4pp 
46740 091-46740 094 


■8706160380 Discusses plans for response to lessons learned from plant 070410 lo« 
of RHR event.CRGR review of 50 54(f) Itr providing addl info requested at earliest o* 



8809090111 Responds to 800505 appeal of denial of documents A portions ot (W 
ments identified on end Apps £ & F in 880425 response to FOIA 07-444 Documents 
or portions of documents continue to be withheld (ref FOIA Exemption 5) 

CHILK.S J Office of the Secretary of the Commission 88/08/12, HAMLIN, J a Shaw 
Pittman, Potts & Trowbridge 1 1pp 46769 300-46769 326 


-8809090139 Forwards draft of dissenting views re notice of violation W/o end 
AHEARNE.J Commissioners, 62/02/08. PACLADINO Commissioners Ip, 46769326 
46769 326 


8800190195 NRC Info Notice 88 069, "Movable Contact Finger Binding in HFA Relays 
M(g by GE " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co. of New York, Inc 125pp. 46690 054 46690 170 


8000160451 NRC Info Notice 80 068, "Setpoint Testing of Pressurizor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI.CE Division or Operational Events Assessment (Post 070411) 68/08/22 
Consolidated Edison Co. of New York, fnc, 1 21 pp 46702 31 1-46703 070 


0808100368 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Rdur 
bished Valves. Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/08/24 
Consolidated Edison Co of New York, Jnc, 122pp 46713 210-46713 219, 


8809010223 Requests concurrence w/util plan to Implement thimble lube Insp program 
after completion of refueling outage, per NRC Bulletin 08-009, "Thimble Tube Thinning 
in Y/esbnahouse Reactors, 

SNIFFER, J 0 Pacific Gas & Electric Co. 80/00/26 Document Control Branch (Docu 
ment Control Desk) 2pp 46743.141-46743,142. 

8000230112 NRC Info Notice 88 070, "Check Valve Inservico Testing Program Deficien- 
cies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 80/08/29 
Consolidated Edison Co, ofNew York, Inc I23pp 46713 095 46713 217, 

8000260492 NRC Info Notice 80 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed la 
That Event 1 Svc fist end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co of New York, Inc. 121pp. 46712;244«48713 , 004. 


8809130240 Notification of contract execufion.Mod 8, to "Earthquake Potential & Max 
Credible Earthquake For Diablo Canyon Power Pfant" Contractor Umv of Nevada 

Reno, Mackay School of Mines _ _ rtl , 

BELL.S Contract Administration Branch FIN D-1325 88/08/29 BAJWA.SS Office 
of Nudear Reactor Regulation, Director (Post 870411). POSLUSNY.C NRC - No De- 
tailed Affiliation Given Ip 46833 231-46033 234. 

8809190022 Forwards Amends 31 & 30 to Licenses DPR 80 A DPR-82, respectively & 
safety evaluation Amends decrease max closure time for conlalnment vacuum/pres- 
sure relief valves from 10 s to 5 s 

ROOD.H Project Directorate V 88/0B/29 SHIPPER, J D Pacific Gas A Electric Co 
4pp 46893 093-46893 105 

8009070448 Summary of 860912-15 meetings w/util In Rockvile.MD re overview of PRA 
for seismic reevaluation program 

ROOD.H Project Directorate V. 88/08/30 KNIGHTON, G,W Project Directorate V 
5pp 46772 119-46772 123 

8809060338 Redlstnbuted Ur forwarding Amends 31 A 30 to Licenses DPR-80 A DPR- 
82, respectively A safety evaluationAmends decrease max closure lime for contain- 
ment vacuum /pressure relief valves from 10 s to 5 s, 

ROOO.H Project Directorate V 86/09/01 SHIFFER.J D. Pacific Gas A Electnc Co 
4pp 46750162 46756 181 

-8809060341 Amends 31 A 30 to Licenses DPR 80 A DPR 82, respectively, decreasing 
max closure time (or containment vacuum/pressure relief valves from 10 s (o 5 s 
KNIGHTON, G W. Project Directorate V. 68/06/29 6pp 46758,166 46758 171 

-8809060343 Safety evaluation supporting Amends 31 & 30 to Licenses DPR 60 & 
’ DPR 82,re$pecUvely 

' Office of Nuclear Reactor Regulation, Director (Post 8704111, 88/08/29 3pp 
46758 172-46756.174 

—8710150112 “Demonstration of Containment Vacuum/Overpressure Relief Valve Oper- 
ability for Diablo Canyon Power Plant Units 1 & 2," technical evaluation repL 
KIDO.C EGSG Idaho, Inc (subs or EG AG, Inc.). FIN A-6415 EGG-NTA-7041, 67/ 
09/30. NRC - No Detailed Affiliation Given 18pp. 46758 175 4675Q 181. 

8809070101 Forwards util 650401 Itr re plant wastewater holding pond Pond will be 
closed in compliance w/ Resource Conservation A Recovery Act or 1676, as amended. 
ROOD.H Project Directorate V BB/09/01. Advisory Council on Historic Preservation, 
12pp 46784 054-46784073 


8809080097 Forwards response to NRC Bulletin 00-005 A Suppls 1 A 2 re nonconform 
ing mails supplied by Piping Suppliesjnc A Woal Jersey Mfq Co, Twelve flanges Idenh 
fled as Installed In plant A determined adequate for Intended svc 
SHIFFER.J, O. Pacific Gas & Electric Co. 68/00/01. Document Control Branch (Docu 
ment Control Desk) 4pp. 46800-246 46000.240. 

8800300018 NRC Info Notice 00 072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 88/09/02 
Consolidated Edison Co of New York, Jnc 122pp 46726.001-46726*123. 

8609150106 Forwards response to NRC Bulletin 68-008, "Thermal Stresses In Piping 
Connected to RCS," 

SHIFFER.J D t LOCKE, H.V. Pacific Gas A Electric Co 08/09/06. Document Conlrol 
Branch (Document Conlrol Desk) 5pp, 46847.140 46847:144 


8809150112 Forwards description of Class 1,2 A 3 components scheduled for inserwe 
fnsp during second refueling outage. 

SHIFFER.J D, Pacific Gas & Electric Co. 68/09/06, Document Control Branch (Oocu 
ment Control Desk), 29pp. 46846,213-46846.243 


0809190227 Forwards fnsp Repts 60-275/08-15 A 60-323/08-14 on 800711-22 A notice 
of violation Objectives for maint program insp listed. 

MARTIN, J.B. Region 6, Ofc of the Director. 00/09/06 SHIFFER.J D. Pacific Gas & 
Electric Co 6pp. 46907.069-46907.160 


-8809190233 Notice of violation from Insp on 88071 1-22, Violations noted test program 
not established A Implemented to assure listed check valves will perform satisfactorily 
in svc & test procedures did not provide for testing of dump valves 
MARTI N.J B Region 5, Ofc of the Director 80/09/06, 6pp. 46907,075 46907.079 

-6009190240 Insp Repts 50 275/88-15 A 60-323/88-14 on 880711-22. Violations 
noted Major areas Inspected'mainl program A Implementation of related activities 
HUEY.F R„ CREWS, J.L. TOTH AD. Region 5, Ofc of the Director 88/09/05 70pp 
46907,080 46907.150. 


8809220282 Forwards written analysis of auxiliary saltwater sys operability relationship 
between Instrument setpoints A design basis, per Insp Repta 50 276/88-11 A 60-323/ 

SHIFFER.J D. Pacific Gas A Electric Co, 88/09/13 Document Control Branch (Docu 
merit Control Desk), 18pp. 46927.215-46927,232. 


8809130043 Advises that WCAP-11723, “LOFTTR2 Analysis for Steam Generator Tube 
Rupture Event .Units 1 & 2." marked as proprietary, will be withheld from public disclo- 
sure (ref 10CFR2 790 A Section 103(b) of Atomic Energy Act), 

ROOD.H, Project Directorate V 06/09/01. WJESEMANN.R.A Westinghouse Electric 
Corp 5pp< 46833 168-46833 172, 

Q. Inspection reporta, IE Bulletins A correspondence 

° fl f £ RQR 116 on 870610 re final rule amends to 

oUttSvJmancl * 72 conc0rn ng r *l uir0m6 nls for decommissioning facility List 

JORDAN, E L Committee to Review Genenc Requirements 87/06/07 STELLOV Ofc 
of the Executive Director for Operations, 37pp, 48894 159 48894 305, 


8609080339 NRC Info Notice 06-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA ” Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 88/09/14 
Consolidated Edison Co of New York, Ino. 122pp 46824 216-46824*336. 

8809120197 NRC Info Notice 0B-O75, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end, 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 08/09/16 
Consolidated Edison Co, of New York, Ino. 124pp, 46940*133-46946.262 

8809130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
,n Des ffl n of Secondary Containment Pressure Control," Svc Lst enu 
ROSSI.CE. Division of Operational Events Assessment (Post 870411), 88/09/19 
Consolidated Edison Co of New York, Ino 125pp, 46946, 253-4694 7'01 3 
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R. Periodic operating reports & related correspondence 


8809090142 "Repl on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Jut 1988 “ W/S80819 Hr 

TOWNSEND, J D Pacific Gas & Electric Co 8B/07/31, LEONARD.W, California, State 
of 31pp. 46798 057*46790 087. 


0809090029 Forwards "Diablo Canyon Power Plant, Semiannual Radioactive Effluent 
Rept,Jan*June 1900.*' 

SHIPPER, J D Pacific Gas & Electric Co 88/08/30 Document Control Branch (Docu- 
ment Control Desk). Ip 46793.133-46793 280 


**8009090130 “Diablo Canyon Power Plant.Samiannuat Radioactive Effluent Rept.Jan 
June 1988." 

• Pacific Gas 4 Electric Co 88/06/30 37pp. 46793 134-46793 170 


-8809080132 Rev 2 to Administrative Procedure AP C-253S1, “Dewatering Control Pro- 
^Pacific Gas & Electric Co. 88/06/23. 6pp 46793 171-46793.177. 


-8809000133 Rev 11 to Administrative Procedure AP C 253, “Process Control Pro 
^Pacific Gas & Electric Co 80/04/05 13pp. 46793.178 46793 197. 


-8009080138 Rev 6 to Chemical Analysis Procedure CAP A 8, “Offsite Dose Calcula- 
kions " 

* Pacific Gas & Electric Co QB/04/22 87pp 46793 198-46793 260 


8809260120 Monthly operating repls for Aug 19Q8.W/08O914 ltr. 

BEDESEM.P, TOWNSEND, J.D Pacific Gas & Electric Co. 90/08/31. 1 1pp 
46957.094-46957 104. 


3, Reportable occurrences, LERs & related correspondence 


8809140146 PNO-V-88 O56.on 000830, Unit 1 experienced reactor trip from 99% power 
due to main feed pump trip Also, on 800901 .Unit 2 experienced reactor trip from 100% 
power due to seismic trip slgnat.IncldentB under Investigation 
NARBUT,P , MENDOCA.M. Region 5, Ofo of the Director. 08/09/02 4pp. 46839*272- 
48839-275. 


V. Operator Examinations 

8009080282 Forwards schedule for conducting operator licensing exams through 
FV92.per Generic Ur 8B-13, 

SNIFFER, J.D. Pacific Ga3 & Electric Co. 88/09/01. HANNON.J. Operator Licensing 
Branch. 3pp. 46800.250 46800-252. 

DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8808260333 Rev 2 to Brunswick REP Figure 1 1-2, “10 Mile Plume Exposure EPZ." 
♦ Carolina Power & Light Co. BB/00/16 2pp, 46669.125-46069.126, 


8009010316 Advises that 080004 Rev 4 to radiological emergency plan consistent w/ 
provisions of 10CFR50 47 & App E to 10CFR60 & acceptable 
COLLINS, D M Region 2, Ofc of the Director. 88/08/22. UTLEY, E.E, Carolina Power & 
Light Co 2pp. 46743*31 7*46743-318. 


8009010128 Application for amends to Licenses DPR-71 & DPR-62, revising type of fire 
detection instruments required for diesel generator bldg specified In Tech Specs Table 
3 3, 5.7*1 Fee paid 

EURY.L.W. Carolina Power & Light Co 08/08/23 Document Control Branch (Docu- 
ment Control Desk}. 9pp 46720-131*46720:144. 


-6009010167 Proposed Tech Specs revising type of fire detection Instruments required 
for diesel generator bldg specified In Tech Specs Table 3.3.5 7-1 
• Carolina Power & Light Co 88/08/23. 6pp. 46720.140 46720:144 


0809130163 Discusses Insp ReptB 50-324/88-24 & 60-325/86-24 on 880707-0807 & 
forwards notice of violation Enforcement conference lo discuss violations scheduled 
for 880908 

GRACE, J N. Region 2, Ofc of the Director 88/09/02. UTLEY.E.E Carolina Power & 
UghtCo. 2pp 46833.2B1 -46833.310 


—0809130109 Notice of violation from insp on 880707-0807.Vlolation noted-no shift fore- 
man review obtained prior lo Installation of wood support structures under diesel gen- 
erator silencers & fire on diesel generator btdg roof resulted. 

• Region 2, Ofc of the Director 80/09/02 Ip. 46833:293-46833:293. 


-8009130173 Insp ReptS 50-324/80-24 & 50-325/88-24 on 880707 0807. Violations 
noted Major areas Inspected onsite LER review (Unit 1),ln ofc LER review (Unit 1). un- 
usual event/fire Unit 2 & fire on diesel generator bldg roof 

RULAND,W.H„ LEVIS.W., FEDRICKSON.P.E. Region 2, Ofo of the Director 88/09/ 
€1. 17pp. 46833.294-48833*310. 


8009230076 Ack receipt of submittal re scenario, scope & objectives for 881018 plant 
emergency exercise Submittal appears to meet mln requirements of full participation 
exercise 

COLLINS, D.M Region 2, Ofc of the Director. 80/09/12. UTLEY, E E Carolina Power & 
Light Co. Ip 46945:285-46945.285 


H. General correspondence 

0809010045 Advises that correspondence re plant should be mailed to JL 

Harness, effective Immediately, , A , 

HARNESS, J.L Carolina Power & Light Co, 88/08/19. GRACE, J.N. Region 2, Ofo of 
the Director Ip, 46719*100-46719-100. 


8809260085 Informs that effective 8B1013.RS Starkey named project manager of plant 
& functions of nuclear safety & environ svcs dept will be combined w/functions of 
licensing & nuclear fuels dept. 

LOFUN.L1 Carolina Power & Light Co, 08/09/19 Document Control Branch (Docu- 
ment Control Desk). Ip. 46957 335 46957*335 


P, Operating license stage documents & correspondence 

0808120294 Generic Ltr 88-14 lo all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sy3 problems affecting safely related equIpment.Svc list end 
M!RAGLIA,F.J, Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co of New York, Inc. 41pp 47065 001-47065 006. 

0809010126 Application for amends lo Licenses DPR-71 8i DPR-62, revising type of fire 
detection instruments required for diesel generator bldg specified In Tech Specs Table 
3 3 6 7-1 Fee paid. 

EURY.L.W Carolina Power & Light Co 80/08/23. Document Control Branch (Docu- 
ment Control Desk) 9pp 46720*131 46720.144, 

-0809010167 Proposed Tech Specs revising type of fire detection instruments required 
for diesel generator btdg specified In Tech Specs Table 3 3 5 7-1 

* Carolina Power & Light Co 80/00/23 6pp 46720,140 46720 144 

0809020009 Forwards onvlron assessment & finding of no significant Impact re 870904 
request for amend lo License DPR 62, extending fuel Irradiation. 

BUCKLEY, B.C Project Directorate 11-1. 80/00/29 UTLEY, E E Carolina Power & Light 
Co. 2pp 46748.130*46746,136 

—880902001 1 Environ assessment & finding of no significant Impact re 870904 applica 
tlon for amend to License DPR-62,extending fuel Irradiation 
ADENSAM,E.G Project Directorate 11-1 88/08/29 5pp, 46746.1 32-46746. 136 

8809070546 Notification of 880907 nieotinq w/util In Rockville, MD to discuss status of 
licensing actions needed for upcoming Unit 1 refueling outage, 

BUCKLEY, B.C Project Directorate 11-1 88/00/31. ADENSAM, EG Project Directorate 
IM, 3pp 46786.330-46786 332. 

8809150247 Summary of 880714 meeting w/liconsee In Rockville, MD re specifics o! re 
cently submitted justification for continued operation concerning HPCI/RCIC valve 
operability & safety sys reliability, List o! attendees, agenda & vlewgrophs end 
MOZAFARI.B Project Directorate 11*1, 00/09/12. Project Directorate 11-1, 39pp 
46859.312-46059 350. 

0609260114 Application for amends lo Licenses DPR-62 & DPR-71, re vising Tech Specs 
3/4 6 4 to clarify alternative actions to be taken re drywell suppression chamber 
vacuum breaker.Feo paid, 

MCDUFFIE.MA Carolina Power & Light Co. 88/09/19 Document Control Branch 
(Document Control Desk). Opp. 46957.023 46957*034. 

-0009260115 Proposod Tech Specs revising actions associated w/Tech Spec 3/4 6 4 
to clarify alternative actions to be takon re drywell suppression chamber vacuum 
brdflkGf 

* Carolina Power & Light Co. 88/09/19. 4pp 46957:031-46957.034. 

8809220334 Forwards Amend 153 to License DPR-62 & safely evaluation Amend 
changes Tech Specs to Incorporate operating limits for all fuel types for Cycle 8 oper- 
ations, 

BUCKLEY, B.C Project Directorate IM. 88/09/20 UTLEY.E.E. Carolina Power & Light 
Co, 3pp 46930.000-48930*101 , 

**8809220336 Amend 163 to License DPR-62,changlng Tech Speo to Incorporate oper- 
ating limits for all fuel types for Cycle 0 operations at facility. 

ADENSAM.E.G, Project Directorate IM. 00/09/20. Opp 46930*091-46930,098. 

-0809220337 Safety evaluation supporting Amend 163 to License DPR-62. 

* Office of Nucloar Reactor Regulation, Director (Post 070411) 88/09/20. 3pp. 
46930.099-46930:101. 


0, Inspection reports, IE Bulletins 4 correspondence 

8809000234 Partial response lo FOIA request for documents, Forwards App B 
documents App A documents maintained In PDR.Records also available under listed 
FOIAe 

GRIMSLEY.D. Division of Rulos & Records (870413-880514) 88/08/10. 

UNNERSTALL.K. Newman & Holtzlnger 6pp 46769,054-46769.059. 

**0609080393 Provides listed guidance lo assist In preparation of escalated enforcement 
pnohflqpn 

LlEBERMAN.J. Ofo of Enforcement (Post 870413). 08/06/21 RUSSELL, W.T Region 
1, Ofc of the Director, flpp. 46769:146 46769*154 

6808300124 Forwards Insp Repts 50 324/88-27 & 50 325/88-27 on 8B0716- 22 Viola- 
tion noted under consideration for escalated enforcement action Enforcement confer- 
ence scheduled for 880908 

GRACE, J N. Region 2, Ofc of the Director. 00/08/17. UTLEY, EE Carolina Power & 
Light Co, 2pp. 46697.217-46697:272. 

*-0000300120 Augmented Insp Team Repts 50-324/00-27 & 50-325/88-27 on 880716 

22 . 

FREDRICKSON, P Region 2, Ofc of the Director, 88/06/17. 54pp. 46897.220- 
46697*272 

6000090090 Partial response to FOIA request tor memos re selection of severity levels 
for various violations at nuclear plants. Forwards documents listed in App 
C.Documents also available in PDR. 

GRIMSLEY.D.H NRC - No Detailed Affiliation Given 88/08/17 UNNERSTALL,K. 
Newman & Holbinger. 2pp. 46766*272-46768.274. 

—8009090172 Forwards detailed discussion of selection of severity level re disabling all 
svo water sys on 801209 at Brunswick Unit 2 Citation will be Issued on 810316 
O'REILLY, J.P. Region 2, Ofc of the Director (810301-820201) 81/03/10 

THOMPSON^. Director's Ofc, Enforcement & Investigation Staff, IE (Pre 820201). 
3pp. 46766.286-46766:288 
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8608190195 NRC Info Notice 88-069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/08/19, 
Consolidated Edison Co of New York, Inc I25pp 46690 054 46690 178 


8608160451 NRC Info Nobce 88-068, "Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Oe vices " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co ofNew York, Inc 121pp 46702 311 46703 070 


8809010197 Forwards Insp Repts 50 324/86-26 & 50-325/88 26 on 880718 22 No vio- 
lations or deviations noted 

HERDT.A R Region 2, Ofc ol the Director 68/08/22 UTLEY.E E. Carolina Power & 
light Co 2pp 46742 073 46742 080 

-6609010200 Insp Repts 50-324/88*26 A 50-325/88 26 on 8807 IB-22 No violations or 
deviations noted Major areas inspected records & commitments for repair of Weld 
2FW13 in RHR svc water for Unit 2 & previous insp findings & NRC bulletins 
COLEY.J L, SLAKE, JJ Region 2, Ofc or the Director. 88/06/16 6pp 46742 075- 
46742080 


8508160368 Suppl 1 to NRC Info Notice 88 048, ‘licensee Rept of Defective Refur- 
bished Valves '* Svc 1st end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co orNew York, Inc 122pp 46713 218 46713 219 

6809010104 Responds lo notice of violation & proposed imposition of civil penalty 
issued on 880725 re inoperability of two LPC! subsystems of RHR, primary contain- 
ment Integrity mamt & primary containment air lock. 

MCOUFFIE.M A Carolina Power & Light Co 88/08/24 Ofc of Enforcement (Post 
870413) lOpp 46720,340-46720349. 

8809070078 Confirms that that Region 11 will conduct second program review of ALARA 
program dunng wk ol 880919 at sites, per 880815 telcon info on end list should be 
available to msp team at sites by 680829, 

COLLINS, D M Region 2, Ofc of the Director 88/08/24 UTLEY.E E Carolina Power & 
Light CO Ip 46783 359-46783,359 

8809080027 Confirms 880908 enforcement conference w/util at Region II ore to discuss 
recently discovered instrument installation deficiencies A nonconservatisms in Instru- 
ment settings associated w/HPCI/RCIC high steam line flow isolation, 

GRACE, J N Region 2, Ofc of the Director 88/08/26 UTLEY.E Carolina Power A 
Ught Co 2pp 48797 146-46797.147 

8809080053 Advises that commitment to restore design configuration of Unll 1 core 
spray Sys B per Insp Repts 50-324/07-31 & 50-325/87 32 delayed until 890131 
HARNESS, JL Carolina Power & light Co 88/08/26 Document Control Branch (Doc- 
ument Control Desk), Ip 46788 326-467B8 326 

8809080379 Notification of 880908 enforcement conference w/utif to discuss instrument 
installation deficiencies & non conservatisms in high instrument settings associated w/ 
HPC1/RCIC high steam kne flow isolation 

FREDRICKSON.P Region 2, Ofc of the Director 88/08/26 Region 2, Ofc of the Di- 
rector 2pp 46794355-46794356, 


8808230112 NRC Info Nobce 88-070. “Check Vafve Jnseivice Testing Program Deficien- 
cies Svc list end. 


uiviwun ui uperaucnai events Assessment (post 870411, 
Consolidated Edison Co of New York, Inc 123pp 46713 095 46713 217, 


NRC fl ? fo NoUce 60 *° 71 ’ "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radtoactr/ity Measurements Attributed to 
That Event" Svc Its! end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 08/09/01. 
ConsolkJaled Edison Co of New York, Inc, 121 pp 46712 244-46713 004, 


8809140422 Forwards response to NRC Bullolin 80 005 & Suppls 1 & 2 "Nnn^r, 
mg Matl Supplied by Piping Supplies, Inc at Folsom, NJ & West Jersey ManSfc 
Co at William stown.NJ," 7 ™ flUI «lunng 

MCDUFFIE, M A Carolina Power & Light Co 60/09/07. Document Control rwv 
(Document Control Desk) 19pp 46837-233-46837.251 uomfo1 Bfa ™* 

8809220172 Ack receipt of util 080527 & 0728 Itrs informing NRC of slops taw ^ 
rect violations noted In Insp Repts 50-324/07-31 & 50-325/07-32, P " t0 ** 
GRACE.J N Region 2, Ofc of the Director. 00/09/08, UTLEY.E E. Carolina p rt u, 0 , • 
Light Co ip. 46929,350 46929 350 " na KOW0f & 

8809220263 Forwards Insp Repts 50 325/00-30 & 50-324/80-30 on 88073 i.nAn*M 
violations or deviations noted ’vowno 

JULIAN.CA Region 2, Ofc of (ho Director. 88/09/08, UTLEY.E E. Carolina * 
Ught Co 2pp 46927-121-46927.120 ^roiina Kower 4 

-8B09220266 Insp Repts 50-324/00 30 & 50 325/88-30 on 880731 0805 No vlolah^ 
or deviations noted Major areas inspected, followup lo licensee safety sva funrE 
insp of HPCI sys & followup lo deficiencies in engineering work request sva ncuona] 
GIBBS, R , DEtSRAFF.M., BEUSLE.G A Region 2, Ofc of the Director, 68/09/01 7 M 
46927 123-46927 129 ’ ' Ua ' U1 7 PP 

8809220216 Forwards Operational Performance Assessment Insp Roots 50-3?4 /raio 
& 50 325/06 19 on 8&0627-0701 & 071 1-16, Prompt mgl attention to listed area! 
needing Improvement requested 35 

GRACE, J.N Region 2, Ofc of the Director 88/09/09 UTLEY, E.E. Carolina Powm * 
Light Co 2pp 46930,1 70-46930.225 ’ 0lina HOwer S 

-8809220218 Operational Performance Assessment Insp Repts 60 324/88 19 a w 
325/88-19 on 880627-0701 A 07 11-15 WeakKe ses H noted/Majo areas 

inspected,currenl level of performance In area of plant operations 

46 R 9^72-4093 S O H 22^ LOCKlM ' Re9l ° n ° f ° ° f Dir0C ' Or * 88/09/ °2 54pp 

6a SS?n°n 3 ^ NR S ,r ] fo Nolfce 88-074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Fallowing LOCA. Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/09/14 
Consolidated Edison Co. of New York, Ino. 122pp 46824.215 46824.336 * 

8809230270 Confirms i lhal Bulletin 88 007, "Power Oscilfations In BWR,” actions 
completed. List of addl NRC requests provided, 

MCDUFFIE, M, A Carolina Power & Light Co 88/09/16, Document Control Branch 
(Document Control Desk), 4pp 46932:135 46932-138, 

8609120197 NRC Info Notice 88-075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list end, H 

o? SS !sS‘? ^^ sfon °PF, rflli< l9 al Events Assessment (Post 070411). 88/09/18 
Consolidated Edison Co. of New York, Inc. 124pp, 46946:133 46946,252/ 

6809130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous 
arSSrS iilEf'SJ 1 Secondary Containment Pressure Control." Svc list end 
0 P? ( ralf °nal Events Assessment (Post 870411), 88/09/19 
Consolidated Edison Co, of New York, Ino. 125pp. 46946*253 46947,013, 

B8 ^ 26 ?? 44 ? 0qu03 i s fnf P f0 lf| dicea tor normal, abnormal & emergency operating 
M 5 J 5 ' 1 ?' 17 & 18 & 11 by 17-inch piping ^Instrument 
!SnfvRr P E Plant PRA for development of risk based Insp qufde, 

Cr6pMWMte^15 rato IM ' 80/09/82 UTLEY - E - E ’ Car ° llna POW0 ' 4Llflhl 


R. Periodic operating reports & related correspondence 


u i il l NRC ,n, ° NoUce 68 ° 72 * "Inadequacies in Design of DC Motor-Operati 
Valves 11 Svc lis l end K 

ROSSP.C E. Division of Operational Events Assessment (Post 870411), 86/09/0 
Consofidated Edison Co of New York, Inc I22pp 46726 001-46726:123 

8S «°S??SJ 4 M/i ck l 8 ? 8 ? 4 ! U * P art)al P a V m0f1t tor civil penalty In amount 

$50,000 Understands that uti admits violations & accepts proposed base civil penal 
but objects lo proposed escalation ol civil penalty ^ 

L1EBERMAN J. Ofc of Enforcement (Post 670413) 88/09/02, UTLEY.E, E, Carolir 
Power A Light Co Ip 46777,340-46777,340 

8809130163 Discusses Insp Repts 50-324/88-24 & 504325/88-24 on 8B0707-0807 
foredOQOB 0006 ° vtotal to n Enforcement conference to discuss violations schedule 

88/09/92 UTLEY ‘ EE 


Forwards "Semiannual Radioactive Effluent Rept Jan-June 1006” & cor 
HARN&Ti 0 SPiS* J o' De0 P.^-Ropt eubmltled per Tech Space 8.0 1 8 

S Documen ' con,ro1 B,anchfDM - 


“| 8 ST 6 Jm3' 0 not E re!eaSefaWe S,e D ' Bp08al Sernl0nnl,al Rop ' ,or Jul Dec 1907 '" 

* Carolina Power 8 Light Co, 87/12/31. 3pp, 46790:168-46790:170 


S, Reportable occurrences; LERe & related correspondence 


-8809130168 Notice of vtolabon from Insp on 8B0707 0B07.Violation noted no shift fore- 
man review obtdned prior to Installation of wood support slnicbires unde^diesal oen 
eralor silencers & fire on diesel generator bldg roof resulted 9 " 

Region 2, Ofc of the Director §8/09/02, Ip, 46833-293-46833,293 

-8809130173 Insp Repts 50-324/88-24 & 50-325/88 24 on 8B0707-0807 Violations 

0,0 lEfl wiaw 

o^^ L mlmlm RKKS ^- P ^ Ratfon s ‘ 0,0 01 ,he **'**/ 

8809140296 Forwards response lo IE Bulletin 85-003,Suppl 1 “Motor- OoarAtnH v/ ft w 

Control arench 

••KfflSSSK 1 60 - 

ument Contrd Desk). 6pp. 46842-016^46842 021 ^ 0wa,ment Brfl nch (Doc- 


t0 F ? IA fec P sl fo r memos re selection of seventy levels 
C DMumenls aleoavatlable In Pol? f plan ' 6 F °™ a ' dB AfP 

Sn^'HoianT 2pp^ C 4876^6. l |27 ^ 2‘467 l 66!27d^ Ven, 8B/ ° 8/17 - UNNERSTALUK 


?.! ? av . e,it y level re dlsahlin^ all 



tormina ° 3 eri^n 8 "2Moi*iu 0,< ?i n 00O726 >HPCI declared Inoperebfe due to Inability to de 
oumo n rflut2H r h?i n 3^ fl on . of ele otrfcal termlnatlon/spllces of auxiliary oil 
£as?VA m | d b J A Rwi?^ a n w ° r ^ anfi h1p when splices made.W/800819 Itr 
4671 9^090! J ' 1 HARNESSlJ * L Car °1toa Power & Light Co. 88/08/19. 5pp 46719.086 




DOCKETED ITEMS 109 


9010012 LER 88 002 02 on Q80104.nonquanlifiab1e leakage al drywoll head flange 
eal & at reactor feedwater sys pnmarv containment valves revealed Casued by failure 
f valve stem packing & incomplete mfg of O ring W/800022 Itr 
ASTVA.M J , HARNESS.J L Carolina Power & Light Co 00/08/22 4pp 46744 069 
6744 072 

19080071 LER 88 013 00 on 080802,reactor protection sya bus A automatically 
eenergized Caused by tripping of Electrical Protection Assemblies 5 & 6 & reactor 
rotection sys logic A scram signal Power to bus aligned to normal W/8B0901 Itr 
'ASTVA.M J , HARNESS.J L Carolina Power & Light Co 8B/09/01 5pp 46801 013 
6801:017 

19090073 Followup special repton 071 228, limiting condition for operation to permit 
re suppression sprinkler header from svc exceeded Caused by unavailability of addl 
ow switch 2-FP-FS-4059 in plant supply sys Switch repaired 
IARNESS,J L Carolina Power & Light uo 88/09/01 Document Control Branch (Doc* 
iment Control Desk). Ip. 4680? 322*46007 322 

19090076 Special Ropt 2 SR 88 002.on Q80119,unit reactor bldg tiro detection sys 
'one 14 instrumentation declared Inoperable due to erroneous fire alarms Limiting 
o n d 1 1 lo n f or op era ti on 1 nltl ate d Sy s r etu r n ed L svc. 

1ARNESS.J L. Carolina Powar & Light Co. 80/09/01 Document Control Branch (Doc- 
imenl Control Desk). Ip 46799 118*46799 118 

>9090083 Special flept 1*SR*Q8 001 .limiting condition for operation (LCO) established 
>n 880405 for fire protection deluge Valve l-FP-DV*22 to sprinkler ays Specified 14- 
lay lime frame of LCO exceeded on 8G04lD.Rre watches remain In effect. 
1ARNESS.J.L Carolina Power & Light Co 00/09/01 Document Control Branch (Doc* 
i me nl Control Desk) Ip 46799,174-46799,174 


ICKET 60-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


Security, medical, emergency & fire protection plana 

08260333 Rev 2 to Brunswick REP Figure 1 1-2, “10 MHo Plume Exposure EPZ “ 

' Carolina Power & Light Co 08/08/16 2pp, 46669 125 46669 126, 

09010318 AdvJse$ that 000804 Rov 4 to radiological emergency plan consistent w/ 
Dto visions of 10CFR50.47 & App E to 10CFR60 & acceptable, 

COLLINS, DM. Region 2, Ofc of Iho Director 00/00/22, UTLEY.E.E Carolina Power & 
Light Co. 2pp 40743 317 46743 318 

09010128 Application for amends to Licenses DPR-71 & DPR 62,revlslng type of (ire 
detection instruments required (or diesel generator bldg specified In Tech Specs Tablo 
33,6 7-1 i-eo paid 

EURY.LW. Carolina Power & Light Co 00/08/23. Document Control Branch (Docu- 
ment Control Desk) 9pp 46720.131-46720 144 

1809010187 Proposed Tech Specs revising typo of firo detection Instruments required 
for diesel generator bldg spoclflod in Tech Specs Table 3 3 6 7*1. 

• Carolina Power & Light Co 00/0B/23 5pp. 46720-140 46720-144. 

09130163 Discusses Insp Repts 60 324/00 24 & 60-325/08*24 on 080707 0807 & 
forwards notice of vlolatlon.Enforcement conference to discuss violations scheduled 
for 080900 

GRACE.J N Region 2, Ofc of the Director 00/09/02 UTLEY.E E, Carolina Power & 
Light Co, 2pp 46033-291*46833 310 

IB0913016B Notice of violation from Insp on 80O7G7-OOO7,Vio1at!on noted no shift tore 
man review obtained prior lo Installation of wood support structures under diesel gen 
orator silencers & fire on diesel generator bldg roof resulted 

* Region 2, Ofc of (he Director 08/09/02 Ip 40833*293 46033-293 

>809130173 Insp Repts 60-324/00-24 & 60-325/80-24 on 880707-0807. Violations 
noted Major areas lnspected*onslte LER review (Unit 1),ln ofc LER review (Unit 1) un- 
usual event/fira Unit 2 & fire on dlesol generator bldg roof 

RULAND.WH Region 2, Ofc of the Director 00/09/01. 17pp 46833 294-46033 310 

109230075 Ack receipt o! eubmlttal re scenario, scope & objectives for 081010 plant 
emergency exercise Submittal appears to meet min requirements of full participation 
exercise, 

COLUNS, D.M, Region 2, Ofc of the Director 88/09/12. UTLEY, E.E. Carolina Power & 
Light Co Ip 46945:205-46946 285. 


. General correspondence 

>09010045 Advises that correspondence re plant should be mailed lo JL 
Harness, effective immediately 

HARNESS.J.L Carolina Power & Light Co. 00/08/19 GRACE.J.N Region 2, Ofc of 
Ihe Director. Ip. 46719-100-46719*100. 

309260085 Informs that effecllve G81013.RB Starkey named project manager of plant 
& functions of nuclear safety & environ sves dept wilt be combined w/functlons of 
licensing & nuclear fuels dept 

LOFUN.LI. Carolina Power 4 Light Co. 00/09/19. Document Control Branch (Docu- 
ment Control Desk) Ip, 46957-336*46957-335. 


. Operating license stage documents & correspondence 

808120294 Generic Ur 88*14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 070411). 88/08/08 Consolidated 
Edison Co of New York, Inc 41pp. 47065,001-47065:006. 

809120091 Final response to F01A request for documenls.Forwards documents listed 
in App A Documents also available In PDR, App B documents totally withheld (ref 
FOIA Exemption 5).App C documents partially withheld (ref F01A Exemption 5). 
GR1M3LEY.D.H, NRC - No Detailed Affiliation Given. 08/08/17 CONNOR, L Doc- 
Search Associates. 6pp. 467/0.060-46770.089 

•8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 1086. 

AXELRAD.JA Enforcement Staff, IE (Pre 870413). 86/12/13. BLAHA.J.L. Program 
Support & Analysis Staff, IE (Pre 6704 1 3). 13pp. 46770:211-46770-223. 


8809010120 Application for amends lo Licenses DPR-71 & DPR-62, revising type of fire 
detection instruments required for diesel generator bldg specified in Tech Spec9 Table 
33 5 7-1 Fee paid 

EURY.LW Carolina Power & Light Co 88/08/23 Document Control Branch (Docu 
mont Control Desk) 9pp, 46720 131-46720 144 

“8809010167 Proposed Tech Specs revising type of fire detection Instruments required 
for diesel generator bldg specified In Tech Specs Table 3 3 5 7-1 
' Carolina Power & Light Co 08/08/23 5pp 46720,140 46720 144 

8809070546 Notification of 880907 mooting w/util In Rockville.MD to discuss status of 
licensing actions needed for upcoming Umt 1 refueling outage 
BUCKLEY, BC Project Directorate II 1 88/08/31 ADENSAM.E G Pro] ect Directorate 
II 1 3pp 46786 330 46766 332 

8809150247 Summary of G00714 meeting w/licensoe In RockvIllo.MD re specifics of re- 
cently submitted justification for continued operation concerning HPCI/RCIC valve 
oporabllity & safely sys reliability List of attendees, agenda <& vmwgraphs end 
MOZAFARl.B. Project Directorate 11-1 80/09/12 Project Directorate 11-1 39pp 
46859 312-48859.350 

8809260114 Application for amends to Licenses OPR-62 & OPR-71,revi3ing Tech Specs 
3/4 6 4 to clarify alternative actions to be lakon re tfrywell suppression chamber 
vacuum breaker, Fee paid 

MCDUFFIE.MA Carolina Power & Light Co, 00/09/19 Document Control Branch 
(Document Control Desk). Gpp 46957 023 46957 034 

“8809260115 Proposed Tech Specs revising actions associated w/Tech Spec 3/4 6 4 
to clarify alternative actions to bo taken re drywell suppression chamber vacuum 
breaker 

* Carolina Power & Light Co 80/09/19 4pp. 46957 031*46957 034 


Q, Inspection reports, IE Bulletins & correspondence 


0809080234 Partial response to FOIA requost for documents Forwards App B 
documents, App A documents maintained In PDR Records also available under listed 
FOIAs, 

GRIMSLEY.D Division of Rules & Records (070413 860514) 88/08/10 

UNNERSTALL.K Newman & Holtzlngor 6pp 46769 054-40769.059 

--8 80908 03 9 3 Provides listed guidance to assist in preparation of oscalatod enforcement 

ClEBE^MAN.J. Ofc of Enforcement (Post 070413). 68/00/21 RUSSELL, WT Ronlon 
1, Ofo of the Director Gpp 46769.146 46769 154 

0808300124 Forwards Insp Repts 50 324/08-27 & 50-325/88*27 on 880716- 22 Viola 
lion noted under consideration for escalated enforcement action Enforcement confer- 
ence scheduled for 000900. 

GRACE.J N Region 2, Ofc of ihe Director. 08/08/17 UTLEY, E.E. Carolina Power & 
Light Co, 2pp 46697 2 1 7-46697 272 

-0808300128 Augmented Insp Team Ropts 50-324/88 27 & 50-325/80-27 on 800716- 

22 . 

FREDRICKSON.P Region 2, Ofc of the Director 00/08/17 54pp 46697 220- 
46697 272 

8B0909QQ98 Partial response to FOIA request for memos re selection of severity levels 
for various violations at nuclear plants, Forwards documents listed In App 
C Documents also available In PDR 

GRIMSLEY.D.H, NRC - No Detailed Affiliation Given 08/08/17 UNNERSTALL.K. 
Newman & Holtzlnger 2pp 46766 272-46760-274 

-0105010503 Discusses Region 2 selection of severity level re event that violated Tech 
Specs limiting condition for operation Agrees w/positfon as another example of selec- 
tion of seventy level per 610313 memo 

THOMPSON.D Enforcement & Investigation Staff, IE (Pro 820201), 81/03/16 
CARLSON.R Region 1, Ofc of the Director UPRIGHT, C. Region 2 , Ofc of the Direc- 
tor STREETER, J, Region 3, Ofc of the Director Ip 46766 285 48766 285 

8808190195 NRC Into Notice 80 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/00/19 
Consolidated Edison Co of New York, Inc 125pp 46690 054-46690 178 

8808160451 NRC Info Notice 00 080, “Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices “ Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co. ol Now York, Inc 121pp 40702.311-46703 070 

8809010197 Forwards Insp Repts 50-324/88 26 & 60-325/00-26 on 000716-22 No vio 
lations or deviations noted 

HERDT.A R. Region 2, Ofc of the Director 80/08/22 UTLEY, E.E. Carolina Power & 
Light Co, 2pp 46742 073-46742 080 

-8809010200 Insp Repts 50-324/80 26 & 60-325/88 26 on 880718*22 No violations or 
deviations noted Major areaB Inspacted-records & commitments for repair of Weld 
2FW13 In RHR svc water for Unit 2 & previous Insp findings & NRC bulletins 
COLEY, J.L, BLAKE, JJ Region 2, Ole of the Director 00/08/16 6pp, 46742.075- 
46742.080. 

0808100366 Suppl 1 to NRC Into Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves 11 Svc list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 670411). 80/08/24 
Consolidated Edison Co of New York, Ino 122pp 46713’218-46713 , 219 

6009010104 Responds to notice of violation & proposed Imposition of civil penalty 
Issued on 880725 re inoperability of two LPCI subsystems ot RHR, primary contain- 
ment integrity malnt & primary containment air lock. 

MCDUFFIE, M A Carolina Power & Light Co. 88/00/24 Ofc of Enforcement (Post 
870413). 10pp. 46720-340-46720 349 



110 DOCKETED ITEMS 


8009070078 Confirms lhal Ilia! Region II will conduct second program review of ALARA 
^ram dunrlg wk of 8809 19 3 sites per 850915 telconlnfo on end list should be 

available to msp team at sites by BB0629 ramlina Power & 

COLLINS 0 M Region 2, Ofc of the Director 88/08/24 UTLEY, £ E uaronna rower a 

Ught Co fp 46783 359-46763 359 

8809080027 Confirms 880900 enforcement conference w/ytil at Jj®*® 1 

recently discovered instrument installation deficiencies & nonconservatisms in mstru 

meet setbnqs associated w/HPCf/RClC high steam line (low isolation 

GHACEJ Sr Region 2, Ofc Of the Director 88/08/26 UTLEY, E Carolina Power & 
Light Co 2pp 46797 146-46797 147 

8809080053 Advises that commitment to restore de sign configuration of Unit 1 core 
spray Sys B per fnsp Repts 50-324/87*31 0 50-325/87-32 delayed until 890131 
HARNESS^ L Carolina Power & Ught Co 80/08/26, Document Control Branch {Doc- 
ument Control Desk) Ip 46788 320-46788 326 

8809080379 Notification of 880908 enforcement conference w/util to discuss instrument 
installation deficiencies & non conservatisms in high instrument settings associated w/ 
HPCf/RCIC high steam fine flow isolation _ 

FREDRICKSON, P Region 2, Ofc of the Director 8B/08/26 Region 2, Ofc of the Di- 
rector 2pp 46794 355 46704 356 

8808230112 NRG info Notice 86 070, ’“Check Valve Inservice Testing Program DefJclen 

ROSSf?CE l5 DwSon of Operational Events Assessment (Post 670411). 98/08/29 
Consolidated Edison Co of New York, Inc 123pp 46713 095*46713 217. 


8808260492 NRC fnfo Notice 60 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioacivity Measurements Attributed to 

ROSSLCE 1 Division of Operational Events Assessment (Post 870411) 68/09/01 
Consolidated Edison Co of New York, Inc, 121pp 46712 244*46713 004 


0808300016 NRC fnfo Notice 08 07 2, "Inadequacies in Design of DC Motor Operated 
Valves " Syc kst enc! 

ROSS1.CE Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001-46726,123 


8809130163 Dtscusses Insp Repts 50-324/80 24 & 50-325/88-24 on 880707-0807 & 
forwards nobce of violation Enforcement conference to discuss violations scheduled 
for 880908 

GRACE.J N Region 2. Ofc of the Director. 86/09/02 UTLEY, E E. Carolina Power 0 
Light Co 2pp 46833 291*46833 3 tO 

-8809130168 Nobce of violation from msp on 880707 0807 Violation noted, no shift fore- 
man review obtained poor to installation of wood support structures under diesel gen- 
erator silencers & fire on diesel generator btdg roof resulted 
* Region 2, Ofc of the Director 88/09/02 Ip 46833 293 46633 293, 

-8809130173 tnsp Repts 50-324/08-24 & 50-325/80 24 on 860707-0807, Violations 
noted Major areas inspected onsite LER review (Unit )),in ate LER review tUmt 1) un- 
usual event/fire Unit 2 & fire on diesel generator bldg roof. 

RULAND.WH, LEVIS, W , FEPRiCKSON.P E Region 2, Ofc of the Director, 88/09/ 
01 1?f>p. 46833 294-46833 310 


8809140296 Forwards response to JE Bulletin 85 003,Suppl 1, "Motor- Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings " 
Design basis info for five motor-operated valves & schedule for remaining actions 
end 

MCDUFF1E.M A Carolina Power & Light Co 88/09/07. Document Control Branch 
(Document Controf Desk) 6pp 46637 212-46837 217 


8809140381 Responds to NRC Itr re violations noted in Insp Repts 50-324/88-21 & 50* 
325/68-21 Corrective actions reviews of skid sys mitiatod.Uml 2 splices 
replaced.protective fuses installed & refs incorporated into preventative malnt route, 
HARNESS, JL Carolina Power 0 Ught Co 80/09/07 Document Control Branch (Doc- 
ument Control Oesk) 6pp 46842.010-46842 021 


8809140422 Forwards response to NRC Bulletin 88-005 & Suppls 1 & 2, "Nonconform 
mg Matt Supplied by Piping Supplies,! nc at Folsom, NJ 0 west Jersey Manufacturing 
Co at Wil!iaiT>slown,NJ " 

MCDUFFIE, M A Carolina Power 0 Ught Co 88/09/07 Document Control Branch 
(Document Control Desk) I9pp 46837 233 46837 251, 


8809220172 Ack receipt of ubl 880527 & 0728 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50 324/87-31 & 50 325/87-3 2 
GRACE.J N Region 2, Ofc of the Director 88/09/08 UTLEY, E E Carolina Power & 
Light CO ip 46929 350 46929,350 

8809220263 Forwards Insp Repts 50-325/88-30 & 50-324/88 30 on 880731 0805 No 
violations or deviations noted 

JULIAN, C A. Region 2, Ofc of the Director 88/09/08 UTLEY, E.E. Carolina Power & 
Light Co 2pp 46927 121*46927 129 

-0809220266 Insp Repts 50-324/aa 30 & 50 325/88 30 on 880731-0805 No violations 
or deviations noted Major areas inspected followup to licensee safety sys functional 
insp of HPCI sys & followup to deficiencies in engineering work request sys, 

GIBBS, R , DEGRAFF.M , BELISLE.G A Region 2, Ofc of the Director. 88/09/01 7pp 
46927 123-46927 129 


8009220216 Forwards Operational Performance Assessment Insp Repts 50 324/88 19 
& 50-325/88-19 on 880627-0701 & 0711*15 Prompt mgl attention to listed areas 
needing improvement requested 

GRACE, JN. Region 2, Ofc of the Director 88/09/09 UTLEY.EE Carolina Power 0 
Light Co 2pp 46930 170-46930 225 

-8809220218 Operational Performance Assessment Insp Repts 50-324/88-19 0 50- 
325/88-19 on 8BO627-O701 0 0711-15 Weakneses noted Major areas 

Inspected current level ol performance in area ol plant operations 

Regfon 2 - 0,c of the Sector. 8B/09/02. 54pp 

48930 1 / 2 46930 225 

Not* 00 68-074, "potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA,'" Svc list end 
BOSSiCE DfcteKm ot Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York, Inc. 122pp 46824,215 40824,336. 


8009230270 Confirms that Bulletin 00 007, "Power Oscillations in BWR,” acting 
completed List of addl NRC requests provided, 

MCDUFFIE, M A Carolina Power & Light Co, 08/00/15 Document Control 
(Document Control Desk) 4pp 46932 135 46032 130 

8809120107 NRC Info Notice 86 075, "Disabling of Diesel Generator Output Curt, it 
Breakers by Anti Pump Circuitry " Svc list end Wl 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 06/09/ut 
Consolidated Edison Co of New York, Inc. 124pp 46946 133-46946 252 m 

8B09130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous 
ly Considered rn Design of Secondary Containment Pressure Control” Svc lisUi^l 
ROSSI.ce Division of Operational Events Assessment (Post 870411) 88/09/ifl 
Consolidated Edison Co of New York, Inc. 125pp. 46946 253-46947 013 

8809260044 Requests Info re Indices for normal, abnormal & emergency cperalma 
procedures, descriptions for Sys 15,16,17 & 10 0 11 by 17 Inch piping 0 instrument 
diagrams to suppl plant PRA for development ol risk based Insp quide 
BUCKLEY, B C Project Directorate lf-1, GO/OB/22 UTLEY, E.E Carolina f 
Co 6pp 46956 310 46956 315 


i Power 0 Ughl 


R. Periodic operating reports 0 related correspondence 


8809080045 Forwards "Semiannual Radioactive Effluent Rapt Jan-June 1908” & cw 
reeled page to rept for Jul-Dec 1987 Root submitted per Tech Specs 6 9,1 8 
HARNESS, J L Carolina Power & Light Go 08/00/26, Document Control Branch (Doc- 
ument Conlrol Desk) Ip, 46790 136 46700 170 


-8009080100 "Semiannual Radioactive Effluent Rept for Jan Juno 1988” 
• Carolina Power & Light Co 88/06/30 31 pp, 46790 137-46790 167, 


-8809080104 Supp) to "Effluent & Waste Disposal Somiannuol Rept for Jul Dec 1987," 
Including summation of release table, 

4 Carolina Power & Ught Co 87/12/31. 3pp 46790 166-46790.170 


S, Reportable occurrences, LERs 0 related correspondence 


8609090090 Partial response to FOIA request for memos ro selection of seventy levels 
for various violations at nuclear plants Forwards documents listed in App 
C Documents also available In PDR, 

GRIMSLEY,D.H. NRC - No Detailed Affiliation Glvon. 80/08/17 UNNERSTALL.K 
Newman 0 Holtzingor 2pp 46766 272 46766,274 

-8105010503 Discusses Region 2 selection of soventy level re event that vrolatod Tech 
Specs limiting condition tor operation, Agroes w/posilion as anolhor example of solec 
tion of severity level per 010313 memo 

THOMPSON.D Enforcement & Investigation Staff, fE (Pre 620201), 01/03/16 
CARLSON, R. Region 1, Ofc of the Director UPRIGUT.C Region 2, Ore of Iho Diroc 
lor STREETER, J, Region 3, Ofc of the Director, Ip 40766.285 46766 285, 

6809070529 LER GB-014-QI'on 800606, setpoints of steam leak detection Instrument 
Lon for RCiC sys determined to bo high Caused by data supplied to GE during slarlup 
testing In error HPCI & RCIC Instrument &elpoints corrector) W/0B0831 Hr. 

PASTVA.M J , HARNESS, J L Carolina Power & Light Co 88/08/31, 14pp. 46760024 
4676B037 

8809090073 Followup special rept on 871228, limiting condition for operation to pernml 
fire suppression sprinkler hoader from svc exceeded, Caused by unavailability ol addl 
flow switch 2 FP-FS 4059 In plant supply sys Switch repaired 
HARNESS, J L Carolina Power & Light Co 80/09/01 Document Control Branch (Doc 
ument Control Desk). Ip 46807.322 46807.322 

8809160271 LER 88 017-01’on 000630.HPCI sys declared Inoperable due to inoperabil- 
ity of steam line flow Instrument Also on 880701, HCPl turbine steam supply Isolation 
would not open Caused by failure of valve motor windings.W/880907 Itr. 

PASTVA.M J , HARNESS.J L Carolina Power & Light Co 80/09/07 12pp 46884 341* 
46884.352 

00 01 2 01, on 880528, HPCI sya declared Inoperable due to turbine 
ilallon valve E41 F001 not oponlng Caused by failure of valve molor 
g from mechanical binding of valve disc Repairs made W/B80907 Itr 
ARNESS J L Carolina Power & Light Co, 86/09/07 5pp 46885 220 


0609160294 LER 
steam supply isc 
windings resultin 
PASTVA.M J , H, 
46885,224 


DOCKET 50-326 UNJV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


8806300217 "Annual Rept for Jul 1987 - Jun 1980," W/800818 Itr 
MILLER.GE, California, Unfv of, Irvine, CA 60/06/30 1 1pp 4 6696 311-46696*321, 


DOCKET 60-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 0 fire protection plans 


8008300193 Requests (hat no action on JG Partlow 080722 memo re fire protection 
£?~, e ,P5,! akfin dU0 ,£) m0 mo having predeclsional info „ A1 , 

RICHARDSON.S D. Ofc ol Special Projects 08/08/22. WH1TE.S A Tennessee Valley 
Authority 2pp 46692.035-46692 036 


0809010148 Forwards Insp Repts 50-327/88-33 & 50-320/88-33 on 080711-15 & notice 
of violation. 

MCCOY, F R. Ofc of Special Projects 88/08/22 WHITE, S A. Tennessee Valley Au 
Ihority 2pp 48744*013 46744 023 
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-0609010156 Insp Repts 50 327/08-33 4 50-328/08-33 on 080711-16 Violation 
noted Major areas inspecled.emergency preparedness, including review of listed pro* 
gammalic elements 

KREH,J L, DECKER.T.R. Region 2, Ofc of the Director 00/08/22 7pp 46744 017- 
46744 023. 

9809070060 Forwards Rev 19 to physical security/contingency plan Rev withheld (ref 
10CFR73.21) 

GRIDLEY.fl.L, Tennessee Valley Authority 00/08/31. Document Control Branch 
(Document Control Desk). 2pp 46784 340 46784.341 

8009140010 Responds to NRC 880815 Itr re violations noted in Insp Repts 50 327/88* 
31 & 50*328/88-31 Corrective actions health physics section Instruction Ur 1, '‘Radi- 
ation Surveys" revised to address computing work area stay times 
GRIDLEY.R. Tennessee Valley Authority. 8B/09/02 Document Control Branch (Docu> 
ment Control Desk) 5pp 46841.124*46841 128. 


G. Adjudicatory correspondence 

8809120016 Advises that time provided by NRC regulation for Commission to review Di- 
rector's Decision DD OB-12 expired Commission declined review & decision became 
final agency action on 000829 Served on 080907. 

CHILKjS J. Office of the Secretary of the Commission #388 7026 08/09/07 
BATES, A X Natural Rights Center ip 46752:252-46752 252. 


H. General correspondence 

8808290203 Forwards response to staled Itrs re diesel generator inadequacies, used by 
petitioners lo request emergency suspension of full power operation pending comple- 
tion of remedial action Petition denied Ends In Cenlral Files. 

BLACK ,S Ofc of Special Projects. 80/00/16 HICKS, D.R. Affiliation Not Assigned Ip. 
46684.056-46684.056 


I, Financial Information 

6 BOD 16010-9 Forwards financial Info for FY ended Sopt 1987,per10CFR140 Util select- 
ed alternative five lo meet guarantee requirements of retrospective premium sys. 

G RIDLEY, R L. Tennessee Valley Authority. 88/09/09. Document Control Branch 
{Document Control Desk) 56pp. 4G864‘036 46864 090, 


P, Operating license stage documents & correspondence 


BB08300096 Advises that heatup profile & startup power ascension program revised lo 
include Mode 4 & 30% power holcfpolnls Omission from heatup profile & startup 
power ascension program was oversight W/one oversize drawing. 

GRIDLEY.R Tennessee Valley Authority 88/08/24 Document Control Branch (Docu- 
ment Control Desk) 3pp 46703 141-46703^145. 

880B300047 Forwards staff response to 870B21 Itr to J Keppler re comments on TVA 
proposed cable test program did 870731. 

RICHARDSON.S D. Ofc of Special Projects 88/00/25 HICKS, D R. Affiliation Not As- 
signed 8pp 46693.194*46693.201 

8809010260 Notification of 880831 meeting w/util In Rockville.MD to discuss survelt- 
lance requirements testing of battery banks 

DONOHEW.J Ofc of Special Projects 08/08/29 SLACK, S Ofc of Special Projects 
3pp 46718 349 46718 351 

8809010351 Notification of 800915 meeting w/ulil in Rockville.MD to discuss status of 
action program for mlcroblologically influenced corrosion in ERWC sys & Implementa- 
tion of sleeve repairs & leakage criteria 

DONOHEW.J N Ofc of Special Projects 80/00/29 BLACK, S Ofc of Special Projects 
4pp. 4B740 108-46740,111 


1809070037 Forwards non proprietary Addendum 1 to WCAP-10987, ‘‘Reanalysis ol 
Watts Bar & Catawba Containment Temps. " 4 proprietary Addendum 1 to WCAP- 
10986 Westinghouse application end WCAP- 10906 withheld (ref 1QCFR2.790). 
GRIDLEY.R. Tennossoe Valley Authority 88/08/31 Document Control Branch (Docu 


ment Control Desk). 2pp 46704.000-46704 137 


-8809070042 Requests that proprietary version of rept '‘Reanalysis of Watts Bar A Ca 
tawba Containment Temps In Response to LANL Evaluation of LOTIC III Heat Trans- 
fer Models, " be withheld from public disclosure (ref 10CFR2 790) 

WIESEMANN.R.A. Westinghouse Electric Corp. 08/06/12. MURLeYJ.E Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 9pp 46704 090 46784 098 


-8809070049 Addendum 1 to “Reanalysls of Watts Bar 4 Catawba Containment Temps 
in Response to Los Alamos Natl Lab Evaluation of LOTlC-lll Heat Transfer Models ■■ 
MENDLER.OJ, TSAI.CK, HOCHREITER.LE, Westinghouse Electric Corp, WCAP- 
10987 ADD 01. 08/08/31, 39pp, 46704-099-46784-137. 


8809080364 Foiwards Info on RCS post trip cooldown & shutdown margin Various 
methods of optimizing steam dump operation & resolving post-trip cooldown incident 
undor Investigation 

GRIDLEY.R. Tennessee Valley Authority. 80/08/31. Document Control Branch (Docu- 
ment Control Desk) 5pp. 46700,335 46708 339 


8808120294 Generic Ur 88 14 to all holders of OLs or CPs for nucloar power reactors 
re Instrument air supply sys problems affecting safety- related equipment Svc list enc|, 
MIRAGLIA.F.J, Associate Director for Projects (Post 070411), 00/08/06, Consolidated 
Edison Co. of New York, Inc. 41pp. 47065-001-47065:006. 


8809080379 Notification of 0QG9QQ meeting w/util In Rockville.MD to discuss recent 
changes to conditions adverse to quality program at plant. 

DONOHEW.J, N, Olo of Special Prefects. 88/09/01. BLACK.S Ofc of Special Projects 
4pp. 46764.320*46764 323 


8809230091 Reiterates request for documents supporting resolution of IssueB subl to 
facility aspects of Inquiry rept Into NRC regulation of TV A & addressed In NUREG* 
123.2, Vo I 2 

STOCKTON.P., MYERS, H. NRC - No Detailed Affiliation Given. 00/00/00. 
DENTON.H , BRADBURNE.J. NRC - No Detailed Affiliation Given 27pp. 46032:243- 
46932.269, 

0008260457 Notifies that INPO corporate review of restart conditions will be resched- 
uled to early 1986 due to scheduling conflict w/ulil 800004 briefing of Commissioners 
re status ol facllty restart efforts, 

WHITE.S.A, Tennessee Valley Authority 00/08/10. PARTLOW.J G. Ofc of Special 
Projects 2pp. 46654*330*46654*331. 

8889120091 Final response to FOIA request for documents Forwards documents listed 
in App A.Documents also available In PDR, App B documents totally withheld (rof 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5) 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given 80/00/17. CONNOR.L. Doc- 
Search Associates. Spp 46770.060*46770 080. 

-8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 1985, 

AXELRAD.J.A. Enforcement Staff, IE (Pre 070413). 86/12/13, BLAHA.J L. Program 
Support & Analysis Staff, IE (Pre 870413). 13pp. 46770.21 1-4677Q-223. 

8809010256 Notice of consideration of issuance of amend to License DPR-77 & pro- 
posed NSHC determination & opportunity for hearlng.Amend revises upper head injeo 
won level switch setpoint & tolerances In Tech Specs 
BLACK, S.C. Ofc of Special Projects 08/00/22 6pp. 46742.053*46742.060. 

8808290011 Forwards list of 10CFR50.62 design changes & addl info as requested by 
NRC Specific Info discussed during telcon In May 1908. 

GRIDLEY.R Tennessee Valley Authority. 08/00/23, Document Control Branch (Docu- 
ment Control Desk). 4pp 46881 '045*46601 :Q48, 

8808290133 Advises that revised process for review of correspondence to NRC has re- 
duced utit requests re extension of response time. 

GRIDLEY.R. Tennessee Valley Authority 88/00/23. Document Control Branch (Docu- 
ment Control Desk) 2pp, 48677.267-46677:268. 


8809070536 Provides response to question from 880004 Commission meeting re restart 
work statu3,Flnal emergency procedures will bo revised tor both unlls to fully integrate 
reactor vessel level indication sys before startup 

GRIDLEY.R. Tennessee Valley Authority. Q8/0&/02. Document Control Branch (Docu- 
ment Control Desk), 2pp. 46704-295-46704.296 

8809130038 Forwards SER accepting util 0B0706 submittal of tost program for silicone 
rubber Insulated cable inside containment lor plant.Ltr accepting clarifications In end 
SER requested within 60 days of receipt of Itr, 

BLACK.S C Ole of Special Projects, 00/09/02, WHITE.S A Tennessee Valley Author- 
ity. 2pp, 46028*310 46020313. 

-8809130040 Safety evaluation supporting util submittal of test program for silicone 
rubber Insulated cable inside containment for plant 
‘ Olo Of Special Profacts 0B/O9/O2. 2pp, 46828.312*46828 313 

8809140169 Forwards SER in response to Generic Ur 88-05, "Boric Acid Corrosion of 
Carbon Steel Reactor Boundary Components In PWR Plants," Response acceptable 
BLACK.S, C. Ole of Special Projects, 80/09/09, WHITE.S A. Tennessee Valley Author- 
ity. 2pp, 46845:123 46045.126 

-8809140172 Safety evaluation accapllng response to Generic Ltr 88-05, "Boric Acid 
corrosion of Carbon Steel Reactor Pressure Boundary Components In PWR Plants," 
* Ofc Of Special Projects, 00/09/09. 2pp 46845*125 46845 126, 

6609220037 Forwards rept of NRC Investigation re harrassment & Intimidation of author- 
ized nuclear Inspectors Investigation revealed that four authorized operators were 
either coerced, pressured.harassed or Intimidated by mgt.W/o end 
PARTLOW.J.G Olo of Special Projects 88/09/09, DOBEL.H F. Hartford Steam Boiler 
Inspection & Insurance Co Ip, 40926-164*46928-164. 

88092200B6 Forwards rept of NRC Investigation re harrassment & Intimidation of author- 
ized nuclear Inspectors Investigation revealed that four authorized operators were 
either coerced, pressured.harassed or threatened by mgt.W/o end 
GRIMES.B.K, Division of Reactor Inspection & Safeguards (Post 870411) 00/09/09 
MIKESELL.WR American Society of Mechanical Engineers 2pp 46928.158- 
46928:159 K 


8809090008 Forwards "Effluent & Waste Disposal Semiannual Rept, Supplemental Info 
for Jan-June 1988. 1 ’ Recant changes to offsite dose calculation manual, per Tech 
Spec 6.14.2 1 end. 

SMITH, S J. Tennessee Valley Authority, 88/08/23. GRACE, J.N, Region 2, Ofc of the 
Director. Ip. 46799.176-46799:229. 

-8809090163 Rev 18 to "Sequoyah Nuclear Plant Offsite Dose Calculation Manual," 

* Tennessee Valley Authority. 08/01/05, 7pp. 46799“201-46799.207 

-8809090164 Rev 19 lo "Sequoyah Nuclear Plant Offsite Dose Calculation Manual 11 

• Tennessee Valley Authority. 88/03/30. 22pp. 46799:208-46799:229. 

8808300079 Informs that due to emergent work & emphasis on Unit 1 restart 
commitments, calculation effort re containment electrical penetration protection will be 
completed by 801101 

GRIDLEY.R. Tennessee Valley Authority, 80/00/24. Document Control Branch (Docu- 
ment Control Desk) 3pp 46690-256-46690.250. 


8809220302 Forwards listing of Safety Issues Mgt Sys printout Requests assistance to 
update info re actual completion of Implementation or projected completion for multi- 
plant action Hams & plant specific items listed In printout for Insp. 

BLACK.S. Ofc of Special Projects 06/09/09 WHITE.S.A. Tennessee Valley Authority. 
130pp. 46926-193-46926*323, 1 

8009200232 Forwards Amends 02 & 73 to Licenses DPR-77 & DPR-78, respectively & 
safety evaluation Amends revise Tech Spec Table 3.6 2, "Containment Isolation 
Valves" add note to Table 3,3 5, "ESF Response Times " 

BLACK, S. Ofc of Special Projects, 80/09/09. WHITE.S A, Tennessee Valley Authority. 
2pp. 46966-187-46960-214 

—8009260253 Amends 77 & 79 to Licenses DPR-77 4 DPR-79, respectively, revising 
Tech Spec Table 3 6-2 "Containment Isolation Valves" & adding note to Table 3.3 5, 
"ESF Response Times " 

BLACK.S. Ofo of Special Projects. BB/09/09. 22pp 46966-169-46966,210. 
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-89W20O254 Safety evaluation supporting Amends 82 & 73 to Licenses DPFV77 4 

^ Otaof Spe^T^ofec ts 00/09/09 4 pp 46966 211*46966 214 

B8C9190056 Requests response proving bays tor emptoymenl actoon re Jormerem* 
ofovee 4 mvestoaton repts concerning circumstances of action on Case 87-ERA-29, 
Ia^IOW JG Ofc of Special Projects 88/09712 WHITE, S A Tennessee Valley Au- 
thority 46pp 46896 273 4 6896 318 

6609190015 Forwards final results of auxiliary power sys analysis & document comple- 
tion of electncaJ calculation effortAll essential min sets of calculations required to 

O,*un««lO0rtWiB™«hfP0«^ 

menl Control Desk) I6pp 46893334-46893 349 

6009210246 Advises that licensee 880422 & 0804 requests for relief from certain AS ME 
Boiler A Pressure Code, Section X) testing requirements granted par 
1 0CFR 50 55a (qj(6)(i) Staff safety evaluation end 

BLACK SC Ore of Special Projects 88/09/15 WHITER A Tennessee Valley Au thor- 
ny 3pp 46928 183 46928 197 

-6609210251 Safety evaluation accepting licensee requests for relief from certain spe- 
cific requirements of ASMS Code, Sec ton XI 
* Ofcof Special Protects 88/09/15 2pp 46928 186 46928 197 

-6609210265 Technical Evaluation Rept re requests for relief, pump A valve fnservfce 
testinq pfogram, Sequoyah Nuclear Plant, Units 1 A 2 A ^ 

MURPHyIg A Oak Ridge National Laboratory FIN F-0001 88/08/23. NRC - No Oe 
tailed AffiJiaton Given 10pp 46928 188 46928 197 

6809220005 Summary or 880908 meeting w/utif io Rockville.MO re changes to condi- 
tions adverse to quality program List of attendees end , „ , . 

DONOHEW.JN Ofc of Special Projects 88/09/16 Ofc of Special Projects. 19pp 
46927 307-46927 325 


6009220323 Forwards EA-OR-0O3 S, "Sequoyah Nuclear Plant Unit 1 Design Baseline 
l Yenticaiiofl program,” supplemental engineering assurance oversight review 
rept.compfepng comnuiment for restart 

GRIDLEY.R Tennessee Valley Authority 88/09/19, Documenl Control Branch (Docu- 
ment Control Desk) 2pp 46933 255 46933 305 


-0609220324 Procedure EA OR-003 S, 11 Sequoyah Nuclear Plant - Unit 1 Design Base- 
line A Verification ProgranV’supplementaJ engmeonng assurance oversight review 

S&RE,JW, MALONE.D L, CAP0ZZ1.A P Tennessee Valley Authonty. 88/09/09 
48pp 46933 258-46933 305 


6809260343 Forwards justification for temporary exemption from administrative provi 
510ns of 1 0CFR50 46 Fee paid 

RAY.MJ Tennessee Valley Authonty 88/09/19 Document Control Branch (Docu- 
ment Control Desk) 7pp 46957 237-46957-243, 


6609230133 Responds to 680B1Q Itr re Audit Rept 88-0126, ''Employee Concern Pro 
grams in TVA." Offers no comments on rept 

RICHARDSON, S D Ofc of Special Projects 88/09/20, ZIGROSSI.N A Tennessee 
Valley Authonty 2pp 46944 015-46944 016 


6809270151 Forwards list of submittals needed to support NRC decisions re heatup & 
r ©start. Get ay m target dates listed could adversely impact review schedule 
BLACK, S Ofc of Special Projects 88/09/21 WHITES A, Tennessee Valley Authority 
3pp 46970 141-46970 143 


Q. Jntpecilon reports, IE Bulletin* A correspondence 


6806310236 Forwards Insp RepU 50-327/88-31 A 50-328/88-31 on 860606 10 A notice 
of Violation W/o notice 

MCCOY, F.R Ofc of Special Projects, 88/08/05 WHITER A Tennessee Valley Author- 
ity 2pp 46699 259-46699 275. 

-80083 10239 tnsp Pepts 50-327/88-31 A 50-328/88-31 on 880606-10, Violations 
noted failure to perform air sampling per wntten procedures Major areas 
Inspected training A qualifications, external A internal exposure controls A solid 
wastes 

WEDDINGTON.RE, HOSEY.C.M Ofc of Special Projects 88/07/19 15pp, 
46609 261-46699 275 ^ 



8800290247 Supplemental response re evaluation of need for addl assistant shift oper- 
ations supervisor (ASOS) for Unit 2 operation Evaluation completed A addl ASOS not 
required 

GRIDLEY.R, Tennessee Valley Authonty 88/08/17 Document Control Branch (Docu- 
ment Control Desk) 3pp 46690 218 46690 220, 


“??W1i| !^5 C W tk S CB 8 *' 089 ‘ ,,Wov « w s ^tact Finger Binding fn HFA Relays 
Mfg oy Gc Svc list enci 

ROSSLC.E Division of Operational Events Assessment (Post 870411 ) 88 / 08/19 
Consolidated Edison Co of New York, Inc. 125 pp 46690 , 054 - 46690 '. 1 78 ; 

6606 M0254 Discusses visual Insp of steel containment vessel A shield bldg before (a- 

to i n8 !^ 00 abn0fmal degradations A slAJclurai delerforation oc- 
curred during extended outage 

GRIDLEY.R- Tennessee Valley Authonty 88 / 08/19 Documenl Control Branch (rwu. 
merit Control Desk), 2pp. 46686 , 359^6686 360 . " V * GU 


Sa,eV Valvas w 

22S2MSS & «' 06 '* 


*^?5wato| FOfWWtl3 lf8P HeptS 50 ‘ 327/8M3 * 6W2»«8.33 on 88071 1-15 4 ootlco 

WHITE ' SA ' Malloy Au- 


-6809010153 Notice of violation from Jn9p on 08071 1-15 Violation noted licensee ^ 
to implement REP until 64 minutes after conditions met for declaring notifwtonS 
unusual event. 

* r- o r\f* rxt 




-8609010156 Insp Rept9 50 327/08-33 & 50-328/00 33 on 880711 15 Violas 
noted Major areas Inspected emergency preparedness, including review of listed ^ 
gammatic elements. , ^ 

KREHJ.L , DECKER.T.R. Region 2, Ofo of the Director 80/08/22 7pp 45744™ 
46744 023 


fOUOIOVOVO -JU^LPI l IV Ml IV '"'V w ,w, UOltfCUVS HAW 

Dished Valves, Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 0704111 88/oarM 
Consolidated Edison Co of Now York, Jnc. 122pp. 46713.210 46713,219 


8808300004 Responds to NRC Bulletin 80 008, “Thermal Stresses In Piping Connected 
to RCS ” Sections of unlsolablo piping identified A marked on portion of end FSAR 
Figure 5,1 *1 .Summary of commitments also end. 

RAY.M J Tennessee Valley Authority, 80/08/24, Document Control Branch (Docu- 
ment Control Desk), 5pp 46693 089 46693.093. 


6000300122 Responds to 800727 Itr re violations noted fn fnsp Repts 50 327/00-274 
50-328/00 27 Corrective actions, Technical Instruction 19 A Sys Operating Instructions 
62 2 A 62 3 revised 

GRIDLEY.R, Tennessee Valley Authority. 08/09/24. Document Control Branch (Docu- 
ment Controi Desk) 6pp 4669B-22S 46698.230 


8008310034 Revised response to NRC 680225 Itr re violations noted in Insp Repts 50- 
327/88*02 A 50 328/88 02, Corrective actions. Procedure A1 26 revised to ptowfe 
specific direction for control of drawings used during performance of work 
GRIDLEY.R Tennessee Valley Authority. 88/08/25. Document Control Branch [Docu- 
ment Control Desk). 5pp. 46725.295 46726,299. 


8809010295 Responds to NRC Bulletin 88 005, “Nonconformance Malls Supplied by 
Piping Supplies, fnc A West Jersey Mgt Co " Plan developed lo systematically locate 
Installed Piping Supplies A West Jersey mails. 

GRIDLEY.R. Tennessee Valley Authority, 88/00/25 Document Control Branch (Dw> 
merit Control Desk). 4pp 46740-168 46740:171. 


8008230112 NRC Info Notice 00 070, "Check Valve Inservlce Testing Program Deficien- 
cies." Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 00/08/29 
Consolidated Edison Co of Now York, Inc. 123pp 46713 095 40713.217 


8809160046 Ack receipt of 080705 Itr Informing NRC of steps faken to correct violations 
noted fn Insp Repta 60-327/08-20 A 50'320/88-20.No objective evidence present that 
either centrifugal charging pump could perform safety function 
RICHARDSON, S D Ofc of Special Projects 80/08/30 WHITE, S, A. Tennessee Valley 
Authority. 2pp, 46897-239-46997:240 


8609140312 Ack receipt of 871106 & B80513 responses to 071012 notice of violation 
from fnsp Repts 50-327/87-60 A 50-328/07-59 Suggests changes lo Section 11 2 of 
FSAR to eliminate contradictions. 

RICHAROSON.S.D. Ofc of Special Projects. 0B/OB/31. WHITER A Tennessee Valley 
Authority, 5pp, 46840.104 46840:100. 

8808260492 NRC Info Notice 89 071 r "Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurement Attributed to 
That Event * Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 00/09/01 
Consolidated Edison Co of New York, fnc. 121pp. 46712’244-46713.O04 

8808300018 NRC Info Notice 08 072, “Inadequacies In Design of DC Motor Operated 
Valves " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411). 88/09/02 
Consolidated Edison Co. or New York, Ino. 122pp. 46726 001-46726-123 

8809070532 Revises commitment from Insp Repts 50-327/87-73 A 60-328/87-73 f« 
need for addj assistant shift supervisor, TVA will not revise ES 0 2 a9 commited to n 
880817 fir 

GRIDLEY.R, Tennessee Vafley Authority. 68/09/02 Document Control Branch (Docu- 
ment Control Desk), 2pp 46768-022-46768 023. 


8809070551 Forwards details of comparison of results of Units 1 A 2 hanger 
programs Maint rework performed on hangers as result of several Insp programs 
GRIDLEY.R. Tennessee Valley Authority. 80/09/02. Documenl Control Branch (Docu- 
ment Control Desk). 4pp. 46704-297-46784.300. 


8809140010 Responds to NRC 880815 Hr re violations noted fn Insp Repts 
31 A 50-328/88*31 .Corrective actions, health physics section Instruction Ltr 1, Ratr 
|)[oh Surveys" revised to address computing work area stay times „ _ 

QRfDLEY.R Tennessee Valley Authority. 88/09/02, Document Control Branch (Docu 
ment Control Desk), 5pp, 46841:124-46841.128. 


140013 Suppis response to violations noted In Insp Repts 60-327/88-26 A 60 320/ 
B8-26 Corrective actions-speclalfzed personnel training Initialed to address Importance 
SUDSft £ alva pontons A functions ^ m , 

GRIDLEY.R. Tennessee Valley Authority. 80/09/06. Document Control Branch (Docu 
ment Control Desk). 5pp, 46836.323-46836-327. 


8809130201 Notification of 680913 meeting w/utll In So ddy Daisy, TN to discuss shut 
down margin Insp findings, TVA operational readiness review findings A Unit 1 resiart 
RSSASSMSP °1 * operable for fuel load for facility. . , n 

DONOHEW.J, Ofc of Special Projects. 88/09/07, BLACK, S Ofc of Special Project 
5pp, 46839-032-46839:036, 


t° NRC 880816 Jtr re violations noted In Insp Repts 
28 A i 50-328/8fl-28.Correcllve actions: Administrative Instruction Al 20, “QA fnsp Pis* 
R r ®™, [Sto 0 ! 10 cfar1fy documentation requirements for Insp personnel. 

GRIDLEY.R Tennessee Vafley Authority. 88/09/09. Document Control Branch (Docu 
ment Control Desk), 4pp 46850-229-46856,232. 
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8809150316 Advises of completion of four commitments not completed by scheduled 
due dates.First commitment made in LER 08023, Rev 1 to implement formalized trou 
•bleshootmo procedure outlining guidelines on type of troubleshooting allowed 
GRIDLEY.R Tennessee Valley Authority. 00/09/09 Document Control Branch {Docu- 
ment Control Desk). 2pp, 46058.233-46056.234 


8606310132 LER 66 030 00 on 880806,radialion monitor input inadvertently grounded to 
solid state protection sys causing containment ventilation Isolation Caused by person- 
nel error Design change issued to relabel cables W/080825 Itr 
SISKA.D, NAIK.J A , SMITH, SJ Tennessee Valley Authority 00/08/25 6pp 
46700.345-46700 350 


9309220302 Forwards listing of Safety Issues Mgt Sys printout Requests assistance to 
update info re actual completion of implementation or projected completion for multi 
plant action Items & plant specific Items listed in printout for insp 
BLACK.S Ofc of Special Projects 88/09/09. WHITE.S A Tennessee Valley Authority 
130pp 46926 193-46926 323 


GG08310158 LER 08-OO7-O1.on GB0124,discoverad that plant configuration surveillance 
testing of auxiliary bldg secondary containment end (ABSCE) not being 
maintained Caused by lack of effective coordination of ABSCE W/880825 Itr 
SISKA.D, KILGORE, B E , SMITH, SJ Tennessee Valley Authority. 88/08/25 5pp 
46699 000-46699.092 


6BQ9190131 Forwards list of TVA suppliers for fasteners over last 10 yrs,m response to 
NRC Bulletin 87-002, Suppls 1 & 2. 

GRIDLEY.R L. Tennessee Valley Authority, 08/09/12 Document Control Branch 
{Document Control Desk) 180pp. 46896 336*46097 155 

8009230144 Ack receipt of 880025 Ur informing NRC of steps taken to correct violations 
noted In Insp Repte 60 327/88-02 & 328/80 02 No further questions concerning viola 
tion. 

MCCOY, F.R. Ofc of Special Projects 88/09/12. WHITES A Tennessee Valley Au- 
thonty 2pp 46945-286 48945.287 

0009260234 Forwards Insp Repls 50-327/08-35 & 50 328/06 35 on 880711-15 & 0822- 
23 Violations noted.Violatlons re failure to adequately identify & correct operating dafi 
ciency that permitted plant to operate outside design basis. 

MCCOY, F.R Region 2, Ofc of the Director. 08/09/12 WHITE.S A Tennessee Valley 
Authority. 2pp. 46966 102-46960-121. 

-6009260237 Insp Repls 50-327/80-35 & 50 320/80-35 on 08071 1-15 & 0022- 23.VIO 
lations noted Major areas inspected excessive post-trip cooldown condition & effect 
on end of-life margin. 

BRANCH.M W„ JENISON.K.M. Region 2, Ofc of the Director 88/09/12 10pp, 
46966 104'46966’121. 


8809080339 NRC Info Notice 80-074, "Potentially Inadequate Performance of ECCS In 
PWRs Dunng Recirculation Operation Following LOCA Svc list end 
ROSSI, OE. Division of Operational Events Assessment {Post 870411) 08/09/14 
Consolidated Edison Co ol New York, Inc. I22pp 46024 215 46024 336 


8809260265 Ack receipt of 080824 Ur Informing NRC or steps taken to correct violations 
noted in Insp Rept 50-327/08-27. 

MCCOY.F.R. Region 2, Ofc of the Director 08/09/14, WHITE.S A Tennosseo Valley 
Authonty. 2pp 46957,052-46957 053. 


9009120197 NRC Info Notice 08 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end, 

ROSSI, C.E, Division of Operational Events Assessment {Post 870411) 68/09/16 
Consolidated Edison Co. of New York, Inc, 124pp 46946.133-46946.252 


8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Net Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSI, C.E Division of Operational Events Assessment {Post 070411), 88/09/19, 
Consolidated Edison Co, of New York, Ino 125pp. 46946:253 46947,013. 


880922022® Provides confirmation of completion & results of Action 2 of NRC Bulletin 
06-008 re thermal stresses In piping connected to RCS. 

GRIDLEY.R. Tennessee Valley Authority. 00/09/19, Document Control Branch {Docu- 
ment Control Desk) 4pp 46930.125-46930128 


0809080298 Special Rept 88-13 on 000009, Tech Spec limiting Condition for Operation 
3 7 12 violated Caused by fire door A 68 tor RHR & containment spray HX room being 
open for more than 7 days duo to undesirable fumes from painting 
SMITH, SJ Tennessee Valley Authority, 08/09/02 Document Control Branch {Docu- 
ment Control Desk) 2pp 46798 035*46790 036. 

GG09140436 PNQ OSP 88 014 on 000908, increase in auxiliary bldg radiation levels de- 
tected by hoallh physics personnel Cause under investigation No alarm received but 
licensee decided to evacuate auxiliary bldg 

LIAW.B.D, Ofc of Special Projects 08/09/09 Ip 46038 112 46838 112. 

9809260100 LER 08 077-02 on 8B0 124, discovered that auxiliary bldg secondary con 
talnment not being maintained within configuration set dunng tech Spec surveillance 
testing used to verify gas treatment sys operability. W/B809 1 5 Itr, 

ROGERS, H, R , SMITHS J Tennessee Valley Authority 00/09/15. 10pp 46965 248* 
46965-257. 


T. Hearing transcripts on non-antltrust matters 

8800260081 Forwards description of changes to transcript of 080804 briefing on status 
or Sequoyah- 1. 

GRIDLEY.R Tennessee Valley Authority 00/08/17. Office of the Secretary of the 
Commission 2pp 46690-179 46690.182 

-8809060270 Changes to transcript of 8G0604 briefing re status of Sequoyah 1, 

* NRC - No Detailed Affiliation Given. 86/00/04 2pp 46090 181-46690.182, 


V. Operator Examinations 

GG09060357 Responds to Generic Ltr 08-13 re operator licensing exams & provides 
update to earlier response to Gonoric Ltr 07-14 on NRC licensing exam site 
visits Updated oxam schedules & requalltlcation schedules for facilities end 
GRIDLEY.R L, Tennessee Valley Authority 00/09/01 HANNON, J. NRC - No Detailed 
Affiliation Given. 8pp 46767-344 46757.351, 

8809200223 Advises that waiver of one yr onsite eligibility requirement will be granted 
based on training & experience that plant operators have completed & will complete 
prior to licensing exams 

MCCOY, F R Region 2. Ofc of the Director 00/09/15 WHITE, S.A, Tennessee Valley 
Authority. 2pp 46900-200 46900,201 
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R, Periodic operating reporta & related correspondence 

8609090000 Forwards "Effluent & Waste Disposal Semiannual Rept, Supplemental Info 
lor Jan-June 1980." Recent changes to offsite dose calculation manual, per Tech 
Spec 6.14.2 1 end. 

SMITHS J. Tennessee Valley Authority 88/08/23 GRACE.J N. Region 2, Ofc of the 
Director. Ip, 46790.176-46709-229. 

-8809090154 "Effluent & Waste Disposal Semiannual Rept.Supplemental Info for Jan* 
June 1S68 " 

* Tennessee Valley Authority. 08/06/30. 24pp 46799-177-46709-200 

-0609090163 Rev 18 to “Sequoyah Nuclear Plant Offsite Dose Calculation Manual." 

* Tennessee Valley Authority 08/01/05. 7pp 46799-201-46799-207 

-0809090464 Rev 16 to "Sequoyah Nuclear Plant Offsite Dose Calculation Manual " 

* Tennessee Valley Authority 8B/03/30 22pp 46799-200 46799*229 

8609220074 Monthly operating repts for Aug 1908 for Sequoyah Nucloar Plant Units 1 & 
2 VY/880913 llr. 

SMITH, S.J. Tennessee Valley Authority. 88/00/31. 167p p 46921-017-46921.192. 

0809010312 Forwards weekly schedule of TVA activities for wka of 000829 & 0006 
KELLY, J.L. Ofc of Special Projects 08/00/01. BLACK.S, Ofc of Special Projects. 6pp 
46744:141-46744:146. 


S. Reportable occurrences, LERs & related correspondence 

6806309243 Notifies of 800001 rept of dead fish in plant Intake forebay Caused by dig. 
solved oxygen levels in forebay water. Pattern will continue until higher oxygen levels 
restored fn reservoir. 

GRIDLEY.R. Tennessee Valley Authority. 88/08/25. Document Control Branch (Docu- 
ment Control Desk). 3pp. 46696-270-46696:272, 

6000319072 LER 80-029-00 on 880804, load shedding occurred on 6,9 kV shutdown 
board dunng performance of Workplan 71 52-01, Caused by defective 
workplan.Workplan rewritten & event reviewed w/ mod englneer,W/880825 ltr 
LONGJL, SMITH, SJ, Tennessee Valley Authority. 88/00/25, 7pp. 46699,311- 
46699.317. 

6600310123 Rev 1 to Special Rept 88 03*on 880204, nonfunctional Interval for (ire bar- 
rier exceeded 7 days.Caused by delayed work on suspended celling due to problem at- 
To procurement spec Roving fire watch posted until new ceiling installed, 

SMITH. J. Tennessee Valley Authority, 88/08/25 Document Control Branch (Docu- 
ment Control Desk), 3pp 46725:301-46725.303. 


F. Security, medloal, emergency & fire protection plana 

8800300193 Requests that no action on JG Partlow 000722 memo re fire protection 
Issue be taken duo to memo having prededslonal info 

RICHARDSONS D Ofc of Special Projects 80/08/22. WHITE.S A Tennessee Valley 
Authority 2pp 46692 035-46692 036. 

8809010148 Forwards Insp Repts 50*327/08-33 & 50-320/08-33 on 880711-15 & notice 
of violation, 

MCCOY, F.R. Ofc of Special Projects 00/08/22, WHITE.S, A. Tennessee Valley Au- 
thority. 2pp 46744.013-46744:023 

-880901 01 66 Insp Repls 50-327/00-33 & 60-328/60-33 on 000711-15, Violation 
noted Major aroas Inspected emergency preparedness.includlng review of listed pro- 
aammatio elements 

KREH.J L. Region 2, Ofc of the Director 00/00/22 7pp. 46744.017-40744-023. 

8609070060 Forwards Rev 19 to physical security/contlngency plan Rev withheld (ref 
10CFR73.21) 

GRIDLEY.R. L. Tennessee Valley Authority, 88/00/31. Document Control Branch 
(Document Control Desk). 2pp, 48704-340 46704:341. 

8809140010 Responds lo NRC 080816 Itr re violations noted In Insp Repls 50-327/88- 
31 & 50-328/0B-31. Corrective actions, health physics section Instruction Ur 1, "Radi- 
ation Surveys" revised to address computing work area stay times 
GRIDLEY.R. Tennessee Valley Authority. 80/09/02, Document Control Branch (Docu- 
ment Control Desk) 5pp. 46841:124-46841*128. 


Q. Adjudicatory correspondence 

8809120015 Advises that lima provided by NRC regulation for Commission to review Di- 
rector’s Decision DD 08-12 expired. Com mission declined review & decision became 
final agency aotion on B80829,Served on 800907. 

CHILKS J. Office of the Secretary of the Commission #3BB 7026. 08/09/07, 
BATES, A.K Natural Rights Center. Ip 46752-252-46752:252. 


H. General correspondence 

8608290203 Forwards response to stated llrs re diesel generator Inadequacies, used by 
petitioners to request emergency suspension of full power operation ponding comple- 
tion of remedial action Petition denled.EncIs In Central Fites 
BLACK, S. Ofc of Special Projects. 80/00/16, HICKS, D.R. Affiliation Not Assigned Ip 
40684 056-46684.056. 
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l. Financial Information 

8609150188 Forwards financier info lor FY ended Sepl 1 95 7,per10CFR1 40 Util select- 
ed alternative five to meet guarantee requirements of retrospective premium sys 
ORIDLEYtRL Tennessee Valley Authority 80/09/09 Document Control Branch 
{Document Control Desk). 56pp 46864 036 46864 090 


P, Operating license stage documents &> correspondence 

6806120294 Generic Ur 68-14 to all holders of GLs or CPs for nuclear power reactors 
re instrument air supply ays problems affecting safety related equipment Svc list end 
MIRAGLIA.F J Associate Director tor Projects (Post 67041 1). 86/08/08. Consolidated 
Edison Co of New York, Inc. 41pp 47065,001 47065.006. 

6809230091 Reiterates request for documents supporting resolution of issues subjto 
facility aspects of inquiry rept into NRC regulation of TVA & addressed In NUREG 
1232,Vo(2 

STOCKTON, P„ MYERS, H. NRC - No Detailed Affiliation Given. 88/08/06 
DENTON.H., BRADBURNE,J NRC - No Detailed Affiliation Given 27pp. 46932 243* 
46932.269 

860829001 1 Forwards Hat ol 10CFR5Q.62 design changes & addl Info as requested by 
NRC Specific Into discussed during telcon in May 1958 

GRIDLEY,R Tennessee Valley Authonty. 98/00/23 Document Control Branch (Docu- 
ment Control Desk}. 4pp. 46681 045 46681 048 

8908290133 Advises that revised process for review of correspondence to NRC has re 
duced util requests re extension of response time 

GfllDLEY.fi Tennessee Valley Authority 88/08/23 Document Control Branch (Docu- 
ment Control Desk). 2pp. 46677 207 46677.268 

8009090000 Forwards "Effluent & Waste Disposal Semiannual Rept, Supplemental Into 
for Jan June 1988 " Recent changes to offsite dose calculation mamial.per Tech 
Spec 6,14.2.1 end 

SMITHES, J. Tennessee Valley Authority 86/00/23 GRACE, J,N. Region 2, Ofc of the 
Director Ip. 46799 176 46799 229. 

-8009090163 Rev 16 to "Sequoyah Nudaar Plant Offsite Dose Calculation Manual " 

♦ Tennessee Valley Authonty. 68/01/05 7pp. 46799-201-46799 207 

-8009090164 Rev 10 to "Sequoyah Nuclear Plant Offsite Dose Calculation Manual." 

4 Tennessee Valley Authority. 88/03/30. 22pp. 46789 20B-46799 229 

8808300079 Informs that due to emergent work 6 emphasis on Unit 1 restart 
commllmanls^calculatlon effort re containment electrical penetration protection will be 
completed by 881101, 

GRIDLEY.R. Tennessee Valley Authority. B8/08/24, Document Control Branch (Docu 
merit Control Desk) 3pp, 46690 256 46690,258. 

8000300047 Forwards staff response to 870621 llr to J Keppler re comments on TVA 
proposed cable teat program did 870731, 

RICHARDSON, S D. Ofc of Special Projects 88/08/25 H1CKS.D R Affiliation Not As- 
signed. 8pp 46693.194-46693:201 

8009010260 Notification of B80831 mooting w/utif in Rockville, MD to discuss surveil- 
lance requirements testing ol battery banks 

DONOHEW.J Ofc of Special Projects 66/06/29 BLACKS, Ofc of Special Projects 
3pp. 46718*340-46718*351 , 

8009010351 Notification ol 880915 meeting w/util in RockvIlle.MD to discuss status of 
action program for mlcrobtologlcally Influenced corrosion in ERWC ays & implementa- 
tion of sleeve repairs & leakage criteria 

DONOHEW.J N Ofc of Special Projects 88/08/29. 0LACK.S. Ole of Special Projects. 
4pp. 46740:108-46740:111. 

0809070037 Forwards nonpropnalaiy Addendum 1 to WCAP-10987, "Reanalysls ol 
Watts Bar & Catawba Containment Temps 11 & proprietary Addendum 1 to WCAP- 

10986 Westmghou 50 application encf.WCAP-loese withheld (ref 10CFR2,790J 
GRlDLEY.fi Tennessee Valley Aulhonty, 88/08/31. Document Control Branch {Docu- 
ment Control Desk). 2pp 46784:089 46784.137. 

-8809070042 Requests that propnelary version of rept "Reanalysis of Walls Bar & Ca- 
tawba Containment Temps in Response to LANL Evaluation of LOTIC-III Heat Trans- 
fer Models," be withheld from public disclosure (ref 10CFR2.790) 

WIESEMANN.RA Westmghouse Electric Corp 80/08/12 MURLeYXE Office oJNu- 
dear Reactor Regulation, Director (Post 870411) 9pp. 46764.090 46784 098, 

“8809070049 Addendum 1 to "Reanalvsls of Watts Bar & Calawba Containment Temps 
In Response to Los Alamos Natl Lab Evaluation of LOTIC-III Heat Transfer Models " 
MENDLER.OJ., TSAI.C K„ HOCHREtTER.L E. Westinghouse Electric Corp. WCAP- 

1 0987 ADD Ol . 88/08/3 1 39pp 46784:099 46784.197 

S8O9O0O364 Forwards info on RCS post trip cooldown & shutdown margin. Various 
methods of optimizing steam dump operation & resolving post-trip cooldown incident 
under Investigation 

GRIDLEY.R. Tennessee Valley Authority. 88/08/31 Document Control Branch (Docu- 
ment Control Desk), 5pp. 46708.336-46788.339, 

&BO9O0O379 Notification of 68090B meeting w/util in Rockville, MD to discuss recant 
changes to conditions adverse to quality program at plant 

DONOHEW.J.N. Ofc of Special Projects. 88/09/01, BLACK.S Ofc of Special Projects 
4 pp. 46764 320-48764 323. 

6809130038 Forwards SEfl accepting utrl 880706 submittal of test program for silicon© 
rubber Insulated cable toslde containment for plant Ltr accepting clarifications In end 
SER requested within 60 days ol receipt of llr. 

BUCKS C Ofo of Special Projects 88/09/02. WHITE, S,A. Tennessee Vatley Author- 
ity 2pp. 46328 310-46828-313. 9 

-8009130040 Safety evaluation supporting util Bubmittal of test program for silicone 
rubber insulated cabfa Inside containment for plant 

* Ofo of Special Projects 88/09/02. 2pp 46628*312.46828 313. 

B0O914O160 Forwards SER in response to Generic Ltr SB 05, "Boric Acid Corrosion of 
Carbon Steel Reactor Boundary Components In PWR Plants." Response acceptable. 
BLACK.S C. Ofc of Special Projects. 68/00/09 WHITE.S.A. Tennessee Valley Author- 
ity 2pp 46845 123-46845.126 


“8009 1401 72 Safety evaluation accepting response to Generic Llr 08 05, "Bone Ac^f 
corrosion of Carbon Steel Reactor Pressure Boundary Components In PWft Plants" 

* Ole of Special Projects 60/09/09 2pp 46845 125 46045 126 

8909220037 Forwards rept of NRC investigation re harrasamont & Intimidation ol author- 
ized nuclear inspectors.lnvestlgation revealed that four authorized operators were 
either coerced, pressured .harassed or Intimidated by mgt.W/o end 
PARTLOW.J G Ofc of Special Projects 88/09/09 DOBEL.H F. Hartford Stoam Barer 
Inspection & Insurance Co, Ip, 46028:164-46928.164 

0809220086 Forwards rept of NRC Investigation re harrassment & intimidation ol author- 
ized nuclear inspectors Investigation revealed that four authorized operators were 
either coerced, presaured.harassed or threatened by mgt.W/o end 
GRIMES, 8 K Division of Reactor Inspection & Safeguards (Post 870411) 08/09/09 
MiKESELL.W R. American Society of Mechanical Engineers. 2pp 46926 15e- 
46920 159 

8809220302 Forwards listing of Safety Issues Mgt Sys printout Requests assistance la 
update info re actual completion of Implementation or projected completion tor muftp 
plant action Items & plant specific Items listed In printout tor Insp 
BLACK.S Ofc of Special Projects 80/09/09. WHITE, S A Tennessee Valley Author^. 
130pp 46926:193-46926 323. 

8809260232 Forwards Amends 82 & 73 to Licenses DPR-77 & DPR-79, respectively & 
safely evaluation Amends revise Tech Spec Table 3 6-2, "Containment Isolation 
Vefves" add note to Table 3 3*5, "ESF Response Times M 
BLACK.S Ofc of special Projects. 88/09/09. WHITE, S A Tennessee Valley Aulhonty 
2pp. 46966 187-46966 214 

-8609260253 Amends 77 & 79 to Licenses DPR-77 & DPR^O.respeclJvely, revmoj 
Tech Spec Table 3.6-2 "Containment Isolation Valves" & adding note to Table 33 £ 
"ESF Response Times" 

BLACK.S, Ofc of Special Projects 88/09/09 22pp 46966.189 46965 210 

-8009260254 Safety evaluation supporting Amends 82 & 73 to Licenses DPR-77 4 
DPFt-7 9, respectively, 

* Ofc of Special Projects 80/09/09 4pp, 46966.211-46966,214 

8809190058 Requests response providing basis for employment action re former em- 
ployee & investigation repts concerning circumstances of action on Case 67 ERA 28 
PARTLOW,J G. Ofc of Special Projects, 8B/09/12. WHITE, S A Tennessee Valley hy 
thorny 40pp 46896.273-46896-318 

8899210246 Advises that licensoe 880422 & 0804 requests for relief from certain ASME 
Boiler & Pressure Code, Section XI testing requirements granted per 
1 0CFR50.55 a(g)CQ) (ji.Staff safety evaluation end, 

BLACK.SC, Ofc of Special Projects, 88/09/15 WHITE.SA Tennessee Valley Author- 
ity. 3pp 46928: 1B3-46928 197. 

-8809210251 Safety evaluation accepting licensee requests for relief from cortola spe- 
cific requirements of ASME Code.Sectfon XI 

* Ofc of Special Projects 88/09/16, 2pp. 46928 1B8 46928.197 

“8609210255 Technical Evaluation Rept re requests for relief, pump & valvo Jnsorwce 
testing program.Sequoyah Nuclear Pfanl, Units 1 & 2 

MURPHY.G.A Oak Ridge National Laboratory FIN F-0001. 88/08/23. NRC No De- 
tailed Affiliation Given. 10pp. 46928-108-46928.197. 

0BO92 20005 Summary of 8B0908 meeting w/utll in Rockville, MD re changes to condi- 
tions adverse to quality program List of attendees end 

DONOHEW.J N. Ofc of Special Prefects 88/09/16, Ofc of Special Projects, IGpp, 
46927.307-46927.325 

8609260343 Forwards Justification for temporary exemption from administrative provi- 
sions of 10CFR5O46,Fee paid 

RAY.M.J Tennessee Valley Authority. 88/09/19 Document Control Branch (Docu- 
ment Control Desk). 7pp. 46957.237-46957.243, 

0009230133 Responds to 8C081O Hr re Audit Rept 80-0126, "Employee Concern Pro- 
grams In TVA ” Offers no comments on rept 

RICHARDSON, S.D Ofc of Special Projects 88/09/20 ZIGROSSI.N A. Tennessee 
Valley Authority 2pp. 46944.0 1 5-46944:0 16. 


Q, Inspection reports, IE Bulletins & correspondence 

8500310236 Forwards Insp Repts 50 327/8B-31 & 50-328/88-31 on 880606-10 & nobce 
of violation W/o notice 

MCCOY.F R Ofc of Special Projects. 88/08/05. WHITE.S A Tennessee Valley Aprior- 
ity. 2pp, 46699.259 4 S699 275 

-0800310239 Insp Repts 50-327/00-31 & 60-328/08-31 on 880606-10 Violations 
noted failure to perform air sampling per written procedures Major areas 
laapocteditralnlng & qualifications, external & Internal exposure controls A solid 
wastes. 

WEDDINGTON.RE , HOSEY.C M, Ofc of Special Projects, 88/07/19. 15pp. 
46699.261-48699* 275 

8608290076 Ack receipt of 800420 suppl response ltr Informing NRC of steps token to 
correct violations noted In Insp Repts 60 327/87-18 & 50-328/87-18. 

MCCOY.F.R, Ofo of Special Projects 88/00/16, WHITE, S. A Tennessee Valley Au- 
thonty. 2pp. 4 6603*339-46683 ,340 

0606290247 Supplemental response re evaluation of need for addl assistant shill oper- 
ations supervisor (ASOS) for Unit 2 operation. Evaluation completed & addl ASQS net 
required. 

GRIDLEY.R Tennessee Valley Authonty. 80/08/17 Document Control Branch (Docu- 
ment Control Desk). 3pp, 46690 210-46690.220 

8608190195 NRC fnfo Notice 88-069, "Movable Contact Finger Binding in UFA Relays 
Mfg by GE ” $vo list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 00/06/19 
Consolidated Edison Co. of New York, Inc. 125pp 46690.054-46690.178 
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6909160451 NRC Info Notice 08 060, “Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSLC.E Division of Operational Events Assessment (Post 870411) 08/00/22 
Consolidated Edison Co of New York, Inc 121pp 46702 311-46703 070 

9B09O1O146 Forwards Insp Repts 60-327/08 33 & 60-320/08 33 on 08071 H5& notice 
of violation 

MCCOY.FR Ofc of Special Projects 8B/08/22 WHITE, S,A Tennessee Valley Au- 
thority 2pp. 46744.013-46744.023 

-6809010153 Notice of violation from insp on 08071 1-15.Violation noted licensee failed 
to Implement REP until 64 minutes after conditions met for declaring notification of 
unusual event 

MCCOY.FR Ofc of Special Projects 08/00/22 2pp 46744.015-46744 016 

-8809010156 Insp Repls 50*327/00 33 & 50-328/88-33 on 880711-15 Violation 
noted Major areas inspected emergency preparedness, including review ol listed pro 
gammatic elements. 

KREH.J l, OECKER.TR Region 2. Ofc of the Director 08/08/22. 7pp. 46744 017- 
46744 023 

880818036B Suppl 1 to NRC Info Notice 80-040, "Licensee Rept ol Defective Refur- 
bished Valves. Svc list end 

ROSSI .C E Division of Operational Events Assessment (Post 870411), 00/00/24, 
Consolidated Edison Co ol New York, Inc. 122pp 46713.218 46713*219. 

8808300084 Responds to NRC Bulletin 08 000, “Thermal Stresses in Piping Connected 
to RCS “ Sections of unlsolable piping Identified & marked on portion of end FSAR 
Figure S 1-I.Summary of commitments also end. 

RAY.MJ Tennessee Valley Authority 80/00/24 Document Conlrol Branch (Docu- 
ment Control Desk). 5pp. 46693 009-46693 093. 

8608300122 Responds to 880727 Itr re violations noted In Insp Repts 50 327/80-27 & 
50 328/88-27 Corrective actions.Technlcal Instruction 19 & Sys Operating Instructions 
62 2 & 62 3 revised. 

GRIDLEY.R Tennessee Valley Authority. 00/00/24 Document Control Branch (Docu- 
ment Conlrol Desk) 6pp 46608:225-46698.230 

86CB310034 Revised response to NRC 800225 Itr re violations noted in Insp Repts 50 
327 /8 B 02 & 50-328/88-02.Cofrective actions' Procedure AI-25 revised to provide 
specific direction for control of drawings used during performance of work 
GRIDLEY.R Tennessee Valloy Authority, 08/08/25 Document Control Branch (Docu- 
ment Conlrol Desk), 5pp. 46725.295-48725:209. 

8009010295 Responds to NRC Bulletin 80 005, “Nonconformance Malls Supplied by 
Piping Supplies, Inc & West Jersey Mgt Co." Ran developed to systematically locate 
Installed Piping Supplies & West Jorsoy mails 

GRIDLEY.R. Tennessee Valley Authority. 80/08/25 Document Control Branch (Docu- 
ment Control Desk). 4pp. 46740:160-46740:171. 

0008230112 NRC Info Notice 80*070, "Check Valve Insorvice Testing Program Deficien- 
cies ” Svc list and, 

ROSSI.CE Division of Operational Events Assessment (Post 0704 11). BB/OB/29 
Consolidated Edison Co. of New York, Inc 123pp 46713.095*46713 217. 

8809060235 Informs that TVA revising commitment completion date for first commit- 
ment to 880930 & second commitment lo 801215 In response to tnsp Rept 60-328/ 
87-52 

GRIDLEY.R Tennessee Valley Authority. 88/00/29. Document Control Branch (Docu- 
ment Control Desk). 2pp 46755,247-46765.240 

B&091 60040 Ack receipt of 880705 Itr informing NRC of steps taken to correct violations 
noted In Insp Repls 50-327/08-20 & 60-328/00-20.No objective evidence present that 
either centrifugal charging pump could perform safely function. 

RICHARDSON.S.D Ofo of Special Projects. 80/08/30. WHITE, S A. Tennessee Valley 
Authority. 2pp 46097:239-46097*240. 

8809140312 Ack receipt of 871106 & 8B0513 responses to 871012 notice of violation 
from Insp Repts 50-327/87-56 & 60-320/87-56, Suggests changes to Section 11 8 of 
FSAR to eliminate contradictions 

RICHARDSON.S.D. Ofo of Special Projects. 8B/QB/31, WHITE, S.A. Tennessee Valley 
Aulhorily. 5pp 46840:104-48840-108. 

8808260492 NRC Info Notice 88-071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Llconsoe Radioactivity Measurements Attributed to 
That Event. 1 ' Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co. of New York, Inc. 121pp. 46712*244-46713:004. 

3800300018 NRC Info Notice 88 072, “Inadequacies In Design of DC Motor-Operated 
Valves." Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/09/02. 
Consolidated Edison Co of New York, Inc. 122pp. 48726 001-46726:123 

6009070532 Revises commitment from Insp Repts 50-327/87-73 & 60*328/87-73 re 
need for addl assistant shift supervisor TVA will not revise ES 0,2 as commlted to In 
880817 fir. 

GRIDLEY.R, Tennessee Valley Authority. 88/09/02. Document Control Branch (Docu- 
ment Control Desk) 2pp 46709-022-46760*023, 

8809070551 Forwards details of comparison of results of Units 1 & 2 hanger 
programs Maint rework performed on hangers as result of several insp programs. 
GRIDLEY.R Tennessee Valley Authority, 00/09/02 Documenl Conlrol Branch (Docu* 
ment Conlrol Desk), 4pp 46784.297-46784.300 

8809140010 Responds to NRC 8Q0815 Itr re violations noted In Insp Repts 60-327/88* 
31 & 60-3 26/ 08 -31, Corrective aollons.health physics section Instruction Ltr 1, "Radi- 
ation Surveys" revised to address computing work area stay times. 

GRIDLEY.R Tennessee Valley Authonty. 08/09/02. Document Control Branch (Docu- 
ment Control Desk), 5pp. 46041*124-46841:128. 

6809140013 Suppls response to violations noted in Insp Repts 60-327/88-28 & 60-328/ 
8B-26,Correctfve actlons.speciallzed personnel training Initiated to address Importance 
of throttle valve positions & functions 

GRIDLEY.R, Tennessee Valley Authority. 88/09/06. Document Control Branch (Docu- 
ment Control Desk) 5pp 46838. 323-46B36 327 


8809130201 Notification of 000913 meeting w/util in Soddy Daisy, TN to discuss shut- 
down margin insp findings, TVA operational readiness review findings & Unit 1 restart 
status & definition of operable for fuel load for facility 

DONOHEW.J, Ofc of Special Projects 88/09/07 BLACK, S Ofc of Special Projects 
Spp 46839 032-46039 036 

8809150211 Responds to NRC 860016 itr re violations noted In Insp Repls 50-327/8B 
28 & 50 328/88 20,Correcbve actions Administrative Instruction Al 20, “QA Insp Pro* 

g ram" revised to clardy documentation requirements for insp personnel 
IRIDLEY.R Tennessee Valley Authority 88/09/09 Document Control Branch (Docu 
ment Control Desk) 4pp. 46856 229 46856 232 

8809150318 Advises of completion of four commitments not completed by scheduled 
due dates, First commitment made in LER 08023,Rev 1 to Implement formalized trou- 
bleshooting procedure outlining guidelines on type of troubleshooting allowed. 
GRIDLEY.R Tennessee Valley Authority 88/09/09 Document Control Branch (Docu- 
ment Control Desk), 2pp 46856 233 46856 234 

8809220302 Forwards listing of Safety Issues Mgt Sya printout Requests assistance to 
update Info re actual completion of implementation or projected completion for multi- 
plant action Hems & plant specific items listed in printout for Insp 
BLACK.S, Ofc of Special Pro eels 00/09/09 WHITE, S A Tennessee Valley Authority. 
130pp 46926.193*46926.323 

8009190131 Forwards list of TVA suppliers for fastenora over fast 10 yrs.in response to 
NRC Bulletin 07-002,Suppls t & 2 

GRIDLEY.R L Tennessee Valley Authority 00/09/12 Document Control Branch 
(Document Control Desk) 180pp 46896 336-46897 155 

8809230144 Ack receipt of 080B25 Itr informing NRC of steps takon to correct violations 
noted in Insp Repts 60 32//88-02 & 320/88 02.No further questions concerning viola- 
tion 

MCCOY, F.R, Ofc ol Special Projects. 00/09/12 WHITE, S A Tennessee Valley Au- 
thority 2pp. 46945 286 46945*287 

8009200234 Forwards Insp Repts 60 327/OB 35 & 50 320/00-35 on 080711-15 & 0B22- 
23 Violations noted, Violations re failure to adequately identify & correct operating dofi 
ciency that permitted plant to operate outside design basis 

MCCOY, F.R Region 2, Ofc of the Director. 90/09/12 WHITER A Tennossao Volley 
Authority, 2pp. 46966.102-46966 121 

-8009260237 Insp Repls 50-327/00 35 & 50-328/00 35 on 86071 1-1 5 & 0B22- 23 Vio- 
lations noted.Major areas Inspected excessive post-trip cooldown condition & effect 
on end of-fifo margin 

BRANCH.M W., JENISON.K M Region 2, Ofc of tho Director 88/09/12, 18pp 
46966.104-46966-121. 

8009060339 NRC Info Notice 00*074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA/ Svc (1st end 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411) GG/09/14 
Consolidated Edison Co, Of New York, Inc 122pp. 40024.215*40824 336 

8809200265 Ack receipt ol OBO024 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50 327/OB 27 

MCCOY, F R. Region 2, Ofc of the Director, 88/00/14 WHITE, S A Tennessee Valley 
Authority. 2pp 46957 052*46957.053, 

6609120197 NRC Info Notice 88-076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry." Svc list one! 

ROSSi.CE Division of Operational Events Assessment (Post 07041 1>. 88/09/16, 
Consolidated Edison Co, OfNow York, Inc 124pp. 40946.133 46946 252 

8809130350 NRC Info Notice 80-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considerod in Design of Secondary Containment Pressure Conlrol" Svc list end 
ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 00/09/1 fi 
Consolidated Edison Co. of New York, Inc 125pp. 46946,253-46947.013 


R. Periodic operating reports & related correspondence 

8009090008 Forwards “Effluent & Waste Disposal Semiannual Rept, Supplemental Info 
tor Jan-Juno 1980." Recent changes to offsite dose calculation manual,per Toch 
Spec 6,14 2.1 end. 

SMiTH.S J Tennessee Valley Authority 60/00/23. GRACE, J.N Region 2, Ofc of thB 
Director Ip 46799,176-46799 229. 

-8809090154 "Effluent & Waste Disposal Semiannual Repl.Supptemenlal Info for Jan* 
June 1980 " 

‘ Tennessee Valley Authority. 88/06/30. 24pp 46799.177-48799 208. 

8809220074 Monthly operating repts for Aug i960 for Sequoyah Nuclaar Plant Units 1 & 
2 W/88Q913 Itr 

SMITH.S J Tennessee Valley Authority. 00/08/31. 167pp 46921.017-46921,162. 

8809010312 Forwards weekly schedule of TVA activities for wks of 880829 & 0906, 
KELLY.J.L Ofc of Special Projects 08/09/01 BLACK.S, Ofc of Special Projects, 6pp 
40744:141-46744.140. 


8 . Reportable occurrences, LERs 1 related correspondence 

8808300243 Notifies of 880801 rept of dead fish In plant intake forebay Caused by dis- 
solved oxygen levels In forobay water. Pattern will continue until higher oxygen levels 
restored In reservoir. 

GRIDLEY.R. Tennessee Valley Authority. 80/00/25. Document Control Branch (Docu- 
ment Control Desk), Spp. 46696.270 40690-272, 

8808310123 Rev 1 to Special Rept 00-03 on 880204, nonfunctional interval for fire bar* 
rier exceeded 7 days Caused by delayed work on suspended celling due to problemat- 
ic procurement speo.RovIng fire watch posted until new ceiling Installed, 

SMITH.J. Tennessee Valley Authority 00/08/25. Document Control Branch (Docu- 
ment Control Desk). 3pp. 40726*301-45725.303 
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6809010041 LER 68-032 00 on 600802, both tarns of uml shared fljsjjjjjj' 

8 moot sys declared inoperable since single failure ^| en ^ 
plete sys design Emergency instruction re loss pt coolant raYisedW/^ W25 1U 
FENN.KW SMITH, SJ Tennessee Valley Authonty 66/08/25 8pp 46721 334 
4672 1 341 1 

8809140292 LER 88-006 01 on 880207, meun steam isolation occurred A /^actor tnp 
swat generated by ESF actuation sys Caused by improper compliance w/proceduras 
A^nuaneo between operating procedures Procedures changed & recategonzed W/ 

FENNKW SMITH.SJ Tennessee Valley Authority 68/09/01 12pp 46837 271' 
46837262 

8809080298 Special Rept 08-13 on 680809 ( Tech Spec Umitmg Condition for Operation 
37^2 violated Caused by Cue door A-68 (or RHR A containment spray HX room being 
open (or more than 7 days due to undesirable fumes from painting 
SMITH SJ Tennessee Valley Authority 68/09/02 Document Control Branch (Docu- 
ment Control Desk) 2pp 46798 035-46798038 

8809140116 LER 68 030-01 on 880621,dtscovered failure to identify effects of exces- 
sive post Inp RCS cooldowns could cause noncompbance Emergency instruction used 
to guide operator action foliowing reactor thp revised VV/88Q908Ttr 
SMITH JO SMITH, S.J Tennessee Valley Authority 88/09/08 8pp. 46046 178- 
46846 185 ’ 

8809140174 LER 68 034-00 on 8808l5,four separate incidents affecting pfant oper- 
ations occurred a* result 0( area thunderstorm, Relays controlling mtertio banX breaX- 
era will be tested to ensure proper operation W/880908 Itr. 

FENN.KW, SMITH.SJ Tennessee Valley Authority 88/09/08 14pp 46836 067- 
46636 080. 

8809140436 PNO-OSP 68-014 on 8809Q8, increase m auxiliary bidg radiation levels de- 
tected by health physics personnel Cause under investigation Ho alarm received but 
licensee decided to evacuate auxiliaiy bldo 

LIAW.BO Ofc of Special Protects 88/09/09 Ip 46838 112-46838 112 

8809260 201 LER 88-036-00 on 68083Q,Tech Specs 303 not entered when 
requited Caused by incomplete implementation of Al-47, "Conduct of Testing," Train- 
ing of matot personnel A licensed operations personnel planned W/880915 Itr. 
PfilFER.TK, ROGERS.HR , SMITH.SJ Tennessee Valley Authonty, 88/09/15. 6pp, 
46950334-48650339 


8809120197 NRC Info Notice 80 075, “Disabling o( Diesel Generator Output Circi 
Breakers by Anti-Pump Circuitry." Svc lisl end 

ROSSLCe! Division of Operational Events Assessment (Post 870411) 68/flg/i 
Consolidated Edison Co, of New York, fnc 124pp. 46946,133-46946252 


8609130350 NflC info Notice 88-076, "Recent Discover of Phenomenon Not Previou 
ly Considered in Design of Secondary Containment Pressure Comrol ” Svc fist enc 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/1! 
Consolidated Edison Co of New fork, Inc, 125pp. 46948253-46947 013. 


DOCKET 60-330 MIDLAND PLANT, UNIT 2 


A, Appllcalfon/conetructlon stage documents A correspondence 

8808120294 Generic Mr 88-14 to all holders of OLs or CPs (or nuclear power reactor 
re Instrument air supply sys problems affecting safety-related equipment Svc list enc 
MIR AG U A, F J. Associate Director for Projects (Post 870411), 88/08/08 Consolidate 
Edison Co. of New York, Inc 41 pp 47065 001-47065 006 


q, inspection reports, JE Bulletins & correspondence 

8808190196 NRC Info Notice 88-060, "Movable Contact Finger Binding In HFA Relay 
Mlg by GE," Svc tat end, 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co of New York, inc. 125pp 46690:054-46690 178, 

8808160451 NRC fnfo Nolice 88-068, "Setpoint Testing of Pressunzer Safety Vafves % 
Filled Loop Seafs Using Hydraulic Assist Devices." Svc list encl 
ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 08/08/22 
Consolidated Edison Co of New York, Inc 121pp. 46702,31 1-46703 070 

8808180368 Suppl 1 to NRC info Notice 8B-O40, "Licensee Rept of Defective Refur 
bashed Svc )ist Gficl 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411). 88/08/24 
Consolidated Edison Co of New York, Jno, 122pp 46713:218-46713.219. 


V. Operator Examination* 

6809060357 Responds to Generic Itr 88-13 re operator Sensing exams & provides 
update to carter response to Genenc Ur 87-14 on NRC licensing exam site 
visits Updated exam schedules A ^qualification schedules for facilities encl 
GRIDLEY V R L Tennessee Vafiey Authority 88/09/01. HANNON, J NRC - No Detailed 
Affiliation Given 8pp 46757 344-46757,351, 

8809200223 Advises that waiver of one yr onsite eligibility requirement will be granted 
based on training & expenence that plant operators have completed & will complete 
□dor to licensing exams 

MCCOY.FR Region 2, Ofc of the Director 88/09/15. WHITE, S A Tennessee Val/ey 
Authority 2pp 46900 200-46900 201 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A* Applleatlon/constructlon »t*Qe documents A correspondence 

6808120294 Genenc Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment.Svc lisl encl, 
MIRAGUA.F.J Associate Director for Projects (Post 870411) 80/08/08. Consolidated 
Edison Co of New York, Inc 41p p 4706 5 001 47065 006 


O. Inspection report*, IE Bulletins A correspondence 

8808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding in HFA Relays 
Mid by GE." Svc lisl end 

ROSSI.CE. Division of Operational Evenls Assessment (Post 870411) 88/08/19. 
Consolidated Edison Co of New York, Jnc 125pp 46690 054-46690,178. 

8809160451 NRC fnfo Notice 88-068. "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assisi Devices " Svc lisl encl 
ROSSI.CE Drvislon of Operational Events Assessment (Post 8704 It). 88/08/22 
Consolidated Edison Co of New York, fnc 12fpp 46702 311-48703 070, 

8800180368 Suppi 1 to NRC Into Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves 0 Svo fist encl 

ROSSI.C E Division of Operational Evenls Assessment (Post 870411) 88/08/24. 
Consolidated Edison Co of New York, loc. 122pp 46713.218-46713 219. 

8808230112 NRC Info Notice 88-070, "Check Valve Inservkto Testing Program Deficien- 
cies." Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/29 
Consolidated Edison Co of New York. Inc 123pp 48713 09548713 217. 

8808260402 NRC fnfo Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
T900 A Request for Collection of licensee Radioactivity Measurements Attributed to 
That Event/* Svc list encl. 

ROSSLC.E Division of Operational Events Assessment (Posl 870411). 88/09/01. 
Consolidated Edison Co of New York, Inc. 121 pp, 46712.24446713 004. 

8808300018 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valves " Svc lisl encl. 

ROSSLC.E Division of Operational Events Assessment (Posl 870411). 88/09/02 
Consolidated Edison Co of New York, Inc. 122pp. 46726 00146726.120, 


8808230112 NRC Into Notice 88*070, "Check Valve Inservice Testing Program Deficien 
cies " Svc list encl 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/08/29 
Consolidated Edison Co of New York, Inc 123pp. 46713.095-46713 217. 

8808280492 NRC Info Notice 08 071, "Possible Environ Effect of Reentry of COSMOS 
1900 4 Request for Collection of Licensee Radioactivity Measurements Attnbuledto 
That Event. Svc list encl. 

ROSSI.CE, Division of Operational Events Assessment (Post 870411). 88/09/01 
Consolidated Edison Co, of New York, Inc. 121pp. 46712 244-46713 004, 

8808300018 NRC Info Notice 88-072, "Inadequacies in Design of DC Motor-Operated 
Valves/' Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 8B/09/02 
Consolidated Edison Co. of New York, Jnc. 122pp. 46726 001-46726,123 

8809080339 NRC Info Notice B8-074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA Svc list encl 
ROSSI.CE. Division of Operational Events Assessment (Post 870411), 88/09/14 
Consolidated Edison Co of New York, fnc I22pp, 46824*2 15-46824:336. 

8809120197 NRC Info Notice 08 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuilry " Svc list encl. 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 88/09/16 
Consolidated Edison Co of New York, fnc 124pp 46946:133-46946 252. 

8809130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous' 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co. oi New York, Inc 125pp 46946,253-46947 013. 


DOCKET 50*331 DUANE ARNOLD ENERGY CENTER 


F. Security, medlcaf, emergency A fire protection plan* 

8809140018 Forwards SALP Rept 50-331/07-01 for Mar 1986 * May 1987 
DAVIS, A.B. Region 3, Ofc of the Director. 87/00/31. UU,L Iowa Electric Light & 
Power Co, 3pp 46836:171-46036.202. 


-8800140018 SALP Rept 50-331/87-01 tor Mar 1986 - May 1987. 

Region 3, Ofo of the Director 87/05/31, 29pp, 46038:174-46836:202. 

8809010265 Revised emergency plan Implementing procedures, including Rev 2 to EPIP 
13, Pftnl A Site Evacuation/' Rev 6 to EPIP 3.1, "Onsite Radiological Monitoring A 
f 7 I? 3 % "Offsite Radiological Monitoring." W/880822 Hr. 

SWAILS.S.L Iowa Electric Light A power Co. 08/08/22, 73pp. 46720.227*46720 299 


8809020273 Confirms understanding from 880815 telcon that 880907 agreed upon as 
date for Shear site visit lour of emergency response facilities at plant Outline of areas 
to be reviewed encl, W/o stated encf. 1 

SHAFEfl.W.D. Region 3, Ofo of the Director, 80/08/24, UU»L. Iowa Electric Light A 
Power Co. 3pp. 46746:314-46746 316. 


8809080339 NRC Into Notice 08-074, "Potentially Inadequate Performance of ECCS In 
PYm* exiting Recirculation Operation Following LOCA." Svo hi end. 

ROSSLC E. Division of Operational Evenls Assessment (Post 870411). 88/09/14 
Consolidated Edison Co, of New York, Inc. 122pp. 46824* 21 M6824*m 


^vScFRmi) 0 ^^ Security Plan Changes 10 A 16A,C|ianges withheld H 

ROTHERT.W.C. Iowa Electric Light A Power Co, 88/06/30. Document Control Branch 
(Document Control Desk), 2pp. 46927:243-46927:244. 
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p, Operating license stage documents & correspondence 

63091 20294 Generic Ur 80-14 to all holders of OLs or CPs for nuclear power reactors 
ro instrument air supply sya problems affecting safety-related equipment Svc list end 
M1RAGUA.F J Associate Director for Proiects (Post 670411). B0/OB/O8 Consolidated 
Edison Co of New York, Inc. 41 pp 47065 001*47065.006 

9609120091 Final response to FOIA request for documents Forwards documents listed 
In App A Documents also available In PDR App 8 documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 6) 
GRfMSLEY,DH NRC - No Detailed Affiliation Given. 08/0B/17 CONNOR.L Doc- 
Search Associates. 6pp 46770 060 46770.089 

-8000120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1085, 

AXELRAD.J A Enforcement Staff, IE (Pro 870413) 06/12/13. BLAHA.J t Program 
Support & Analysis Staff, IE (Pre 870413) 13pp. 40770 21 1-46770 223 

9808260005 Advises that Rev 7 to QA program description consistent w/ 10CFR50,App 
B & acceptable. 

WRIGHT, GC Region 3, Ofc of the Director. 88/08/19 UU,L. Iowa Electric Ughl & 
Power Co Ip. 46656.234-46656.234 

8808300328 Application for amend to License DPR-49, revising Tech Specs require 
menia in support of Cycle 10 reload operation. Requests that effective date of amend 
be no earlier than scheduled shutdown on or about 800929 Fee paid. 

ROTHERT.W C. Iowa Electric Light & Power Co 80/08/19. MURLEY,TE. Office of 
Nuclear Reactor Regulation, Director (Post 870411), 1 1 pp 48717.20O*46717 , 317 

“6600300333 Proposed Tech Specs, including Page vll, "List of Figures," revising re- 
quirements In support of Cycle 10 reload. 

• Iowa Electric Light & Power Co 88/08/19. 11pp. 46717*291-46717 301 


8B0B300194 Responds to NRC Bulletin 85 003,Suppl 1 re motor- ope rated valve 
common mode failures during plant transients Uhl has considered selected valves in 
HPCI & RCIC sys in response to suppl, 

ROTHERT,W,C. Iowa Electric Light & Power Co GB/08/15 MURLEY.T.E Office of 
Nuclear Reactor Regulation, Director (Post 870411) 5pp 46697.104*46697 108 

6Q00190195 NRC Into Notice 00 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE.' Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/08/19 
Consolidated Edison Co of New York, Inc I25pp 46690 054 46690 170 


W/ 


8B08 160451 NRC Info Nolice 00 060, "Selpolnt Testing of Preasunzer Safely Valves 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI, CE. Division of Operational Events Assessment (Post 070411), 88/00/22 
Consolidated Edison Co of New York, Inc 121pp. 46702.31 1*40703 070 


6008160368 Suppl 1 to NRC Info Notice 86.040, "Llconsoo Rept of Defective Refur- 
bished Valves Svc list encl 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 00/08/24 
Consolidated Edison Co. of New York, Ino 122pp 46713 218 46713 219 


8609020273 Confirms understanding from 880816 telcon that 880907 agreed upon as 
date for Shear site visit tour of emergency response facilities at plant.Outllna of areas 
to bo reviewed encl W/o stated end 

SHAFER.W.D, Region 3, Ofc of the Director 80/08/24 UU.L Iowa Electric Liahl & 
PoworCo 3pp. 46746.314*46746 316. 


8808230112 NRC Info Notice 88-070, "Check Valve Inservice Testing Program Deficien- 
cies " Svc list encl. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 60/08/29 
Consolidated Edison Co. or New York, Inc 123pp 46713-095 46713*217 


-8808300338 "Supplemental Reload Licensing Submittal for Duano Arnold Energy 
CtMJnlt 1, Reload 9, Cycle 10 ” 

LAMBERT, P E., PENTZIEN.D.C., CHARNLEY.J.S. General Electric Co. 23A5906 R00. 
0B/O6/3O. 15pp. 46717.302*46717.317. 

8809080101 Application for amend to License DPR^G.consIsting of Tech Spec Chango 
225, revising Tech Spec Section 3 2 to reflect setpoints change for uninterruptible AC 
A instrument AC electrical sys undervoltage relays, Fee paid 
ROTHERT.W.C, Iowa Electric Light & Power Co 80/08/29. MURLEY.T E. Office of 
Nuclear Roactor Regulation, Director (PobI 870411), 12pp. 46797.124*46797,141 


8600260492 NRC Info Notice 80 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list encl. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 88/09/01. 
Consolidated Edison Co. of New York, Inc 121 pp 46712-244-46713 004 

8608300016 NRC Info Notice 88 072, "Inadequacies In Dosign of DC Motor-Operated 
Valves" Svc list encl. 

ROSSI, C.E Division of Operational Events Assessment (Post 0704 11). 88/09/02. 
Consolidated Edison Co. of New York, Inc 122pp 46726 001-46726 123 


-8809060106 Proposed Tech Spec s,revl sing setpoints for uninterruptible AC & Instru- 
ment AC electrical sys undorvollago relays, 

* Iowa Electric Light & Power Co, 68/08/29, 5pp. 46707.136-46797.141, 

8809080094 Forwards Justification for continued operation w/toss-of* offsite-power/ 
LOCA analysis which does not consider loss of 125 volt dc power & revised integrat- 
ed plan schedule, per 880826 request. 

ROTHERT.W.C. Iowa Electric Light & Power Co. 88/08/31. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 9pp. 40794*211-46794-219, 

8889120048 Confirmatory action Hr re LOOP/ LOCA analysis which does not consider 
loss of 126 volt dc power source.lasuance of confirmatory action Itr does not preclude 
issuance of order requiring Implementation of action. 

DAVIS, A B. Region 3, Ofo of the Director. 88/09/02. LIU,L Iowa Electric Light & 
Power Co. 2pp, 46813:200-46813:297. 

6609190332 Application for amond to License DPR-49,rev)8lng Toch Specs to rolled 
mods made as part of DCRDR & make administrative changes to Tables 3 2-F.3.2* 
H.4 2-F & 4 2*H Fee paid. 

ROTHERT.W.C. Iowa Electric Light & Power Co. 88/09/02. MURLEY.T E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 9pp. 46803.314*40803-333. 

-8609190336 Proposed Tech Specs re mods to DCRDR, 

* Iowa Electric Light & Power Co. 80/09/02 1 1pp 46893*323-46893.333 

361*9200369 Notifies that util modifying accelerated stability testing portion of QA re- 
quirements for diesel generator fuel oil to provide for add I .confirmatory accelerated 
stability test & extend fuel oil replacement lime limit 

ROTHERT.W.C. Iowa Electric Light & Power Co, 80/09/13. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 469 11. 250-4691 1*251. 

0809220267 Confirms 860916 meeting in Glen Eliyn.IL re long-term problem of MSIV 
leakage at facility & valve leak rate testing & program for repair of valves as required 
during Oct refueling outage. 

GREENMAN.EG. Region 3, Ofc of the Director. 88/09/14, LIU.L. Iowa Electric Light 
& Power Co Ip. 46927:233 46927:233. 


0809200359 Responds to NRC Bulletin 08-005, "Nonconforming Malls Supplied by 
Piping Supplies, inc (PSI), .8 West Jersey Mfg Co (WJM) Thirty-eight flanges sup 
pllod by WJM No llangos supplied by PS! or Chows Landing Motel Mfg, Inc, 
ROTHERT.W.C. Iowa Electric Light & Power Co. 88/09/12. MURLEY.T E. Office of 
Nuclear Reactor Regulation, Director (Post 870411) 7pp, 46916 091-46916 097 


0809080339 NRC Info Notice 00 074, "Potentially Inadequate Performance of ECCS In 
PWRa During Recirculation Operation Following LOCA " Svc list encl 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 88/09/14, 
Consolidated Edison Co, Of New York, Ino 122pp 46824-216 46824*336, 


6809120197 NRC Into Notico 00-076, "Disabling ol Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry." Svc list encl, 

ROSSI, C.E. Division ol Operational Events Assessment (Post 070411) 88/09/16. 
Consolidated Edison Co of New York, Ino. I24pp 48946*133 46946.252. 


8809220259 Forwards safety evaluation supporting action to extend certification of all 
NDE personnel from 3 yrs to 5 yrs.por (nservlco Insp relief Request NDE-008 on 
880115 

PERKINS, KE Project Directorate 111-3. 80/09/16 UU,L Iowa Electric Light & Power 
Co. 2pp 46930.052-46930 055, 


•8809220270 Safety evaluation supporting extension of certification for Level 111 NDE 
examiners from 3 yra to 5 yrs.per 8801 15 request 

* Office of Nuclear Reactor Regulation, Director (Post B70411) 88/09/16. 2pp 
46930 054-40930.055. KK 


8809 130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list oncl. 
ROSSt.C E. Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co of New York, Inc 125pp 46946 263 46947.013, 


R. Periodic operating reports & related correspondence 


8809220269 Forwards safety evaluation supporting action to extend certification of all 
NDE personnel from 3 yr8 to 6 yrs,per Inservice insp relief Request NDE 006 on 
8 00 1 16 

PERKINS, K.E Project Directorate Il!*3. 88/09/16, LIU,L. Iowa Electric Light & Power 
Co. 2pp 46930:052-46930055. 

-8809220270 Safety evaluation supporting extension of certification for Level 111 NDE 
examiners from 3 yrs to 5 yra, per 8001 1 5 request, 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 80/09/16. 2pp 
46930,064 46930.055. 

B80922Q277 Clarifies NRC position on consideration of postulated electrical failures In 
1OCFR6O.40.ECCS analyses at util per 880825 A 0909 telcons.Llsted Info requested 
HAIL.J.R. Project Directorate HI-3, 88/09/20, UU.L. Iowa Electric Light & Power Co. 
6pp. 46927:131-46027.136. 


Q. Inspection reports, IE Bulletins & correspondence 

8809140016 Forwards SALP Rept 50-331/87*01 for Mar 1986 - May 1987 
DAVIS, A.B Region 3, Ofo of the Director 87/08/31. LIU,L. to v i Electric Light & 
Power Co. 3pp, 46838:171-46636:202, 

-8809140016 SALP Rept 50-331/87*01 for Mar 1986 * May 1987. 

* Region 3, Ofo of the Director. 07/05/31. 29pp, 46836:174-46836*202. 


0009010112 "Semiannual Radioactive Effluent Releases, 800101-0620, " W/ 080817 Itr. 
HANNEN,R L. Iowa Electric Light & Power Co 88/00/28. DAVIS, A.B. Region 3, Ofc 
of the Director. 20pp. 46740 001*46740.020. 


S. Reportable occurrences, LERs & related correspondence 

8809310097 LER 80 01 1*00, on 880807 .Inadvertent primary containment Isolation sys B 
Group III isolation & standby gas treatment sya B Initiation occurred while trying to 
locale source of electrical ground Caused by procedure error.W/880024 Itr. 

SMITH, B.K., HANNEN.R.L Iowa Electric Light & Power Co 88/08/24 DAVIS, A B. 
Region 3, Ofo of the Director, 6pp 40699.220-46699:224, 

8809080120 LER 80-OtO-OO.on 880805, RWCU sys isolated on high ambient room 
temp Caused by Inadequate room ventilation In conjunction w/hlgh outdoor air 
temp. Automatic functions verified & steam leak lnvestigated.W/880831 Itr, 
AXLINE.J.S,, HANNEN.R.L. Iowa Electric Light & Power Co 80/08/31, DAVIS. A B. 
Region 3, Ofc of the Director. 6pp. 46796.270-46796 276 

8809130297 LER 88-01 0-00:on 880005 & 23, RWCU sys Isolated due to high ambient & 
differential room temps.Caused by Inadequate room ventilation in conjunction w/high 
outdoor air temp, Automatic function verified & checked for steam leati.W/000831 fir, 
AXLINE.J.S, HANNEN.R.L. Iowa Electric Light & Power Co. 88/08/31, DAVIS, A.B 
Region 3, Ofc of the Director. 6pp. 46834,176-46834:183, 
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6609140339 LER 88 009-00 on 680803, fire watch surveillance missed Caused by mis- 
communication between control room personnel & discoverer of inadequate 
generations Surveillance procedure being rewritten to provide corract/timsly info W/ 
880902 ltr, 

MILLER.L D , HANNEN.RU Iowa Etectnc Ught & Power Co 68/09/01. DAVIS, A B 
Region 3, 01c of tha Director 4pp 46846 t66 46846 169 


6B0 9010160 Forwards application for amend to License DPR-59,changlng Tech Specs 
as result of mods to standby liquid control sys to ensure mfn flow capacity & boron 
content equivalent to 86 gpm 

BRONS.J C New York Power Authority (formerly Power Authority of the Slate of New 
York) 00/08/24 Document Control Branch (Document Control Desk) ?w> 
46721,316 46721 333 ^ 


V. Operator Examinations 

0809140016 Forwards SALP Rept 50-331/87-01 for Mar 1986 - May 1937, 

DAVIS, A B Region 3, Ofc of the Director. 87/00/31 LRJ.L Iowa Electric Light & 
Power Co. 3 pp 46836 171-46836 202 

-8809140019 SALP Rept 50-331/87-01 for Mar 1986- May 1987 
# Region 3. Ofc of the Director 87/06/31 29pp 46836174 46836 202 

8833300200 Confirms arrangements for wntten & ora! exams scheduled for wk of 
QB1219,per tefcon.EncI 1, ,J Re1 Matl Requirements for Reaclor/Senlor Reactor Opera- 
tor Licensing Exam,*’ will have to be furnished prior to exam In order to meet sched- 
ule 

WRlGHT.G.C Region 3, Ofc of the Director 88/08/23, LIU.L Iowa Electric Ught & 
Power CO 1 0pp , 4 6698, 263 4 6698 2 72. 

8809150022 Submits licensee schedule of best estimates for operator licensing exams 
& requahficatfon exams for FY89 92 per Generic Ur 88-13 

ROTHERTiW.C Iowa Electric Light 3 Power Co 68/09/09, HANNON, J NRC - No 
Detailed Affilralion Gwen, 3pp 46864 315-46664:317 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

0808260049 Provides clarification of Item 88 0B 02 re use of computer dose assess- 
ment sys, per NRC 860707 Ifr re Annual Emergency Preparedness Exercise Rept 60* 
33/88-08 Use of manual" dose projection calculation during 880517 exorclso appropri- 
ate, 

CONVERSE, R J, New York Power Authority (formerly Power Authority of tha State of 
New York), 88/08/18, Document Control Branch (Document Control Desk), Ip 
46958 232 46656 282 

8808290077 Forwards FEMA post-exercise assessment of 871215 plant exercise of ra- 
diological emergency plans of State of NY, FEMA considers offsite radiological emer- 
gency preparedness adequate to provide reasonable assurance 
EBNETER.SD. Region 1, Ofc of the Director 88/08/19 CONVERSED J. New York 
Power Authority (formerly Power Authonty of the State of New York), 2pp. 466B4.326- 
46085039, 

— 8808290080 "Post* Exercise Assessment 871 2 15, Exercise of Radiological Emergency 
Preparedness Plans of State of NY & Oswego County for New York Power Authority 
* Federal Emergency Management Agency. 8B/0B/O3, 72pp, 466B4 328 46635039, 

8809070475 Ack receipt of 880808 response to NRC 680707 ftr re actions taken to cor- 
rect violations noted in Insp 50-333/8B'D7 

BELLAMY, R.R Region 1, Ofc of the Director BB/08/30 CONVERSED, J New York 
Power Authority (formerly Power Authority or the State of Now York) 2pp. 46773 193- 
46773 196 


-8809010161 Application for amend to License DPR-59, changing Tech Specs as result 
of mods to standby liquid control sys to ensure min flow capacity & boron cement 
equivalent to 86 gpm of 13 weight percent sodium pentaborate solution 
BRONS.J C New York Power Aulhonty (formerly Power Authority of the State of New 
York), 88/08/24 2pp, 46721 318-46721.319 

-8809010109 Proposed Tech Specs re slandby liquid control sys 
’ New York Power Authority (formerly Power Authority of the State of New York) 88/ 
06/24, 1 4pp, 46721 320-46T21 .333. 

8809010286 Forwards Amend 115 to License DPR-59 & safety evaluation Amend re- 
vises Tech Spec re spiral core olf-toad/on-toad refueling 

ABELSON.H, Project Directorate 1-1, 88/00/26, BRONS.J.C Now York Power Author- 
ity (formerly Power Authority of the State of New York) 3pp 46720 082 43720,105 

“8809010289 Amend 115 to License DPR-59, changing Tech Specs re spiral core off 
foad/on toad refueling, 

CAPRA.R.A Project Directorate 1-1 80/08/26 18pp 46720 0B5-46720 102 

-0809010290 Safety evaluation supporting Amend 1 15 lo License DPR-59 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/26 3pp, 
46720:103 46720 105. 

8009150283 Forwards fees for 880824 applications for amends to License DPR 59 re 
degraded vollage proteclion sys & slandby liquid conlrol sys, respectively Fee paid 
BRONS.J C. New York Power Authority (formerly Power Authonty of the Stale of New 
York). 88/09/08 Document Control Branch (Document Control Desk) ?pp 
46649 352-46849 353 

3809190391 Forwards application for amend to License DPR -59 ^hanging Tech Spec 
Tables 3 1-1 & 3 2*1 to delete requirement for reactor scram on MSIV closure In refuel 
& startup modes. Fee paid. 

BRONS.JC, New York Power Authority (formerly Power Authority of the State or New 
York). 88/09/13 Document Control Branch (Document Control Desk) 3«> 
46899 059-46899.074 

-8009190393 Application for amend to License DPR 59, revising Tech Spec Tables 3 1- 
1 & 3 2-1 to delate requirement for reactor scram on MSIV closure In refuo! & Blartup 
modes. 

BRONS.J.C New York Power Authonty (formerly Power Authority of the State of New 
York) BB/09/13 ip 46899 062'46899.062, 

-8809190394 Proposed Tech Specs Tables 3.1-1 & 3,2-1 .deleting requirement of roac- 
tor scram & main steam tine Isolation functions for refuel & startup modes 

* New York Power Authority (formerly Power Authority of the State of New York) 06/ 
09/13 12pp. 46899-063 46899 074 


Q. Inspection reports, tE Bulletins & correspondence 


8809290300 Forwards summary of current restrictions contained in either Tech Specs or 

S lant procedures & Identifies emergency action levels, per 680902 request to review 
umcane-related actions for plants 

CAPRA, R A. Project Directorate 1-1. 88/09/07. BOGER.B Project Directorate 1-1 5pp. 
46999*252-46999-256, 


p. Operating license stage documents & correspondence 

8008120294 Generic Ur 88 14 to a)) holders of OLs or CPs for nuclear power reactors 
re Instrument atr supply sys problems affecting safety related equipment Svc list end 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411) 88/00/08 Consolidated 
Edison Co. of New York, Tno, 41 pp 47065,001-47065,006 

8808300028 Forwards Info In support of util 860816 response lo Generic Ltr 88-01 re 
IGSCC program at plant.fncluding Rev 1 to SIR-87-015, “Welds II Residual Stress 
Analysis of Resistance Heating Stress Improvement Welded Pipes " 

BRONSJC. New York Power Authority (form arty Power Authority of tha State of New 
York), 88/08/19, Document Control Branch (Document Centro] Desk), i0pp 
4 B696* 153*46696 243 

“8008300037 "Welds II Residual Stress Analysis of Resistance Heating Stress Improve- 
ment Welded Pipes," 

STONESIFER.R.B., KUO, A, GIANNUZZI.A J. Structural Integrity Associates SIR 87- 
015 R01 87/08/31, 53pp. 46698.163 46696 215, 

-0600300048 "Experimental Determination of Through-Wall Residual Stresses in 28 
Inch Outside Diameter Stainless Steel Pipe Second Prpe" 

WOLFE, <3 K , BRIGGS, E.M Southwest Research Institute, 87/05/31 20pp, 

46696 216-46896*243. 

6809010076 Forwards application for amend to License DPR-59, reflecting mods to 
emergency electrical bus degraded voltage protection sys 

BRONS.J.C. New York Power Authority (formerly Power Authonty of the State ol New 
York). 88/08/24, Document Control Branch (Document Control Desk). 2pp. 
46743:143-46743.157. 


8808260049 Provides clarification of Item 88 08-02 re use of computer dose assess 
ment sys, per NRC 880707 ltr re Annual Emergency Preparedness Exercise Rept 50 
33/08 Oe.Use of manual dose projection calculation during 080517 exercise appropri 
ate. 

CONVERSE, R J New York Power Authority (formerly Power Authority of the Slate of 
New York) 88/08/18, Document Conlrol Branch (Document Control Desk) Ip 
46658 282 46658 282. 


8808260393 Forwards Insp Rept 60-333/88-12 on 880618-0807 & notice of violation, 
WENZINGER.E C, Region 1, Ofc of the Director 88/00/18 CONVERSE RJ Now 
York Power Authority (formerly Power Authority of the State of New York) 2pp 
46654*137-46654 149, 


“8808260395 Notice of violation from Insp on 880618 0807 Violation noted failure lo 
complete required Tech Spec surveillance test Identified, 

* Region 1, Ofo of the Director. 88/08/18 Ip 46654 139-46654.139 

-*8808260400 Insp Rept 50-333/88-12 on 880618-0807 Violations noted. Major areas 
Inspected previous Insp findings, LERs review, operational safely 
verification, surveillance observations, malnt observations & review of periodic & spe- 
cial repts 

JOHN SON, J R Region 1, Ofc of the Director. 88/08/17. 10pp 46064.140-46654,149, 

8808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding Jn HFA Relays 
Mte by GE." Svc list end 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co, ol New York, Inc, 125pp. 46690,054*46690.176. 

6609010299 Forwards comparison of calculated Inadvertent operation requirements, In 
response to IE Bulletin 85-003 Program completion repl for scope of bulletin will be 
submitted within 60 days following completion of 1988 outage. 

CONVERSE, RJ New York Power Authority (formerly Power Aulhonty of the State of 
New York) 88^08/19. Document Control Branch (Document Control Desk) 3pp 
46746 098-46740*100 


-8609010114 Application for amend to License DPR-59, reflecting mods to emergency 
electrical bus degraded voltage protection sys 

BRONS.J.C. New York Power Authonty (formerly Power Authority of the State of New 
York). 08/08/24. Ip, 46743:145 46743.145, 

“8809010117 Proposed Tech Specs changes re second time defay for actuation of de- 
graded voltage protection sys, 

f New York Power Authority (formerly Power Authonty of the State of New York) 88/ 
08/24. 12p p. 48743:146-46743:157. 


9808160451 NRC Info Notice 88-068, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411), 88/06/22. 
Consolidated Edison Co of New York, Inc, 121pp 46702,311-46703.070, 

8808100368 Suppl 1 to NRC Info Notice 88-048, ‘licensee Rept of Defective Refur- 
bished Valves 11 Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/08/24 
Consolidated Edison Co of New York, Jnc 122pp, 46713*210-46713:210 
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8809010281 Responds to NRC Bulletin 88 005 & Suppls 1 & 2 No WJM or PSI supplied 
matt furnished for facility for use in safety- related sys 

CONVERSED J New York Power Authority (formerly Power Authority of the State of 
New York) 88/08/25 Document Control Branch (Document Control Desk) 2pp 
46742 010-46742 01 1 


8808230112 NRC Info Notice B8-Q70, "Check Valve Inservice Testing Program Deficien- 


cies 11 Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 60/00/20 
Consolidated Edison Co of New York, Inc. 123pp 46713,095 46713 217 


8809070475 Ack receipt of 800008 response to NRC 080707 llr re actions taken to cor- 
rect violations noted in Insp 50-333/88 07 

BELLAMY, R.R Region 1, Ofc of the Director 88/08/30. CONVERSE, RJ. Now York 
Power Authonty (formerly Power Authority of the State of New York). 2pp 46773 193- 
46773 196 


8809130125 Responds to violations noted In Insp Rept 50-333/80-10. Corrective 
actlons.slte QA superintendent counseled on importance of meeting Tech Spec audit 
commitments 

CON VERSE, R New York Power Authority (formerly Power Authority of the State of 
New York) 88/08/31. Document Control Branch (Document Control Desk). 2pp 
46833 315-46033 316 


8808260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1600 & Request for Collection of Licensee Radioactivity Measurements Attributed to 

Thai Event. Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/01. 
Consolidated Edison Co. of New York, Inc. 121pp. 4671 2 244-46713-004. 


8606300018 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Operated 


valves, ovc nsi eiiui. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411) 08/09/02 
Consolidated Edison Co, of New York, Inc. 122pp. 46726.001-46726:123 


8609190041 Forwards request for relief from hydrostatic tost requirements tor HPCl & 
R C1C steam supply & exhaust piping in inservlce Insp program tor welds & supports 
BRONS.J C. New York Power Authority (formerly Power Authority of the State of New 
York) 88/09/09, Document Control Branch (Document Control Desk), 8pp 
4688O.263-46008'268. 


8809190048 Forwards safety evaluation supporting util 000326 request for relief from 
frequency of augmented insp of feedwater nozzle/sparger.Requost for mod of fre- 
quencies of visual & liquid insps denied 

ABELSON.H, Project Directorate 1-1. 80/09/13. BRONS.J C New York Power Author- 
ity (formerly Power Authority of the Slate of New York) 2pp 46805,117 46895:124. 

-8009190050 Safety evaluation supporting util 880325 request to red 
uency for feedwater nozzlo/spargor.lnsps may bo performed 
age. Request to modify frequency of visual & liquid penetra 
of Nuclear Reactor Regulation, Director (Post 870411). 

46895.1 19-46B95 124. 


snsp freq 
ellng out 
* Office 


uce augmented 
every third refu- 
el Insps denied. 
88/06/13. 2pp, 


8809080339 NRC Info Notice 88-074, "Potontlally Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 670411). 00/09/14, 
Consolidated Edison Co of New York, Inc. 122pp 46824*21 5*46824.338 


8809260192 Responds to NRC Bulletin 68-007, "Power Oscillations In BWRs 11 Actions 
required bv Bulletin 80 007 completed for plant. , . 

CONVERSE, R.J New York Power Authority (formerly Power Authority of the Slate of 
New York) 8B/09/15. Document Control Branch (Document Control Desk) 2pp 
46957:286-46957:287. 


8009120197 NRC Info Notice 08-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/09/16. 
Consolidated Edison Co. of New York, Inc, 124pp. 46946:133 46946*252, 


8809260206 Responds to NRC 860818 Itr re violations noted In Insp Rept 50-333/80- 
12,Correct(ve actio ns*conlrol room operator responsibility to ensure surveillance com- 
pleted emphasized to all operators 4 ^ . 

CONVERSE.RJ. New York Power Authority (formerly Power Authority of the State of 
New York). 88/09/16, Document Control Branch (Document Control Desk). 3pp 
46945*346-46945:348. 

8809130350 NRC Info Notice 08-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc lid end. 
RQSSI.C EE. Division of Operational Events Assessment (Post 870411} BB/09/19. 
Consolidated Edison Co. of New York, Inc. 125pp 46946.253-46947*013. 


V. Operator Examinations 

8809140165 Forwards dates for operator licensing exams & schedule (or requ allocation 
exam per Generic Ltr 88-13 

CONVERSE, R J New York Power Authority (formerly Power Authonty of the State of 
New York) 08/09/02, HANNON, J, Operator Licensing Branch 3pp 46840.290 
46040 292 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8808260228 Foiwards SALP Repts 50-334/87-99 & 50-412/07-99 for Mar 1987 - May 
1980. Meeting at site emergency response clr to discuss assessment will be sched- 
uled by separate correspondence 

RUSSELL, W.T. Region 1, Ofc of the Director 88/08/17 SIEBER.J D. Duquesne light 
Co, 2pp 46656 307-46656*355. 

-8800260235 SALP Repts 50-334/87-99 & 50 412/87-99 for Mar 1987 - May 1988. 

* Region 1, Ole of the Director. 08/00/17 47pp, 46656 309 46656*355 

8808280058 Forwards Rev 5 lo Issuo 4 of plant physical security plan Rev withheld (ref 
10CFR2.790(d) & 73.21) 

SIEBER.J D, Duquesne Light Co 80/08/10 Document Control Branch (Document 
Control Desk) 2pp. 46656 280 46656*289. 


P, Operating license stage documents & correspondence 

8608120294 Generic Llr 00-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end, 
M1RAGLIA.F.J. Associate Director for Projects (Post 870411), 88/08/08 Consolidated 
Edison Co. of Now York, Inc 41pp. 47065 001-47065.000 

8009120091 Final responso to FOIA request (or documents Forwards documents listed 
In App A Documents also available in PDR. Add B documents totally withhold (ref 
FOfA Exemption 5), App C documents partially withheld (ref FOIA Exemption 5), 
GRIMSLEY.D.H NRC - No Detailed Affiliation Given. 88/08/17 CONNOR, L. Doc- 
Search Associates, Gpp 46770,060-46770:000 

-6809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1985, 

AXELRAD.JA Enforcement Staff, IE (Pre 070413) 06/12/13 BLAHA.J L. Program 
Support & Analysis Staff, IE (Pre 870413). 13pp. 46770:21 1-46770,223. 

8800300004 Informs that 600531 rosponse fulfills requirements In Generic Ltr 88 05, 
"Boric Acid Corrosion of Carbon Steel Reactor Boundary Components In PWR 
Plants," Records of leakage monitoring program should be maintained. 

TAM.P S. Project Directorate I 4. 00/00/24. SIEBER.J D, Duquesne Light Co. 2pp 
46693.355-46693.356 

8809200007 Forwards application for amend lo license DPR 66, adding Incore therm- 
couples 81 roactor veasoi level Indicating sys to accident monitoring Instrumentation 
lablos Fee paid 

SIEBER.J D. Duquesne Light Co 88/09/07 Document Control Branch (Document 
Control Desk) 2pp. 46900*321-46900*328 

-8809200013 Application for amend lo License DPR-66,addlng incore thermocouples & 
reactor vessel level Indicating sys to accident monitoring Instrumentation tables, 
SIEBER.J. D Duquesne Light Co, 00/09/07, 2pp 46900.323-46900,324, 

-8009200102 Proposed Tech Specs, adding Incoro thermocouples & reactor vessel level 
Indicating sys to accident monitoring instrumentation tables, 

• Duquesne Light Co 88/09/07. 4pp, 46900*326 46900.328, 

8009200247 Grants 080718 request lor withholding WCAP-10170 Suppl 7, "WeBtlng- 
house SPDS Design & V-t-V Process lor Beaver Valley Unit 1” from public disclosure 
(ref 10CfFt2.?g0j, 

TAM.P.S Project Directorate 14 88/09/12 SIEBER.J.D, Duquesne Light Co. 3pp 
46900-274*46900*276, 

8809220264 Forwards corrected Amend 129 to License DP R-66, consisting of Figure 
5.1-1 re radioactive effluents due to administrative error. 

TAM, PS. Project Directorate 14. 88/09/15 SIEBER.J.D. Duquesne Light Co, 2pp 
46927.138-46927:140. 


R. Periodic operating reports A related correspondence 

6809020236 "JA Fitzpatrick Nuclear Power Plant Effluent & Waste Disposal Semiannual 
Rept, Jan- June 1980 " W/B80825 Itr. . . , _ 

CONVERSE.RJ. New York Power Authority (formerly Power Authority of the State of 
New York). 88/08/25, 22pp. 46747.118-46747:139. 

8809140427 Monthly operating rept for Aug 1988 for Fitzpatrick Nuclear Power Plant W/ 
880906 Kr. 

COOK.J.. CONVERSE.RJ New York Power Authority (formerly Power Authority of the 
State of Now York). 88/08/31, 6pp. 46838:176 46838,160. 


B, Reportable occurrences. LERs A related correspondence 

8009080276 Summary of Operating Reactor Events Meeting 88-35 on 880830, Including 
summary of reactor scrams for wk ending 880828. Significant event Identified for Input 
to NRC Performenance indicator Program. < - 

JAUDON.J.P. Events Assessment Branch. 86/08/30. ROSSI.C E. Division of Oper- 
ational Events Assessment (Post 870411). 15pp, 46800:289-46800,303 

8009200236 LER 88-007-00:on 88081 6, pipe supports for RHR/LPC1 pump min flow 
lines not Installed follwing malnt Caused by failure to properly Implement written pro- 
cedures required by Tech Spec 6 8 A.Supports Installed w/080914 Itr 
CHILDS, W V., CONVERSE.RJ New York Power Authority (formerly Power Authority 
of the State of New York). 88/09/14. 5pp. 46912.350-46912.354 


—8809220326 Corrected Amend 129 to License DPR-68, reflecting ref to Figure 6.1-1 re 
radioactive eflluents due lo administrative error, 

- Project Directorate I 4, 86/09/15. Ip. 46927:140 46927*140. 


Q. Inspection reports, IE Bulletins & correspondence 

8800260226 Forwards SALP Repts 50 334/07-99 & 50 412/87-90 for Mar 1087 - May 
1968 Mealing at site emergency response clr lo discuss assessment will be sched- 
uled by separate correspondence 

RUSSELL, WT. Region 1, Ofc of the Director 88/06/17. SIEBER.J.D. Duquesne Light 
Co. 2pp. 46656:307-46656,355 

-B80B260235 SALP Repts 60 334/87-99 & 60-412/87-99 for Mar 1987 - May 1980. 

* Region 1, Ofo of the Director. 88/08/17. 47pp 46056*309-46656*355, 

8608190195 NRC Info Notice 88-069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE " Svc list end, 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 80/06/19 
Consolidated Edison Co. of New York, Inc, 126pp 46690.054*46690*178 

6808300201 Notification of SALP Mgl Meeting 88-134 on 880931 In ShippIngport.PA. 
TRIPP, LE. Region 1, Ofc of the Director 88/08/19. STELLO.V. Ofo of the Executive 
Director for Operations MURLEY.T E, Office of Nuclear Reactor Regulation, Director 
(Post 870411) 2pp 46693*343-46693*344. 
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8&081BQ451 NRC Info Notice 88 088, "Sefpomt Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hvdraulic Assisi Devices " Svc list encl 
HOSSl.C £ Division of Operational Events Assessment (Rost 870411) 86/08/22 
Consolidated Edison Co of New York, tnc 121 pp 46702 31 1 46703 070 

8808180368 Supp} 1 to NRC Info Noltce 68 048, ‘‘Licensee Rept of Defective Refur- 
bished vatvos “ Svc list encl 

ROSSI CE Division of Operational Events Assessment {Rost 070411) 68/08/24 
Consolidated Edison Co of New York, tnc 122pp 46713 219 46713 219 

88D8230112 NRC Info Notice B8-070, “Check Valve fnservice Testing Program Deficien 
cies ” Svc list encl 

ROSSl.C E. Division of Operational Events Assessment (Post 870411) 68/08/29 
Consolidated Edison Co of New York, Inc 123pp 46713 095 46713 217. 

8808260492 NRC Info Notice 88 071 , ’'Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Evenl " Svc list encl 

ROSSl, CE Division of Operational Events Assessment (Posl 870411) 00/09/01, 
Consolidated Edison Co of New York, fnc 12tpp 46712 244-46713 004 

8808300019 NRC Info Notice 88 072, "Inadequacies (n Design of DC Motor Operated 
Valves “ Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/09/02 
Consolidated Edison Co of Now York. Inc 122pp 46726 001-46726 123 

8809140214 Responds to NRC BQ0803 Hr re violations noted in fnsp Rept 50 334/88* 
21 Comeclive actions wire nut for valve MOV*Sf 885B replaced w/quafified compres- 
sion cnmp connector on 8805 12 via maint Work Request 883020 
SfEBER.J D Duquesno Light Co 68/09/02 Document Control Branch (Document 
Control Desk) 3pp. 46845 $04 46845 206 

80O913OOBO Forward's safety evaluation supporting 871110 request for relief from exam 
requirements for pressurrzer surge fine NRC has determined that requirements Im- 
practical for items for which relief being granted 

STCLZ.J F Project Directorate f 4 86/09/06 SIEBER.J D Duquesne Light Co, 2pp 
46628282-46323 286 K 

-'8809130104 Safety evaluation supporting util 671110 request for relief from fnservice 
insp requirements 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 68/09/06 3pp 
46B28 284-46828 286 


-8000260235 SALP Repls 50 334/07-99 & 50 412/07-99 )or Mar 1987 - Maw 
• Region 1, Ofcof the Director 80/08/17 47pp 46056 309 46656,355 y yeo 

8009200302 Requests listed clarifications ro status of D Hold senior roactor Cli «,,ih 
35 days of receipt of Ur L Wlimri 

ROE.JW Division of Licensee Performance & Quality Evaluation (Post B70dm 
09/12 SIEBER.J D Ouqunsne Light Co 6pp 46&1 1 33 1 -469 fl -335. 67041 «/ 

8009200063 Forwards proposed operator licensing exam schedule & wooosnd 
canon exam schedule, per Generic Ur 86-13 proposed /equal, fr 

SIEBER.J.D Duquesno Light Co 00/09/13 Document Control Branch (Docum** 
Control Desk) 3pp 46005 199 46905 201 cn < U0Clj nien1 


DOCKET 00-335 ST. LUCIE PLANT* UNIT 1 


F Security, medical, emergency & fire protection plane 


0809200354 Change Nolico 1 to flov 16 to radiological 
CONWAY.W F Florida Power & Light Co 00/07/26, 


. , plan.W/ 890915 Itr 

469 f3 060-46013 263 


0800260518 Forwards Insp Repts 50 336/GO 20 & SO 309/00-20 on 800003 VintoJ/cm 
noted fn rept tinder consideration for escalated enforcement action enforcement con 
ference scheduled for 000906 m wn 

GRACE, J N, Region 2, Ofc of the Director 00/08/19 CONWAV.W.F Florida PowmA 
Light CO, 2pp 46654 167 46654 169 m ™ wor& 

“0808260519 Partially Withheld Jnsp Ropta 50-335/08 20 A 50*389/00-20 on 8B0801 
(ref 10CFR2 790 & 73 21) Violations noted, Major aroas inspected clZm stances Lr 
rounding failure to control accoss to vital am circumstances sur 

MASNVk.OM, MCGUIRE, D,R, Rogion 2, Ofc of the Director 
46654.169 46654.169 

8989130238 Ack receipt al 'scenario for plant rodiologlcol omorgoncy preparedness ex 
erc^o scheduled for 800927.Submlllaf lulnils roqulromonta for annual offsite excer 

IC L g L ^cb D , 2 73 C, il D 0 3 , d'. , f73 D,rOC,0r 00/00/20 C0N «^' 


80/00/16 Ip 


8009190379 Forwards environ qualification enforcement conference rept on 880812 re 
Insp Repts 50 334/08 21 & 50*334/86-12 

MARTINJ T Region 1, Ofc of the Director 8B/Q9/07 SIEBER.J D, Duquesne Light 
Co 2pp 46890 275 46098 326 S y 

-8809190384 Environ qualification enforcement conference rept on 6B0812 Major 
areas discussedconcems about environ qualification continental cable 4 containment 
high range radiation monitors & wmng inside Umitorque motor-operated valves, 
DURR.JP Region 1, Ofc of thn Director 80/09/01, 60pp. 46698 277-46898 326 

8B09220099 Responds to NRC 080812 Hr re violations noted in Insp Repts 50-334/00- 
22 & 50 4 12/ 88- 16 Corrective actions replacement ot tray & conduit 

covers, e s tab! is hm e nt of action plan to correct any similar situations 4 LER 8B-013 
Issued 

SiEBERJ O Duqiresne Ughl Co 80/09/12. Document Control Branch (Document 
Control Desk) 4pp 46926 184-46926 187 

^RC ,nf0 88 °74. “Potentially Inadequate Performance of ECCS in 
PWRa Du nng Recirculation Operation Foliowing LOCA " Svc list encl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/09/14, 
Consolidated Edison Co of New York, Inc 122pp 46824 215 46824 336 

8809120197 NRC fnfo Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry ” Svc list encl 

ROSSI.C E Drvfsion of Operational Events Assessment (Post 870411) 80/09/16. 
Consolidated Edison Co of New York, Inc 124pp 46948 133 46946 252, 

8809130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous* 
!? Dasl 9 n Secondary Containment Pressure Control" Svc m end 
ROSS .CE Dwfs'on of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co of New York, Inc 12Spp, 46946 253 46947 013 1 

R Periodic operating reports 4 related correspondence 

Sfl fe8Da28 Ur ,,S0m{an^lJa, f,0dt °acbve Effluent Release Rept for Rrfll Half of 1988 11 W/ 
SIEBER.J D Duquesne Lfflht Co 88/06/30 73pp 4B772 D20 46772J91 

0$O9'Q?O37O "NPDES Discharge Monitoring RopUul 1988 " W/880326 Itr 
DRUG A, R J. Duquesne Ught Co B8/07/31 VARGA,SA, Offce of Nuclear Reactor 
Regulation, Director (Post 870411), 21 pp, 46783 244*46763.264, neautor 

“un“ 0 i1 4 2weeo^i 0 ff lln9 Wp ' s ,0f Au9 1988 ,or B6aver va,l0 y p0W6r Slalfa " 

86919 M's* A ' SieBER,JD Dlj quesne Ughl Co 88/03/31 9pp 46919:857- 



L^C0 J aV°&feI-4690r3M OC Or ' ' r ° /00/30 ’ C ° WaY ’ W - F F,ortd « « 

Rev 0 to Emergency Plan Implomenllng Procedure 1301, “Notification of 
Oftei e Emergency Organization 11 W/BBOflOl itr, y * )D " w 

CONWAY.W.F, Florida Powor A Light Co 0B/00/01 6pp. 40030 070 46030,086 

**£H!n* Ct i n,, . rms 80 °9° 8 pnforcomonl conforonco re fnattontivonoss of guard 

‘X'ondoos.summanr & handout onctU 

09/09/09 C0NWA * W * 

(uaMcaFon plan Roy revises corporate 
(rof 10CFR73 2t & 2 790). 
Document Control Branch (Docu 

!" Sp R°P'i> 50-335/08 10 & 60 309/50-10 on 080001-06 4 nollce 
° m comm[1rT10nt matJt] Hcenaoo roproaontative & dis 

4 < UghK1o’ 2pp^4^900^27!40 < 900^47^ OC ^ Or ’ 0Bm/U “NWAV.WF. Flodda Power 
" °' v,ola,ion 'ram Insp on 800001-05 Violation noted licensee (ailed 

ttMNBB 1 * 0 " ° 00a09 ' 8 ™ a 90,0(1 10 llaV ° had 

COLLINS.DM, Region 2, Ofc of tho Director 80/00/14, 2pp 46006*129 46066.130, 

"noted mIS,! i incniM 6 ?’ 33 ^? 0 ' 10 ? 50 300/00*19 on 080801 05 Violations 
controls fra In f?f 01 ? ctlon prooramjncludlna organization & mgl 

BASSET C H aspocta of Unil ’ 0u h 9 ' 

17pp 469 m!i31^mb 6:147:' H0SEY ' G ' M R fl a ion 2 ' Ofc of IhO DlrocTor 88/09/0B. 

M «r° rd9 R ° V 17 t0 pt "' 8l0 ° l “curtly plan Rov withhold (rol 10CFR73 21 & 
menl^ControiOeak) 1 Zpp°4M7^ D ° CUm ° n ' C ° n,r01 Br0noh <DMU - 

O. Adjudicatory correspondence 


S. Report able occurrences, LERs 4 related correspondence 

S40MWM9 FNO+8B OSS on 630822, UM 2 experienced one-out ol-three acluntlon 
chlorine delechon sysUmt actuated on two out-ot-lhree coteSence Bowed 

foioo i“o° n i >v8 . b ? 9 an l°.u ls £f ar0e lmo conUo1 room Addt teats w£*d 
TRIPP, L Region 1 , Otc ol ihe Director 58 / 08 / 23 . 2 pp ^5554 052-45654 053 

V. Operator Examination* 

a9 P®|««?28 Forwards SALP Repts 50 334/87-99 4 50-412/97-99 for Mar Iflax m 
1988 Meelmg at sue emergency response ctr to discuss BssossmorJ «1I 

ulod by separate correspondence awassmem m be eche 

RUSSELLeW.T Region 1, Ofc of the Director 88/08/17 SIESFR in n,,/,,,. 

Co 2pp 46666 307*46656 355, aitatR.j o Duquesne Ug 


pleadings, papers or documents on' 'NRC «,7a7 hMSSTJ off X tenoral Court 

AHRFtiS J p F AMIRIAM ,or Hoarlngs #380 8905. 80/08/24. 

46666-276 4666 0-278^^ AMRSTR0NQ (V/* /\ffj|| a tf on |Slot Assigned. 3pp. 


SS S*°Sta1f aarees w/A fn su P port of llc «nsee motion for aummary efisposf 

vc d$P03l,i ° n due ,0 " Ck 

aswiwaa M»io 


Certificate ol^vcemcl 0 * ^ ^ our '® n ' 1 ' n au PPort ol motion lor summary disposition * 

Regulation, Director (Posl 870411) 88/ 
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8 BD 90 20093 Order.* Time (or C Rich to respond to licensee motion extended until 
880907 Served on 880831 

COTTER, B P Atomic Safety and Licensing Board Panel #388 6990 0B/08/30 Rich, 
C Ip 46667 060-46667-068, 


8809070059 Forwards Insp Repls 50*335/88*17 & 50 389/86-17 on 080703*31 No vio 
lations or deviations noted 

WILSON, B.A Region 2, Ole of the Director 08/08/23. CONWAY.W F Florida Power 
& Light Co 2pp. 46787 330 48787 354 


8809160054 Advises that recent pleadings will not be entered on official docket in pro- 
ceeding in accordance w/requiremenls of 10CFR2 709, until proof of sve & parties 
provided Certificate of Svc encl.Served on 880913. 

JULIAN.EL Docketing & Services Branch. #380 7062 80/09/13 RICH.C Rich, C 
3pp 46812 350*46612.360, 


-*6809070063 Insp Ropts 50-335/08 17 & 50 389/00-17 on 000703*31, No violations or 
deviations noted Major areas inspected Tech Spe 
performance, overall plant operattons.QA practices, station & 

PAULK, G„ BIBB.H E„ CRLENJAK.R V Region 2, Ole of the 
46787 340*46787 354. 


jc compliance.operator 
corporate mgi practices. 
Director. 8B/08/22 15pp 


P, Operating license stage documents & correspondence 

8008120294 Generic Llr 00*14 to ell holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGLIA.F J Associate Director for Projects (Post 870411) 88/08/08, Consolidated 
Edison Co of New York, Inc 41pp. 47065 001*47065 006 

8B09120091 Final response to FOIA request (or documents Forwards documents listed 
In App A Documents also available In PDR. App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially witnhetd {ref FOIA Exemption 5) 
GRIMSLEY.D.H NRC * No Detailed Affiliation Given. 08/08/17 CONNOR, L Doc- 
Search Associates 6pp, 48770 060-48770 089. 

-*8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1985. 

AXELRAD.J.A. Enforcement Staff, IE (Pre 870113) 66/12/13 BLAHA.J.L Program 
Support & Analysis Staff, IE (Pro 87041 3), 1 3pp 46770 21 1-46770 223 

0800290106 Forwards differences Identified between conclusions reached by staff In 
85061 1 & 860609 safety evaluations re preupgraded SPDS & upgraded SPDS now 
Installed at plant. 

CONWAY.W. F. Florida Power & Light Co 88/08/22, Document Control Branch (Docu- 
ment Control Desk) 5pp 46684.042-46884.046 

0809070254 Forwards draft generic llr clarifying status of largo number of unrevlowed 
Inservico testing programs re Tech Spec 4 0 5 requirements & to remedy variety of 
generic in service testing problems. 

MARSH, LB. Mechanical Engineering Branch 68/08/29 HOYLE, T F ASME Oper- 
ations & Maintenance Working Group on Inaervico Testing of Pump 3 & Valv. 21 pp 
40781*299-46701*319, 

6809060201 Forwards plant drawings required for regulatory effectiveness review, W/ 
131 oversize drawings 

CONWAY, W F. Florida Power & Light Co. 08/08/30, Document Control Branch (Docu- 
ment Control Desk). 5pp 46722.355-46722,359 


8800180360 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves ’ Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 08/08/24 
Consolidated Edison Co of New York, fno 122pp 46713 218-46713,219 

0009080174 Forwards Insp Repts 50 335/88 00 & 50 309/88 00 on 880331 & 0411-19 
& notice of deviation 

GRACE.J N Region 2, Ofc of the Director 88/08/28 CONWAY.W F Florida Power & 
Light Co 2pp 46793 028 46793 056 

-8009000178 Notice of deviation from insp on 060331 & 041 M 9 Deviation 
noted failure to provide Info on assumptions used to adapt genorlc guidelines to 
plants 

GRACE, J N Region 2, Ofc ol the Director 88/00/26. 2pp 46793 030*46793 031. 

-0009080181 Insp Repts 50 335/80 00 & 50 309/88-00 on 8B0331 & 0411-19 Devi- 
ation noted Major areas Inspected'omergoncy operating procedures & generic techni- 
cal guidehnos.valldation & verification program & training 

STEWART, J , GAGLIARDO.J E Region 2, Ofc of the Director 88/08/03. 22pp 
46793 032-46793 056. 

0008230112 NRC Info Notice 88-070, "Check Valve Inservice Tesling Program Deficien- 
cies " Svc list end 

ROSSI,C E, Division of Operational Events Assessment (Post 870411) 80/08/29 
Consolidated Edison Co of Now York, Inc 1 23pp. 46713 095-46713*217. 

8009060255 Forwards Vots 1 & 2 to Rev O to JNS-PSl-100, "St Lucie Plant Unit 1 
Second 10-Yr Insp Plan" & responses to NRC 8QQ520 questions re util 870902 
submittal Relief Requests 2, 9 & 12 no longer necessary & withdrawn 
CONWAY.W F Florida Power & Light Co, 08/08/29, Document Control Branch (Docu- 
ment Control Desk) 14pp 46759,277-46702 070. 

”0809060260 Vols 1 & 2 to Rov 0 to JNS PSL-100, "St Lucie Plant Unit 1 Second 10 
Yr Insp Plan," 

ANDERSON, E L„ COLLINS.S Florida Powor 8 Light Co. 80/08/24, 900pp 
46759*291-46762 070 


8609150195 Application for amends to Licenses DPR 67 & NPF-16, revising Toch Specs 
making administrative changes to achieve consistency throughout Toch Specs, remove 
outdated mall & make minor fexf change & correct errors Fee paid 
CONWAY, W.F, Florida Power & Light Co, 88/09/07. Document Control Branch (Docu- 
ment Control Desk). 3pp 46874:001-40874.049. 


0809160013 Confirms 880809 tolcon ro 880906 enforcement conference in Atlanta, GA 
to discuss recent security Issue at plant Proposed meeting agenda end 
GRACE, J N Region 2, Ofc of the Director 80/00/30 CONWAY.W.F. Florida Power & 
Light Co 2pp 46000 352 469QB 353 


-9809150199 Proposed Tech Specs reflecting administrative updates, removal ol out- 
dated mall.minor changes to text & correction of errors to achlovo consistency 
throughout Tech Specs 

* Florida Power & Light Co. 08/09/07 46pp. 46874 004*46874 049. 

8009140256 Notification of 800920 mooting w/utll In Juno Beach.FL to discuss status of 
licensing actions. 

TOURIGNY.E.G Project Directorate 11-2, 08/09/09 BERKOW.H.N. Project Directorate 
II 2 2pp 46045.121-46845:122. 

8B09270054 Notification of cancellation of 080920 meeting w/utll In Juno Beach, FL to 
discuss status of licensing action, 

TOURIGNY.E.G. Project Directorate ||-2 80/00/09 BERKOW.H N Project Directorate 
ll-2.3pp 46909.029*46969.031. 

8809190121 Notification of 880922 meeting w/llconsoe in Rockville, MD to discuss 
status of licensing actions, 

TOURIGNY.E.G Project Directorate 11-2 80/09/14 BERKOW.H N Project Directorate 
11-2, 3pp 46898.001-46898 003. 

8809200121 Forwards results of Tech Speo Survolllance Requirement 4 76 1,1 Mold 
survey conducted on 080607*0804. Dune condition acceptable. 

CONWAY, W.F, Florida Power & Light Co. 8B/09/14. Document Control Branch (Docu- 
ment Control Desk), 6pp. 46900*296-46900*300. 


Q. Inspection reports, IE Bulletins A correspondence 

8808190195 NRC Info Notice 88-089, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), B0/O8/19. 
Consolidated Edison Co. of New York, Inc 125pp, 46690.054 46690. 17B, 


8800260492 NRC Info Notice (30-071 . "Possible Environ Effect of Reentry of COSMOS 
1900 & Requosl for Collection of Licensee Radioactivity Measurements Attributed to 
That Event ’ Svc list end, 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 08/09/01 
Consolidated Edison Co of Now York, Inc. 121 pp, 46712,244*46713*004 

8809130089 Forwards Insp Ropts 60-335/88*18 & 50 309/08-18 on 880803-11, No vio- 
lations or deviations noted 

HERDT.A.R Region 2, Ofc ol tho Director. 88/09/01. CONWAY.W F Florida Power & 
Light Co 2pp 40B27 010 46027 030. 


18 on 880803-11 No violations 
Ing review of Unit 1 ISI plan for 
kagnetlc particle 

, Ofc of the Director 88/08/30. 


08003000 IB NRC Info Notice 00 072, "Inadequacies In Design of DC Motor-Operated 
Valves " Svc list end 

ROSSI, CE. Division ol Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co. of Now York, Inc 122pp. 46728.001-46726*123 

8809200269 Forwards Insp Repts 50*335/08*15 & 50-389/8B-15 on 880620-24 & 0711- 
1 5, No violations or deviations noted. 

JULIAN.C.A, Region 2, Ofc of the Director. 88/09/07 CONWAY.W.F. Florida Power & 
Light Co 2pp 46911,101*46911*114 

”0009200261 Insp Repts 60*335/08-16 & 50*389/80*16 on 800020-24 & 0711*15 No 
violations or deviations noted, Major areas Inspected, QA effectiveness In 
operations, design control, malnt & procurement 

THOM AS, M„ BELISLE.GA Region 2, Ofc of the Director 88/09/01. 12pp 
46911*103-46911.114 


-8009130124 Insp Repts 50*335/68*10 & 50-309/08- 
noted, Major areas inspected, Inservica Insp (ISI) includ 
outage & associated ISI administrative procedures & rr 
NEWSOME, R W , GLASMAN.M , BLAKE, J J. Region 2 
lOpp 46827 012 46027.030 


8806260510 Forwards Insp Repts 60-335/8B-20 & 60-389/88-20 on 800B03, Violations 
noted In rept under consideration for escalated enforcement action Enforcement con 
(erence scheduled for 880906, 

GRACE, J N. Region 2, Ofc of the Director. 88/08/19. CONWAY.W.F. Florida Power & 
Light Co. 2pp, 46654:167-46654:169. 


0809190096 Confirms 880906 enforcement conference re (nattentiveness of guard 
posted to control access to vital area List of attendees, summary & handout encI.Ends 
withhold (ref l0CFR2.790(d) & 10CFR73.21), 

GRACE.J.N, Region 2, Ofc of the Director 88/09/09. CONWAY.W F. Florida Power & 
Light Co. 2pp. 46809.131-46899-132. 


”0808200519 Partially Withheld Insp Repts 50-335/88 20 & 50 309/88-20 on 880803 
(red 10CFR2.79O & 73,2l).VIolatlona noted Major areas Inspected circumstances sur- 
rounding failure to control access to vital area 

MASNyK.O M„ MCGUIRE, D.R, Region 2, Ofc of the Director, 80/08/18. Ip 
46654.169-46664:169. 


8009140329 Responds to NRC 880016 llr re violations noted in Insp Rept 50 336/88- 
16,Correctlve actions-monthly diesel periodic test changed to require that design start 
time be verified within specs, 

CONWAY.W.F. Florida Power & Light Co, 86/09/12 Document Conlrol Branch (Docu- 
ment Control Desk) 2pp. 46837.059-46037.060. 


8608180451 NRC Info Notice 88-068, "Setpoint Testing of Pressurlzer Safety Valves W / 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/08/22. 
Consolidated Edison Co. of New York, Ino, 121pp 46702.31 1-46703:070. 

9809010142 Informs that 141 & 97 lubes In Steam Generators A & B, 
respectively, plugged, per Inservice insp, 

CONWAY.W.F. Florida Power & Light Co, 88/08/22 Document Control Branch (Docu- 
ment Conlrol Desk) Ip. 46739,302-46739:302. 


8809000339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRa During Recirculation Operation Following LQCA, Svo list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/09/14. 
Consolidated Edison Co. of New York, Inc. 122pp. 46824:216-46824-336. 

8809190356 Advises that util will submit schedule to address results of vendor 
evatuatlons.per NRC Bulletin 88-004, by 881 130 Instead of 881010. 

CONWAY.W.F, Florida Power & Light Co, 88/09/14, Document Control Branch (Docu- 
ment Conlrol Desk). Ip. 46898,332-46898:332. 
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6609260170 Forwards fnsp Repts 50*335/88*19 & 50-389/88-19 on 880801 05 & notJco 
of violation Ropt documents oral commitment made by licensee representative & dis- 
cussed in exit interview 

COLLINS.D.M Region 2, Ofcof the Director 88/09/14 CONWAY, WF Florida Power 
& Light Co 2pp 46966 127*46966 147 

-8809260176 Notice ol violation from insp on 880801-05 Violation noted, licensee failed 
to comply w/survey requirements.On 880802, area noted to have contamination had 
not been surveyed since 880707 

COLUNS.OM. Region 2, Ofc of the Director. 88/09/14 2pp 46966.129 46968 130 

“8809260181 fnsp Repts 50-335/88-19 & 50 389/88-19 on 680801*05, Violalfons 
noted Major areas inspected radiation protection program, Including organization & mot 
controls.t/ammg & qualifications & health physics aspects of Unit 1 outage 
BASSETT, C H , LAUER.M.T., HOSEY,CM Region 2, Ofc of the Director. 88/09/08 
17pp 46966 131*46966 147 

6809120197 NRC Info Notice 88 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list end 

ROSSf.CE Division of Operational Events Assessment {Post 870411). 80/09/16, 
Consolidated Edison Co, of New York, Inc 124pp 46946 133*46946 252 

8809130350 NRC Info Notice 88 076, “Recent Discovery of Phenomenon Not Previous 
[y Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSI.CE Drvislon of Operational Events Assessment (Post 870411). 88/09/19, 
Consolidated Edison Co of New York, Inc 125pp, 48946 253-46947 013 


R, Periodic operating reports & related correspondence 


8B09060372 "Combined Semiannual Radioactive Effluent Release Rept for Jan June 
1986 W/880B30 11/ 

CONWAY.W F Ffonda Power & Light Co 88/06/30 28pp 46755 252 46755 279 


8808290094 Forwards corrected unit shutdown & power reduction rept tor St Lucie 
monthly operating rept for Jul 1980, 

CONWAY,WF Florida Power & Light Co 88/08/22 Document Control Branch (Docu 
meat Control Desk) Ip 46677,298 46677,299 


■B80829G114 Corrected monthly operating rept for Jul 1986 re unit shutdown & 
reduction iept 

FERRELLjS.O. Ffonda Power & Light Co 8B/07/31 Ip. 46677-299 46677,299 


power 


8809220070 Forwards monthly operating repts for Aug 1988 for St Lucie & Turkey Point 
?.5°.u 0C J oc i r ! p L of U P' 1 shti,down & power reduction for Jul 1988 for St Lucie Unit 
* hu ,!P n 9 down reac t° f incorrectly coded manual scram 

D — C ^°' * 8 " ch lOoeu. 


“ fl |0® 2 2W7t Monthly operating repts for Aug 19QB for SI Lucie & Turkey Point 
BONETT.DM Florida Power & Light Co 68/08/31 I6pp 46927,248 46927 264, 

t7 e ^i ed o pag0 ^ S8 month, y operating rept for St Lucie Unit 1. 

BONETT.D M Florida Power & Light Co 88/07/31 Ip, 46927 265 46927 265. 


S. Reportable occurrences, LERs & related correspondence 

85 -006-00 on 880723 steam generator lubes w/grea(er lhan 40% 
degradation not plugged per Tech Spec requirement Caused by personnel 
88€82 P 2 U |?r 9 9 & automated & newly installed plugs will b e venfied W/ 

46684 012 J ’ W,> CONWAY|WF FJonda Pow0f & l]Qhl 00 98/08/22, 5pp, 46684'OOB- 

BBOQ 190178 LER 87-018 00 on 070131, util Identified that specific masonry block waifs 
wh'oh were assumed to be 3 h fire barriers may not have been completely Sled vv/ 
grout, Caused by const practices Rre watch established W/880915 Itr y 

46892 35B M J ’' C0NWAY ’ W>F Flonda Power & U 9 ht Co 88/09/15, 5pp 46B92-352- 


V. Operator Examinations 

8809010311 Forwards comments on plant license exam administered on 8B072R in ra 
sponse to NRC 880427 Itr Answer key to accept, "Loss of Powe J to Monitor" as add] 
functional feature of blue fail light needs mod, wunuor as addi 

8B/o8m ' munro ' jf - Re s |on * on. of 

8 requaMoatl °" a “" “ * 

i?ancT^-46M 5 n w P 4Te95 8 8 6 9hl C °' 8B/09/13 - HANN0N ' J Losing 

DOCKET 58-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

P'“ » Pieced area 

(Oocument Control Dask) 2pp. 45281-286-45281.287. Conlrol B,anch 

8809020155 Responds to 880607-15 regulatory effectiveness review reel Schedule in, 
closure ol lindlngs not yet developed Repl detailing open Info to be P ion,«H.H^ 
months Enel withheld (ref 10CFR73 21). 0 lorwarded In 6 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Mnrthnooi . . 

MROCZKA, EJ Northeast Utilities 80/08/26, DMumenl Conlrol R,»n^h rn Ulll,,,es) - 
Control Desk). Ip 46745 209 48745.210 n m 01 Branch (Document 


J, fnsurance & Indemnity Information 


8809200165 Informs NRC that util cognizant of 081004 doadllno ro Insurant 
requirements of 10CFR50 54(w) Util understands NRC ponding a cllorw ?°aSS ort nfl 
that util will bo relieved from 801004 doadllno p 9 ona & asBuran <* 

MROCZKA.EJ Norlhoast Nucloar Enorny Co (subs of Northeast 111 , 11 . » 
MROCZKA.E.J. Connecticut Yankee Atomic Powor Co MROCZKA E J SShM* I nf 1 
dies 80709/ 1 5 Document Conlrol Branch (Documont Conlrol Dosk) 2pp 469*0 \oi 


P. Operating license stage documents & correspondence 


B0O812O294 Generic Ur GO 14 to all holders of OLs or CPs for nucloar powor reacts 
rolnsbumontfl , r supply sya probloms affecting safely related equipment Svo Knit 
MIRAGLIA.F J Associato Director for Projocls (Post 070411), 00/00/00 Cnn^^i 
EdlsonCo of New York, Inc 41pp. 47005,001 47005 000 Consolidated 

8808260372 Discusses torquo switch sot polnta of pilot oporalod rotlof valvo & blrv* 
valves re TMI Action Item If D l.por 000420 Hr stating that two specific vaBof JfS 
close w/atflrmed actuator output lorquoo 0 vos se 10 

MROCZKA.E J , ROMBERG.W.D, Northoast Nuclear Enorny Co fsuhs nf NnMhno 
Ulililies), MROCZKA.EJ Norlhoast Ulifitlos 00/00/10 Bocumon < Control ^Branch 
(Document Control Dosk) 3pp. 40660 250 400G9 250 01 branch 

8609010320 Informs that Commissioners found Thamos Vnlloy Stalo Technical Colinn^ 
mi r ?i rai SrS ccop ! Q K b . l ° procoocfino to net on llconso amonds, C 1 090 
Nuc,0flr Rooctor Regulation, Director (Post 0704111 Bfl/on/ 
26. MROCZKA.EJ Connecticut Yankoo Atomic Powor Co MROCZKA.EJ Northeast 
Nucloar Energy Co. (subs, of Norlhoast Utllitlos) 3pp, 40740 054 40740,050 

8009020221 Forwards rosponso to NRC quoallona ro util Insorvlco tostlnn nr on mm a 

“ l,,,por ' lno 8V0 wt " 0, purap vL,lpp 
.Northeast Nucloar Energy Co. (aubs, of Norihonai uiiyinti 

cS«k) ’^ Documon ' Con,ral B ™" d > (Document 

aB a°u 9 |Modato Ubmlla doacrlpllon 01 c '' do ,0 «"“W 8 pnekago, Including prollmlnary ro- 
M32S2W’!: *!- Northoast Nucloar Cnomy Co, (euha. of Nortlmnqt 

ffiWp N P °trti U 7r Oooumom Con,f0 ’ Dra " ch < D — 

6B 1 O OCFH 5 270Oj OrW “ rd5 Tuo1 Do8l ° n ,10pl l0 ’ C V d0 10 nd0l >''-" Enel withhold (ref 
Ijnnr^L^'c 1 ff° r *f 1Q 83l Nucfoot Enorny Co. (aubs of NorlhonBt UlllltidB) 

c5S« DMk)' 6^ 4 Wo7o 4076B02 0 1 0/: ®’ D ° CUm °'’ t C0, " r01 flfnn °" <O ° CUrn0ni 

6809070346 rorwardB copy of O0OO23 Hr to Town of Wn tor ford, providing list of hazard 
quango?™ 5 U5 ° d Q nCiNl(Q8 ln { 1 uanlili08 °xcaodlng min threshold for reportable 

MROCZKA EJ NohCm h!HuSL 00 L . Co < Bl,ba - of Norlhonat os) 

cKwi Doik) Mpp° !«)W0M wnoow" ' n ' C0,,,r01 Dran0h (DOCUm0n, 

8 “l'Mo 4 rCvdo™ r ?oload r ' M ’ n °' " Mllla,ono Un " 2 Drank LOCA/ECCS Analy- 

MROCZKA I J NttSnmmttnSSlSr . Co (Bt,b3 01 Norlhoast Ulilillos) 

conlrol K) 8pp 4B700 001 M0700058 D ° CUm ° nt Conl, °' D,nnd ' (Dod,men ' 

” fl Gnrrui 6 A 0 n p 1 11 *£? no Un i t ?, JnrQ0 Br0Qk l-OCA/CCCS Analysis " 

t*™ Nnofonr Co. Inc) 

88 u°mlXto S oS ra a'lowf ni n J°i P "?, 0 3 1' I 0 , 1 ! 310 rasponao to NRC roquosl lor doc 
Item T d. 11, 8Qlpoin1s 0( Molor-Opomtod Vatvos 2 RC 403 & S RC-405 (ref TMI 

MROCZKA I J Northoasl ‘uidldn^nn Fnx\!$l n C ° <8ubs - ol NortflOOSt UllllllOB) 

Control Desk)! Ip! 46030 0B8 40030 088 “ Documont Co ' 1 « r Ol Crunch (Document 

88 «p\b%?p^ (° at, ununcy ol block vnlvo motor oporalor torque 

Energy' Co (fiubs°of Nnrthnn^nit! i ' MROCZKA.EJ, Norlhoast Nuclear 

rgy lo. (aubs, of Northeast Ulilillos) 2pp 40805,204-40005-205, 

8 8 S pec an ubbe? su rvelSa n c^re^^^ rntSEn ! * ^ SHC dotorminQ tlon ro proposed rov to Tech 
MROCZKA EJ Northon JhT n e ros P°r] s o lo NRC vorbal roquosi 

MROCZKA E.J Northeaaf UlStloft fl nn /no°//?o ,? 0 taubs ' of Northoa8t Utilities) 

Control Desk)^ ^2pp ! 46056:369 SSfifaea ’ Documonl Con,ml Bfanch (Document 

testing 1 on 12 vatvos ?n roactor°bfrf!f?!!?ft lo d(8Con1inuo 10081 foak ral ° 

MROCZKA E J Wnrthlaei °[f i ctos ® d coolin il water sya 
MROCZKAiE.j’ North e as? U I iNli q T fm / n 0 (8ubs * of Nordlonal utlfltiss ^ 

Control Desk) 3pp. 46830. 1 05^6038 107 DocumQnt Conlro1 0ranch (Document 

4.4 S'.IAa ^re extent 1 AoriQln'annn DPR-65, clarifying Intent of Tech Spec 

MROCZKA.E J. Northeast 0 °N 1 ?ro« P r° °i 0 8 Ofl o 0 onora,or lub ° exams, Fee paid. 

spo ° ' H5i4 ' a ’ 8 re 

46905:19 7-46905R 68^ E 9V C °* (8ubs> of No r*hoa8t Ulililies), 80/09/13. 2pp. 
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fifl09200225 Informs that 0GO527 response to Generic Ur 80-05, "Boric Acid Corrosion 
of Carbon Steel Reactor Boundary Components in PWR Planls" acceptable. 

WANG A B Project Directorate 1-4, 88/09/13 MROCZKA.Ej Connecticut Yankee 
Atomic' Power Co MROCZKA.EJ. Northeast Nuclear Energy Co (subs, of Northeast 
(Ess) 4pp 46911 015 46911 018 


0, inspection reports, IE Bulletins & correspondence 


6800190195 NRC Info Notice 08 069, "Movable Contact Finger Binding In HFA Relays 
M'q bv GE " Svc list end 

ROSSl.C E Division of Operational Events Assessment (Post 870411) BO/OB/19 
Consolidated Edison Co of New York, Inc 125pp. 46690,054-46690.178 


6808160451 NRC Info Notice 88 068, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Oavicoa •' Svc list end. 

ROSSJ.CE Division of Operational Events Assessment (Post 070411). 6D/0B/22, 
Consolidated Edison Co. of New York, Inc 121pp 46702 31 1*46703 070, 


6809020206 Forwards Safety Insp Rept 50 336/88-10 on 800510 17 & notice of 
deviation Attention directed to number of emergency operating procedures technical 
concerns & deficiencies, 

GALLO, R M. Region 1, Ofc of the Director 80/00/23. MROCZKA.EJ, Northeast Nu- 
clear Energy Co. (subs of Northeast Utilities) 4pp. 45747065-4 6747,096. 

-8809020208 Notice of violation from Insp on 00051 0-l 7.Vlolation notodlicensoo did 
not incorporate guidance Into plant specific Emergency Operating Procedure 2632, 
"Loss of Primary Coolant" or justify omission of guidance, 

* Region 1, Ofc Of the Director, 80/08/23 Ip. 46747:069-46747.069 

-8609020209 Insp Rept 60-336/80-10 on 880510-1 7.Devlatlons noted Major areas 
inspected .emergency operating procedures, including Implemenlatlon o! vendor gener- 
ic technical guidelines, validation & verification program 

STEWART, P„ GAGLIARDO.J.E Region 1, Ofc of the Director. 88/00/04. 27pp 
46747 070 46747 0 96, 


6B09220091 Forwards monthly operating rept for Aug 1968 for Millstone Unit 2 * re 
vised rept for Jut 1969 

SCACEE.SE.N orthe as l Nuclear Energy Co. (subs, of Northeast Utilities) SCACE.S.E 
/iftooft nnt Utilities 88/09/12 Document Control Brsnch (Documenl Control Desk). Ip, 

g(.U*^OgcD 


-6809220093 Monthly operating rept for Aug 1988 for Millstone Unit 2 
GIBSON, J Northeast Nuclear Energy Co. (subs of Northeast Utilities). 08/08/31. 
4pp. 46926.330-46926 333 

^ 8 iS?J?0°95 Revised monthly operating rept for Jul 198B for Millstone Unit 2 

Northeast Nuclear Energy Co (subs of Northeast Utilities). 86/07/31 Ip. 


V. operator Examinations 


6609010320 Informs that Commissioners found Thames Valley State Technical College 
program acceptable Staff proceeding to act on license amends 
MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 870411) 86/08/ 
26 MROCZKA.EJ Connecticut Yankee Atomic Power Co 3pp 46740 054- 
46740.056. 


8609130189 Advises that licensed operator, J S auger, terminated employment w/uiil ef- 
fective 66QB25, 


SCACE a S E. Northeast Nuclear Energy Co (subs oi Northeast Utilities) SCACE.S E 
Northeast Utilities 88/09/06 Document Control Branch (Document Control DesKl, Ip 
46034 176 46834*176 ' v 


6809230037 Forwards updated schedules for operator licensing exam9 for FY89 02 In 
response to Generic Ur &3-13, 

MROCZKA.EJ, Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Nu 
clear Energy Co (subs, of Northeast Utilities) MROCZKA.EJ. Northeast Utilities 88/ 
09/16 HANNON, J Operator Licensing Branch. lOpp 46945 297-46945 306. 


BB081803Q8 Suppl 1 to NRC Info Notice 88-040, "Licensee Rept of Defective Refer- DOCKET 60*338 NORTH ANNA POWER STATION, UNIT 1 

blshed Valves. Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 870411). 0B/Q8/24, 

Consolidated Edison Co. of New York, Inc. 122pp. 49713*218-46713 210. F. Security, medical, emergency & fire protection plane 


6609020221 Forwards response to NRC questions ro util Insorvlco testing program 6 
updated version of pump table, Background data supporting avc water pump vibration 
limns proposed fn relief request efso end 

MROCZKA.EJ, Northeast Nucloar Enorgy Co. (subs, of Northeast Ullllttos) 
MROCZKA.EJ. Northeast Utilities 88/00/26. Document Control Branch (Documont 
Control Desk). 60pp. 46746.182-46748:226 

8608230112 NRC Info Notice 08*070, "Chock Valve Insorvlco Testing Program Dofldan 
cfes " Svc fist encf 

ROSSt.C.E Division of Operational Events Assessment (Post 870411) 80/00/29 
Consolidated Edison Co. of New York, Inc. 123pp. 40713.095 40713:217. 

6608260492 NRC Info Notice 80-071. ‘'Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed lo 
That Event Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 08/09/01. 
Consolidated Edison Co of New York, Inc 121 pp, 40712'244 46713.004 

6806300018 NRC Info Notice 88*072, "Inadequacies In Design of DC Motor-Operated 
Vafves " Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post B70411). 88/09/02 
Consolidated Edison Co. of New York, Inc 122pp 46726 , 001-46726.123 

6609130235 Forwards response to NRC Bulletin 88-005, “Nonconforming Mails Sup- 
plied by Pipings Supplies, Inc. at Folsom. NJ & West Jersey Mfg Co at 
Wiiliamstown.NJ. No significant deficiencies discovered & no mall replaced. 
MROCZKA.E J Connecticut Yankee Atomic Power Co. MROCZKA.EJ Northeast Nu- 
clear Energy Co. (subs of Northeast Utilities). MROCZKA.EJ. Northeast Utilities 08/ 
09/02 Document Control Branch (Document Control Desk). 17pp. 46836,231* 


8809200082 Forwards Insp Repts 60-245/00*13,50-336/08-18 & 50-423/8B 13 on 
860726-29 No violations noted 

BELLAMY, R.R. Region 1, Ofc of the Director. 88/09/09 MROCZKA.EJ, Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 46911:346*46011:354 

-*8809200091 Insp Repts 50-245/08-13,50*336/88*10 & 50 423/88-13 on B80726- 
29 No violations noted.Major areas Inspected.Unlt 2 radiation protection 
activities, including status of previously Identified items & station ALARA practices. 
THOMAS, W., SHANBAKY.M, Region 1, Ofc of the Director. 00/0 9/0B, 5pp, 
46011 '350 46911:354, 

0009000339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
SSfRs Recirculation Operation Following LOCA." Svc list encl, 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/09/14, 
Consolidated Edison Co of New York, Inc. 122pp 46024*21 5-46024:336, 

6609120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svo list encl 

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 80/09/18, 
Consolidated Edison Co. of New York, Inc. 124pp. 46946.133-46946:252 

6609130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
s i?£ red ln De8 <90 of Secondary Containment Pressure Control." Svo list encl. 
ROSSI.CE. Division of Operational Events Assessment (Post 870411). 8B/09/19 
Consolidated Edison Co. of New York, Ino, 125pp. 46046- 253-46947,01 3. 


0806260512 Forwards Insp Repts 50 336/08-23 & 60-339/06 23 on 68QB03 05, No vio- 
lations or deviations noted, 


CLINE, W.E. Region 2, Ofc of the Director. 88/00/18, CRUDEN.DS. Virginia Power 
(Virginia Electric & Power Co) 2pp, 46654*131-46654-134 


-0808260514 Partially withheld Insp Rept 50 338/66-23 & 50-339/88 23 on 660803*05 
(ref 10CFR2.790) No violations noted.Major areas Inspected. testing & mafnt .physical 

^ — ° S controJ-personneL 

, 88/08/17. ip, 46654.133* 


barriers-protected area, security sye power supply & access control -person no).’ 
ENNIS, j7d„ MCGUIRE, D R, Region 2, Ofc of the Director, S 


46664*134. 


8809300 106 Advises that 860616 rev to physical security plan consistent w/proviskms 
of 10CFR60 64 fp) & acceptable 

CLINE, WE Region 2, Ofc of the Director, 86/08/1 fi 5TEWAR f,W L Virginia Power 
(Virginia Electric & Power Co.). 3pp 46690,260-46098.262. 


9800290303 Sup pis Util 880226 response to deviations noted In Insp Repts 50 338/87- 
39 6 5Q-339/B7-39,Util current policy to document & justify deviations from emergen- 
cy response guidelines listed 

CRUDEN.D.S. Virginia Power (Virginia Electric & Power Co.). 88/08/22 Document 
Control Branch (Document Control Desk). 2pp, 46690,238-46690,239. 


0809010205 Forwards Insp Repts 50-330/88-14 & 50*339/66-14 on 880627*3O.No vio- 
lations noted Emergency response facilities appraisal open 1tem3 & list of Items to be 
considered for program enhancement encl 

STOHRJ.P Region 2, Ofc of the Director. 8B/O0/22, CRUDEN.DS. Virginia Power 
(Virginia Electric & Power Co.). 4pp 46721:186-46721 215, 


-8809010209 Insp Repts 50-338/88*14 & 50-339/08-14 o n 880627-30 No violations or 
deviations noted Major areas inspected: emergency response facility & 
equip menl.tntervlews w/utll personnel A equipment for emergency response organiza- 
tion 

CUNNINGHAMS L , DECKER.T R, Region 2, Ofc of the Director 68/08/18 26pp, 
46721. 190-4672V215. ** 


8809230 IOC Advises that 80OB16 Rev 13 to plant guard training & qualification plan 
consistent w/1 0CFR 50.54 fp) & acceptable. K 

CLINE, W.E Region 2, Ofc of the Director 88/09/09 CRUDEN.DS Virginia Power 
(Virginia Electric & Power Co.). 2pp, 46945:136-40945.140, 


8809230012 Forwards Insp Repts 60 338/88-13 4 50-339/80*13 on 660718-22 & notice 
of violation, Unresolved Items noted 

HERDT.AR, Region 2, Ofc of the Director, 60/09/13. CARTWRIGKT.W.R. Virginia 
Power (Virginia Electric 4 Powor Co.) 2pp 46947:134-46047,169 

-8809230014 Notice of violation from fnsp on 8807 18-22 Violation noted solenoid oper- 
ated valves relocated w/o initiating rev to plant post-fire safe shutdown procedures 
due to failure to perform adequate evaluation per App R design guidelines. 

HERDT.A R Region 2, Ofc of the Director, 08/09/ 13 Ip. 46947:136-46047,136, 


-0809230016 Insp Repls 60-338/88-13 & 50-339/86*13 on 860710-22. Violation 
noted Major areas Inspected, triennial post-fire safe shutdown capability reverificailon & 
assessment, Including App R compliance A post-fire shutdown capability, 

HARR1S.J , WARD,D., WlSEMAN, G. Region 2, Ofo of the Director. 08/09/13. 33pp. 
46947:137-46947,1 69. 


R. Periodic operating reports & related correspondence 


0809060001 
680830 Ur 

KS2£ Z KA ( EJ, Northeast Nuclear Energy Co (subs, of Northeast 
MROCZKAE.J. Northeast Utilities 88/06/30, 86pp. 46747:163 46747,247, 


'Semiannual Radioactive Effluents Release Rept.Jan-June 1988." W/ 

Utilities). 


P, Operating license stage documents & correspondence 

6804210402 Summary of B60127 CRGR Meeting 12B ra listed Items.lncludtng review of 
proposed generic Itr to Inform licensees of new NRC position on guidelines for deter- 
mining whether operating basis earthquake limits exceeded, 

JORDAN, E.L Committee to Review Generic Requirements, 86/04/ 04, STELLO.V Ofo 
of the Executive Director for Operations, 38pp 40909.020-46909 338. 
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*•8809190149 Safety evaluation supporting utl identification of major causal factors 
leading to 870715 tube rapture event & adequacy of diagnostic & corrective measures 
implemented in order to preclude similar e-vents 

* Office of Nuclear Reactor Regulation, Director (Post 070411), 07/12/1 1 . 46pp 
46909 293 46999 398 

8006120294 Genenc Llr 8B-14 to all holders of QLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGUA.FJ Associate Director for Projects (Post 870411) 86/08706. Consolidated 
Edison Co ol New York, Inc 41 pp 47065 001-47065 006, 

6808260364 Forwards rasulls of analysis of spiked liquid samples per confirmatory 
measurements program All samples analyzed for H-3,Fe 55,$r 89 & Sr-90,per NRC 
860422 Instructions 

CRUDEN, DS Virginia Power (Virginia Electric & Power Co) BQ/QB/0B. KAHIE.J B. 
Region 2. Ofc of the Director 3pp 46654 332-46654 334< 

8809120091 Final response to FOIA request for documents, Forwards documents listed 
in App A Documents also available in PDR, App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (rot FOIA Exemption 5). 
GRlMSLEYgD H NRG - No Detailed Affiliation Given 88/08/17. CONNOR.L Doc- 
Search Associates 5pp. 46770060 46770 089. 

-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul Nov 19B5 

AXELRAD.JA. Enforcement Staff, JE (Pro 870413). 86/12/13 BLAHA.J.L. Program 
Support & Analysis Staff, IE (Pro 870413) 13pp 46770 211-46770 223 

8808260365 Discusses utif 860 693 response to Genenc Ur 8B05 re bone acid corro- 
sion of carbon steef fn reactor component sXl HI program that potentially could effect 
Integnty of raactor coolant pressure boundary acceptable. 

ENGLE, L. Project Directorate 11*2. B8/08/23 CRUDEN.DS Virginia Power (Virginia 
Efecfnc & Power Co ) 2pp 46655^360-46655 391 

8809140201 Forwards Amend 105 to License NPF-4 & safety evaluation Amend 
changes NA-t Tech Spec to allow widening ol axial flux difference bands 
ENGLE, LB Project Direct orate 11-2, 66/09/07. CRUDEN.DS Virginia Power (Virainla 
Electric &. Power Co) 2pp 46645 075 46345,113. 

“8809140205 Amend 105 to License NPF-4, changing NA-1 Tech Spec to allow widen- 
ing of axial flux difference bands. 

BERKOW.HN, Project Directorate 112 80/09/07. 3pp 46645 077-46B45 079 

“8809140208 Proposed Tech Specs, allowing widening of axial flux difference bands 

* Virginia Power (Virginia Electnc & Power Co,) 88/09/07. 31pp. 46845 080- 
4684 ollO. 

“8809140210 Safety evaluation supporting Amend 105 lo License NPF-4. 

Offico of Nuclear Reactor Regulation, Director (Post 970411). 69/09/07, 3pp 
46845111-46846:113 r 

8809290145 Informs NRG of current plans re upcoming refueling outages for plant & 
requests approval of listed licensing issues & refueling outage activities fnvolvino li- 
censing Issues y 

CARTwRIGHT.W.R. Virginia Power (Virginia Eteclnc & Power Co). 8B/09/12 Docu- 
ment Control Branch (Document Control Desk) 4pp 469DQ 014 4B900 017, 

0808220192 Requests extension of dale to 890118 for response to request for addl Info 
re pump & valve fnservico testing program 

CARTWRIGHT.W.R Virginia Power (Virginia Electric & Power Co). 88/09/16. Docu- 
ment Conlrol Branch (Document Control Desk). 2p p 46926 087-46926 08B 

Q. Inspection reports, IE Bulletins & correspondence 

6808260482 Forwards Insp Rapts 60-336/8B-21 & 50-339/68-21 on 880611 0715 No 
violations or deviations noted 

WILSON, B A Region 2, Ofc of the Director. 88/OB/ 12 CRUDEN DS Viminla Pcwar 
(Virginia Electric l Power Co.). 2pp, 46654 001-46654-01 0 9 

“0808260488 Insp Rapts 50 336/88-21 & 50-339/8B-21 on 88061 1-07 16, No violations 
or deviations noted Major areas inspected plant slatus.LER .review of Inspector follow- 
up items, monthly malnt observation & operator safety verification. 

CALDWELLJ L ( , KING.LP , CANTRELL.FS Region 2, Ofc of tha Director. B8/08/12, 
9pp 46654. 003-40654:010, 

8809080024 Forwards Team Insp Repls 50 280/66 03.60-231/88-03 50-338/aR-OT A 
50-339/88 03 on 880314-16 & 0404-08.No violations’™ de Jiafion is noted Wntlen as 
sessment of program to keep radiation ALAR A requested within 30 days 
GRACE. Region 2. Ofc of the Director. 88/06/17. CRUDEN.DS. Virginia Power 
(Virginia Electric & Power Co) 4pp. 4B789 201-46789 307, u 

8808260512 Forwards Insp Repts 50-338/BQ-23 & 60-339/88-23 on 080603- 05.No vio- 
lations or deviation b no t ed. v, ° 

CLiNE.WE Region 2, Ofc of the Director. 88/08/18 CRUDEN.DS. Virginia Power 
(Virginia Electric & Power Co). 2pp, 46654:131-46654:134, ower 

“0808260514 Partially withheld insp Rept 50-338/68 23 & 50-339/88-23 on 880801 04 
(ref 10CFR2.790) No violations noted Major areas Inspected testing & raalnf physical 
barriers protected area, security sys power supply & access control oersonnar 1 
ENNIS.J D , MCGUIRE, D R Region 2, Ofc olTllo Director. 83/08/ fUTp TeMt 133- 
46654:134. r 

B8 M?g 1 by 1 !!” SvcS enc| ,GG 88 '° 69, " Movabl9 ^nlact Finger Binding in HFA Relays 

ROSSI.CE, Oivfsfon of Operational Events Assessment (Post 870411) 86/08/19 
Consolidated Edison Co. of New York, Inc. 125pp. 46690,054 -4 6690' 178. /19, 

8fl S? 1 W 51 N ~ RC fn . f ? Notico e 8 ' 060 - "Setpoint Testing of Pressuriier Safatv Vato** w / 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list and y 8 

ROSSI, CE. Division ol Operational Events Assessment (Post 8704111 Rtum/w 
Consolidated Edison Co. of Now York, Inc. 121pp. 46702:31 W703 07p,*’ /22, 

8808290-303 Suppls util 990226 response fo deviations noted in Insp Rents 50-31R/A7 

«"** *° d “ uman ' 4 ** -SSK 

Documen ' 


8009010205 Forwards Insp Ropts 50 330/00 14 & 50 339/00 14 on 800027 in .j 
lations noted Emorgency rosponso Iflcililms appraisal opon Homs & fist 0 f ma™ T 
considered for program enhancement oncl ma 10 M 

STOHR.JP Region 2 , Ofc of the Director OU/O 0/22 CRUDEN.DS. Viminlfl 
(Virginia Electric & Power Co.) 4pp. 46721:106-48721 215 0 n a Powef 

“B809010209 fnsp Ropts 50 336/00 14 & 60 330/00 14 on 000627-30 No violailnn* 
deviations notod Major aroas Inspector! emergency rosponso faniifv * 
equipment .interviews w/util porsonnol & oquipmont for omorgoncy roo pons a orgamza 

CUNNINGHAM, At., DECKER, T.R. Region 2, Ofc of tho Diroctor OB/OB/ia 
46721.190 40721 215. * mtmn* 26pp 

6 e S fl J fl S 3 u 8 , Suf ?PL 1 NRC . fn, ° Nol,co 00 W 8 , "Uconsao Ropt of Dofoclive Refur 
bished Valves/ * Svc list end, v n * ,ur 

ROSSI.CE. Division of Oporalionot EvontB ABBossment (Post 0704111 nn/na/w 
Consolidated Edison Co, of Now York, Inc 122 pp 40713 210 40713 2 10 . * 08/24 

8000300233 Informs that util extending Intorvnl complotion dnto for rofuoiina outaaAin 
00132-1 Second Insorvlco Insp Intorvnl daloa will now bo 001224-081224 9 9 10 

CRUOEN.D.S VlroTnln Power (Virginia Eloclrio & Pgwor Co.) 00/08/25, Oocuraem 
Control Branch (Document Control Desk) 2pp 46690 325*46600 326 ocumen1 

8809 150328 informs (hat SALP Ropts for Soul 1086 - Apr 1000 reviewed & aceentahia 
CRUDEN.DS, Virginia PowoMVImlnia Eloclrio & Power Co) 00/00/20 Regffi 0 c 
of the Director, 2 pp 46640,200*46048 200 y U!C 

08082301 T2 NRC Info Notice 80-070, ‘’Check VaWo InBorvIco Tosling Program Deficien 
cios ovc list oncl 

ROSSI.CE Division of Operational Evonts Asaossmont (Foal 070411) 08/0B/29 
Consolidated Edison Co. of Now York, Inc 123pp 46713 095 40713 217 , 9 

“SSSFttt? NRC lnfo NolicQ 80 ° 71 * "Possiblo Environ Cffocl of Roonlry of COSMOS 
Ihal^on^Svc list oncl° C ^° n Llcon9ao n(uJlonclivl1 y Measurements Attributed to 

ROSSI, C.E. Division of Operational Evonte Assessment (Post 070411) 00/09/01 
Consolidated Edison Co. of Now York, fee. 1 2 1 pp 4671? 244 40713 004, 

8 B v2lv?s? , 1 Svo F nS oncl NOlfC ° °° ° 72 ’ “ ,nQao( 1 lJncloB ln ^Bfgn of DC Motor Oparated 

Oporntional Evonte Asaoaamonl (PobI 070411) 00 / 09/02 
Consolidated Edison Co. or Now York, Inc. 122p p 40726 001 40726:123 

^^laflons w^rfevi^ion^nolod^ 0 ^ 11 ®° 330/00 - 25 8 30 3 30/00 20 000500-12 No vto 

SStlJI! R f fl i on 2 ' 2 lc 01 lh0 t*oolor 00/00/0/. CRUDEN, OS, Virginia Power 
(Virginia Efectrio & Powor Co,). 2pp 46000 222 46900.233 

^SSKSrtLJ!i >P R ° PlS G0 ' 330/08 - 28 & 50 330/80-25 on 00OBO6-12NO 
M?ImieI^ ,d 2i al i 0 n i 8 or P f 0 Qf flr V woaknoaaos notod Major nroas Inspected plant 
,5?[ r ,? 9lon & PJP° wq!I ,hlnn| no 

?6?(W D 224MM0d233 AHLE “ J,D ‘ ^° ai ° n 2> ° fG ° f lh ° DJroctor 88/0 ^07. lOpp 

fl8 ?a 1 ? Ktti 0 N !? c q °?.° 10 Ilr , r< ? Vl0 ^! l ? nn ^ Insp Rente 

ADM-12 1 39/8 ^ ° C0 V<J GCllona,,rnlnin 0 wkl1 1)0 provided to M&TEufi 

mont^onlrn/ Rrmirh . ? lac1ric & Powor Co ) 00/00/09 Docu 

montcontroj Branch (Documonl Conlrol Doak) 4 pp 4GB56 010 46B56013 

afl Drocu?ld 5 frem q.KSS G , ul[ot l ) n OO’OOJ.includlng suppfa 1 & 2 ro roviow of mails 
p osslbfc^ In diroc^ni jrr h a q no a rl! g ^ i ^ V? st ^ 0 ^ JorB °y Mr P c » Hoflults of review for 
C A S R ^n?rHT C uf R S & n Q9ulta tost! rig & analysis dlflcussod 

Yi ffl| o ia (Virolnla Elactrlc & Powor Co). 08/00/09, Docu 
mont Control Branch (Documont Control Dosk), 3 pp 4GO04 023 46064 025, 

a «i,\“jJiiir e M 0 d 330/00 13 * 60 33o/aa - 13 on ooo7,8 - k 8 not “ 

"Xd^alves ratacalari V i°JS ll wii ,f S m lnsp 0n 000710 22 Vlolnllon notorf eolonold open 
due to failure to nodnrm Q » nfl r ? v P p anl P 08 t-tiro aafo shutdown procedures 
H&Sr R ^ orm fldoquato ovfituation por App R doslgn guldolinos. 

thUI ,A H, Region 2, Ofc Of tho Diroctor. 80/00/13 Ip 46047 130 46047,136, 

** 8 no°ted Mallfr JrS , % 68 *330/00 13 on 000710 22. Violation 
assessment 1nc?udln?ISn o S P° st 6 ,ir0 8n, ° shutdown capability rovorfffcation & 
HARRIS J WARD n° A ifiPq?M?l3 P n lai A C0 ? P° 3 ^ ,iro s^ldown capability. 

-4 6-947; 1 37 ' 4694 7M69* 2, Ofc of tho Diroctor 80/09/13 33pp 

^ B pWR s E)urlrw^ Redrculatinr^ru? "E 0 , 1 , 0 ^ 011 / 'nadoauate Porformanco of ECCS In 

ROSRi^ r STSIw * lc £ °P®f all0 P Following LOCA Svc list oncl 

Consolidated Edison Co hfw2!l O v 0 L^i VOn ^ rt rt ses8monl < Po3t 070411). 00/09/14 
vnsouaaiea tdlson Co of Naw York, Inc. 122pp, 46024.216 46024:336, 

8 ^80-O6^&^5O^339/88?(^ ( 800816 responfi0 lo violations notod in InBp Repls 50-330/ 

Powsr't^ralnh^iaclrlo’iPowor Co , D lp°4°605(? i 29 WfilQHT,W ' |:, ' Vi,9 '"' a 

i^^si na d,oso1 Qono,a,or ° u,pu ' c ' ,cu,t 

Consolidated /dffi c°i 89/09/1 

tSsSS-”!*®-* 


60 338/08 
user on rov to 
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€1803 270131 Responds lo NRC 8000 17 Itr re violations noted in Insp Repts 50 338/80- 
03.50-339/OB 03,50-280/80 03 & 50-281/00 03 Corrective actions policy to establish 
con Ir actor dose goals during work pa Inning process re emphasized 
C ARTW RIGHT, W R Virginia Power (Virginia Electric & Power Co) 80/09/16 Docu- 
ment Control Branch (Document Control Desk) 5pp <16971 268-46971 270 

SB 03 130350 NRC Info Notice 80-076, “Recent Discovery of Phenomenon Not Previous 
ly Considered In Design ol Secondary Containment Pressure Control ” Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 80/09/19 
Consolidated Edison Co of New York, Inc 125pp 46949 253-46947 013 


R. Periodic operating reporta & related correspondence 

aao 9 0 80039 "Semiannual Radioactive Effluent Release Hept North Anna Power Station 
Jan-Oune 1900 " W/860626 Itr, 

O ARNES, W C.. CRUDEN.D S Virginia Power (Virginia Electric & Power Co) 08/06/ 
30, 27pp. 46793 001-46793.027 

Q 809 200267 Monthly operating repts (or Aug 1980 for North Anna Power Station Units 1 
& 2.W/680914 Itr. 

G AFINEfl.B,, CARTWRIGHT ,W.R Virginia Power (Virginia Electric & Power Co). 80/ 
08/31. 14pp 46916 174-46016187. 


S. Reportable occurrences, LERs & related correspondence 

ee 09070276 Part 21 ropt re procurement of heat tracing mails from Nelson Electric 
Corp not meeting 10CFR21 requirements Initially reported on 880010 Nelson Electric 
Corp removed from approved safety-relatQd vendor list. 

CRUDEN.JN Virginia Power (Virginia Electric & Power Co). 80/08/12 GRACE.JN 
Region 2 , Ofc of the Director. 3pp 46780 348-46780.350 

8 9 09020231 Confirms telcon ropt of 800027 oil spill during operator attempt to dewater 
oil /water separator, re suiting in discharge to Outfall 004 Operators to exercise moro 
caution during dewatering until chiller operation curtailed 

MARSHALL.0M Virginia Power (Virginia Electric & Power Co) 88/00/29 
KR EGLOE.W.L. Virginia, Commonwealth ol 2pp. 46750 262 46750 263 

8 8 09070079 RO’on D80813,Kaman vent slack A radiation monitor RI-VQ-179 declared 
inoperable Caused by control processing unit board malfunction New board ordered & 
expected lo be received on 081009 

CRUDEN.D.S. Virginia Powor (Virginia Electric & Power Co) 00/08/29 Document 
Control Branch (Document Control Dosk), 3pp. 46784 342-46784,344 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F, Security, medical, emergency & fire protection plans 


P, Operating license stage documents & correspondence 

0809120294 Generic Itr 80-14 to all holders of OLs or CPs (or nuclear power reactors 
re Instrument air supply sys problems affecting safety rolated equipment, Svc list end 
MIRAGUA.F J, Associate Director for Projects (Post 870411) 08/08/08 Consolidated 
Edison Co of New York, Inc 41 pp 47065 001 47065 006 

0808260364 Forwards results of analysis of spiked liquid samples per confirmatory 
measurements program All samples analyzod for H 3,Fe-55,Sr 80 & Sr-90,per NRC 
080422 instructions 

CRUDEN.D S Virginia Power (Virginia Electric & Power Co ) 88/00/08 KAHLE.J.B 
Region 2, Ofc of the Director 3pp 46854 332-46654,334 

8808260365 Discusses util 8B0603 response to Generic Ltr 80 05 re boric acid corro- 
sion of carbon steel in reactor components Util program lhat potentially could effect 
integrity of reactor coolant pressure boundary acceptable 

ENGLE, L, Project Directorate 112 88/08/23. CRUDEN.D S Virginia Power (Virginia 
Eteclric & Powor Co ) 2pp 46655,360-46655 361. 

8809200145 Informs NRC of current plans ro upcoming refueling outages for plant & 
requests approval of listed licensing issues & refueling outage activities involving li- 
censing issues 

CARTWRIGHT, W.R Virginia Powor (Virginia Electric & Power Co) 80/09/12. Docu 
ment Control Branch (Document Control Desk) 4pp 46900.014 46900 017 

8909220192 Requests extension of dato to 8G01 16 for response to request for addl info 
ro pump & valve inservice testing program 

CARTWRIGHT, W.R, Virginia Power (Virginia Electric & Power Co) 88/09/16. Docu- 
ment Control Branch (Document Control Desk). 2pp 46928 087 46928 088 


Q. Inspection reports, IE Bulletins & correspondence 

6608260482 Forwards Insp Repts 50-330/08 21 & 50 339/88 21 on 000611-0716 No 
violations or deviations noted 

WILSON, BA Region 2, Ofc of the Director 0B/08/12 CRUDEN.D S Virginia Power 
(Virginia Electric & Power Co ) 2pp. 46654 Qo 1-46654-0 10 

-0608260486 Insp Repts 60-338/00 21 & 60 339/88-21 on 880611-0715 No violations 
or deviations noted.MaJor areas inspected- plant status, LER.review of Inspector follow- 
up Items, monthly malnt observation & operator safety verification 
CALDWELL, J.L , KING.L P , CANTRELL.F.S Region 2, Ofc ol the Director 06/08/12 
Qpp 46654.003 46054.010. 

8609060024 Forwards Team Insp Roots 50 200/60 03,50-281/80 03, 50-330/08 03 & 
60-339/86 03 on 000314-10 & 0404 00 No violations or deviations noted. Written as- 
sessment of program to koop radiation ALARA requested within 30 days 
GRACE.d.N. Region 2, Ofc of the Director, 88/00/17 CRUDEN.D.S. Virginia Power 
(Virginia Electric & Power Co.). 4pp 46709 261-46780 307, 


8 0 0 0 260512 Forwards Insp Repts 50-338/00-23 & 50-339/08-23 on 880803- 05. No vlo 
latlons or deviations noted. 

CUNE.W.E Region 2, Ofc of the Director. 08/08/18. CRUDEN.D S Virginia Power 
{Virginia Electric & Power Co) 2pp. 46854’ 131 46654 134, 


6608260512 Forwards Insp Repts 50 330/08-23 & 50-339/80 23 on 880803- 05, No vlo 
latlons or deviations noted, 

CLINE, W.E. Region 2, Ofc of the Director. 08/08/10 CRUDEN.D.S. Virginia Power 
(Virginia Electric & Power Co.). 2pp, 46654 131-48654.134. 


—8306280514 Partially withheld Insp Ropt 50 330/88 23 & 50-330/08-23 on 000803 06 
(rof 10CFR2.790) No violations noted.MaJor areas Inspected 1 testing & malnLphyalcal 
barriers protected area, security sys power supply & access control-personnel 
ENNIS.J D. Region 2, Ofc of Ihe (Director 08/00/17 Ip. 46654-133*4G654*134, 

8308 300106 Advises that B80616 rev to physical security plan consistent w/provlslons 
of 10CFR50.54(p) & acceptable 

CUNE.WE Region 2, Ofo of the Director. 68/08/19. STEWART, WL Virginia Power 
(Virginia Electric & Power Co.). 3pp. 46890 260 48698-262. 

8303290303 Suppls util 880226 response to deviations noted In Insp Repts 50-336/07- 
39 & 50 339/87-39 Util current policy to document & Justify deviations from emergen- 
cy response guidelines listed 

CRUDEN.D.S. Virginia Power (Virginia Electrlo & Power Co) 88/00/22 Document 
Control Branch (Document Control Desk) 2pp 46690,238*46690 239. 


-8808260814 Partially Withheld Insp Rept 50-338/88-23 & 60-339/OB 23 on 880003 05 
(rof 10CFR2.790) No violations noted Major areas InspeclecHestlng & mainl.physical 
barriers protected area, security sys power supply & access conlrol personnel 
ENNIS, J.D., MCGUIRE, DR. Region 2, Ofo of the Director 80/00/17 Ip 48654.133- 
46854.134 

8808190195 NRC Info Notice 88 069, “Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end 

ROSSI, C.E, Division of Operational Evonts Assessment (Post 670411) B8/08/19 
Consolidated Edison Co of New York, Inc 125pp. 46690,054*46690 , 170 

8808160451 NRC Info Notice 88 060, “Setpoint Testing of Pressurizer Safety Valves W / 
Filled Loop Seals Using Hydraulic Assist Devices M Svc list end, 

ROSSI.C E, Division of Operational Events Assessment (Post 870411) 88/08/22. 
Consolidated Edison Co of New York, Inc 121 pp 46702 31 1 -46703 070. 


3309010205 Forwards Insp Repts 50-330/88-14 & 60-339/68-14 on 880627-30 No vio- 
lations noled Emergency response facilities appraisal open items & list of Items to be 
considered for program enhancement end. 

STOHR.J.P Region 2, Ofc of the Director. 08/08/22 CRUDEN.D.S Virginia Power 
(Virginia Electric & Power Co.). 4pp 48721.106-46721:215 

—8309010209 Insp Repts 50-338/08-14 & 60-339/88-14 on 880627-30 No violations or 
deviations noted.MaJor areas Inspected, emergency response facility & 
equipmentjntervlews w/util personnel & equipment for emergency response organlza- 
ilon. 

CUNNINGHAM.AL. Region 2, Ofc of the Director, 88/00/16 26pp, 46721:190- 
43721:215. 


8808290303 Suppls util 800226 response to deviations noted In Insp Repts 50-338/87- 
39 & 50-339/87-39, Util current policy to document & justify deviations from emergen- 
cy response guidelines listed 

CRUDEN.D S. Virginia Power (Virginia Eloctric & Power Co) 80/08/22 Document 
Control Branch (Document Control Desk) 2pp, 46690-230 46690.239, 

8809010205 Forwards Insp Repts 50 338/88-14 & 50 339/88-14 on 880627-30.No vio- 
lations noled.Emergency response facilities appraisal open items & list of Items to bo 
considered for program enhancement end, 

STOHRJ.P Region 2, Ofo of the Director. 08/00/22. CRUDEN.D.S. Virginia Power 
(Virginia Eleclrio & Power Co ) 4pp 46721:186-46721-215 


0 808230100 Advises lhat 800816 Rev 13 lo plant guard training & qualification plan 
consistent w/IOCFRSO 54(p) & acceptable. 

CUNE.W.E, Region 2, Ofc of the Director 89/09/09. CRUDEN.D S Virginia Power 
{Virginia Electric & Power Co.). 2pp, 46945.138-46945:140. 


360$ 2300 12 Forwards Insp Repts 50-338/08-13 & 50-339/68-13 on 860718-22 & notice 
of violation Unresolved Items noted. 

H ERDT.A.R, Region 2. Ofo of the Director. 80/09/13. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co ). 2pp. 46947- 134-46947:1 69. 


—8809230014 Notice of violation from insp on 88071 0*22,Vio1ation noted: solenoid oper- 
ated valves relocated w/o Initiating rev to plant post-fire safe shutdown procedures 
due (o failure to perform adequate evaluation per App R design guidelines. 
HERDT.AR. Region 2, Ofc of the Director. 88/09/1 3 . Ip. 46947-136-46947-136, 


—SSQ9230016 Insp Repts 50-338/88-13 & 50-339/88-13 on 880718-22. Violation 
noted Major areas inspected triennial post-fire safe shutdown capability reverification & 
a sac- ss ment, Including App R compliance & post-fire shutdown capability. 

HARRIS, J., HUNT.M, CONLON.f. Region 2, Ofc of the Director. 88/09/13. 33pp. 
48947:137-46947:169. 


-8809010209 Insp Repts 60-330/88-14 & 50-339/88-14 on 680627-30 No violations or 
deviations noted.MaJor areas Inspected: emergency response facility & 
equipment, interviews w/util personnel & equipment for emergency response organiza- 
tion. 

CUNNINGHAM, A L . DECKER, T.R Region 2, Ofc of the Director 08/08/10. 26pp. 
46721:190-46721.215 

8B0B 160368 Suppl 1 to NRC Info Notice 08-048, “Licensee Rept of Defective Refur- 
bished Valves 1 Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 88/08/24, 
Consolidated Edison Co. of New York, Inc. 122pp, 46713*218 46713:219 

88091 6032B Informs that SALP Repts for Sept 1986 - Apr 1988 reviewed & acceptable. 
CRUDEN.D S. Virginia Power (Virginia Electric & Power Co ) 88/08/26. Region 2, Ofc 
of the Director 2pp, 46848,208-46048.209, 

8808230112 NRC Info Notice 88-070, “Check Valve Inservice Testing Program Deficien- 
cies .' " Svc list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 870411). 88/0B/29. 
Consolidated Edison Co. of New York, Inc 123pp 46713.095-46713 217. 
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3808260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuled to 

ROSSLC*E Divi&icfn oT Operational Events Assessment {Post 870411) 66/09/01 
Consolidated Edison Co or New York, Inc. 121pp 46712 244*46713 004 

3300300018 NRC Info Notice 88-072, "Inadequacies in Design of DC Motor-Operated 

ROS^I.C.E^Divis^on 1 of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001*46726 123 


$009200083 Forwards Insp Repts 50 338/88-25 & 50 339/88*25 on 680808-12 No vio 
lalions or deviations noted ^ 

COLLINS, D M Region 2, Ofc of the Director. 69/09/07, CRUDENAS Virginia Power 
(Virginia Electric & Power Co ) 2pp 46000 222*46900 233 


-0809200086 Insp Repts 50-338/08-25 & 50 339/86*25 on 880808*12 No 

viol alien s^deviallons or program weaknesses noted Major areas inspected plant 
chemistryxhemical corrosion & pipe wall thinning 

STODDARTPG, KAHLE.JB Rogion 2. Ole of the Director. 88/09/07 10pp, 
46900 224-46900 233 


6009000091 LER 66*004-01 on 860 520, determined that emergency diesel generator 2H 
had been Inoperable while emergency diesel generator 2J was out of sve for pre- 
planned maint Caused by failure oT breaker.Malnl procedure revised W/80OB3O llr 
KANE.GE, Virginia Power (Virginia Electric & Power Co) 88/06/30 5pp 46788357* 
46786 361 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plane 

8609020049 Rev 1 to Page 1 of Radiological Emergency Response Procedure EPA99 
L-SQ, “Medical Support " 

PRAZIER.L Detroit Edison Co 08/00/09 Ip 46747 142-46747142. 

8800310044 Rev 1 to Emergency Plan Implementing Procedure RAP-EMI-04, “Drills & 
Exercises ” 

' Detroit Edison Co, 88/06/25. 17pp 46717 336 46717 354 


8009150001 Responds to NRC 8BQB10 llr re violations noted in Insp Repts 50-330/80- 
18 & 50-339/86-18 Corrective actions (raining will be prowded to M&TE user on rev to 

CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co). 68/09/09 Docu- 
ment Control Branch (Document Control Desk) 4pp. 46056 010 46856 013. 

8009150295 Responds to NRC Bulletin 86-Q05,including suppls 1 5 2 re review of malls 
procured from Piping Supplies, Inc & West New Jersey Mfg Co Results of review for 
possible indirect purchases & results of testing & analysis discussed 
CARTWHIGHT.W R. Virginia Power (Virginia Electric & Power Co) 68/09/09 Docu- 
ment Control Branch (Document Control Desk) 3pp 46064 023-46864,025. 

0809230012 Forwards Insp Repls 50*336/66-13 & 50*339/86 13 on 860718 22 & notice 
of violation, Unresolved items noted 

HE ROT, A FI. Region 2, Ofc of the Director 80/09/13. CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co). 2p p 46947,134 46947 169. 

-8009230014 Notice of violation from insp on 8B0718-22 Violation noted solenoid oper- 
ated valves relocated w/o Initiating rev to plant post-fire safe shutdown procedures 
due to failure to perform adequate evaluation per App R design guidelines, 

HERDT.A R Rogion 2, Ofc of the Director. B8/09/13 Ip. 46947-136 46947*136 

-0609230016 Insp Repts 60-338/88-13 & 50 339/88*13 on 800716 22, Violation 
noted Major areas inspected triennial po9t*fire safe shutdown capability reverificatfon & 
assessment, Including App R compliance & post fire shutdown capability 
HARRlS.J , WAHD.D , WlSEMAN, G, Region 2, Ofc of the Director. 88/09/13, 33pp. 
46947,137-46947 169, 


0009 160 136 Rev 1 to radiolgical emergency response planning Implementing procedure 
index 

RATONDO.M Detroit Edison Co 88/09/00. Ilpp 40095 073 46895 003 

8909200313 Revised emergency plan implementing proceduresjnctudmg Administrate 
Procedure EPA-06, “Radiological Emergency Response Plan Emergency Telephone 
Directory Review A Update " 

‘ Detroit Edison Co 06/09/13, 7pp 46913 349*46913,357 


G, Adjudicatory correspondence 


8809020045 Advises that NRC declined to review Director’s Decision 8B- 1 1 .denying 
080204 petition to overturn NRC decision to allow plant to oporate at 100% 
power, revoke license & prove that plant deemed safe Served on 6BO029. 

CHILK.S J Office of tne Secretary of the Commission #380 6984. 68/06/29, 
CALDWELL, J, GPAY.H , LANGDON.S Canada, Govt, of Ip 46666 223 46066223 


P, Operating license stage documents & correspondence 

6009120294 Generic Ltr 8Q-14 to all holders of OLs or CPs (or nuclear power reactors 
re Instrument air supply sys problems affecting safety-related oquipment.Svc fist end 
M1RAGUA.F J Associate Director for Projects (Post 070411). 8B/08/00. Consolidated 
Edison Co of New York, fnc 41pp 47065 001*47065-006. 


0609080339 NRC Info Notice B8 074, “Potentially Inadequate Performance of ECCS in 
PWRa During Recirculation Operation Following LOCA," Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411). 88/09/14 
Consolidated Edison Co. of New York, Inc. 122pp 46824:215 46024 336, 

8809260274 Ack receipt of 880815 response to violations noted in Insp Repts 50*330/ 
88 06 8 6O-339/0B-O6 

JULIAN, C A. Region 2, Ofc of the Director. 88/09/14. CARTWRI GHT.W.R Virginia 
Power (Virginia Elect no & Power Co,). Ip 46956 120-46956 129 

8809120197 NRC Info Notice 86 075, "Disabling of Diesel Generator Output Circuit 
Breakers by AnU Pump Circuitry." Svc list end 

HOSSLC.E Division of Operational Events Assessment (Post 870411) 08/09/16, 
Consolidated Edison Co. of New York, Inc. 124pp 46946,133 46946,252. 

8809210024 Responds to NRC 880817 ltr re violations noted in Insp Repts 50-338/88- 
16 A 50-339/68-16 Corrective actions'Emergency Diesel Generator Output Breaker 2h 
replaced & lasted & mfg consulted on bolt t arguing requirements 
CARTWHIGHT.W R Virginia Power (Virginia Electric & Power Co), 80/09/16. Docu- 
ment Control Branch (Document Control Desk) 5pp 46920 276 46920 280. 

0009270131 Responds to NRC 880817 ltr re violations noted in Insp Repts 50 336/08- 
03,50-339/88 03,50-280/88*03 & 50 261/8B-03 Corrective actions policy to establish 
contractor dose goals during work palnning process re emphasized 
CARTWRIGHT.VVR. Virginia Power (Virginia Electric & Power Co). 88/09/16 Docu- 
ment Control Branch (Document Control Desk), 6pp. 46971 266 46971:270. 

0009130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control.'* Svc list end, 
RQSSI.GE Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co, of New York, Inc, 125pp. 46946 253 46947.013. 


R. Periodic operating reports & related correspondence 


8009120091 Pinal response to FOIA request for document 8. Forwards documents listed 
In App A.Documents also available in PDR App B documents totally withheld (ref 
FOIA Exemption 6) App C documents partially wilhheld (rot FOIA Exemption 5). 
GRIMSLEYJXH NRC * No Detailed Adulation Given. 68/08/17 CONNORL Doc* 
Search Associates, 5pp 46770 060 46770 089 

-0809120137 Forwards assessments by Enforcement Slaff of regional performance In 
enforcement area from Jul-Nov 1905, 

AXELRAD.J A, Enforcement Staff, 16 (Pro 970413) 86/12/13 8LAHA.J L. Program 
Support & Analysis Staff, IE (Pro 870413). 1 Gpp 46770.211-46770 223 

8809020265 Forwards supplemental Info re proposed changes to primary & secondary 
containment integrity Tech Specs that would allow non instrumented closure media 
nisms located In locked high radiation areas to be verified each cold shutdown 
SYLVIA.B R Detroit Edison Co, 88/08/24, Document Control Branch (Document Con* 
Uo\ Desk) 6pp 46746:285-46746 290. 

8809070038 Advises that shift operation advisors will be taken off shift 8 used In other 
capacities through end of yr based on advisors achieving required level ol experience 
StLVIAjB.R. Detroit Edison Co. 88/08/26, Document Control Branch (Document Con- 
trol Desk). Ip 46777 350-46777 358 

8609130162 Forwards notice of consideration of Issuance of amend to OL 8 opportunity 
for hearing re 880629 application for amend 

aUAY.T.R Project Directorate IJI-1 88/09/01. SYLVIA, B R, Detroit Edison Co 3pp 
46B30 072-46830,078. 

-8809130194 Notice of consideration of issuance of amend to License NPF 43 & pro- 
posed NSHC determination & opportunity for hearing, Amend revises Tech Specs to 
provide provisions to reset Instrument channels &/or trip sys 
WAMBACRT.V Project Directorate III-1. 88/09/01 4pp. 46030,075 46830.078 


8809080039 "Semiannual Radioactive Effluent Release Rept North Anna Power Station 
Jan-June 1986 *' W/9BQS26 llr, 

BARNES.W.C,, CRUDERDS Virginia Power (Virginia Eleclrio & Power Co.). 80/06/ 
30 27pp. 46793:001*46793027. 

8009200267 Monthly operating repts for Aug 1 930 for North Anna Power Station Units 1 
& 2.W/B80914 ltr 

GARNER, B„ CARTWRIGHT, W R Virginia Power (Virginia Electric 8 Power Co.). 08/ 
08/31. 14pp. 46916:174*46918.187 


8809140286 Forwards action plan on recirculation pump B discharge valve.per RC Knop 
request on progress of Investigation into recirculation pump discharge valve failure to 
close. 

SYLVIA.B R, Detroit Edison Co, 06/09/03 DAVIS.A B Region 3, Ofc of the Director. 
4pp 46836 097-46836* 100 

8609260227 "Suppl 9 to Interim Startup Test Rept,'* W/B80920 ltr. 

SYLVIA, B.R Detroit Edison Co 68/09/10, 150pp 46951-213-46952.053 


S. Reportable occurrences, LEFta & related correspondence 

8009070275 Part 21 rept re procurement of heat tracing mails from Nelson Electric 
Corp nol meeting 10CFR21 requirements. Initially reported on 880810, Nelson Electric 
Corp removed from approved safety related vendor list, 

CRUDE N,J N. Virginia Power (Virginia Electric 8 Power Co.) 68/08/12, GRACE, J.N 
Region 2, 0{c of tne Director. 3pp. 46780 348-46780.350. 

8809020201 Confirms lelcon rept of 680827 oil spill during operator attempt to dewater 
oll/water separators suiting in discharge to Outfall 004 .Operators to exercise more 
caution during dewatering until chiller operation curtailed, 

MARSHALL,© M Virginia Power (Virginia Electric 8 Power Co) 88/06/29, 
KREGLOE.W.L Virginia, Commonwealth of. 2pp. 46750 26 2*4 67 50.263. 


Q. Inspection reports, IE Bulletins 8 correspondence 

8808290210 Forwards response to SALP 9 Board Repl 60-341/06 01. Guidelines cur- 
rently b$lng developed to assist operators In assessing equipment operability require- 
ments particularly In area ol dependence on support sys 

SYLVJA.B.R Detroit Edison Co 88/06/17. Document Control Branch (Document Con- 
trol Desk), 18pp 46677*321 -46677*338. 

8608290282 Responds to Suppls 1 8 2 to NRC Bulletin 87-002, "Fastener Tasting !o 
Determine Conformance W/Applicable Mail Specs " List of mfgs & suppliers & testing 
results for another sample of fasteners end. 

SYLVIA.B, R. Detroit Edison Co, 88/08/16 Document Control Branch (Document Con- 
trol Desk) 96pp, 46684:092*46684:188, 
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130185 NRC Info Notice 80 069, “Movable Contact Finger Binding in HFA Relays 
Klip by GE ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/08/ IQ 
Consolidated Edison Co of New York, Inc 125pp 46690 054-46690 170 

6808 1 60451 NRC Info Notice 88 068, “Setpoint Testing of Pressurize/ Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/00/22 
Consolidated Edison Co of New York, Inc 12lpp 46702 311*46703 070, 

880816 0360 Suppl 1 to NRC Info Notice 08 040, “Ucenseo Rept of Dotective Refur- 
bi shed Valves Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/00/24 
Consolidated Edison Co of New York, Inc 122pp 46713 218 46713 219, 

6808290138 Responds to NRC 880725 Hr re violations noted in Insp Rept 50*341/80 
1 a Corrective actions drywell high pressure Channel C Instrument restored to svc fol* 
lowing completion of local leak rate testing on 800316 

SYI_vTa,B R Detroit Edison Co. 80/0B/24 Document Control Branch (Oocumont Con 
trcal Desk) lOpp 46680 252 46600:261 

6809328222 Revised response to NRC 000517 Itr re violations noted In Insp Rept 50- 
341/a 0 06 Corrective actions’plan established to validate sparo parts ref sys data 
base for all safety- related & Class IM replacement parts prior to svc 
SY LVI A,B,R Detroit Edison Co. 88/00/25 Document Control Branch (Document Con- 
trol O^sk) 2pp 46750-310 46750 311 

B8 0S230112 NRC Info Notice 08-070, “Check Valve Inservice Testing Program Deficlen 
cios/' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/00/29 
Consolidated Edison Co. of New York, Inc 123pp 46713,095-46713 217 

69 03070303 Forwads app to SALP Ropt 50-341/00-01 for Apr 1007 - Mar 1988 

DAVIS.AB Region 3, Ofc of the Director 08/00/30 SYLVIA.B R Detroit Edison Co 
2pp. 46779 205-46770.226 


S. Reportable occurrences, LERs & related correspondence 


8008260449 LER 8/ 040 07, on 87 1008, inadequacies in Tech Spec surveillances found 
during review Caused by Incomplete understanding of Tech Spec 
requirements Procedures revised to test 400 volt ac emergency busses W/8B0822 Itr 
NA0ER,G , WILGUS,W S Detroit Edison Co 00/00/22 20pp 46654 310 46654 329 


0008300040 LER OB 026 OO.on 800723, unit shut down Caused by leakage in valves 
E51 F007 & G33-F100 which developed following stroking of valves write plant in 
operation Stems on valves replaced & valves repacked W/880B22 Itr 
NADER, G , ORSER.W S Detroit Edison Co 88/08/22 5pp 46693.208 46093 212 


8008310210 LER 08 027 00 on 800726,technician accidentally shorted across two ter- 
minals which actuated div I of emergency equipment cooling wator & emergency 
equipment svc wator sys Caused by personnel error Technician counseled W/8B0825 
Hr 

PENDERGAST.J , ORSEFl.W S Detroit Edison Co 08/08/25 4pp 46725,350- 


8008310213 LER QB 020 00 on 080726.HPCI pump discharge Inboard Isolation valve 
failed to open Caused by grounded contactor coil at valvo torque switch by heater 
bracket Heater assembly & nine other valves removed W/000825 Itr 
PENDERGAST.J, ORSER.W S Detroit Edison Co 88/08/25, 7pp, 46719 091- 
46719,097 


0609070344 Forwards investigation action plan on recirculation Pump B Discharge 
Valvo B3105 F031B failure wnlch occurred on 880820 Some actions will bo performed 
concurrently & others will be modified a9 plan progresses 

SYLVIA.B R. Detroit Edison Co 08/08/29, DAVIS, B. Region 3, Ofc of the Director 
4pp. 46773 169 46773 172 

8009070444 LER 08 029 00 on 000802,24 hydraulic control unit scram inlet & owlet 
valves opened due to deenergizatlon of associated stated valves Caused by Improper 
termination of cable.Roaclor protection sys logic resot.W/880901 Itr 
ANTHONY.P., ORSER.W S. Detroit Edison Co 00/09/01 7pp. 46772 155 46772 161 


— 38OBO7031O App to SALP Rept 50-341/00-01 for Apr 1907 - Mar 1980 
* Region 3, Ofc of the Director. 88/00/30 2pp. 46779 207*46779 228 

6 BO 0 2 60492 NRC Info Notice 00-071, "Possible Environ Effect of Reentry of COSMOS 
t GOO & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event ' Svc list end. 

FfOSSIjC E Division of Operational Events Assessment (Post 870411) 00/09/01 
Consolidated Edison Co of Now York, Inc 121 pp 46712,244-46713.004 

GBQ 9070333 Forwards Exam Rept 60 341/OL 8B 01 on 000802. 

WR l<3HT,G C. Region 3, Ofc of tho Director 00/09/01. SYLVIA, B R Dotroit Edison 
Co. 2pp. 46767 107-46767.108 

— BBO9O70336 Exam Rept 50-341 /OL- 08*01 on 080002 Exam results.candldate success- 
fully passed exam 

NEJFELT.G.M, JORDAN, M Region 3, Ofc of the Director 00/00/31 70pp 
4S767.109 40767*186, 


0009200055 LER 00 030 00 on 08001 3,maln turbine on high vibration of bearings 0 & 9 
tripped Caused when general svc water flow control valvo to main ’urblne generator 
lube oil coolers failed open Failed valvo repaired W/G80912 Itr 
NADER, G , ORSER.W.S Dotroit Edison Co. 08/09/12 6pp 46911 043-46911 047 

8809200016 LER 00 031 00 on 0800 15, accelerated valve stroke lime testing of HPCI 
discharge isolation valvo E41-F067 not performed as required Caused by personnel 
error Individual Involved counseled W/880914 Itr 

ANTHONY.P.. ORSER.W.S Detroit Edison Co 00/09/14 4pp 46911.011-46911 014 

6809260072 LER 68 032 OO.on 880820 & 28,reclrculat!on pump B discharge valve failed 
to close, Caused by torque switch being set at Incorrect value & Improperly 
Installed, Program that controls torque switch settings will be Improved W/06091 9 Hr 
NADER.G , ORSER.W.S Detroit Edison Co 88/09/19 9pp 40957 326-46957.334 


V. Operator Examinations 


0 BOa 3 000 18 NRC Info Notlco 00*072, "Inadequacies In Design of DC Motor Operated 
Valves M Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 00/09/02, 
Consolidated Edison Co of New York, Inc 122pp, 46726 001-46726 123. 

6809 1 30165 Forwards Emergency Operating Procedure (EOP) Insp Rept 60-341/00-20 
on OB0705 14. Draft EOPs represent Improvement 

HOLAHAN.G M. Division of Reactor Projects - I1IJV.V & Special Projects (Post 
G7041 1) 88/09/08 SYLVIA, B.R, Dotroit Edison Co. 0pp. 46030:178 46030*214 

— BBOG130171 Insp Rept 60-341/00-20 on 800705-1 4. No violations noted Major areas 
inspected licensee emergency operating procedures.operalor training & plant sys to 
accomplish listed objectives for NRC Temporary Instruction 2515/92. 
ARCHITZEL.R.S , KONKLIN.J E. Division of Reactor Inspection & Safeguards (Post 
G70411) HAUGHNEY.C.J Special tnspoction Branch B0/0B/26 33pp 46830 102- 
40830 214 

B BOG 190260 Responds to NRC Bulletin 08 005 & Suppls 1 &, 2, “Nonconforming Matl9 
Supplied by Piping Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at 
Wdllemstown.NJ ” Computer listings of Mango results & teat data end. 

SYL.VIA.BR. Detroit Edison Co 80/09/09 Document Control Branch (Document Con- 
trol desk). 21pp. 46805*316 46885*336. 


8009070333 Forwards Exam Rept 50-341 /OL-88-01 on 000002 
WRIGHT.GC Region 3, Ofc of tho Director 08/09/01, SYLVIA.B R. Dotroit Edison 
Co 2pp 46767107-46767 186 

-8B09070336 Exam Ropt 60 341/OL-08-01 on OB0002 Exam results candidate success 
fully passed exam, 

NEJFELT.G M„ JORDAN, M Region 3, Ofc of the Director. 88/00/31. 70pp 
46767.109 46707.186 

8009070323 Ack receipt of 00OB26 Itr providing current status of question bank develop 
ment to support NRC administered ^qualification oxam at facility.Concurs w/util re- 
quest to delay exam until fourth quarter of 1989 

WRIGHT, G C Region 3, Ofc of the Director. 08/09/02 SYLVIA.B R Detroit Edison 
Co Ip. 46777 359 46777.359 

8609140352 Roquosts encl listed rof mall 60 days prior to operator & senior operator 
llconslng exams scheduled for wk of 881 205 1 2 

WRIGHT, G C Region 3, Ofc of tho Director 88/09/06 SYLVIA.B R Detroit Edison 
Co 11pp. 46044*159 46044 169, 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


0BO9OGQ339 NRC tnfo Notlco 88 074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LQCA Svc list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/09/14 
Consolidated Edison Co, of New York, Inc, 122pp, 46024*215-46924 336 

SBO9120197 NRC Info Notice 88 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry.” Svc list encl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/16, 
Consolidated Edison Co, of New York, Inc. 124pp. 46946 133-46948*252. 

3809 136350 NRC Info Notice 08-076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list encl 
ROSSI.CE, Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co. of New York, Inc 125pp, 46946.253-46947:013, 


R, periodic operating reports & related correspondence 

0609020271 "Semiannual Radiological Effluent Release Rept, Jan June 1988 “ W/ 
8-80829 hr. 

SY LVI A, B.R Detroit Edison Co. 8B/06/3Q 24pp 46745.089-46745*112, 

30092:00011 Monthly operating rept for Aug 1988 for Fermi 2 W/080915 Itr, 

ANTHONY.P M , ORSER.W S. Detroit Edison Co. 8Q/0B/31. 5pp 46900.087- 
46900,091 


F. Security, medical, emergency A fire protection plana 

0808310007 Rev 2 to Radiological Emergency Response Plan Implementing Procedure 
E P-1 03, “Emergency Operations Facility " 

WALTJ D , OLMSTEAD.C.A, Portland General Electric Co 88/08/01. 262pp 
46727*106-46728 007. 

0809010280 Rev 2 to Emergency Plan Implementing Procedure EP-1Q2, “Operational 
Support Ctr (OSC) " 

WALT.T,, OLMSTEAD.CA. Portland General Electric Co 08/08/17. 120pp 
46742*081-46742*218 

8809160002 Rev 2 to Radiological Emergency Response Plan Implementing Procedure 
EP-104, “Company Support Ctr " 

* Portland General Electric Co. 88/08/18, 110pp. 46899.134-46099*245. 

0009220160 Rev 3 to Radiological Emergency Response Plan Implementing Emergency 
Procedure EP 001, “Emergency Classification " W/1 5 oversize figures 
WALT.T.T Portland General Electrlo Co 88/0B/18. I6pp 47041.047-47041 074 

880901005G Provides Info on completion of plant (ire protection mods, per 
10CFR50 48 Mods will be completed as slated In util 870520 llr w/llsted 
exceptlons.Description encl. 

COCKFIELD.D W Portland General Electric Co. 80/08/23. Document Control Branch 
(Document Control Desk). 13pp 46740 021-46740*033. 
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0809020141 Responds 10 NRC 8BQ713 Itr re violations noted In Insp Rept 50 344/0B-16 
concerning security requirements Revises previous response to concern about lack of 
followup of security inspector findings Enel withheld ^ § - . 

CQCKHELO.OW. Portland General Electric Co 88/08/29 Document Control Branch 
(Document Control Desk) Ip 46751 175-46751 175 

08091 601 B1 Ack receipt of T Walt 880826 ttr providing scope & objectives for licensee 
1988 annual emergency exercise Util objectives appropriate 
FiSH.R Region 5. Ofc of the Director, 88/09/09 COCKFIELD.D W Portland General 
Electnc Co Ip 46885 149 46885 150 

-*8809160103 Sanitized version of Itr forwarding licensee scope & objectives & limita- 
tions of 19B8 annual exercise W/o end , „ . , 

COCKFIELD.D W Portland General Electnc Co, 88/08/26 Document Control Branch 
(Document Control Desk) Ip 46885 150 46885 150 


8609220279 Discusses NRC concerns re control room & cable spreading room alterna- 
tive safe shutdown method Confirms licensee commitment to advise NRC by 6B0916 
re plan to ensure sufficient emergency diesel generators protection 
CHAFFEE, A E Region 5, Ofc of the Director B8/09/09 COCKRELD,O.W, Portland 
General Electnc Co Ip, 46927 130-46927 130 


8809190021 Forwards rev to security plan describing methodology used to protect sec- 
ondary supply sys Rev withheld 

COCKFIECd.DW Portland General Electnc Co, B8/Q9/13, Document Control Branch 
(Document Control Desk) 2pp 46895 115 46095 116 


p. Operating license stage documents & correspondence 

8600260107 Forwards Amend 149 to License NPF-1 & safety evaluation Amend de- 
letes offsite & facility organization charts from Tech Specs 
CHAN.T L Project Directorate V 88/08/03 COCKFfELD.D.W Portland General Efec- 
tnc Co 3pp 46689 206-46669 223. 

-8806260117 Amend 149 to License NPF-1 .deleting offsite & facility organization charts 
from Tech Specs 

KNIGHTON ,G W. Project Directorate V, 80/08/03 10pp. 46669,209 46669,218 


8008160451 NRC Info Notice 80 060, "Setpoint Testing of Pressunzer Safety Valve* wr 
Filled Loop Scats Using Hydraulic Assist Devices " Svc list end 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 8a/0Rm 
Consolidated Edison Co of New York, Inc 121pp 46702 31 1-46703 070 L 

0000290266 Ack receipt of 880812 Itr informing NRC of stops taken to correct vaoiaw 
noted Insp Rept 50 344/88-24 ™ 

ZIMMERMAN, R.P. Region 5, Ofc of the Director 00/08/23 COCKFIELDOw p,v* 
land General Electric Co. Ip 46677.342-46677 345. m 

8800100368 Suppl t to NRC Info Notice 88 040, “Licensee Rept of Defective 
bished Valves ,r Svc list end * w 

ROSSI.C E Division of Operational Events Assessment (Post 070411) B8/O0/?i 
Consolidated Edison Co of Now York, Inc 122pp. 46713 210-46713 219 

8600230112 NRC Info Notice 88 070, "Check Valve Insorvice Testing Program Deficien 
cles 11 Svc list encl 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/0B/2Q 
Consolidated Edison Co of New York, Inc. 123pp 46713 095 46713 217 

0009020141 Responds to NRC 8B0713 Itr re violations noted In Insp Rept 50 344/eg 16 
concerning security requirements Revises previous response to concern about lack &f 
followup of security Inspector findings End withhold 

COCKFIELD.D W. Portland General Electric Co 80/08/20 Document Control Branch 
(Document Control Desk) Ip 46761 175 46751.175 

8809070062 Responds to NRC 880728 Itr re violations noted in Insp Rept 50 341/00 
27.Corrective actions radioactive mall shipped offsite or moved to new storage lota 
lion immediately adjacent to protected area boundary 

COCKFIELD.D W, Portland General Electric Co, OG/08/29, Document Control Branch 
(Document Control Desk) 3pp, 46700.351 46700 353 

8809070136 Responds to NRC 860729 Itr re violations noted In fnsp Rept 50 314/00 
26 Corrective actions on 000604, Procedure QCP-34 revised & approved lo include «■ 
qulromenla of Procedure JM 004 60M 

COCKFIELD.D W. Portland General Electric Co. 08/00/29. Document Conirol Branch 
(Document Control Desk) 3pp. 46773 100 46773,192, 


-0600260126 Safety evaluation supporting Amend 149 to License NPF-1. 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/00/03 5pp, 
46669 219 46669 223 

8808120294 Genenc Ur 68*14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equipment Svc list encl. 
MIRAGLIA.F J, Associate Director for Projects (Post 670411) 68/08/08 Consolidated 
Edison Co. of New York, Inc 41 pp 47065 001-47065 006, 

8809120091 Final response to FOIA request for documents Forwards documents listed 
in App A Documents also available in PDR App B documents totally withhold (ref 
FOIA Exemption 5) App C documents partially wilhheld (ref FOJA Exemption 5) 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given, 88/08/17. CONNOR, L. Doc- 
Search Associates 5pp 46770 060 46770 089. 

“8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jut Nov 1985 

AXELRAD.J A, Enforcement Staff, IE (Pre 870413). 86/12/13 PLAHA.J L Program 
Support A Analysis S taff, fE (Pre 870413). 1 3pp. 46770 21 1 -46770 223. 

8809140125 Forwards rept of violations of NPDES permit during Jul 1988, Violations In- 
voked exceeding limits for biochemical oxygen demand &. suspended solids In 
sewage plant effluent. 

COCKFIELD.D W. Portland General Electric Co 88/08/30 MARTIN, JB, Region 5, 
Ofc of the Director. 4pp 46841* 1 20-46841 :123 

0899000003 Amend 5 lo PGE-1025, “Environ Qualification Program Manual/' 

* Portland General Electric Co 88/08/31 150pp 46762104 46762 275. 

8809060408 Forwards request for addl Info re Amend 6 to updated FSAR, Response 
requested within 30 days of Itr receipt 

CHAN.TL Project Directorate V. 88/08/31 COCKFIELD.D.W Portland General Elec- 
tnc Co 5pp 46753.113-46753 117. 

0009000081 Forwards updated "Toxic Chemical Study Chlonne/’ per T Chan request 
COCKFIELD.D W. Portland General Electric Co 88/09/02 Document Control Branch 
(Document Conirol Desk). Ip 48792 351-46792.361. 

-0009000082 "Toxic Chemical Study 11 
' Portland General Electric Co 86/01/31, 10pp. 46792 352 46792.361. 

B809O8O113 Requests permission to exceed 1% [Imitation to Increase lateral shear 
forces In wall Increase needed to allow equipment associated w/control room ventila- 
tion mods lo be Installed on conirol bldg rooLAnalysis encl. 

COCKFIELD.D W. Portland General Electric Co, 88/09/02, Document Control Branch 
(Document Control Desk) 40pp. 46789 007-46789,046 


0609200070 Forwards (nsp Ropl 50-344/80 29 on 0006l9-O73O.No violations 
noted Root cause analysis on several LERs found lacking Further efforts needed on 
part of uM to achieve complete & thorough event repta & appropriate corrective ac 
lions 

ZIMMERMAN.fi P Region 5, Ofc of the Director 06/00/31 COCKFIELD.O.W Port 
land General Electric Co. 2pp. 46019.114 46010.136 

-8809200076 Insp Rept 50 344/00-29 on 000619-0730 No violations noted Major 
areas frispectecroperational safety verification, m Dint, surveillance, event follow up & 
open item follow up 

MENDONCA.M.M , BARR.R.C , SUH.G.Y Region 5, Ofc of the Director 0B/O8/31, 
21pp. 46919,116 46919.136 

8809200084 Forwards insp Rept 50 344/00 31 on 800710 22 No violations deviations 
noted, Violation noted during Insp Rept 60-344/07-31 rescinded, based on review of util 
080126 Itr. 

PATE,RJ Region 5, Ofc of Ihe Director 80/00/31, COCKFIELD.D, W Portland Gen- 
eral Electric Co, 2pp, 46911.031-46911.042 

-8809200089 Insp Rept 50-344/88 31 on 08071 8-22. No violations or deviations 
noted Major areas Inspected'unrasolvod, enforcement & followup Items 
MELFI.J.F,, RICHARDS.S.A. Region 5, Ofc of the Director 80/08/23 tOpp 
4691 1:033-46911 “042 

8808260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Svc list encl. 

ROSSI.C E, Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co. of New York, Inc. 121pp 46712*244 46713 004 

8808300018 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 
Valves M Svc tis\ end 

ROSSI.C E. Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co, of New York, Inc 1 22pp. 46726 001-46726 123. 

8009150004 Responds to NRC Bulletin 80 005, Supple 1 & 2, "Nonconforming Mails 
Supplied by piping Suppfiesjno at Folsom.NJ A West Jersey Mfg Co at 
Wjlliamstown.NJ/ 1 No malls Identified sub] to bulletin, 

COCKFIELD.D, W. Portland General Electric Co 88/09/09 Document Control Branch 
(Document Control Desk). 3pp. 46848*21 7-46048*288 

6009210176 Ack receipt of 880829 Itr Informing NRC of steps taken to correct violations 
noted In Insp Rept 60-344/88-27 

YUHAS.G.P Region 6, Ofc of the Director, 08/09/09, COCKFIELD.D W, Portland 
General Electric Co Ip 46920,271-46920*274 


8009150170 Forwards application for amend (o License NPF-1, revising pressunzer LPSI 
setpoint to accommodate change to different transmitter design used to measure 
narrow range pre ssurfzer pressu re. Fee paid. 

COCKFIELD.D W. Portland General Electnc Co. 68/09/09. Document Control Branch 
(Document Control Desk), Ip 46847:145*46847:153, 

-0009150173 Application for amend to License NPF-1 .revising Tech Specs re setpoint 
for pressunzer LPSI ressure safety Injection necessary to accommodate new Instru- 
mentation 

COCKFIELO.OW. Portland General Electnc Co, 88/09/09, 6pp 46847.148* 


“W091S0175 Proposed Tech Specs revising pressunzer LPSI seipolnt, 
Portland General Electric Co. 88/09/09. 2pp. 46847:152-46847.163, 


8009000339 NRC Info Notice 60 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA." Svo list encl, 

ROSSI.C E. Division of Operational Events Assessment (Post 870411), 80/09/14. 
Consolidated Edison Co. of New York, Inc 122pp 46824*215 46824.336 

8009120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svo Hal encl, 

ROSSI, C.E. DMsion of Operational Events Assessment (Post 870411). 80/09/16 
Consolidated Edison Co. of New York, Jnc. 124pp 46946:133 46946,252, 

8009130350 NRC Info Notice 80 076, "Recent Discovery of Phenomenon Not Previous 
KiS'J 8 !?^ 001 In Desl 9 n Secondary Containment pressure Control " Svc list encl 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 08/09/19 
Consolidated Edison Co. of New York, Inc 125pp 46946-263-46947:013. 



R. Periodic operating reports 8. related correspondence 

88090701 3 1 "Semiannual Radioactive Effluent & Waste Disposal Rept, Jan- June 19B8." 
W/ 880829 lb. 

C^KFIELD.D.W. Portland General Efectrlo Co. 88/06/30 44pp 46761*155- 
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B6091S0168 Monthly operating repl for Aug 1988 for Trojan Nuclear Plant,W/880907 Ur 
BAIFIG.G , OLMSTEAD.C A, Portland Goneral Electric Co 88/08/31 Spp, 46849 317* 
46649 321 


S. Reportable occurrences, LERb & related correspondence 

6806290002 LER 88 024-00. on 880 7 22, both trains of control room emergency ventila- 
tion eye Inoperable for 28 min due to Inability of sys to maintain required positive pres* 
sure Caused by Inadequate outside air damper,W/8Q0822 Itr. 

HINSON, L, OLMSTEAD.C.A Portland General Electric Co 86/0B/22. 7pp. 

46664.01 9*46684.027 

8808310163 Special rept.on 88071 8,dlesel fire pump out of svc for routine preventive 
main! In excess of 7 days, Fire truck brought on site & available as redundant lire sup* 
presseon source during period.Doora will be replaced by 881030. 

OLMSTEAD.C A. Portland General Electric Co 88/08/22. Document Control Branch 
(.Document Control Desk) 2pp. 46699 31 8*46699 31 9. 

8809270050 LER 88-026 OO.on 88081 6, reactor trip occurred on RCS Loop B low flow 
signal & venting of transmitter FT-424 caused transient on second Loop B Evaluation 
of event sfllf In progress.W/8809f 6 fir. 

H1NSON.L , OLMSTEAD.C A. Portland General Electric Co. 68/09/16. 6pp 

46999 032-46969.036 


V. Operator Examinations 

8909160050 Provides licensee operator licensing & requalification exam schedule for 
FY09-&2 in response to Generic Llr 88*13. 

COCK FI ELD, D.W, Portland General Electric Co. 88/09/09 HANNON, J Operator LI 
censing Branch, 3pp. 46864’026-46fl84‘028. 


DOCKET 50*346 DAViS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8608306663 Forwards Insp Rept 60*346/83-16 on 830711*840109 & notice of 
violation, per Enforcement Action EA-83-124. 

DAViS,A B, Region 3, Ofc of the Director 88/08/24 SHELTONA Toledo Edison Co, 
4pp 46693.098*46693 160. 

**8808300085 Notice of violation from Insp on 830711 -8401 OO.VIolallons notedlire in 
auxiliary shutdown panel room could have resulted In loss of control & indications for 
both auxiliary feedwater pumps 

DAVtS.A B. Region 3, Ofc of the Director. 88/07/24. 8pp. 46693-102*46003.160. 

080916001 1 Rev 2 to Emergency Plan Implementing Procedure HS*Ep*0282Q, "Emer- 
gency Ran Off*Normal Occurrence Procedure." 

WASILK.J.S , GORDON.G. Toledo Edison Co. 88/00/30, 14pp. 46906-307*46908:320. 

8609070078 Forwards Rev 3 to security training & qualification plan Rev withheld 
SHELTON, O.C. Toledo Edison Co, 88/08/31. Document Control Branch {Document 
Control Desk). Ip. 46774-211-46774-211. 

8809000116 Forwards corrected Itr transmitting Insp Repl 60*346/83-16 & notice of vio- 
lation 

O AVIS, A 8, Region 3, Ofc of the Director. 88/08/31. SHELTON.D Toledo Edison Co. 
2pj> 48791.269 46791.282 

-8809080125 Corrected llr forwarding Insp Rept 60-346/83*16 on 830711-29 & notice 
of violation Violation noted. alternate shutdown capability for fire In control room or 
cable spreading room did not meet App R requirements. 

DAVIS, A B Region 3, Ofc of the Director. 00/08/31. SHELTON, D Toledo Edison Co, 
4pp. 48791*271*46791:282, 

6809200066 Discusses 880906 telcon re proposed change to 1980 exercise 
object Ives Change acceptable, 

SHAFER ,W,D Region £ Ofo of the Director. 00/09/09. SHELTON.D. Toledo Edison 
Co. Ip 46900.164-46900:184. 

6609100239 Forwards response to NRC 880009 Itr re violations noted In Insp Rept 50 
346/88 22 Enel withheld (ref 10CFR73 21). 

SHELTONAC. Toledo Edison Co. 80/09/13. Document Control Branch (Document 
Control Desk) Ip. 46891:070 46891.076. 


M. Antitruot correspondence 

8808300125 Forwards FR notice granting request to extend time until 880913 to com- 
ment on suspension of license antitrust conditions 

LAMBE.W.M. Policy Development 4 Technical Support Branch (Post 870411). 80/08/ 
25. ALBERT, K.M. Goldberg, Fieldman & Letham, PA. 3pp. 46691.345*46691.347. 


p. Operating license stage documents & correspondence 

560&120294 Generic Ltr 68-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equIpmenl.Svo list end. 
MIRAGUA,F.J ABBociate Director for Projects (Post 87041 1). 88/0B/08, Consolidated 
Edison Co. of New York, Inc. 41pp. 47065:001-47065.008. 

8-508260353 Forwards Amend 116 to License N PR-3, safety evaluation & notice of 
Issuance Amend revises Tech Specs revising License Condition 2.C (3)(d) & listed 
Tech Speo sections & deleting listed figures & table re exposure to high energy neu- 
trons, 

DE AGA2IO.A W. Project Directorate 111-3. 68/08/19. SHELTON, D.C Toledo Edison 
Co. 2pp. 46096.094-46696:1 22. 

-9806290358 Amend 119 to License NPF*3,revl8[ng 4 deleting listed Tech Spec 
sectonsjicense conditions, figures & table 

PERKINS, K.E, Project Directorate 111-3. 08/08/19. 19pp. 46696:096-46696:114. 

— B8QB260362 Safety evaluation supporting Amend 116 to License NPF-3. 

* Office of Nuclear Reactor Regulation, Director (Post 670411), 88/06/19, 6pp. 
46696.1 18-46696:1 20. 


-6806260367 Notice of Issuance of Amend 116 to License NPF-3 
DE AGAHIO.A W. Project Directorate 111-3 00/OB/19 2pp 46696 121-46696 122 

6609140206 Provides evaluation of B&W Document 47*1159091 00, “Design Require- 
ments (or Diverse Scram Sys 4 ATWS Mitigation Sys Actuation Circuitry R List items 
are areas of concern that plant-specific submittals must address 
CRUTCHFIELD.D Division of Reactor Projects - III, IV, V & Special Projects (post 
870411), 88/08/19 STALTER.LC, Babcock & Wilcox Operating Plants Owners 
Group, STALTER.L C. Toledo Edison Co. 2pp. 46037 035 46637.056 

8808290219 Forwards "Rept on Reactor Vessel Continuous Vent Line Performance," 
committed to on 830309. 

SHELTON,DC Toledo Edison Co 88/08/23 Document Control Branch (Document 
Control Desk). 2pp. 46678 045 46679.039. 

-8808290229 “Rept on Reactor Vessel Continuous Vent Line Performance," dtd 
880810 

BLAKELY, D R. Toledo Edison Co. 88/08/1 1. 255pp. 46670 047-46679 039. 

8808300110 Forwards Amend 117 to License NPF-3, safely evaluation & notice of 
Issuance, Amend revises Tech Spec Table 4.7-1 & Section 3/4.7.1.1 ro main steam 
safety valve setpoints & ASME code requirements. 

DE AGAZIO.A.W. Project Directorate 111*3. 88/08/24 SHELTON, D.C Toledo Edison 
Co 2pp. 46693.067-4^693.004. 

-8808300114 Amend 117 to License NPF-3, revising Tech Spec Tablo 4 7*1 & Section 
3/4 7.1.1 re main steam safely valve setpoints 6 ASME code requirements 
PERKINS, K.E. Project Directorate llt-3. 80/08/24 11pp. 46693:070 46663 079. 

-8808300118 Safety evaluation supporting Amend 117 to License NPF-3, 

* Office of Nuclear Reactor Regulation, Director Post 070411), 88/08/24. 3pp. 
46693.080-46693.002. 

-0608300119 Notice of issuance of Amend 117 to License NPF-3. 

DE AGAZIO.A.W. Project Directorate 111-3. 98/08/24, 2pp 46693.083 46693*084, 

8809010213 Forwards environ assessment & finding of no significant Impact re util 
070727 application for amend to License NPF-3 revising response times for 
MSlVs, safely features sys & steam & feedwater rupture control sys 
DE AGAZIO.AW. Projeot Directorate 111-3. 08/08/25 SHELTONAC, Toledo Edison 
Co. 2pp. 46739.338 46739.343. 

-8809010216 Environ assessment & finding of no significant Impact re proposed amend 
revising response times & surveillance requirements for MSlV.safety features sys 4 
steam & feedwater rupture control sys In Tech Specs. 

COLBURN, T.G. Project Directorate 111-3. 88/00/25. 4pp 46739.340 46739 343 

8809010220 Forwards environ assessment 4 finding of no significant Impact re 871207 
application for amend to License NPF-3, reducing allowable steam generator low level 

DE AGAZIO.A.W, Project Directorate III 3. 88/08/26. SHELTONAC Toledo Edison 
Co. 2pp 46743.201*46743*206. 

-8809010222 Environ assessment & finding of no significant Impact re 871207 applica- 
tion for amend to License NPF-3, reducing allowable steam generator tow level set- 
point 

COLBURN, T G. Project Directorate 111-3. 88/08/25 4pp 46743,203-46743*206. 

8809010053 Forwards detailed discussion of Allegations Rill 00-A 0051 & RIII-86-A- 
01 84, per P Sharp 880814 llr re plant allegations of misconduct by mgl at plant 
STELLO.V. Ofc of the Executive Director for Operations, 88/08/29 BRADBURNE.J C 
Congressional Affairs, 19pp 46740:172*46740:190. 

8809070335 Provides addl Info re 850617 license amend request changing Tech Specs 
to require shutdown to Mode 4 (hot shudown) rather than Mode 6 (cold shutdown) 
since applicability of operable main steam safety valves applies In Modes 1-3. 
SHELTONAC Toledo Edison Co, 88/08/29, Document Control Branch (Document 
Control Desk). Ip 46700.347-40780:347. 

8809160003 Forwards Amend 118 to License NPF-03, safety evaluation 4 notice of Issu- 
ance of amend.Amend revises steam generator low level steam & feedwater rupture 
control sys trip setpoint 

AGAZIO.A.W. Project Directorate 111-3. 88/OB/31, SHELTONAC. Toledo Edison Co. 
2pp. 46064:323-46864:333, 

-8809180005 Amend 118 to License NPF-3, re vising steam generator low level steam & 
feedwater rupture control sys trip setpoint & allowable values for channel functional 
test 4 callbr per Tech Specs 3,3,2 2 

PERKINS, K.E. Project Directorate III 3. 88/08/31. Spp. 46864:325 46864:329. 

-8800180006 Safety evaluation supporting Amend 110 to License NPF-3. 
DEAGAZIO.A.W. Project Directorate llt-3. 88/00/31, 4pp 40864.330-46664:331 . 

-6809210210 Notice of Issuance of amend to License NPF*3, revising steam generator 
low level steam 4 feedwater rupture control sys trip setpoint 4 allowable values for 
channel functional test 4 channel calibr required by tech Specs 
DE AGAZIO.A.W. Project Directorate III 3, 08/08/31 . 2pp. 46864:332*46864,333. 

8609150256 Forwards Amend 119 to License NPF-3 4 safety evaluation, Amend revises 
Section 4 7,1.5 surveillance requirements for MS1V 4 Section 3,3,2 2 r Table 3.3- 
fS.steam & feedwater rupture control sys response times, 

DEAGAZIO.A.W, Project Directorate 1(1-3. 08/09/01 SHELTON, D.C, Toledo Edison 
Co. 2pp, 40855:324*46855.337. 

-8609150256 Amend 119 to License NPF-3, revising Section 4,71,6 surveillance re- 
quirements for MSlV.Sectlon 3.S.2.2 4 Table 3.3*13 re steam 4 feedwater rupture 
control sys response times. 

PERKINS, K.E Project Directorate ill-3, 88/09/01. 7pp. 46855:326*46855:332 

-8809150260 Notice of Issuance of Amend 119 to License NPF-3.Amend changes main 
steam line Isolation valve closure lime requirements In Section 3/4.3.2 4 3/4.7.1 to be 
consistent throughout Tech Specs, 

DEAGAZIO.A.W. Project Directorate 111*3. 68/09/01. 3pp, 46855:333*46855:335. 

-8809150261 Safety evaluation supporting Amend 119 to License NPF-3 

* Project Directorate 111*3. 88/09/01, 2pp. 48855.336*48855:337 
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880916QCS1 Forwards marked-up Tech Specs inadvertanlly omitted from 8B0805 appll 
cation for amend to License NPF-3 re control rod position switches for remote shut- 
down instrumentation 

SHELTON.DC Toledo Edison Co 88/09/01 Document Conlrol Branch (Document 
Control Desk) 6pp 46897 343-48997 248 

9809200211 Bequests addl info re licensee response to Generic Ltr 83 29, Items 3 2 1 & 
3 2 2, submitted no later than 981015 

OEAGAZIO.AW Project Directorate 111-3 B8/09/14 SHELTON.D.C Toledo Edison 
Co 4pp 46911 115-46911:118 


Q, Inspection reports, IE Bulletins & correspondence 

8808190195 NRC Info Notice 68 069. "Movable Contact Finger Binding in HFA Relays 
Mfg by GE ’* Svc list end 

ROSSI.CE. Division of Operational Evenls Assessment (Post 670411) 80/08/19 
Consolidated Edison Co, of New York, Inc 125pp 40690 054 46690 178 

8608160451 NRC Info Notice 88*068, "Setpolnl Testing of Pressurizar Safety Valves W/ 
pilled Loop Seals Using Hydraulic Assist Devices ” Svc Ii9t end 
ROSSI.C.t, Division of Operational Events Assessment (Post 870411) 89/08/22 
Consolidated Edison Co, of New York, fnc. 121pp. 46702 311 46703 070 

8808 180369 Suppl 1 to NRC Info Nolrce 88-040, "Licensee Repl of Defective Refur- 
bished Valves. Svc list end 

ROSSI.CE. Division or Operational Events Assessment (Post 870411) 68/08/24 
Consolidated Edison Co of New York, (no 122pp. 46713 218-46713 210. 

8808300063 Forwards Insp Repl 50-346/83-16 on B 3 07 11-849109 & notice of 
violation, per Enforcement Action EA-83-124 

DAVIS.A B Region 3, Ofc of the Director 88/08/24. SH ELTON, D Toledo Edison Co. 
4pp. 46693.098-46693 158. 

-8808300065 Notice of violation from Insp on 830711 B401 09 Violations noted fire in 
auxiliary shutdown panel room could have resulted in loss of conlrol & indications for 
both auxiliary feedwater pumps 

DAVIS.A B, Region 3, Ofc of the Director. 89/07/24 6pp. 46693.102 46693 168 

8809090031 Advises of util action plan on QA/QC procedures, per 88081 8 meeting & 
800023 telcon.Rool cause evaluation will be conducted to determine reason for In- 
crease in procedural noncompliance Identified by facility trend rept, 

SHELTON.D.C Toledo Edison Co 88/00/26 DAVIS.A B Region 3, Ofc of the Direc- 
tor. 3pp 46804:142-46804.144. 

9908230112 NRC Jnfo Notice 88-070, "Check Valve Inservlce Testing Program Deficlen 
cles " Svc list end, 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 88/08/28, 
Consolidated Edison Co. or New York, Inc, 123pp 46713.095-46713 217 

8909080116 Forwards corrected ltr transmuting Insp Rept 50 346/63 16 & notice of vio- 
lation. 

DAVIS, A B Region 3. Ofc of the Director. 00/00/31, SHELTON, D. Toledo Edison Co 
2pp 49791-269 46791:262 


8609260021 Forwards Safety Insp Rept 50 346/80-27 on 880504 0902 VioTnlion 
noted Enforcement conference scheduled for 880926 

GREENMAN.E.G Region 3, Ofc of the Director 88/09/12 SHELTON, D Toledo 
Edison Co 2pp 46956 235-46956 242 

-88092600-64 I nap Rept 50-346/88 27 on 800504 0902 One violation noted Major 
areas Inspected allegation re operation of plant 

DEFAYETTE,R W , MCCORMICK Region 3, Ofc of the Director 88/09/12 6 dd 
46956 237 46956 242 

0809190239 Forwards response to NRC 880809 ltr re violations noted In Insp Rept 60- 
346/80-22 Enel withheld (ref 10CFR73 21) r 

SHELTON.D.C, Toledo Edison Co 88/09/13. Document Control Branch (Document 
Control Desk) Ip 46891 '076-46891, 076 

8009080338 NRC fnto Notice 8B 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA Svc list end 
ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 80/09/14 
Consolidated Edison Co of New York, Inc 122pp 46B24 215 46824-336 

9809270119 Forwards description of advlties associated w/880702 thermal sleeve fail 
ure & subsequent Insps & repairs App C attachments contain proprietary info & with 
held {ref 10CFR2 790) 

SHELTON.DC Toledo Edrson Co. 88/09/14 Document Control Branch (Document 
Control Desk) 3pp. 46969 293-46969-331 

9809230279 Forwards Safety Insp Rept 50-346/88-09 on 880321-0908 No violations 
noted, 

HARRISON, JJ Region 3, Ofc of the Director 88/09/15 SHELTON, D Toledo Edison 
Co 2pp 46943,237-46943 248, 

-8009230280 Safety Insp Rept 50-346/80 09 on 880321 *0908.No violations or devi 
aliens noted Major areas Inspectedjnservlce insp activities including review of pro 
gram (73051), procedures (73052) & observation of work activities (73753) 

WARD.KD, DANIELSON, □ H Region 3, Ofc of the Director 88/09/15 10pp 
46943 239 46943 248 w 

6909120197 NRC Info Notice 80-075, "Disabling Of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/09/16 
Consolidated Edison Co of New York, Inc. 124pp. 46946,133 46946 252 

8809130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous 
Jy Considered in Design of Secondary Containment Pressure Control," Svc list oncl 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 80/09/19 
Consolidated Edison Co of New York, Inc, 125pp. 46946.253 46947:013 

0809260210 Responds to NRC 860004 Jtr re violations noted in Insp Rept 50-346/88 
15 Full compliance to be achieved by 8801 104. 

SHELTON.D.C. Toledo Edison Co 00/09/19, Document Control Branch (Documonl 
Control Desk), 6pp 46956.048-46956 053, 


R. Periodic operating reports & related correspondence 


-9809080128 Corrected ltr forwarding Insp Repl 60 346/83 16 on 830711 29 & notice 
of viotation.Violation noted alternate shutdown capability for fire in control room or 
cable spreading room did not meet App H requirements 

DAVIS.A B. Region 3, Ofc of the Director. B9/09/31, SHELTON, D, Toledo Edison Co. 
4pp 46791 271-46791.282 

8809260492 NRC Info Notice 00-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Coifed ion of Licensee Radioaclivity Measurement Attributed to 
That Event Svc list encl 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/09/01, 
Consolidated Edison Co of New York, fnc 121pp, 46712-244*46713,004, 

8809300019 NRC Info Notice 8B-072, “Inadequacies in Design of DC Motor Operated 
Valvas " Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411) 80/09/02, 
Consolidated Edison Co of New York, Inc. 122pp. 46726 001-46726.123 

0809149295 Responds to violations noted in Insp Rapt 50-346/88-06 Corrective 
act ions- specific concerns re deviation In 1977 Installation of oil sightglass assemblies 
corrected & sampling program developed & Implemented 

SHELTON.DC. Toledo Edison Co 88/09/02 Document Control Branch (Document 
Control Desk) 4pp. 46641 149-46841:152, 


8908310014 Monthly operaling rept for Jul 1988 for Davis-Besse Nuclear Power Station 
UniU.W/880815 ltr 

CIPRJANI.J , STORZ.L F Toledo Edison Co 88/07/31. 6pp 46782 120 46782 125 

8805290275 Forwards softcover copy of plant 1987 annual environ operating ropt per 
request Technical appendlcss.consisting of data tables, omitted streamline aJbj edition 
SCOTT-WASILK.J. Toledo Edison Co. 88/08/17 Document Control Branch (Decu 
men! Conlrol Desk) Ip. 46666.053-46686 250 


8809010106 Forwards "1987 Annual Environ Operating 
SCOTT-WASILK.J, Toledo Edison Co 00/08/f?, dAV 
rector Ip, 46739.335-46739.335. 


Rept,’ 
IS, A B, 


per request W/o enc? 
legion 3, Ofc of the Di 


8809060031 Forwards 1937 Annual 10CFR50 69 rept of facility changes, tests & expert 
ments, 

SHELTON.DC Toledo Edison Co 8B/08/25. Document Control Branch (Document 
Conlrol Desk) 45pp 46753 255-46753,299 

8809260032 Monthly operating rept for Aug 1988 for Davis B esse Nuclear Power 
Station.W/880915 ltr, 

CIPRIANI, J., STORZ.L F. Toledo Edison Co 80/06/31 6pp, 46965-187-46965.192 


8609190344 Forwards response to NRC Bullelin 88 004, “Potential Safety- Related 
Pump Loss." Util identified seven sys that contain pumps that could be affected by 
concerns addressed in bullelin 

SHELTON.D.C Toledo Edison Co 88/09/09 Document Control Branch (Document 
Control Desk), lOpp 46893 350-46B93 359, 

8909210206 Notifies of plans to use Instrumented Insp techniques in case of auxiliary 
feedwater sys during refueling outage W/two oversize drawings & drawing change 
notices 

SHELTON.DC Toledo Edison Co 88/09/08. Document Control Branch (Document 
Control Desk), 12pp 46918 350-46919.099. 

8909200370 Responds lo NRC Bulletin 88-005, "Nonconforming Mall Supplied by 
Piping Supplies Inc at Fclsom.NJ & West Jersey Mfg Co at WiHiamstown.N J, Eleven 
nonconforming flanges tested & judged suitable for Intended svc 
SHELTON.D.C. Toledo Edison Co 80/09/09, Document Control Branch (Document 
Control Desk). 4pp. 4691 T 092-4 691 1*095, 

9909260010 Fo wards Safety Insp Rept 50-346/88*21 on 000701.001 B.No violations 
noted 

KNOP.R.C, Region 3. Ofc of the Director. 88/09/12, SHELTON.DC. Toledo Edison 
Co 2 pp 46B66 234-46906*245 

-9909260019 Insp Rept 50 346/80-21 on 880701-0015 No violations noted. Major 
areas Inspected.routlne.unannounced Insp by resident Inspectors of licensee action on 
previous lisp findings, operational safety.malnt, surveillance, licensee events & QA 
DEFAYETTE.R.W Region 3, Ofc of the Director 80/09/08 10pp. 46966 236- 
48966 245. 


S, Reportable occurrences, LERs & related correspondence 


6808260339 LER 88-017-00 on B80719, review of roving fire watch tour documentation 
Identified three occurrences of roving fire watches exceeding 1 h patrol 
Interval Caused by personnel error, Tour target times established.W/800818 ltr. 
GORDON.CS,, STORZ.L, F Toledo Edison Co 08/08/18, 3pp 46655-222-46655 224. 

8909140397 Special repl.on 000722, Tech Spec 3 3.3.3 violated, Caused by accelero- 
meters being inoperable for more than 30 days Mod 06-0060 to replace accelero- 
meters scheduled for completion by 080915 

STORZ,L F. Toledo Edison Co 08/08/31 DAVIS.A B, Region 3, Ofc of the Director 
Ip. 46848:146-46840*146. 


8609130002 LER 88-01 8-00, on 800009, discovered (hat both trains of station vent radi- 
ation monitors inoperable.Caused by Inadequate procedure not directing technicians 
to Inform supervisor of failure of high voltage board W/880906 ltr 
GORDON.CS , STORZ.L F. Toledo Edison Co 88/09/06, 4pp 46830:230 46830 233, 


8809190328 LER 08 019-00.on 88051 6, loose cable termination lugs discovered while 
performing maint on breaker D216 in dc low voltage switchgear MCC2 Caused by 
poor workmanship during Initial mfg process.Defective lugs reptaced.W/8B0914 ltr. 
GORDON.CS, STORZ.L, F Toledo Edison Co 00/09/14, 4pp. 46898.339-46898 342. 


8809200039 LER 88-020-00 on 0BO726, monthly test of anticipatory reactor trip sys did 
not match design drawings & parts of safety features acluatron sys logic had related 
deffclency.Caused by use ol Inactive logic gates W/880916 ftr 
STOTZJ , STORZ.L F Toledo Edison Co 88/09/16. 7pp 4691 3*307-4691 3-31 3. 
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V. Operator Examinations 

88091301 H Forwards proposed operator license exam schedule format & requalifica- 
tron exam schedule for facility covering FY89 92, per Generic Ur 88-13 
SHELTON, DC Toledo Edison Co 88/09/01. HAN NON, J Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp 46830 227-46830 22D 

8809140449 Requests exemption from requalKication exam due to possible overlap w/ 
plant startup & restart training Exemption being requested until Jan/Feb 1909 
timeframe Response requested by 880916 to support scheduling of ^qualification 
traantng 

SHELTON.DC Toledo Edison Co 80/09/02 MURLEY.T E. Office of Nuclear Reactor 
Regulation, Director (Post 070411) 2pp. 46846 152-46046 163. 


DOCKET 50-346 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

6608010043 Provides clarification of Rev 15 to physical security plan per NRC 88070B 
Itr.Per Generic Ltr 87-10, util finds granting temporary access w/o requirement of veri- 
fying character refs acceptable. 

HAIRSTON, WG Alabama Power Co. 88/08/23 Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 46720.338 48720-339. 

8609120109 Requests that end transmittal be completed so that util may verify receipt 
of Procedures GO-ElP-101,Rev 6 & GO-EIP-137, Rev 3 

HARRIS, R Alabama Power Co 88/08/23 Region 2, Ofc of the Director 2pp. 
46824:359 46624360. 

6609070297 Confirms 880926*30 as dales for revenflcalion Insp of post-tire safe shut- 
down caaabllltyjoor 860822 telcon List of requested malls end 
REYES, L.A Region 2, Ofc of the Director 88/08/26. HAIRSTON.WG. Alabama 
Power Co. 3pp 46779-187-46779 109. 

6809130263 Ack receipt ol scope & objectives for plant radiological emergency pre 
paredness exercise scheduled for 881102. Submittal fulfills requirements for annual 
onsite emergency exercise, 

COLLINS, D.M Region 2, Ofc of the Director 08/08/29. HAIRSTON.W.G Alabama 
Power Co. 2pp 46830-356-46830:357. 

8909150212 Rev 12 to Emergency Plan Implementing Procedure FNP-0 EIP-27, "Acti- 
vation of Emergency Operations Facility,” W/8Q0909 Ur 
HUDSPETH, J.-B. Alabama Power Co. 88/09/09. 22pp 46063.353 46864:014. 

8809190196 Forwards Rev 16 lo security plan Rev withhold 
HAIRSTON.W.G, Alabama Power Co, 68/09/16. Document Control Branch (Docu 
men! Control Desk) Ip 46899.094-46099 094 


■0608260120 Amends 79 & 71 to Licenses NPF-2 & NPF B.respectively, revising Tech 
Specs to defete surveillance specimen withdrawal schedule Table 44 5 & portion of 
Paragraph 4 4 10 1 2 re reactor vessel matl Irradiation surveillance 
ADENSAM.E.G. Project Directorate 11-1 08/08/22 1 2pp. 46656-293-46656 304 

-0008260122 Safety evaluation supporting Amends 79 & 71 to Licenses NPF 2 & NPF- 
0, re spec lively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/0B/22 2oo 
46656.305 46656 306 


8808310063 Forwards 080815 ltr to JM Moore (State of AL) re approved svc water 
chlorination program, covering discharges from cooling tower sys & monitoring of cool- 
ing tower blowdown 

HAIRSTON.W G. Alabama Power Co. 80/00/2 2 Document Control Branch (Docu- 
ment Control Desk) 3pp 46699.306 46699,300. 


8808300010 Advises that 8B0531 response to Generic Ur 8B 05 assures that program 
in place to deal w/boric acid leakage, Agrees w/commitment lo Implement procedures 
by 801031 

REEVES.E A Project Directorate 11-1. 88/00/25. HAIRSTON, W.G Alabama Power Co. 
2pp. 46698 179-46696.100 


8609190157 Forwards proposed schedules for completion of licensing items, including 
prioritized listing of license amend & other requests & listing of NRC related submlt- 

HAIRSTON.W.G Alabama Power Co 60/09/09, Document Control Branch (Docu- 
ment Control Desk) 9pp 46896015 46896,023. 

8609190158 Forwards summary of Rev 2 to second 10-yr tnservjce testing program for 
ASME Code Class 1,2 & 3 pumps & valves,Rellef Request PR-18 added to permit use 
of digital vibration monitor. Requests that rebel requests be granted by 890307. 
HAIRSTON, W.G. Alabama Power Co 88/09/09, Document Control Branch (Docu- 
ment Control Desk). -6pp. 46893 0S3 46893 090. 

8809190245 Clarities 880524 response to Generic Ltr 88-03 ro steam binding of auxilia- 
ry feedwater pumps to resolve Safety Issue 93 Check valves moditled to preclude 
backleakags associated w/blndlng 

HAIRSTON, W.G. Alabama Power Co. 88/09/09, Document Control Branch (Docu- 
ment Control Desk). Ip. 46887.360-40087.360 


0809230 24Q Informs of mods during future refueling outages to raise temp of loop seal 
water to allow sufficient flashing of water to steam .reducing postulated loadings on 
downstream piping below code values per NUREG-0737,ltem II D 1. 

HAIRSTON, W.G. Alabama Power Co. 80/09/16. Document Control Branch (Docu 
rnont Control Desk). 2pp. 46944 352-46944 353, 


0009230023 ”JM Farley Nuclear Plant Unit 1, Cycle o Startup Test Rept," W/880919 Hr. 
HA1RSTON.W.G, Alabama Power Co, 08/09/19. 21 pp. 4W45.165 46945.185 


P, Operating license stage documents & correspondence 

8008300076 Forwards answers to recipient 071119 ltr re operation of plant during 1002- 
83 NRC satisfied w/operatlon 

ZECN.L.W, Commissioners 8B/02/17. SHARP, P.R. House of Rop, Energy & Com- 
merce 11pp. 46703 243-46703.267. 

-e BOB 3009S5 Advises that end list of clients willing to cooperate W/NRC ro Investiga- 
tion of plant. 

MILLER, J.H Balch, Bingham. Baker, Hawthorne, Williams & Ward 06/05/06, 

BURCH, R H. Region 2, Ofc of the Director 4pp. 46703-254-46703,257 

-8808300088 Suppls 860506 ltr ro proposal of terms & conditions for employee Inter- 
views at plant for NRC investigation ol allegations. 

MILLER, J H. Balch, Bingham, Baker, Hawthorne, Williams & Ward 86/07/10 

2ECH.L.W, ASSELSTINE.J K,, BERNTHAL,F.M. Commissioners 3pp. 46703-268- 
46703.260 

-0800300090 Submits position on proposed terms & conditions re Investigative Inter- 
views atolant.per 860506 & 0710 lira. 

HAYES, EL Office of Investigations 86/08/08. MILLER, J.H Balch, Bingham, Baker, 
Hawthorne. Williams & Ward 4pp. 46703.261-46703-264. 

**9800300095 Discusses allegations ro licensee operation of plant w/ damaged fuel In 
1902-83, 

SHARP, P.R. House of Rep , Energy & Commerce. 87/11/19 ZECH.LW. Commission- 
ers. 3pp 46703.265-40703.267 

9008120294 Generic Ur 08-14 to all holders of OLs or CPa lor nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end. 
MtRAGUA,F.J Associate Director for Proleots (Posl 870411), 88/08/08, Consolidated 
Edison Co. of New York, Inc. 41pp. 47065-001-47065 006 

BS09 120091 Final response to FOIA request for documenls.Forwards documents listed 
In App A Documents also available In PDR App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.K NRC - No Detailed Affiliation Given 88/08/17 CONNOR.L Doc- 
Search Associates 6pp. 46770,060-46770:089, 

-8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 19B5 

AXELRAD S J,A Enforcement Staff, IE (Pre 070413). 86/12/13. BLAHA.J.L. Program 
Support a Analysis Staff, IE (Pre 870413). 13pp. 46770:211-46770:223, 

8808310154 Informs of util plans to resolve Generic Ltr 87-02 & Unresolved Safety 
issqe A-46, “Selamlo Qualification of Electrical Equipment” Intends to join Seismic 
Qualification Util Group as alternative for addressing ltr 

HAIRSTON.WG. Alabama Power Co. 08/08/19. Document Control Branch (Docu- 
ment Control Desk). Ip 46699,045-46699,045. 

B&082&8113 Forwards Amends 79 & 71 to Licenses NPF-2 & NPF-8, respectively & 
safety evaluation .A mends change Tech Specs to delete surveillance specimen with- 
drawal schedule Table 4 4-5 & portion of Paragraph 4 4,10.1.2 ra reactor vessel matl, 
REEVES, E, A Project Directorate 11-1. 8B/08/22. HAIRSTON.W G. Alabama Power Co. 
3 pp. 4 6656' 290 *4 86 56 306. 


Q. Inspection reports, IE Bulletins \ correspondence 

8802100001 Summary of CRGR Meeting 127 on 871223 re proposed resolution of USI 
A-47, "Safely Implications of Control Sys In LWR Nucl Nuclear Power Plants " Com- 
mittee recommended forwarding ofc package to EDO following Incorporation of CRGR 
comments. 

JORDAN.E.L. ComnnlUeo lo Rovlow Generic Requirements BQ/01/11 STELLO.V Ofc 
of the Executive Director for Operations 37pp. 48874.070 46075 332. 

-0309160154 Forwards Info on auxiliary feedwater check valves for facilities per IE Bul- 
letin 65 001, In response to 671229 request 

ERNST.M.L. NRC - No Detailed Affiliation Given. 07/12/30. FOSS.D.F Office of Nu- 
clear Regulatory Research, Director (Post 860720) 3pp 46874:111*46874 113, 

880712C677 Summary of CRGR Meeting 137 on 08O6OB re proposed draft rule 
10CFR52 concerning site permits, design certifications & combined licenses &. pro- 
posed NRC bulletin regarding thermal stresses in piping. List of attendees end 
JORDAN.E.L. Committee to Review Generic Requirements, 88/06/ 17. STELLO,V. Ofc 
of the Executive Director for Operations. 2Bpp, 46891,135 46891:261 

-8805310146 Requests review of draft bulletin on thermal stresses In piping connected 
to RCS Exponence at listed plant Indicates that soma water-cooled reactors may not 
comply entirely w/ 10CFR5Q,App A,GDC 14. 

SNEIZEK.J H Office of Nuclear Reactor Regulation, Director (Post 870411). 86/05/ 
16 JORDAN, E L Committee to Review Generic Requirements 20pp. 46091:247- 
46091*261. 

B60D290113 Ack receipt of 880728 Hr Informing NRC of steps taken to correct violations 
noted in Insp Repts 60 348/CB-20 & 50 364/0 8*20 

HERDTAR. Region 2, Ofc of the Director. 88/08/16 HAIRSTON.W, G Alabama 
Power Co, 1 p, 46664,055-46604 0&5. 

8600290097 Ack receipt of 880604 ltr informing NRC of steps taken lo correct violations 
noted In Insp Repts 60-346/60-19 & 50-304/88*19 

VERRELU.O M. Region 2, Ofc of the Director 88/08/16 HAIRSTON.WG Alabama 
Power Co. 1 p. 48684.04 \-4 8884.04 1, 

8608190195 NRC Info Notice 88 069, “Movable Contact Finger Binding In HFA Relays 
Mfg by GE,” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/08/ 19 
Consolidated Edison Co. of New York, Inc. 126pp 46890-054-46690.170 

6608310089 Forwards Insp Repts 60-348/88-24 & 50-364/88-24 on 8B0711 0810,Viola- 
tion construes another example of violations described In Insp Repts 50-348/86-20 & 
60-364/98-20.NO add! response required, 

VERRELU.D.M. Region 2, Ofo of the Director. 88/08/19. HAIRSTON, W.G. Alabama 
Power Co 2pp. 48699:027-46699 036, 

-880831QOBO Insp Repts 50-348/88-24 & 50-334/86-24 on 880711-0810, Violations 
noted use of Inadequate procedure to calculate RCS Inventory leakage.Major areas 
Inspecled-monthly malnl & surveillance observations & LERs, 

MILLER, W.H , DANCE.HC. Region 2, Ofc of the Director, 88/08/19, 6pp, 46690.020- 
46699 036. 
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8809010046 Forwards confirmatory measurement results to suppl Insp Repis 50 348/ 
87-37 & 50-364/87-37 XMferences noted for gross beta results.vanatlons attributed to 
drflmences in counting methodologies & Instrument i caltbrs- 

COLLINS, DM. Region 2. Ofo of the Director 68/08/19 HAIRSTON.Y/G Alabama 
Power Co 7pp 46743 121-46743:127 

080 B 160451 NRC Info Notice 88 068, “Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seats Using Hydraulic Assist Devices/’ Svc fist end 
ROSSI.CE Pi vision of Operational Events Assessment (Post 870411) 68/08/22. 
Consolidated Edison Co or Maw York, Inc 121 pp, 46702 311-48703 070. 

8608100366 Suppl 1 to NRC Info Notice 00 048, "Licensee Rept of Defective Refur- 
bished Vefveg ,r Svc list end 

ROSSI.CE. Division of Operational Events Assessment Post 870411) BB/08/24 
Consolidated Edison Co. otNew York, Inc. 122pp 46713218 46713 219 

8800300323 Concurs w/utiJ 080712 submfdal of delailed data re Cfass IE breakers.in 
response lo NRC Bulletin 68-001, "Defects In Westmghouse Circuit Breakers " Sub 
trvttala o( such add! data (or Unit 2 will not be necessary 

REEVES.E A Project Directorate 11*1 86/08/25 HAIRSTON, WG Alabama Power Co 
2pp. 46691 192-46691.163 

6808310116 Requests extension of response date (o violations noted fn 660222 0311 
msp until 86 1003, 

HAIRSTON. W.G. Alabama Power Co. 80/06/26 Document Control Branch (Docu- 
ment Conlr a I Desk) Ip 46699 276-46699,276 

8009070297 Confirms 600926 30 as dates for revenficalion insp of post-fire safe shut- 
down capability, per 680822 telcon List of requested mails end, 

REYES, LA. Region 2, Ofc Of the Director 80/06/26. HAIRSTON, W.G, Alabama 
Power Co, 3pp. 46779:187-46779,100, 

&6O023O112 NRC Info Notice 88-070, "Check Valve fnservlce Testing Program Deficien- 
cies M SvG list encl. 

ROSSI.C.E Division of Operational Events Assessment (Post 670411). 88/08/29, 
Consolidated Edison Co, of New York, fnc, 123pp 46713 095-46713 217 


8009060016 Forwards "Joseph Fadey Units 1 & 2 Evaluation for Tube Vibration Induced 
Fatigue," per NRC Bulletin 98 002, No lubes In either unit potentially suscepllbfe to 

fiXlR ^’F§}5 1 t§fG n a[b b ama bovver Co 08/06/29 Document Control Branch (Docu 
ment Control Desk) spp 46755.050 46755,212 


-0009060017 Requests withholding of propnetary Info Irom “Joseph Farley Units 1 & 2 
Evaluation for Tuba Vibration induced Fatigue, " per 10CFR2, 790(b)(4), 
W1ESEMANM.RA Weatinghouse Electric Corp. 58/08/05 MURLEY/T Office ol Nu- 
clear Reactor Regulation, Director (Post 970411) lOpp 46755:053 46755 082. 


-8809060016 "Joseph Fattey Unit 1 & 2 Evaluation (or Tuba Vibration Induced Fa- 

CONNORS, HJ„ FR(CK,T M., HALL.XM. Westinghouse Electric Corp WCAP-11876 
88/07/31. 150pp. 46755 063-46755.212. 


8009130224 Ack receipt or B80815 ftr Informing NRC or steps taken to correct violations 
nofed fn Insp Rept 50-348/99-23 & 50-304/88-23. 

VERRELLf.D.M, Heaton 2, Ofc of the Director. 88/08/29. HAIRSTON ,WG. Alabama 
Power Co. Ip. 46830.081-46030 061. 


8809060374 Advises that info provided befog used to determine extent of Industry par- 
ticipation & Implementation of erosion/ corrosion insp programs & lo obtain data on 
observed pipe wall thfn ruing. 

REEVES, E A Project Directorate IM. 69/08/31. HAIRSTON, W.G Alabama Power Co 
2pp 40758 212-49759.213, 


8008260492 NRC Info Nollce 86-071, "Possible Environ Effect of Reentry of COSMOS 
IflOO &, Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Svo list oncL 

flOSSI.C.E. Division of Operational Events Assessment (Post 670411) 80/09/01. 
Consolidated Edison Co. of New York, Inc 12lpp 46712 244-46713 004. 


8008300018 NRC Info Notice 68 072. "Inadequacies in Design of DC Motor-Operated 
Valves " Svc (1st end, 

ROSSf,C E. Drvfslon of Operational Events Assessment (Posl 07041 1). 88/09/02 
Consolidated Edison Co of New York, Inc. I22pp 46726.001 46726:123. 


8809140297 Responds lo NRC Bulletin 88 (^providing safely-related A nonsafaiy-re- 
Ia1t«f applications list of West Jersey Mfg Co & Piping Supplies, Ipo matla, 

HAIRSTON, W.G. Alabama power Co. 88/09/97. Document Control Branch (Docu- 
ment Control Oe&k). 4pp. 46836:101-46030.184 


0809200023 Forwards app to SALP Rapts 60-346/88-04 & 60-364/88 04, forwarded on 
880608 UtiJ 680002 written comments evaluated & discus sed,por 800707 meeting 
QRACE.J N. Region 2, Ofc of the Director 88/09/07 HAIRSTON, W.G Alabama 
Power Co. ?pp 4691 2'263-40912*303 

—8809200192 App to SALP Repts 50-348/80-04 & 50 364/68 Od.VTewgraphs end. 

* Ragion 2, Ofc of the Director. 86/00/26. 35pp. 46912-265 46912:303 

0609190190 Informs that util does not possess or utilize Spec 2-T radiographic 
devlce.por NRC Bulletin 00-006 

HAtRSTON.W.G, Alabama Power Co. 68/09/09, Document Control Branch (Docu 
menl Control Desk), Ip. 46909 017-46909 017, 

8809190229 Requests granting of two adcfl relief requests Involving rev of technical re- 
qulraments for hytfroslatio tegl pressure by SB03O7. Required fees for review of fnseiv- 
ice Insp program submitted by ltr did 870527. 

HAIRSTON.W.G, Alabama Power Co. 88/09/09. Document Control Branch (Docu 
ment Control Desk). 28pp. 46895-223 46895:250 


8009130083 Ack receipt or util 880024 response to violations noted In insp Repls 50- 
346/08-10 8 50-364/58-1 0.Utll action should correct self absorpllon problem.No fur- 
ther corrective actions necessary.Technical assessment end, 

STOHB.JP. Region 2, Ofc of the Director. 88/09/10. HAIRSTON, W.G. Alabama 
Power Co. Bpp. 48034.11 1-46934:110. 


8009060339 NRC info Notice 88-074, "Potentially inadequate Performance of ECCS fn 
PWRs During Recfrcufatfon Operation Following LOCA ," Svo list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/00/14. 
Consolidated Edison Co. of Mew York, fno. 122pp. 46824.215-46624:330 


B8D9120197 NRC Into Notice 08 075, "Disabling of Diesel Generator Outpul Circuit 
Breakers by Anti Pump Circuitry " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Posl 070411). 88/09/16. 
Consolidated Edison Co of New York, Inc. 124pp 46946:133-46046 252 

B60 91 30350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered jn Design of Secondary Containment Pressure Control ” Svc list enci 
ROSSLCE Division of Operational Events Assessment (Post 870411) 89/09/19 
Consolidated Edison Co, of Now York, Inc 125pp 46946 253-46947.013 


R. Periodic operating reports 0 related correspondence 


8809010321 "Semiannual Radioactive Effluent Release RepLJan-June 1980" W/ 
090024 hr. 

HAIRSTON.W.G Alabama Power Co 88/06/30 11 9pp. 46721 067-46721.105, 

SB09220055 Monthly operating rept for Aug 1988 for Joseph M Farley Nuclear Plant 
Unit 1 W/8B0912 Itr, 

MOREY.D N„ HAfRSTON r WG Alabama Power Co 88/00/31. 5pp. 46928-101- 
46920 105 


V. Operator Examinations 


0809070380 Forwards estimate of need for operator licensing exams for FY09-92,per 
Generic Ur 88 13 & request for ^qualification schedule, 

HAIRSTON.WG. Alabama Power Co. 80/09/01 Document Control Branch (Docu 
men! Control Desk). 3pp 46773:129-46773.131 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & ffre protection plans 

8009140232 Forwards public version of revised emergency plan Implementing 
procedures.includlng Rev 13 to EP-102, "Unusual Event Response, " Rev 10 lo EP- 
103, "Alert Response” & Rev 15 to EP-104, "Site Emergency Response.” 
GALLAGHER.J.W. Philadelphia Electric Co 88/08/03. Document Control Branch 
(Document Control Desk) 4pp. 46844,185-46844-290 

-0809140238 Public version ot revised emergency plan Implementing 
procedures.includlng Rev 13 to EP-102, "Unusual Event Response,” Rev 18 to EP- 
103, AJflrt Response” &, Rev 15 to EP-104, ”Slte Emergency Response." 

* Philadelphia Electric Co. 88/08/03. 109pp. 46844 189 46044-2O0. 

8806260074 Forwards errata lo SALP Rept 60-352/07-99 for Feb 19B7 - Apr imper 
£580727 meeeting at plant Overall assessment confirmed strong orientation toward 
safe planl operation. List of attendees & slides used at meeting also end 
RUSSELL, W.T. Region 1, Ofc o! the Director, 88/08/10. MCNEILL.C.A Philadelphia 
Electric Co 8pp. 46670.069 46670:127. 

8B09 190366 Informs that plant-specific emergency operating procedures will be provid- 
ed by Q60930, per WT Russell 860802 request 

FOGARTY, E.P Philadelphia Electric Co, 8B/09/12. GALLO. R M Region 1, Ofc oMhe 
Director, Ip. 4689B:O39-46890-O39 


G. Adjudicatory correspondence 

8809020060 Order/ Advises that lime In which Commission may act to review ALAB. 
897 extended until 680923 .Served on 880829 

CHILK.SJ. Office of the Secretary of the Commission. #388 6901 88/00/29, Com- 
missioned Ip 4666&.275-40B66 275 


P. Operating license Btage documents A correspondence 


8800120294 Generic Ltr 88-14 (o all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sya problems affecting safety-refated equipment Svc list encl 
MfRAGLIA.F J Associate Director for Projects (Post 870411). 88/0B/Q8. Consolidated 
Edison Co. of New York, Inc 41pp. 47065.001-47065-006, 

8609150174 Forwards application for amend to License NPF*39,changing surveillance 
requirements for emergency diesel generators, per Generic Ltr 84-15. 

BRA0LEY.EJ. Philadelphia Electric Co 88/09/09. MURLEY,T,E. Office of Nuclear 
Reactor Regulation, Director (Post 070411) Ip. 46855:215-46655,282. 

-8809150178 Application for amend to License NPF-39,changlng Tech Specs re surveil- 
lance testing of diesel generators, 

BRADLEY.E J Philadelphia Electric Co 88/09/09. Office of Nuclear Reactor Regula 
lion, Director (Post 070411). 54pp, 46855:216-46855:260. 

-9808150180 Proposed Tach Specs changing surveillance testing of diesel generators 
* Philadelphia Electric Co 88/09/09. 13pp. 46855*27O-46055-282. 

880920QQ50 Forwards application for amend (o License NPF-39, Increasing min spray 
pond water level to reflect spray pond vol requIrements.Fee paid 
BRAD LEY, E J. Philadelphia Electric Co. 88/09/14, MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director fPost 870411). ip. 46911.021-46911.030. 

-6809200050 Application for amend to License NPF-3 9, revising Tech Specs to Increase 
min spray pend water level to reject spray pond voi requirements. 

GALLAGHER.J.W Philadelphia Electric Co, 00/09/07 7pp. 4691 1.022-4691 1-02B, 

-8809200064 Proposed Tech Spec Page 3/4 7-5 reflecting Increased min spray pond 
water level consistent w/epray pond vol requirements, 

' Philadelphia Eleclrio Co. 08/09/07. 2pp. 46911,029-46911:030. 
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Q. Inspection reports, IE Bulletins A correspondence 


fl. Periodic operating reports & related correspondence 


8809200074 Forwards errata to SALP Rept 60-352/67*90 for Feb 1987 - Apr 188Q,per 
880727 meeetmg at plant Overall assessment confirmed strong orientation toward 
safe plant operation List of attendees & slides used at meeting also end 
RUSSELL.W T Region 1, Ofc of tiie Director 88/00/10 MCNEILL, C A Philadelphia 
Electric Co, 8pp. 46670 069-46670.127, 

-6800260078 Errata to SALP Rept 50*352/87*09. 

* Region 1, Ofc of the Director. 80/08/10, Ip 46670 127*46670 127 

6608190195 NRC Info Notice 88 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE " Svc list encf. 

ROSSI, C.E Division ol Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co. of New York, (no. 125pp, 46690 054-46690-178 

6008160451 NRC Info Notice 88 068, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end 
ROSSI, C.E, Division of Operational Events AssoS9ment (Post 870411) 80/08/22 
Consolidated Edison Co. of New York, Inc. 121pp. 46702 311*40703 070, 

8808 160369 Suppl 1 to NRC Info Notice 88-046, "Licensee Rept of Defective Refur- 
bished Valves. Svc Hat end. 

ROSSLC.E, Division of Operational Events Assessment (Post 070411). 08/08/24. 
Consolidated Edison Co. of New York, Inc. 122pp. 46713.218*48713.219. 

8809010377 Forwards Safely Insp Rept 50-352/88-17 on 680706-081 4, No violations 
noted. 

WENZlNGER.EC Region 1, Ofc of the Director. 68/08/26. MCNEILL, C A. Philadel- 
phia Electric Co. 2pp. 4672 1.256*4672 1‘305. 

-8809010379 Insp Rept 50*352/88-17 on 880706 081 4. No violations noted. Major 
areas fnspected.plant tours, malnt & surveillance observations A review of periodic 


repts.LERs & operational events. 
WILLI/ 


LIAMS.J.H., LINVILLE.J. Region 1, Ofc of the Director. 00/08/24. 48pp 
48721:258 46721 305. 

8608230112 NRC Info Notice 88 070, "Check Valve Inservlco Testing Program Dellcien* 
cles " Svc list end 

ROSSLC.E Division of Operational Events Assessment (Post 070411). 88/08/29. 
Consolidated Edison Co of New York, Inc. 123pp 46713.095 46713,217 

6609070516 Forwards Rev 1 to "Semiannual Effluent Release Rept 7." Rev consists of 
revised pages to correct compilation errors In reporting total Cl released of tritium A 
Xo-135 through gaseous pathways, as addressed In Insp Rept 50-352/88 04. 
ALDEN.W.M. Philadelphia Electric Co. 80/08/30. RUSSELLW.T. Document Control 
Branch (Document Control Desk). Ip. 40781:294-46781:298. 

6306260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
Th at Event A Svc list end, 

ROSSI. C E. Division of Operational Events Assessment (Post 870411) 80/09/01. 
Consolidated Edison Co. of New York, Inc. 121pp. 46712.244 46713 004 

8308300016 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Operated 
Valves." Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/09/02, 
Consolidated Edison Co. of New York, Inc. 122pp. 46726.001*46726.123. 

60O916O245 Informs that 680408 response to NRC Bulletin 88 001, Multiptant Action B- 
100, "Defects In Westinghouse Circuit Breakers/ 1 satisfactory & no further reply nec- 
essary. 

CLARK, R. Project Directorate 1-2. 88/09/09 ALDEN,W.M, Philadelphia Electric Co 
3pp 46897.179*46897-181. 

8809150002 Responds to IE Bulletin 86*003, "Motor-Operated Valve Common Mode 
Failures During Plant Transients Due to Improper Switch Settings." 

KOWALSKI, S.J. Philadelphia Electric Co 88/09/12. WENZINGER.E C. Region 1, Ofc 
Ot IbQ Director, 2pp. 46846*3OO-40&46.3O1. 

6009080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWfls During Recirculation Operation Following LOCA M Svc list end 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/09/14. 
Consolidated Edison Co. of New York, Inc. 122pp. 46824*21 6-46824.336, 

8009190207 Responds to NRC Bulletin 88-007, "Power Oscillations In BWRs " All reac- 
tor operators A shift technical advisors thoroughly briefed on event described In bulle- 

GALLAGHER.J.W. Philadelphia Electric Co 08/09/15. ROSSI, CE. Document Control 
Branch (Document Control Desk), 10pp. 46899.075*46899 084, 

0009220112 Forwards complete response to NRC Bulletin 88*005 A Suppls 1 A 2, 
"Nonconforming Matl Supplied by Piping Supplies, Inc at Folsom.NJ A west Jersey 
Mfg Co at Wllliamstown,NJ " . _ 

GALLAGHER.J.W. Philadelphia Electrlo Co. 80/09/15. ROSSI.C.E, Division of Oper- 
ational Events Assessment (Post 870411). 27pp 46927:034-40927,060. 

&809120197 NRC Info Notice 88*075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anil-Pump Circuitry/' Svo list end. Qft , rt0/ , a 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/09/16. 
Consolidated Edison Co. of New York, Ino. 124pp. 46946:133-46946:252. 

8909210192 Forwards response lo Bulletin 88-008, "Thermal Stresses In Piping Con- 
nected to RCS/' BWR designs of plants do not contain unisofable sections of piping 
subl lo thermal cycling fatigue from cold water leaks Into RCS. 

GALLAGHER J,W. Philadelphia Electric Co. 88/09/16 Document Control Branch 
(Document Control Desk), ROSSI, CE. NRC - No Detailed Affiliation Given. 6pp. 
46920-205*46920:270. 

B0O913O35O NRC Info Notice 88*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control' Svo list end, 
ROSSI.C.E. Division of Operational Events Assessment (Post 87041 1). 88/09/19. 
Consolidated Edison Co, of New York, Ino. 125pp 46946:253-46947:013, 


8809060055 "Semiannual Effluent Release Rept 8 for Jan June 1988.” W/880829 Itr 
MCCORMICK.M J , LEITCH.G M. Philadelphia Electric Co 86/06/30 RUSSELL, W.T. 
Region 1, Ofc of the Director, 99pp 46747 314-46748 051. 

0809010178 Monthly operating rept for Jul 1988 for Limerick Unit 1 W/ 880811 Hr. 
GROPP.RW, LEITCH.GM Philadelphia Electric Co 88/07/31, 6pp 40744.063- 
46744 068 

8809060023 Forwards "Annual Plant Mod RepUul 1987 - June 1868/’ per 
10CFR50 59 

LEITCH.GM. Philadelphia Electric Co, 80/00/29 RUSSELLW.T Region 1, Ofc of the 
Director, Ip. 46757 036 46757-153, 

-8009060028 "Annual Plant Mod RepUul 1087 - June 1988," 

* Philadelphia Electric Co 88/06/30. 100pp. 46757-037-46757.153 

0809070518 Forwards Rev 1 to "Semiannual Effluent Release Rent 7 '• Rev consists of 
revised pages to correct compilation errors In reporting total Cl released of Irlllum & 
Xe*135 through gaseous palhways.as addressed In Insp Rept 50*352/80*04 
ALDEN.W.M. Philadelphia Electric Co 88/00/30, RUSSELL, W.T Document Control 
Branch (Document Control Desk), Ip 46781 -294*46701 '298, 

-8809080001 Rev 1 to "Semiannual Effluent Release Rept 7, Jut Doc 1987/* 

* Philadelphia Electric Co 87/12/31. 4pp 46781.295*46781 298. 

8809200164 Monthly operating rept for Aug I960 for Limerick Unit 1. W/8B0915 Hr, 
MURPHY, J J , LEITuH.G.M. Philadelphia Electric Co 88/00/31 6pp, 46900 279* 
46900 204 


S, Reportable occurrences, LERs A related correspondence 

0806260001 LER 88 027 00 on 880721 .control room ventilation sys Isolated on Channel 
D high chlorine concentration signal during heavy rain storm, Caused by rainwater In 
contact w/ chlorine analyzer probe, Mod implemented W/880Q18 Itr. 

MENGERS.C A , MCCORMICK, M J. Philadelphia Electric Co 88/08/18. 5pp. 
46669.194-46669:198 

8008310035 LER 88-024*01 -on 880623, failure lo stroke lest valve following malnt result- 
ed In failure to take Tech Spec action slatement.Caused by personnel error Individuals 
counseled about Importance of post-work testing W/8C0023 Hr. 

MENGERS.C A., FOGARTY, E.P, Philadelphia Electric Co 08/00/23, 6pp 46780.320- 
46780,326. 

8808300318 PNO*!*08-O08,on 880025, FBI confiscated licensed reactor operator vehicle 
due to alleged drug dislribution.Operator unescorted access withdrawn A residonl In- 
spector informed, Region I prepared to respond to media Inquiries. 

L1NVILLE.J. Region 1, Ofc of the Director 80/00/25, Ip. 46777.094-46777:094. 

8009000112 Special rept, on 8800 17, primary A secondary meteorological towers de- 
clared Inoperable.Caused by towers being struck by lightning during 
thunderslorm.Tower sensors returned to svc on 800023 A air temp difference sensors 
being replaced 

MC&RMICK.M.J. Philadelphia Electric Co. 88/09/01. RUSSELLW.T. Region 1, Ofo 
□r the Director. 4pp 46801:010 46001:021, 

8009130280 LER 00 020-01 -on 080521, Channel 8 reactor encf secondary containment 
isolation occurred Caused by fatigue of tubing Severed instrument air line tubing 
ropsirod YV/&60901 Itr 

MENGERS.CA, FOGARTY, E.P. Philadelphia Electric Co. 88/09/01. 4pp, 46833-346 
40833*349, 

8809140378 LER 88-02Q-Q0*on 800B1 7,maln control room ventilation sys Isolated on 
Channel D high chlorine room emergency fresh air supply sys, Caused by rainwater 
coming In contact w/chlorine analyzer probe during thunderstorms, W/880906 Itr 
MENGERS.CA, FOGARTY, E P, Philadelphia Electric Co. 88/09/06 5pp. 46839 225- 
46839*229, 

8609200093 LER 87-000 O1;on 871230, Tech Spec 3.3,7.12 violated, Caused by radiation 
monitor sampling sys for hot malnt found out of svo due to Inadequate training A 
equipment fa! lure. Pressure switch replaced & tested satisfactorily, W/88091 5 Hr 
MENGERS.C, A., FOGARTY,E P, Philadelphia Efectrlo Co 88/09/16. 6pp, 46918*042- 
46918:047. 


V, Operator Examinations 


8009130138 Forwards proposed operator licensing exam schedule format, per Generic 
Ur 08-13 

GALLAGHER.J W Philadelphia Electric Co, 88/00/31. HANNON, J Office of Nuclear 
Reactor Regulation, Director (Post 070411) 5pp 46830:221-46030.225 


DOCKET 60-353 LIMERICK GENERATING STATION, UNIT 2 


A, Appllcatlon/constructlon stage documente A correspondence 

8806120294 Generic Ltr 00-14 to all holders of OLs or CPa for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411) 08/08/08, Consolidated 
Edison Co of New York, Ino. 41pp. 47065-001-47065.006. 

8808290274 Forwards lurblne sys malnt program for NRC approval.Util plans lo Imple- 
ment turbine sys malnt program which requires Insp of low pressure turbine rotors for 
unit over six operatlng-yr interval during scheduled outages. 

KEMPER, J.S. Philadelphia Electrlo Co. 88/00/19 MURLEY.J.S Office of Nuclear Re- 
actor Regulation, Director (Post 870411) 16pp. 46677:300-46677:314. 
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8609140189 Submits followup to author G804U & 0506 Itrs re utl plans for self assess- 
ment activities at facility Util presently implementing end readiness venfication pro 
gram 

KEMPER, J.S, Philadelphia Electric Co 68/00/14. HUSSELLW.T Region I.Ofc of ihQ 
Director 2pp. 466 4 4 ‘08 5- 4 6644 127. 


8809210192 Forwards response to Bulletin 89 008, "Thermal Stresses fn Piping Con- 
nected to RCS " BWR designs of plants do not contain gmsofable sections of piping 
subj to thermal cycling fatigue from cold water leaks Into RCS 
GALLAGHER, J W. Philadelphia Electric Co 80/09/16 Document Control Branch 
{Document Control Desk) 6pp 46920 265 46920 270 


-8809140192 Rev 0 Id ^Rgadirtoss Verification Program {RVP) Description" 
HELWIG.DR Philadelphia Electric Co 88/08/29 41pp 46844 087 46644 127, 


F. Security, medical, emergency & lire protection pJana 

8009140232 Forwards public version of revised emergency plan impfom anting 
procedures, Including Rev 13 to EP-102, "Unusual Event Response," Rev 16 to EP- 
103, "Alert Responso 1 " & Rev 15 to EP-104, “Site Emergency Response " 
GALLAGHEFI.J.W. Philadelphia EJecInc Co 88/00/03 Document Control Branch 
(Dooumont Control Desk). 4pp 46844 185-46844 298 

-8099140236 Public version of revised emergency plan implementing 
procedures, Including Rev 13 to EP-102, "Unusual Event Response," Rev 16 to EP- 
103, Alert Responso" & Rev 15 to EP-104, "Site Emergency Response" 

* Philadelphia Electric Co 80/03/03 109pp 46844,189-46044 293 


O, inspection reports, IE BuUeilns & correspondence 

8008260095 Advises of Intent to comply w/Section 4.2 4 3 of SER (NUREG 0991) by 
using GE post Irradiation fuel surveillance program. 

KEMPEFW S. Philadelphia Electric Co. 08/08/16 MURLEYJ E Office or Nuclear Re- 
actor Regulation, Director (Post 870411) 2pp 46653 229 46653 230 

6008290066 Forwards Safely insp Rept 50-353/88*18 on 880627 0807 No violations 
noted 

WENZINGEREC, Rogfon 1, Ofc of the Director B8/05/18 MCNEILL, C A Philadel- 
phia Electric Co. 2pp 4S6S0 1B2-466Q0.195. 

-0008290060 Insp Ropt 60-363/63-18 on 800627-0807 No violations noted Major 
areas In spec tod .work sc liw ties. procedures & records re Tech Spec 

rovlow.onglneering.pJent water spilfs & assurance of quality & plant Insp tours 
WILLIAMS, JH„ UNVILLEJ.C Region 1, Ofc of the Director. 80/06/17. I2pp 
46660:104-46600.195. 

8606190195 NRC Info Notice BB-069, "Movable Contact Finger Binding in HFA Relays 
Mfn by GE." Svc list end. 

ROSSf.CE. Division o# Operational Evenls Assessment (Past 870411) 68/06/19 
Consolidated Edison Co of Now York, Inc. 125pp 46690,054-46690 178 

6808160461 NRC Info Notice 69-060, "Setpoint Testing of Pressurlzor Safety Valves YY/ 
Filled Loop Seals Using Kycfraulic Assist Devices " Svc Net end 
ROSSI, C.E, Division of Operational Evenls Assessment (Post 870411). B8/08/22 
Consolidated Edison Co or Now York, Inc. 121 pp 46702 311*46703 070. 

0008180368 Suppl 1 to NRC Info Not/ce 88 049, "Licensee Repl of Defective Refur- 
bished Valves' 1 Svo Ifsl end 

ROSSI, CE Division of Operational Events Assessment (Post 370411) 38/00/24. 
Consolidated Edison Co or New York, Jnc I22pp 46713,218-46713 219 

0800230112 NRC Info Notice 39-070, "Check Valve Inservice Te sling Program Deficien- 
cies ” Svc fist and, 

ROSSI CE, Division of Operational Events Assessment (Post 870411) 80/08/29, 
Consolidated Edison Co. of New York, Inc 123pp. 46713 095 43713.217, 

6608260492 NRC Info Notice 8G-071, "Possible Environ Effect of Reentry of COSMOS 
1000 & Roques t for Collection of Licensee Radioactivity Measurements Attributed to 
Thai Evanl** Svc list end. _ . . _ 

ROSSI C.E, Division of Operational Events Assessment (Post 670411) 89/09/01 
Consolidated Edison Co of Now York, lac 121pp 46712 244 4Q71 3.004. 

0808300016 NRC Info Notice 68-072, “Inadequacies In Design of DC Motor-Operated 

TOSSIcll 0 c!wHoS l 'ol Operational events Assessment (Post 870411). 88/09/02. 
Consolidated Edison Co. of Now York, Inc 122pp 46726.001*46726 123, 

0009130005 Forwards Safety Insp Ropt 50 353/88-19 on 88OBO0-12No violations 

JOHNSTON WV Region 1, Ofc of the Director 08/09/07 MCNE/LL,C A. Philadelphia 
Electric Co. 2pp 46023 282-46B28.300. 

-0009130067 Insp Root 50-353/68-19 on 8a0808-l2.No violalrons noted, Major areas 
Inspected proservlco insp activates to ascertain whelher licensee activities conducted 

MCDnlAflfv.HA!' sfflOSNID^R.J R dS R e 0 ,on 1. Ofc ol the Director 88/00/02. 7pp. 
AB82820A-46B28:300 

8809160246 Informs that S80408 response to NRC Bulletin 88 001, Multiplant Action 6 
"* 100 , "Defodsl^WotSinghotise Circuit Breakers/' satisfactory & no further reply nec- 

CuSk.R. Project Directorate 1-2 86/09/09. ALDEN,W,M Philadelphia Electric Co 
3pp. 463971179 46897:101* 

flftQBisoofli to IE Bulletin 65-003, "Motor Operated Valve Common Mode 

* Failures Durinoffit VSnSents Due to Improper Switch Saltings " 

KOWALSKI S? pSWfr* Electric Co. 88/09/12 WENZtNGER.E C. Region 1, Ofc 
Of the Dir odor. 2pp 46846.300-46346:301. 

9808060338 NflC Into Npllca 86-074. ■'Po'onlWIir | J^darjuala Psrto, manes of ECCS Ip 
FWHs During Rec.rculalion Operation Pohow'ng bOCA^ Svo Ifelund 
ROSSI CE OMalon of Ooora-tional Events Assessment (Post 870411), 08/09/14. 
Consolidated Ed^on Co. of New York, fna 122pp. 40824 2 15-46624 '336. 

8609120197 NRC Info Notice Bfl 075. “Disabling of Diesel Generator Output Circuit 

RolsLCE 7 DM S^0 ^\nc* ^24p 8 p ^46 1 33 46946 252^ ^ 88/09/16 

Consolidated Edison Co. of New York, Inc 124pp. 46946.133-46946 252 


8B09 130350 NRC Info Notice 00 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co of New York, Inc 125pp. 46946 253-46947 013, 


6, Reportable occurrences, LERs & related correspondence 

8B08310049 Final Significant Deficiency Rept 238 2 re use of 600 voll Typo 
THHNJHWN or THW wire in 120 volt ac convenience receptacles & lighting circuits 
for control panels Initially reported on 800729, Panels, load ctrs & switchgear inspected 
KOWALSKfSJ Philadelphia Efeciric Co 88/00/25, RUSSELL.W.T NRC - No De- 
tailed Affiliation Given 0pp 46725 350 46725 357 

8009080112 Special repl'on 68081 7,pnmary & secondary meteorological towers de- 
clared inoperable Caused by towers being struck by lightning during 
thunderstorm Tower sensors returned to svc on 000823 & air temp difference sensors 
being replaced 

MCCORMICK, MJ Philadelphia Electric Co 0B/O9/O1 RUSSELL.W.T. Region 1, Ofc 
of the Director 4pp 46B01 018-46801 021 


V. Operator Examinations 

8009130130 Forwards proposed operator licensing exam schedule format, per Generic 
Ltr 06*13 

GALLAGHER, J.W Philadelphia Electric Co 00/08/31 HANNON, J Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 5pp 46830 221-46830,225. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8009090137 Forwards FEMA 060729 ltr & "FEMA Evaluation Ropt of Alerl & Notifica- 
tion Sys for Arlificla? Island Nuclear Generating Stations/’ staling (hat sys meets 
NUREG-0654/FEMA-REFM.Rev 1 & FEMA REP-10 requirements Caveat cf 

44CFR35Q removed 

BELLAMY, R R. Region 1, Ofc of the Director 88/00/30. MILTENBERGER.S, Public 
Service Electric & Gas Co of New Jersey 2pp. 46007 043-46807:321 

B809200235 Rev 5 to Emergency Plan fmpJemonlmg Procedure EPIP 302H, "Technical 
Support Ctr-Radlatlon Proteclion/Chemlstrv Response." W/revised table of contenls 

* Public Service Electric & Gas Co of New Jersey 88/09/02 65pp 46918.111 
46916,175, 

8809230209 Revised emergency plan implementing procedures, including Rev 5 to EPIP 
901, "Opening of Technical Support Ctr," Rev 3 to EPIP 902, "AccountabllJty/Evacu 
atfon" & Rev 2 to EPIP 903, "Opening of Emergency Operations Facllily/Emergen 
cy,../’ 

* Public Service Electric & Gas Co of New Jersey, 88/09/02. 39pp 46942,089- 
46942129. 

8809260153 Rev 17 to Emergency Plan Implementing Procedure HCGS-ECG-TOC, 
"Event Classification Guide " 

FANCETT.D, Public Service Electric & Gas Co, of New Jersey. 88/09/02, lOOpp 
46946.001-46946-129. 

8809200224 Rev 5 to Emergency Operations Facility Procedure EPIP 602, "Radioiocaf 
Dose Assessment 11 & Rev 5 to EPIP 603, "FloJd Monitoring " 

* Public Service Electric & Gas Co, of New Jersey. 66/09/14 1 1 9pp 45900-198* 
46906-316 


H, General correspondence 

8809070559 Comment opposing proposed rule 10CFR50 ro licensee flexibility during 
natl crisis Deferral of issuance of final rule untrl proper Implementation guidance for- 
mulated encouraged 

PRESTON.SA, Public Service Electric & Gas Co, of New Jersey 88/08/17 
CHILK.S J Office of IhQ Secretary of the Commission 3pp 46713 344-46713*346 

8809260242 Submits fisted svc list revs to util to incorporate changes In mgt 
organization Marked copy of each svc list end 

PRESTONtB.A Public Service Eleclric & Gas Co of New Jersey 88/09/14 Docu- 
ment Control Branch (Document Control Desk), 5pp 46956 153-46956,157 


P. Operating license stage documents & correspondence 

8606120294 Generic Ltr 88-14 (o all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equipment Svc fist encL 
MIRAGLfAjF.J Associate Director tor Projects (Post 07041 1) 88/00/08 Consolidated 
Edison Co. of New York, Inc. 41pp 47065 001-47065 006 

0808290256 Forwards request for addf info re 880227 request for exemptions to allow 
util to take credit for respirators fitted w/sorbent cartridges for protection against air- 
borne r^diofdfno Response requested within 30 days 

RIVENBARK.G Project Directorate 1-2. 88/08/25, MfLTENBERGER.S. Public Service 
Efeciric & Gas Co of New Jersey, 3pp 46677.3 15-46677-31 8. 

$809070191 Forwards Amend 18 lo License NPF-57 & safety evaluation. Amend modi- 
fies Tech Spec rod block monitor jfiBM) surveillance requirements to change time 
when performance of RBM channel functional tests required. 

RIVENBARK.G Project Directorate 1-2 88/00/29. MILTENBERGER.S Public Service 
Electric & Gas Co. of New Jersey. 3pp. 46775 008 46775 023. 
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-8B09070201 Amend 18 to License NPF-57,modifying Tech Spec rod block monitor 
(RBM) surveillance requirements to change time when RBM channel functional tests 
to demonstrate operability of RBM channels required to be performed 
BUTLER ,W R Project Directorate t- 2 68/08/29 10pp 46775 01 1-46775 020 

-8809070204 Safety evaluation supporting Amend 18 to License NPF-67 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/29 3pp 
46775.021-46775 023 

8809070221 Forwards "Semiannual Radioactive Effluent Release Rept HCGS RERR-5 
for Jan-June 1988" & Rev 9 to "Offsite Dose Calculation Manual (ODCM)" Summary 
of changes to ODCM & rationale end 

MILTENBERGER.S. Public Service Electric & Gas Co of New Jersey, 08/08/31. Doc- 
ument Control Branch (Document Control Desk) 4pp 46779,001-46779 142 

—8-609070230 Rev 9 to "Offsite Dose Calculation Manual " 

* Public Service Electric & Gas Co of New Jersey 88/06/08, 93pp 46779 050- 
46779 142 

8809190282 Lists personnel authorized as representatives to sign all State of NJ PDES- 
i elated correspondence & repts 

MILTENBERGER.S Public Service Electric & Gas Co. of New Jersey, B8/Q9/12 
CAPORALE.G New Jersey, State of Ip. 46898 331-46898 331 

B80927OO37 Submits comments on packaging & transportation of radioactive matl.Neod 
to conform to IAEA stds not Justified based on arguments presented 
PRESTON, 8. A. Public Service Electric & Gas Co of New Jersey. 88/09/16, Docu- 
ment Control Branch (Document Control Desk) 2pp 46967 342 46967 343 


Q. Inspection reports, (E Bulletins & correspondence 


-0609070225 "Semiannual Radioactive Effluent Release Rept, Jan June 1988 " 

* Public Service Electric 8 Gas Co of New Jersey RERR 5 88/06/30 49pp. 
46779,005*46779 049 

-8809070230 Rev 9 to "Offsite Dose Calculation Manual " 

* Public Service Electric & Gas Co of New Jersey 88/06/08 93pp 46779 050- 
46779*142 


S. Reportable occurrences, LERs & related correspondence 

0008260099 LER 88 019 00, on 880728, Channel C ECCS Level 1 actuation occurred 
during functional testing of reactor vosaol level channel causing actuation of emergen 
cy diesel generator & LOCA sequencer Caused by procedural de(lclency,W/8B0818 

MERRELL,A„ LABRUNA.S. Public Service Electric & Gas Co of New Jersey. 88/08/ 
10 Spp 46656 050 46656 054 

8609010080 Special Rept 06 003 00 on 8807 14, core spray seismic monitor declared in- 
operable alter falling functional test, Caused by sticking of longitudinal & transverse ac* 
celoromoters of monitor, Monitor to he replaced, 

LABRUNA.S Public Service Electric & Gas Co of New Jersoy 88/00/24. Document 
Control Branch (Document Control Desk) Ip, 46744 085-46744 005 

0009060251 LER 00 021-00 on 000720, cracks discovered In ductwork of 
filtration, recirculation & ventilation sys D Caused by doslgn deficiency Stiffeners & sup- 
port added to flow 8tra!gmenors,W/8OO029 llr 

MERRELL.A , HAGAN, J,J Public Service Electric & Gas Co, of New Jersey 08/08/ 
29, 5pp, 46751-219 46751*223 


8808190196 NRC Info Notice 80-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE" Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411), 80/08/19 
Consolidated Edison Co of New York, Inc. 126pp 46690 054-46600.178 

6B08160451 NRC Info Notice 88-068, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI.C.E Division of Operational Events Assessment (Post 870411), 00/00/22 
Consolidated Edison Co of New York, Inc 121pp. 46702,31 1-46703:070, 

8800180368 Suppl 1 to NRC Info Notice 08 040, "Licensee Rept of Defective Refur- 
bished Valves ' Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Poet 070411) 08/08/24. 
Consolidated Edison Co of New York, Inc. 122pp. 467t3 , 218-40713 219, 


8808230112 NRC (nfo Notice 88 070, "Check Valve Inservlce Testing Program Deficien- 


cies " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) B8/00/29 
Consolidated Edison Co. of New York, Ino. 123pp, 46713*095-40713.217. 


8008280492 NRC Info Notice 08 071, "Possible Environ Effect of Reentry of COSMOS 
1900 A. Request for Collection of Uconseo Radioactivity Measurements Attributed to 
That Event. Svo list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 00/09/01, 
Consolidated Edison Co of New York, Inc 121pp. 4671 2.244-4071 3*004, 


8808300018 NRC Info Notice 08 072, "Inadequacies In Design of DC Motor-Oporatod 
Valvea," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post B70411). 88/09/02. 
Consolidated Edison Co, of New York, Inc, 122pp. 46728:001 -46726*1 23. 


8809190272 Responds to NRC Bulletin 08 005 re potentially nonconforming mails sup- 
plied by Piping Supplies, Inc & West Jersey Mfg Co. Util Identified 2,692 ffanges/fit- 
Vfiqs as being received from companies. 

MILTENBERGER.S Public Service Electric & Gas Co. or Now Jersoy 88/09/12, Doc- 
ument Control Branch (Document Conlrol Desk) 5pp, 46898,012-46898 016 

8609060339 NRC Into Notice 88-074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 88/09/14 
Consolidated Edison Co. of Now York, Inc 122pp 46024*215 49824.336. 


8809206256 Forwards owners data repts for inservlco Insp, repairs & replacements 8 Vol 
1 to "1988 Inservlce Exam of Selected Class 1 & Class 2 Piping & Components at 
Hope Creek Generating Station." 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 88/09/14 Doc- 
ument Control Branch (Document Control Desk) 680pp. 46901:200 48905,191. 


-8889200262 "1988 Inservlce Exam of Selected Class 1 & Class 2 Piping & Compo 
nenls at Hope Creek Generating Station," Vol 1 final rept w/apps, 

FIEGE.E.J,, ROSOW.DF Southwest Research Institute. 88/05/31. 270pp 46004,160- 
469Q5;191 


8609120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anil-Pump Circuitry." Svc list end. _ 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/09/16 
Consolidated Edison Co. of New York, Ino 124pp 46946*133-46946*252 

6809220020 Responds to NRC Bulletin 88-007, "Power Oscillations in BWRs," Operat- 
ing procedures,! raining programs & Installed instrumentation sys adequate for use of 
operating personnel for prevention of power oscillations, 

MILTENBERGER.S Public Service Electric & Gas Co, of New Jersey. 88/09/16. Doc- 
ument Conlrol Branch (Document Control Desk), 4pp, 46927.101-48927.104. 

8809 130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control" Svc list end. 
ROSSKC.E. Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co of New York, Inc. 125pp. 46948:253-46947.013. 


R, periodic operating reports & related correspondence 

0BO9O7O221 Forwards "Semiannual Radioactive Effluent Release Rept HCGS RERR-5 
for Jan-June 1988" & Rev 9 to "Offsite Dose Calculation Manual (ODCM) Summary 
of changes to ODCM & rationale end. ^ 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey, 88/08/31. Doc- 
ument Control Branch (Document Control Desk). 4pp. 46779 001-46779*142, 


6609060300 LER 88 020 00, on 080728, access doors to high radiation areas found un- 
locked due to personnel errors Verified other doors locked.relnforcement counselling 
& possible elimination ot lock open capability reviewed W/QB0829 Itr. 

MERRELL.A , HAGAN, J,J, Pubfic Service Electric & Gas Co ot New Jersey. 08/08/ 
29 6pp, 46755 040 46765.044 

6B09140246 Special Rept 80 005 OTon 080714, core spray sys seismic monitor de- 
clared inoperable after falling semiannual channel functional test. In operable monitor 
scheduled for replacement during next plant outago requiring access to drywell 
HAGAN, J.J. Public Service Electric & Gas Co, of Now Jersey 88/09/02 Document 
Conlrol Branch (Document Control Desk), 2pp, 46036.060-46836,061. 

O0O916O274 LER 87-049 01. on 870409, primary containment penetration failed local leak 
rate test w/leakage rate in excoss of 100,000 SCCM.Caused by seat leakage & pack- 
ing leaks on two valves associated w/ponotration.Evonl re vie wed. W/ 060907 Itr, 
COWLES, R., HAGAN, J.J. Public Service Electric & Gas Co of New Jersey. 80/09/07. 
6pp. 46097*159-46897:164 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8800120294 Generic Ur 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-rolatod equfpment.Svc list end. 
MIRAGLIA.F.J, Associate Director for Projects (Post 870411) 00/00/08. Consolidated 
Edison Co ot New York, Inc. 41pp. 47065,001-47065:006. 


Q, Inspection reports, IE Bulletins & correspondence 

8608190195 NRC Info Notlco 00 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 86/08/19 
Consolidated Edison Co. of New York, Inc 125pp 46690 054 46690,178 

8808160451 NRC Info Notice 88-060, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/08/22 
Consolidated Edison Co of New York, Inc 121pp. 46702.311-46703*070. 

6008180360 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves, Svc list end 

ROSSI 4 C,E, Division of Operational Events Assessment (Post 070411) 88/08/24. 
Consolidated Edison Co. of New York, Inc 122pp. 46713,218 46713*219 

0808230112 NRC Info Notice 08-070, "Check Valve fnaervice Testing Program Deflclen- 
clas Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/29. 
Consolidated Edison Co of New York, Inc. 123pp. 46713:095-46713 217 

8808260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event A Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). BB/09/01 
Consolidated Edison Co or New York, Inc. 121pp 46712,244-46713*004. 

8008300010 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post B70411). 88/09/02. 
Consolidated Edison Co. of New York, Ino. 122pp, 48726.001-46726*123. 

0809080339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA." Svc list end 
ROSSI, CE Division of Operational Evants Assessment (Post 070411). 88/09/14, 
Consolidated Edison Co. of New York, Ino, 122pp. 46024*216-46824:336. 

8809120197 NRC Into Notice 88-076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/10 
Consolidated Edison Co ot New York, Inc, 124pp. 46946.133-46946:252 
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Q80913Q35O NRC Info Nolice 68-076. "Recent Ducovcn, of PMnomeflon Nomewois 
TcoJsdered m Des^n of Secondary Contarnmen it Jww 3ort«ol 8w W «« 
ftOSSt.CE Division of Opstatoral 6«nl» AsseSOTWlJPosI 87M11] 66/09/is 
Consolidated Edison Co of New York, Inc l25pp 46940 253 46947 013, 

DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F, 5ecurity t medical, emergency 4 fire protection plans 

BSG829Q099 Rev 2 02 to "Emergency Plan for San Onofre Nuclear Generating Station 

^ASKiN ^ ? Southern California Edison Co * San Diego Gas & Electnc Co Ana 
heim.CA 80/07/22 200pp 46666 014-46668 262 

880B29Q172 Vote 1 4 2 to "Final Rept for Fire Area Boundary Penetration Seal Evafua- 

MBecMet Power Corp B8/07731 SOOpp 46673 299 46676084 

08Q029O237 Forwards fnsp Repls 50-206/88-16,50 361/66 15 6 50 362/88 16 on 

Slff ^ 8 5 Of" O&toM/W/l* BASKIN.KP. Southern Cal, lor- 
nia Edison Co 3pp 46666 280 46686 312 

-8608290249 fnsp Repls M-206/68.1 6,50 361/68-15 & 50 362/88-16 on 660522- 
0702 No Violations noted Ha|or areas inspected operational safety 

vartficatwn, radiological protection, secunty.ovaluation of plant trips & events 
HUEYFR , JOHNSON, A D , JOHNSON.P H Reg on 5, Ole of me Director 88/08/12. 
27pp 46686,286-46686 312 

8809010016 Forwards Rev 2 02 to "Emergency Flan for San Onofre Nuclear Generating 

MEDFORD, M 6 Southern California Edison Co 88/08/22 Document Control Branch 
(Document'CcnVol Desk) 5pp 46719-110 46720 018 

8808310177 Forwards Amends 66 6 55 to Licenses NPf -10 4 NPF-15, 

respectively Amends change License Condition 2E to increase size oT vltel area 

V 88/08/25 BASKIN, D 

Edison Co. COTTON, G D San Diego Gas 4 Electnc Co 5pp 46727.001-46727 009 

-8808310191 Amends 66 & 55 to Licenses NPF-10 4 NPF- Irrespectively, increasing 
sfce of vitel area boundary in physical security plan, 

KNIGHTON.G W Froject Directorate V, 88/08/25 4pp. 46727 006 46727 009 

8809010376 Responds lo open items Identified In Rev 1 to SER submitted on 880629 
re evaluation or updated fire hazards analysis Final rept documenting util fire area 
boundarypenetration seal evaluation program end . _ . , „ 

MEDFORD^ O Southern California Edison Co 88/06/25 Document Control Branch 
(Document Control Desk) 31 pp 46720106 46720,226 

6009080063 Forwards Rev 19A to physical security plan Rev withheld (ref 10CFR73 21) 
MORGAN.H E Southern California Edison Co, 88/08/25, Document Control Branch 
(Document Control Desk) Ip 46793 359-46793 359 

8809140217 Submits 14 day rept re failure to meet App R requirements, due to Installa- 
tion of inappropriate fuses adversely safe shutdown capability, Electrical setpoint 
KsUJrawinq changes 4 training program mods will be completed by 881215 
MORGAN.H E Southern California Edison Co 88/09/01. MARTIN, JB Region 5. Ofc 
of the Director 3pp, 46839 267-46839 269 

8809070528 Forwards Rev 4 lo "Updated Fire Hazards Analysis" for facilities W/o end, 
BASKIN.KP, Southern California Edison Co 88/09/02 Document Control Branch 
(Document Control Desk) 12pp 46772 143-46772-164, 

0809070528 Forwards Rev 4 to "Updated Fire Hazards Analysis" lor facilities 
BASKIN.KP Southern California Edison Co 88/09/02. Document Control Branch 
(Document Control Desk) 12pp 46934 172-46941 028, 

-8809230286 Rev 4 lo updated fire hazards analysis for San Onofre Units 1,2 & 3 
4 Southern California Edison Co. 88/08/31 2,000pp 46934*185-46941 028, 


8809130131 Revised emergency plan implementing procedures, Including Technical 
Change Notice 2-7 lo Rev 5 to EPIP S0123 VIII 0 301, "Offsite/Onslte Communication 
Tests" & Rev 11 lo EPIP SOI 23- VJ 1 1-0.9 W/880902 Itr, 

WHARTON.M A- Southern California Edison Co. 88/09/02 129pp 46828:314- 
46829 0B2 


8809150023 Forwards Amend 108 to Provisional License DPR-13 & safety 
evaluation Amend modifies Paragraph 3 G of license to require compliance w/amand- 
ed physical secunty plan 

TRAMMEIUC M. Project Directorate V 88/09/06 BASKIN.K P, Southern California 
Edison CO 4pp 46856 001-46856 009 


p. Operating license stage documents 4 correspondence 


8QQ831Q199 Forwards Amends 64 & 53 to Licenses NPF-10 4 NPF-fs 
respectively, safety evaluation, notice of Issuance, environ assessment & notice of 
tial denial of amends Amends revise listed Tech Specs.includmg Tech Spec 3,1 3 6 
HICKMAN, D E Protect Directorate V 88/08/03 BASKIN.K P Southed c£faSi 
Edison Co COTTON.G.D San Diego Gas 6 Electric Co 5pp 46726 133-46726.187 


-8808310208 Amends 64 & 53 to Licenses NPF-IO 4 NPF-15, respectively, revising 
Tech Specs, Including Tech Spec 3 1 3 6 re regulating control element assembly fnser 

KNIGHTON.G W Project Directorate V 88/08/03, 34pp 46726 138-40728,171 


-BB08310224 Safety evaluation supporting Amonds 64 & 53 lo Licenses NPF 10 & 

^ P Ofhce°oF e Nuc?ear Reactor Regulation, Dfroctor (Post 070411) 88/08/03, 7pp 
46726172-46726,176 


-8608310225 Environ assessment 4 finding of no significant Impact re amonds lo Li 
censes NPF-10 & NPF- 15, Incorporating proposed changes to listed Tech 
Specg.fncludlng Tech Spec 3/4 1 3.6, "Regulating Control Elemont Assembly Insertion 
Limits " 

ivwiRHTnNJ.fi W Protect Dire do rate V 88/07/20 4pp 46726170 46726182. 


-8608310228 Notice of Issuance of Amends 64 & 63 to Licenses NPF-10 & NPF 
15 , respectively Amends revise listed Tech Specs, Including 3/4.13 6, "Regulating 
Control Element Assembly Insertion Limits " 

HICKMAN.DE Project Directorate V 08/08/03, 2pp 46726.183 48726 104 


-8800310228 Notice of partial denial of amonds to Licenses NPF-10 4 NPF-15 & op- 
portunity for hearing No justification givon to deviate from Tech Spec Surveillance Re 
qulrement 4 3 , 3 , 2(01 ro incore dotodlon ays operability. 

HICKMAN.DE Project Directorate V 08/00/<)3 3pp 46726 105-46726187 


8808120294 Generic Ltr 06*14 to all holders of OLs or CPs for nuclear power reactors 
ro instrument air supply sys problems affecting safety related equipment Svc list end 
M IRAQ LI A, F J Associate Director for Projects (Post 07041 1) 00/08/00. Consolidated 
Edison Co of Now York, fnc 41pp 47005 001-47066 006 


8809090044 Partial response to FOIA request for documents Forwards App C 
document Document available In POR 

GRIMSLEY.D H Office of Administration & Resourcos Management, Director (Post 
870413) 88/09/16 WEISSMAN.S, California, State Of. 2pp. 46769.005-46769006 

-8202120089 Board Notification 02 04 forwarding Info ro pressurized thermal shock 
EISENHUT.DG Division of Licensing (000420-061124) 02/01/20 PALLADINO.N, 
AHEARNE, ROBERTS Commissioners. 2pp 46769,007-46769.019. 


8B0B310177 Forwards Amends 66 & 65 to Licenses NPF-IO 8. NPF-15, 
respectively Arp end 9 change Llconso Condition 2E to increase size of vilal area 
boundary In physical security plan, 

HICKMAN.DE Project Directorate V. 00/00/25 BASKIN.O P, Southern California 
Edison Co, COTTON.G.D. San Diego Gas & Efoctrlc Co. 6pp 46727 00 1-4 6727.009 


-8008310191 Amends 66 & 65 to Llconses NPF-10 & NPF-lfi.rospectlvely, Increasing 
size ol vital area boundary In physical security plan, 

KNIGHTON.G, W Project Directorate V. 00/00/25, 4pp. 46727 006 46727 009 


8809010345 Forwards request for addl Info ro Implementation of 1OCFR6O02 Response 
requested within 60 days of Itr dato. 

HICKMAN, D.E. Project Directorate V, 00/00/25. BASKIN.KP Southern California 
Edison Co. COTTON, G D San Dlogo Gas 4 Electric Co. 9pp 46743 209-46743*217. 

8809060122 Advisos that util 800531 response to Generic Ur 00 05, "Boric Acid Corro- 
sion of Carbon Steel Reactor Boundary Components In BWH Plants," provided assur 
ance that program Is In place 

HICKMAN.DE Project Directorate V. 80/00/25. BASKIN, K P. Southern California 
Edison Co. COTTON, G D, San Diego Gas & Efoctrlc Co. 4pp. 46747*251-46747 254 

8809070068 Summary of 880603 meeting w/ lie on so o, Westing house, city of 
Riverside, Bechtel 4 subcontractors ro plans lo rorock spont fuel pools at 
facilities Agenda 4 viewgrapha end 

HICKMAnId.E Proect Directorate V. 80/00/25. Project Directorate V. 92pp 
46779.265-46779*346 


8809060131 Advises that 880613 response to Generic Ltr 08 03, "Steam Binding of 
Auxiliary Feedwater Pumps" satisfactory 4 no further action necessary. 

HICKMAN.D.E Project Directorate V. 00/00/26. BASKIN.KP Southern California 
Edison Co COTTON.G.D, San Diego Gas & Efoctrlc Co. 3pp. 46757:364-46757.350 

8809160090 Forwards notice of consideration of issuanco of amonds to Licenses NPF 
10 4 NPF-16 a opportunity for hearing ro 800606 roquesl to roviso listed Tech Specs, 
HICKMAN, D.E Project Directorate V. 88/08/30, BASKIN, K.P. Southern California 
Edison Co. COTTON.G.D, San Diego Gas & Electric Co, 4pp. 46064:126*46664:139 


-8809150027 Safeguards evaluation rept supporting amended physical security plan, per 
10CFR73 65 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/00, 3pp, 
46856,007-46856 009, 

8809150029 Forwards Amends 67 & 56 to Licenses NPF-10 & NPF-15, respectively & 
safety evaluation Amends modify Paragraph 2 2 to require compliance w/amended 
physical secunty plan 

HiCKMAN.D.E Project Directorate V, 88/09/06 BASKIN.KP Southern California 
Edison Co. COTTON, G D, San Diego Gas 4 Electric Co 5pp 46849*326-46849,337, 


-8809150093 Notice of consideration of Issuance of amend to Licenses NPF-10 & NPF- 
15 4 proposed NSHC determination 4 opportunity for hearlng.Amends revise IsJted 
Tech Spec sections, including remote shutdown monitoring Instrumentation. 

ROOD.H. Project Directorate V 08/00/30. 10pp. 46864:130 46864:136. 

8909070433 Forwards application for amends to Licenses NPF-10 4 NPF-16, consisting 
of Amend Applications 40 4 26, Incorporating Proposed Change PCN-245 by revising 
Tech Spec 3/4,3 2, "ESF Actuation Sys Instrumentation" 4 Tech Spec 3/4,3 31. 
BASKIN.KP, Southern California Edison Co. 88/09/01. Document Control Branch 
(Document Control Desk). Ip. 46773,197-46773:228 


-8809150032 Amends 67 4 56 lo Licenses NPF-10 4 NPF- 15, respectively, changing 
Tech Space re physical security plan 

KNIGHTON.G W. Project Directorate V, 88/09/06 4pp. 46049*331-46849.334. 

-0809150033 Safety evaluation supporting Amends 67 4 57 lo Licenses NPF-10 4 
NPF- Irrespectively, 

* Office of Nuclear Reactor Regulation* Director (Post 070411) 80/09/06. 3qo 
46849,-335-46849:337 ^ 


-8609070451 Application for amends to Licenses NPF-IO & NPF-15, consisting of 
Amend Applications 40 4 26, Incorporating Proposed Changes NPF-1 0-245 4 NPr*t& 
245 by revising Tech Speo 3/4,3, 2, "ESF Actuation Sys Instrumentation," 

BASKIN.K P. Southern California Edison Co 88/09/01. 7pp 46773:198-46773.204 


-8009070453 Proposed Tech Specs a/4,3.2, "ESF Actuation Sys Instrumentation’ & 9/ 
4* 3,3,1, "Radiation Monitoring Instrumentation." 

Southern California Edison Co, 08/00/01, 24pp, 46773:205-46773:228. 
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8809150023 Forwards Amend 108 to Provisional License DPR-13 & safety 
evaluation Amend modifies Paragraph 3 G of license to require compliance w/amend 
ed physical security plan 

TRAMMELL.C M Project Directorate V, 80/09/06. BASKIN.K, P Southern California 
Edison Co 4pp 46856 001 >46056.009 

-6809160027 Safeguards evaluation ropt supporting amended physical security planner 
10CFA73 55 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 00/09/06 3pp 
46056 007*46856 009 

8809150029 Forwards Amends 67 & 66 to Licenses NPF-10 & NPF-15, respectively & 
safety evaluation Amends modify Paragraph 2 2 to require compliance w/amended 
physical security plan 

HlCKMAN, D.E Project Directorate V. 88/09/08. BASKIN.K P. Southern California 
Edison Co COTTON.G D San Diego Gas & Electric Co 5pp 46049.326-46849.337 

-8309150032 Amends 67 & 56 to Licenses NPF-10 & NPF*15,respectively, changing 
Tech Specs re physical security plan 

KNIGHTON, G W. Project Directorate V. B8/09/06 4pp 46049.331*46849.334. 

-6809160033 Safety evaluation supporting Amends 67 & 57 to Licenses NPF-10 & 
NPF* 15, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 80/09/06. 3pp 
46049 335-46046.337 

8809150214 Forwards prioritized listing of ponding licensing actions to assist In review- 
ing matters re plant Enel list will be updated monthly to reflect changes In priorilles & 
progress on specific Issues. 

MEDFORD, M.O, Southern California Edison Co 88/09/09. Document Control Branch 
(Document Control Desk). 3pp 46884.140 46064.142. 

6609150051 Forwards Amend Applications 153,62 & 40 to Licenses DPR-13, NPF-10 & 
NPF-15*rospective!y,dele1ing organization chads & revising nuclear safely group & in- 
dependent safety engineering group reporting responsibility. Fee paid. 

BASKIN.K. P. Southern California Edison Co. 80/09/13 Document Control Branch 
(Document Control Desk). 2pp. 46856:164*46056 220 

-8809150054 Amend Applications 153,62 & 40 to Licenses DPfl-1 3, NPF-10 & NPF- 
15, respectively, deleting organization charts & revising nuclear safety group & inde- 
pendent safety engineering group reporting responsibility 

BASKIN.K P, Southern California Edison Co. $8/09/13. 42pp 46866.160 46056,207. 

-8809150058 Proposed Tech Specs 6.0, deleting organization charts & revising nuclear 
safety group & Independent safety engineering group reporting responsibility 

* Southern California Edison Co 88/09/13 21pp. 46056'2O8-46856,220 

8989270042 Forwards notice of consideration of Issuance of amends to Licenses DPR- 
13.NPF-10 & NPF- 15 re deletion of organizational charts from Tech Specs & rev of 
nuclear safety group reporting arrangements. 

TRAMMELL.C.M. Project Directorate V. 88/09/15. BASKIN, K.P. Southern California 
Edison Co 5pp. 46909:006-46969.016 

-9809270044 Notice of consideration of Issuanco of amends to Licenses DPR-13.NPF 
10 & NPF-16 & proposed NSHC determination & opportunity hearing Amend delotes 
onsite & offsite organizational charts from Tech Specs 
TRAMMELL.C.M, Project Directorate V, 80/09/15 6pp 46909.011*46960.016 


Q. Inspection reports, IE Bulletins A correspondence 

8809090234 Partial response to FOIA request for documents Forwards App B 
documents, App A documents maintained In PDR. Records also available under listed 
FOIAs. 

GRIMSLEY.D, Division of Rules & Records (070413 080614) 00/08/10, 

UNNERSTALL.K Newman & Holtzinger. 6pp 40769,054-46769 059 

-6809080393 Provides listed guidance to assist In preparation of escalated enforcement 
packages. 

LIEBERMAN.J. Ofc of Enforcement (Post 070413). 0B/06/21, RUSSELL.W.T, Region 
1, Ofc of the Director. 9pp. 46769:146*46769:164, 

8808290237 Forwards Jnsp Repls 60*206/08*16,60-361/08*16 & 50-362/88-16 on 
800522-0702 & notices of violation 4 deviation. 

MARTIN, J.B Region 5, Ofc of the Director. 88/00/12. BASKIN, K P Southern Califor- 
nia Edison Co. 3pp, 46606‘28O-46680:312. 

-8808290241 Notice of violation from Insp on 8B0522-0702.Vlo1atlon noted:strlp chart 
recorder w/calibr due date of 880616 & do amplifier w/callbr due date of 880614 
being used lo gather data to evaluate operability of post-LOCA Train B. 

MARTIN, J.B. Region 5, Ofc of the Director, 08/00/12 2pp. 46606:283-46666 .284. 

-8806290243 Notice of deviation/nonconformance from Insp on 090522*0702. Devi- 
ation noted. fuel pool purification sya auction piping extends to bottom of spent fuel 
storage poof 

MARTIN. J.B. Region 6. Ofc of the Director 88/00/12. Ip. 46686:205*46686.205 

-6008290249 Insp Repts 50-200/88-16,60-361/86-16 & 50*362/88-16 on 880522- 
0702.No violations noted.Major areas Inspected. operational safety 
vonffcal Son, radiological protection, security, evaluation of plant trips & events. 

HUEY.F.R , TATUM, J.E., HON.A.L Region 5, Ofo of the Director. 88/08/12. 27pp. 
46086:289-46686:312, 

8808190196 NRC Info Notice 88-069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE." Svo list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 86/08/19. 
Consolidated Edison Co. of New York, Inc 125pp, 46690 054-46690:178. 

0808160451 NRC Info Notice 08-008, "Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svo list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 08/08/22, 
Consolidated Edison Co of New York, Inc, 121pp. 46702.311-46703.070. 

8808300215 Submits rept on Inaervlce Insp of steam generator tubes at plant, per Sur- 
veillance Requirement 4 4.4.6(b) of Tech Specs, Eddy current insp completed on 
870921, Inspecting 1,228 tubes.Over one hundred tubes removed from svc, 

MORGAN, H E. Southern California Edison Co. 88/08/23 Document Control Branch 
(Document Control Desk). 24pp. 46697:060-46697:103, 


8009160366 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Vafves. Svc Hal oncl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co or New York, Inc 122pp 46713 218-46713 219 

00O9T4O13O Forwards Insp Repts 50-206/88*20,50-361/88 20 & 50 362/06-21 on 
080801-1 1 No items of noncompliance noted, 

SCAR AN O, FI A Region 5, Ofc of Ihe (Director, 8B/08/25 BASKIN.K P Southern Call- 
fornla Edison Co 2pp 46042 129 46842.141 

-8809140133 Insp Repts 50-200/68*20,50-301/86-20 & 50*362/08*21 On 860801- 
11. No items of noncompliance noted Major areas inspectod.licensee program for radi- 
ological environ monitoring.o/ganization & mat control & training. 

RUSSELL, J E , YUHAS.GP. Region 5, Ofc of the Director 08/08/25 llpp 
46642 131-46842.141 

8800230112 NRC fnfo Notice 88-070, "Chock Valve Jnservlco Testing Program Deficlen 
clea," Svc list oncl, 

ROSSI, CE, Division of Operational Events Assessment (Post 070411) 88/00/29 
Consolidated Edison Co. of New York, Inc 123pp 46713 095*48713 217, 

8800260492 NRC fnfo Notice 88 071, “Possible Environ Effect of Reentry of COSMOS 
1000 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event," Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411). 88/09/01 
Consolidated Edison Co of New York, Inc. 121pp. 46712.244*46713 004 

8808300016 NRC Info Notice OQ 072, "Inadequacies In Design of DC Motor Operated 
Valves " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411), 00/09/02 
Consolidated Edison Co of New York, Inc. 122pp 40726.001-46726:123 

8809070537 Responds to NRC 880803 Hr re violations noted In Insp Repls 50-361/08- 
10 a 50 362/60-10 Corrective actions' avail ability of nonconformance rept process to 
document doslgn related problems emphasized (o offsite personnel 
BASKIN.K.P Southern California Edison Co, 80/09/02 Ofc of Enforcement (Post 
070413) 11pp. 46779145 46779.155 

0809220102 Forwarda Insp RoptS 50-200/00-17,50-361/88*16 & 50 362/88-17 on 
080726-29.No violations noted. 

ZIMMER M AN, R.P. Rogion 5, Ofc of the Director 00/09/02. BASKIN, K P Southern 
California Edison Co. 2pp. 46930.108 46930.124, 

-8809220100 Insp Repls 60-206/60-17,50-361/00-16 & 50 362/88-17 on 080725- 
29. No violations noted Major areas Inspected malnt program 

implemonlatlon.compliance w/ATWS rule.TMl eclion plan followup & verification of 
mod of license 

CALDWELL, C.W., JOHNSON, P.H. Region 5, Ofc of the Director. 88/09/01 16pp. 
46930*110 46930.124. 

8809160038 Ack receipt of 800029 Itr Informing NRC of steps taken lo correct violations 
no tod in Insp Repts 60^361/68-1 0 & 50 362/08-1 0 

PATE.R J Region 6, Ofc of the Director 88/09/00. BASKIN.K P Southern California 
Edison Co, Ip 46097.217-46097 1 221. 

-8809160995 Responds lo NRC 600729 Itr ro violations noted In Insp Repts 50 361/88 
18 & 50-362/86-1 Q.Corrective aclbnsTraln A & Q cables in 2CR69 separated & tied 
lo opposite sides of panel to achlevo required 6-Inch separation. 

BASKIN.K P Southern California Edison Co 68/08/20 Document Control Branch 
(Document Con irol Desk). 4pp, 46897,218-40097 221 

0809150137 Responds to NRC 880912 Itr re violations & deviations noted In Insp Repts 
50-361/68 16 A 50 362/06-16 Corrective action; strip chart recorder & dc amplifier re- 
moved from Train B post LOCA hydrogen monitoring sys, 

BA SKIN, K.P Southern California Edison Co. 60/09/12 Document Control Branch 
(Document Control Desk). 6pp. 46848 , 101 -46346 196 

8809060339 NRC Info Notice 88*074, "Potentially Inadequate Performance ol ECCS In 
PWRs Ouring Recirculation Operation Following LOCA " Svc list end, 

ROSSI, C E Division of Operatlonaf Evenls Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York, Inc, 122pp. 46824 , 216'46824:336. 

0809128197 NRC fnfo Notice 88*975, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry. 1 ’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 08/09/16. 
Consolidated Edison Co, of New York, Inc. 124pp 46946.133'46946 , 252 1 

8809130350 NRC Info Notice 06-076, ■“Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list end 
ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co of New York, Ire. 125pp. 48946:253-46947.013. 


R. Periodic operating reports & related correspondence 

8808310045 "Marine Environ Analysis & fnlerp relation, Rept on 1987 Data" W/880826 

MEDFORD, M.O, Southern California Edison Co. 87/12/31. 200pp. 48701:050- 
40702:095. 

8809020185 Forwards "Semiannual Effluent Rept Jan-June 1988" & Rev 4 to “Offsite 
Dose Calculation Manual." 

MORGAN, H.E, Southern California Edison Co 88/08/30, Document Control Branch 
(Document Control Desk) Ip. 46760.313-46751,149. 

-8809020196 “San Onofre Nuclear Generating Station Semiannual Effluent Repl Jan- 
June 1988," 

* Southern California Edison Co. 88/08/30. 96pp. 46751,054-46751:149 

8809200257 Monthly operating repts for Aug I960 tor San Onofre Nuclear Station Units 
2 & 3.W/880915 Itr. 

S!ACOR,E R„ MORGAN, H E, Southern California Edison Co 88/08/31. 12pp. 
46919:266-46919,277. 
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8809 2 -f 000 S Forwards revised personnel whole body exposures (or CY87 & personnel 
monitoring rept & notification summary for 1987, per Reg Guide 1 16 
WORGAN.H E. Sou! hern California Edison Co 08/09/12 Document Control Branch 
(Document Control Desk) 2pp 46929 258 46929,261 

-6809210108 Revised personnel whole body exposures lor CY87 & personnel monitor 
mg rept & notification summary for 1987, par Reg Guide 1 16 
• Southern Cafifornia Edison Co 87/12/31 2pp 46929 260 46929 261, 

6809230041 NPDES monthly ropt summary for Jul 1988 All sampled water sources 
round lo be within permit limits except discharges from blowdown processing found 
high for tote! suspended solids 

MORGAN.H.-E Southern California Edison Co, 88/09/12. Document Control Branch 
(Document Control Desk) 2pp 46942.019 46942 020 


S. Reportable occurrences, LERs * related correspondence 

6809070340 Part 21 ropt suppl re cracks discovered in Crosby Valve & Gage Co safety 
valve guide & bearing assemblies Initially reported on 870507 Audit of Crosby design 
& mfa controls Indicated inconclusive results Assemblies being replaced. 

BASKCN.K P Southern California Edison Co. 88/08/10 MARTIN.J B. Region 5, Ofc Of 
the Director. ?pp 46783 230-46703 231 

8009080089 Special rapt on 8808 18, requirements re fire protection plan not fully Imple- 
mented by and of Cycle IV refueling outage per previous licensing 
commitment Defrcfonl fuses identified & replacement fuses immediately Installed 
MORGAfmE. Southern California Edison Co 88/03/19 MARTIN.J B. Region 5, Ofc 
■of the Director 2pp 46702.185 46792 186 

8808300021 PNO-V 08-053 on 880021 .safety Injection tank declared inoperable & reac- 
tor shut down due to aclualmg relief valve, Containment entered, valve gagged A lank 
repressurized 

JOHNSONJ 5 .. CA1 DWELL, C , HDEY.R. Region 6, Ofc of the Director 88/08/22 Ip. 
466D3'2S3 40693 283 

0808310016 Discusses evaluation of licensee actions re MSIVs at San Onofre Nuclear 
Generating Station. Licensee intention to perform only boroscopic exams of Unit 2 
MSIVs unacceptable. 

HOLAHAN.G.M Assistant Director for Region III & Region V Reactors 60/08/25, 
KIRSGH.D.F. Office of Nuclear Reactor Regulation, Director (Post 870411) 4pp, 
4 6699,084 46699 087 

8609080161 LER B8 0l9*Q0.on 880801, determined thalFSAR Inconsistency had result- 
ed In 1 a month battery sve test not adequately demonstrating 6-h design duty cycle ot 
battery Banka C& D Caused by Incorrect sve last & calculation W/B80831 Itr 
MORGAN, H,E Southern California Edison Co. 88/08/31. 6pp 46762*190 46702:195. 

8609076587 LER 60 004-01 :on 8803 10, spurious controf room isolation sys actuation 
radiation monitor RT-7825 Caused by design 6 installation 
noise suppressors will be Installed W/880901 Itr 
ilhern California Edison Co. 86/09/01 6pp 46768 044 46768 049. 

8809140088 LER 98-020 QO.on 8 6080 9 .control room isolation sys (CRIS) Train B spuri- 
ous acluallorf occurred.Caused by procedure jnadequacy.Operating procedure will ba 
amended to Include precaution on when to expect CRIS actuation W/080908 Itr 
MORGAN.H.E. Southern California Edison Co 08/09/08, 5pp, 46B40 132 46840-136. 


duo to spike on 
problerna.Transienl 
MORGAN, HE, Sol 


8809010376 Responds to open items identified In Rev 1 to SER submitted on 680629 
re evaluation of updated fire hazards analysis Final rept documenting util fire area 
boundary penetration seal evaluation program encf 

MEDFORD, M.O Southern California Edison Co 80/08/25, Document Control Branch 
(Document Control Desk) 31pp. 46720 196 46720 226 

8809080063 Forwards Rev 19A to physical security plan Rev withheld (ref 10CFR73 24) 
MORGAN, HE Soulhern California Edison Co 68/08/25 Document Control Branch 
(Document Control Desk) Ip 46793 359 46793 359 

8609150021 Provides written confirmation of 880029 prompt notification of reportable 
occurrence re fire protection program License Condition 2 G notification not 
required, Cause & any corrective actions will be submitted by 8D0912 
MORGAN, H E Southern California Edison Co. 88/08/30. MARTIN.J. B Region 5, Ofc 
of Ihe Director 2pp 46846 283 46846 284. 

8809140217 Submits 1 4 day rept re failure to meet App R requirements, due to mslalfa 
lion of Inappropriate fuses adversely safe shutdown capability Electrical setpoint 
list, drawing changes & training program mods will bo completed by 88 121 5 
MORGAN.H E Soulhern California Edison Co 88/09/01 MARTIN.J. B Region 5, Ofc 
of the Director 3pp. 46039 267-46839 269, 

8809070528 Forwards Rev 4 to "Updated Fire Hazards Analysis" for facilities W/o end 
BASKIN.KP Soulhern California Edison Co 88/09/02 Document Control Branch 
(Document Control Desk) 12pp 46772 143 46772 154 

6809070528 Forwards Rev 4 to "Updated Fire Hazards Analysis" for facilities 
BASKIN.KP Southern California Edison Co 8B/09/02 Document Control Blanch 
(Document Control Desk) 12pp 46934 172 46941.028 

-8809230286 Rev 4 to updated fire hazards analysis for San Onofre Units 1,2 & 3 

* Southern California Edison Co 08/08/31. 2,000pp 46934:185 46941 028 

6809130131 Revised emergency plan implementing procedures, including Technical 
Change Notice 2-7 to Rev 5 to EPIP S0123-VIII-0 301, "Offslte/Onsite Communication 
Tests* & Rev 11 to EPJP S0123-VIII-0 9 W/B80902 Itr 

WHARTON.M A Southern California Edison Co 88/09/02 I29pp 46828 314- 
46029.082 

8609150023 Forwards Amend 10B to Provisional License DPR- 13 & safely 
evaluation, Amend modifies Paragraph 3G of license to requiro compliance w/amentf 
od physical security plan. 

TRAMMELLED, M, Project Directorate V 08/09/06. BASKIN.K P. Soulhern California 
Edison CO 4pp. 46856-001-46056 009. 

“8609150027 Safeguards evaluation rept supporting amended physical security planner 
10CFR73 65 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 68/09/06 3cp 
40856 007-46856,009. 

8609150029 Forwards Amends 67 & 56 to Licenses NPF-10 4 NPF-15, respectively & 
safety evaluation Amends modify Paragraph 2 2 to requiro compliance w/amendod 
physical security plan, 

JHICKMAN.DE Project Directorate V 88/09/06 BASKIN.KP Southern California 
Edison Co 5pp. 46049-326 46049.337, 


0809200190 LER 80-021 00 on a808G9,contalnmant isolation valve Tech Spec not 
met Caused by failure of RCS hot leg sample valve 2HV-05P8 due to excessively worn 
atom nut threads Valve returned to sve following repair W/80091 4 Jtr 
MORGAN.H.E Southern California Edison Co 08/09/14. Qpp. 46911:355-46911-360, 

8609200174 Followup rept ra Tech Spec fire rated assemblies found Inoperable during 
routine surveillances In Aug 19B8 Doors found Inoperable during Aug 1988 surveil- 
lances listed in end No doors found blocked open In Aug. 

MORGAN.H E Southern California Edison Co 8B/09/15, MARTIN.J B. Region 5, Ofc 
Of the Director, 3pp, 46915 061 46916 063, 


-8609150032 Amends 67 & 56 to Licenses NPF-10 & NPF-1 5, respectively, changing 
Tech Specs re physical security plan 

KNIGHTON.G.W Project Directorate V 80/09/06. 4pp 46849 331-46849 334 

“5809150033 Safety evaluation supporting Amends 07 & 67 to Licenses NPF-10 A 
NPF-1 5, respectively 

■ Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/06, 3pp 
46849:335-46849.337. 


P. Operating license stage documents & correspondence 


DOCKET 60-362 SAN ONOFRE NUCLEAR STATION, UNJT 3 


F, Security h medical, emergency & fire protection plans 

8808290090 Rev 2.02 to "Emergency PJan for San Onofre Nuclear Generating Station 
l3r A *2, At 3 ** 

0ASKIN.K.P Southern California Edison Go, * San Diego Gas &. Electric Co. r Ana* 
helm* CA. 66/07/22 200pp 46660014 46666 202. 

6008290172 Vote 1 & 2 to "Final Rept for Fire Area Boundary Penetration Seal Evalua- 

•°Bech1e| r Power Corp. 88/97/31, 000pp. 46673 299-46676-004, 

8808290237 Forwards ln$p Repts 50 206/88-16,50 361/88-16 & 5O-362/0B-10 on 
S8D522-O702 & notices of violation & deviation 

MARTIN.J. B. Region 6, Ofc of the Director 88/08/12. BASKIN, K P, Southern Califor- 
nia Edison CO. 3pp. 46606:280-46688 312 

—0008290249 insp flepls 50-206/88-16,50-361/88-15 & 50-362/88-16 on 860522- 
0702 No violations noted Major areas Inspected: operational safety 

voriflcatlon.radiological protection, security .evaluation of plant trips & events 
HUEY.F R Region 5, Ofc of the Director, 8B/0B/12. 27pp. 46686:286 46666.312. 

68C&010016 Forwards Rev 2.02 to "Emergency Pian for San Onofre Nuclear Generating 
Station Units 1,2 & 3." 

K1EDFORD.M O Southern California Edison Co 88/08/22, Document Control Branch 
(Document Control Desk) 5pp. 46719,110-46720.016. 

8808310177 Forwards Amends 66 8 55 to Licenses NPF-10 &, NPF-15, 

respectively Amends change License Condition 2<E lo increase size of vital area 
boundary In physical secunty plan, 

HICKMAN.DE. Project Directorate V 60/08/25. BASKIN, DP Southern California 
Edison Co. 5pp. 46727:001-46727:009, 

-8008310191 Amends 68 A 55 to Licenses NPF-10 & NPF-1 5, respectively, Increasing 
size of vilal area boundary In physical security plan. 

KNIGHTON ,G W. Project Directorate V. 88/08/25 4pp 46727,006-46727 009 


6808310199 Forwards Amends 64 & 63 to Licenses NPF-10 & NPF-15, 
respectively, safety evaluation^ otlcs of Issuance, environ assessment & notice of par- 
tial denial of amends.Amends revise listed Tech Specs, Including Tech Spec 3J3 8 
HICK M AN, D E Project Directorate V. 0B/OB/O3, BASKIN, KP Southern California 
Edison Co, COTTON, G D San Diego Gas & Electric Co. 5pp, 46726 133 46726 187 

“6808310208 Amends 64 & 53 to Licenses NPF-10 8 NPF-1 5, respectively, revising 
Tech Specs, Including Tech Spec 3 1 3 0 re regulating control element assembly Inser- 
tion limits 

KNIGHTON, G W, Project Directorate V. 00/08/03. 34pp. 46726:138 46726 171 

“8808310224 Safely evaluation supporting Amends 64 & 53 lo Licenses NPF-10 8 
NPF-15, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/00/03 7pp 
46726172*46726 178, 

“8806310225 Environ assessment & finding of no significant Impact re amends lo Li- 
censes NPF-10 & NPF-1 6, incorporating proposed changes to listed Tech 
Specs, In eluding Tech Spec 3/4.1 3 6, "Regulating Control Element Assembly Insertion 

KNIGHTON.G.W, Project Directorate V 86/07/29, 4pp. 46726*179 40726,162. 

“8806310226 Notice of Issuance of Amends 64 & 53 to Licenses NPF-10 & NPF- 
1 6, respective Jy Amends revise listed Tech Specs, including 3/4.1.3 6, "ReguJalmg 
Control Element Assembly Insertion Limits." 

HICKMAN, D.E Project Directorate V 88/08/03 2pp 46726.183 46726*184, 

-8608310226 Notice of partial denial of amends lo Licenses NPF-10 & NPF-15 8 op- 
portunity for hearing, No Justification given to deviate from Tech Spec Surveillance Ro 
qulremant 4 3 3.2(a) re Incore detection ays operability. 

HICKMAN.D.E Project Directorate V 68/08/03 3pp 46726:185 46726*187 

8808120294 Generic Ltr 66*14 to all holders of OLs or CPa for nuclear power reactors 
ra Instrument air supply sys problems affecting safety- re la ted equipment Sve list end 
MIRAGLIA.RJ. Associate Director for Projects (Post 870411) 88/08/08. Consolidated 
Edison Co. of New York, (nc 41pp. 47065,001-47065,006 
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6009-090044 Partial response to FOIA request for documents Forwards App C 
document Documents available in PDR, 

GRIMSLEY.DH Office of Administration & Resources Management, Director (Post 
870413), 88/08/15 WEISSMARS California, State of 2pp 46769 005-46769,006 

—6202120089 Board Notification 82-04 forwarding info re pressurized thermal shock 
EISENHDT.OG Division Of Licensing (800428-851 124) 82/01/20 PAULA DINO.N , 
AHEARNE, RO BEFITS Commissioners 2pp 46769 007-46769 019 

8608310177 Forwards Amends 66 & 55 to Licenses NPF-10 & NPF-15, 
respectively, Amends change License Condition ZB to increase sizo of vital area 
boundary in physical security plan 

HICKMAN.DE Project Directorate V 00/08/25 BASKIN, DP Southern California 
Edison Co, COTTON, GO San Diego Gas & Electric Co 5pp 46727 001-46727 009 

-0BO63 10191 Amends 66 & 55 to Licenses NPF-10 & NPF-1 5, re spec lively, increasing 
size of vital area boundary in physical security plan, 

KNIGHTON.G W. Project Directorate V 08/08/26 4p p 46727 006 46727 009 

680901034S Forwards request for addl info re Implementation of 10CFR50 62 Response 
requested within 60 days of itr date 

MICKMAN.DE Project Directorate V 08/08/26 BASKIN, KP Southern California 
Edison Co. COTTON, G D, San Diego Gas & Electric Co 9pp 46743 209 46743 217 

8809060122 Advises that util 800531 response to Generic Ltr 68 05, "Boric Acid Corro 
Sion ot Carbon Steel Reactor Boundary Components in BWR Plants," provided assur- 
ance that program fs in place 

HICKMAN, D.E. Project Directorate V 00/00/25 BASKIN.KP Southern California 
Edison Co COTTON, G.D. San Diego Gas & Electric Co 4pp 46747 251*46747 254, 

6809070068 Summary of 880603 meeting w/lfcenseo.Westlnghouse.clty of 
Riverside.Bechtel & subcontractors re plans to rerack spent fue) pools at 
facilities Agenda & vlewgraphs end. 

HICKMAN,D.E Project Directorate V 80/00/25 Project Directorate V 92pp 
46779.255 46779,346. 


-6809160058 Proposed Tech Specs 6 0, deleting organization charts & revising nuclear 
safely group &. independent safety engineering group reporting responsibility 
* Southern California Edison Co 0B/O9/13 2lpp 46056,208-46850 228 

8609270042 Forwards nolice of consideration of issuance of amends to Licenses DPR* 
13.NPF-10 & NPF-15 re deletion of organizational charts from Tech Specs & rev of 
nuclear safety group reporting arrangements 

TRAMMELL, CM Project Directorate V 88/09/15 BASKIN.KP. Southern California 
Edison Co 5pp 46969 006-46960 016. 

--80O927OO44 Notice of consideration of Issuance of amends to Licenses DPR-13.NPF 
10 & NPF-15 A proposed NSHC determination & opportunity hearing, Amend deletes 
onsite & offsite organizational charts from Tech Specs 
TRAMMELL.C M Project Directorate V 88/00/15 6pp 46969 011-46969 016 


Q. inspection reports, IE Bulletins & correspondence 

8009080234 Partial response to FOIA request tor documents, Forwards App B 
documents App A documents maintained in PDR Records also available under listed 
FOIAs 

GRIMSLEV.D Division of Rules & Records (870413 000514) 08/08/10 

UNNERSTALL.K. Newman & Holtzmger 6pp 46769 054*46769.059 

-8809000393 Provisos listed guidance to assist in preparation ot escalated enforcement 
packages 

LlE BERM AN, J Ofc of Enforcement (Post 070413). 80/06/21 fiUSSELL.W.T Region 
1 , Ofc Of the Director 9pp, 46769 146-46769 154 

0808290237 Forwards Insp Repls 50 206/88-16,50-361/88 15 & 50*362/68-16 on 
880522-0702 & notices of violation & deviation 

MARTIN, JB Region 6, Ofc of the Director. 88/08/12 BASKIN.K.P. Southern Califor- 
nia Edison Co 3pp 46686-2GO 46606 312 


8009060131 Advises that 800513 response to Generic Ltr 00-03, "Steam Binding ot 
Auxiliary Feedwater Pumps" satisfactory & no further action necessary. 

HICKMAN, D.E. Project Directorate V. 88/08/26 BASKIN.KP Southern California 
Edison Co- COTTON, G.D. San Diego Gas & Electric Co 3pp 46767-354-46757 356 


-0800290243 Notice of doviation/nonconformanca from insp on 880522-0702 Devi- 
ation noted fuel pool purification sys suction piping extends to bottom of spent fuel 
storage pool 

MARTIN.JB Region 5, Ofc of the Director 68/00/12 Ip 46686 285-46606 285, 


8809150090 Forwards notice ot consideration of Issuance of amends to Licenses NPF- 
10 & NPF-15 & opportunity for hearing re 080506 request to revise fistod Toch Specs, 
HICKMAN.D.E. Project Directorate V. 80/00/30 BASKIN, K P, Southern California 
Edison Co COTTON, G.D San Diego Gas & Electric Co. 4pp. 46064.126 46864 139 

-0609150093 Notice of consideration of Issuance of amend to Liconsos NPF-10 & NPF- 
15 •& proposed NSHC determination & opportunity lor hoaring Amends revise Isltod 
Tech Spec seclions, including remote shutdown monitoring instrumentation, 

ROOD.H. Project Directorate V BQ/08/30 10pp. 46004:130-46864 139 

0009070433 Forwards oppllcatlon for amends to Licenses NPF-10 & NPF-15, consisting 
of Amend Applications 40 & 26, incorporating Proposed Change PCN-245 by revising 
Tech Spec 3/4 3 2, "ESF Actuation Sys Instrumentation" & Tech Spec 3/4 3 3 1 
BASKIN.KP Southern California Edison Co, 00/09/01. Document Control Branch 
(Document Control Desk) Ip, 46773:167-46773 228, 

-8009070451 Application for amends to Licenses NPF-10 & NPF-15, consisting of 
Amend Applications 40 & 26, incorporating Proposed Changes NPF-10 245 & NPF-16- 
245 by revising Tech Spec 3/4.G.2, "ESF Actuation Sys Instrumentation " 

BASKIN, K.P Southern California Edison Co 00/09/01 7pp. 4 6773' 198-46773 204 

-8809070453 Proposed Tech Specs 3/4 3 2, "ESF Actuation Sys instrumentation" & 3/ 
4.3.3 1 , "Radiation Monitoring Instrumentation " 

* Southern California Edison Co, 88/09/01 24pp. 46773-205-48773:228 

0809160023 Forwards Amend 10B to Provisional License DPR-13 & safety 
evaluation Amend modifies Paragraph 3 G of license to roqulre compliance w/amend* 
e<J physical security plan 

TRAMMELL.C M. Project Direclorate V 08/09/06 BASKIN.K.P Southern California 
Edison Co 4pp. 46056.001-46856.000. 

-8009150027 Safeguards evaluation rept supporting amended physical security plan, per 
10CFR73 65. 

* Qfllce of Nuclear Reactor Regulation, Director (Post 870411) 00/09/09 3pp 
46856007-46856,009. 

0000150029 Forwards Amends 87 & 56 to Ucensos NPF-10 & NPF-15, respectively & 
safety evaluation Amends modify Paragraph 2 2 to require compliance w/amend ed 
physical security plan, 

Fi iCKMAN.DE. Project Directorate V 88/09/06 BASKIN.KP Southern California 
Edison Co. COTTON, G.D. San Diego Gas & Electric Co. 5pp 46049.326 46049-337, 

-8809150032 Amends 67 & 56 to Licenses NPF-10 & NPF-15, respectively, changing 
Tech Specs re physical security pfan. 

KNIGHTON.G W. Project Directorate V. 8B/09/06 4pp 46849.331-46849:334, 

—6809150033 Safety evaluation supporting Amends 67 & 57 to Licenses NPF-10 & 
NPF-1 5, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) Q8/09/06, 3pp. 
4684^335*46849-337. 


-8808290249 Insp Ropts 50-206/00-16,50 361/80*15 & 50-362/00-10 on 000522- 
0702 No violations notoef. Major areas Inspected. operational safely 
verification.radiological protection, secunly.ovaluallon of plant trips & events 
KUEY.FR,, TATUM.J.fc , HON, A L. Region 5, Ofc of the Director 68/08/12, 27pp. 
46608 200-46600 312. w 

8800190195 NRC Info Notice 00-069, "Movable Contact Ffnger Binding in HFA Relays 
Mfg by GE," Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 00/08/19 
Consolidated Edison Co of New York, Inc. 125pp 46690,054-46690,170 

8608160451 NRC Info Notice 00-060,. "Setpoinl Tosting of Pressurlzer Safely Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices," Svo list end 
ROSSI, C E Division of Operational Events Assessment (Post 070411) 88/08/22. 
Consolidated Edison Co or New York, Inc 12ipp, 40702,311-46703-070 

8Q09D70519 Forwards response to NRC Bulletin 88-003, "fnadoquato Latch Engage- 
ment in HFA Type Latching Relays Mfg by GE." 

MEDFORD.MO. Southern California Edison Co 08/00/22 MARTIN.JB. Region 5, 
Ofc of the Director 3pp 46774:107-46774,109 

8808 IB 0368 Suppl 1 to NRC Jnfo Notice 88 046, "Licensee Rept of Defective Refur- 
bished Valves, Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411). 88/08/24 
Consolidated Edison Co of Now York, Inc 122pp 40713:218-46713 219. 

8809140130 Forwards Insp Repls 50-206/08-20,50-361/86 20 & 50-362/88 21 on 
0QOOO1-1l.No items of noncomplkince noted 

SCARANO.R A Region 6, Ofc of the Director, 08/08/25 BASKIN.KP. Southern Cali- 
fornia Edison Co. 2pp 46042:129-46842*141. 

"8809140133 Jnsp Repls 50-206/80-20,50-361/00-20 & 50-362/88-21 on 0BO8O1- 
11, No items of noncompllance noted, Major areas inspected licensee program tor radi- 
ological environ monitorfng.organlzatlon A mgt control & training. 

RUSSELL.JE, YUHAS.G.P. Region 5, Ofc of the Director, 88/08/25 llpp 
46042-131-46042 141. 

8809080166 Summarizes In service Insp of steam generator tubea competed on 
800526 Results of inservlca InspJnCludlng list of eddy current (eating indications & list 
of tubes plugged after completion of insp end. 

MORGAN, HE. Southern Californio Edison Co, 88/08/26, Document Control Branch 
(Document Control Desk), 27pp. 46795-336-46795-362. 

6608230112 NRC Info Notice 88*070, "Check Valve Inservice Testing Program Deficien- 
cies. n Svc rist end. 

ROSSf.C.E. Division of Operational Events Assessment (Post 870411) 80/08/29. 
Consolidated Edison Co of New York, Inc. 123pp, 46713-095-46713.217, 


8609150214 Forwardsprlontized listing of pending licensing actions to assist in review- 
ing matters re planl.Enci list will be updated monthly to reflect changes In priorities & 
progress on specific Issues 

MEDFORD, M.O. Southern California Edison Co. 08/09/08 Document Control Branch 
(Document Control Desk). 3pp. 46864:140 46064-142 


8800260492 NRC Info Notice 88 071, "Possible Environ Effect of Reontryof COSMOS 
1000 & Request for Collection ot Licensee Radioactivity Measurements Attributed to 
That Event Svc list end, 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 88/09/01. 
Consolidated Edison Co. of New York, Inc 121pp. 46712.244-46713:004, 


6069150051 Forwards Amend Applications 153,62 & 40 to Licenses DPR-13, NPF-10 & 
NPF-1 5, respectively, deleting organization charts & revising nuclear safety group & In- 
dependent safety engineering group reporting responsibility. Fee paid, 

BASKfNjK.R. Southern California Edison Co, 88/09/13. Document Control Branch 
(Document Control Desk) 2pp 46856:164*46856.228 


-0809150054 Amend Applications 153,62 & 48 to Licenses DPR-13, NPF-1 0 & NPF- 
15, jespectlvely.deletlng organization charts & revising nuclear safety group & inde- 
pendent safety engineering group reporting responsibility 

BASKIN.KP, Southern California Edison Co 68/09/13. 42pp, 46856-166-40856*207, 


8608309018 NRC Info Notica 8B-072, "Inadequacies In Design of DC Motor- Operated 
Valves " Svc fist end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 88/09/02. 
Consolidated Edison Co of New York, Inc. 122pp. 46726-001-46726 123, 

8809079537 Responds to NRC 880803 ltr re violations noted In Jnsp Repls 60 361/08- 
10 & 50-362/88- lO.Correctiva actions availability of nonconformance rept process to 
document design related problems emphasized to offsite personnel, 

BAS KIN, K P Southern California Edison Co 08/09/02, Ofc of Enforcement (Post 
870413). llpp 46779:145-46779.165 
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0009220102 Rewards Insp Repts 50 206/88*17,50 361/ 83-1 6 & 50-362/88-17 cm 
880725-29 No violations noted 

ZlMMERMAN.RP Region 5. Ofc of the Director, 80/09/02 BASKtN.K P Southern 
California Edison Co, 2pp 46930 108 - 46930 124 

-0809220105 Jnsp ReptS 50-206/88-17,50-361/88-16 & 50-362/88-17 on 960725- 
29 No violations noted Major areas impacted malnl program 
implements tron.compliance w/ATWS ruleJMi action plan followup & venfication of 
mod of license 

CALDWELL.C W . JOHNSON ,P H Region 5, Ofc of the Director 08/09/01 15pp 
46930*110 46930 124 


86Q9200174 Followup rept re Tech Spec fire-raied assemblies found (noDs^hi* a 


routine surveillances I _ 

lances laled in encf No doors found blocked open In Aug 


MORGANtH E Southern California Edison Co 80/09/15 MARTJNJB Renton*™ 
of the Director. 3 pp 46916 061-46915 063. ’ nB9K,n 5 ‘<* 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency * lire protection plana 


0609160030 Ack receipt of 880829 Ur informing NRC of Steps taken to correct violations 
noted In Insp Repls 50-361 /B8-18 & 50-362/&8-18, 

PATE.R J Region 5, Ofc of the Director 86/09/08 BASKIN ,K P Southern California 
Edison Co Ip 46897 217-46897 221 

-8809160095 Responds to NRC 880729 |tr re violations noted rn Insp Repts 50-361/88- 
1 B & 50 362/88-18 Correctrve acbons Train A & B cables In 2CR59 separated & tied 
to opposite sides ol pane) to achieve T&qumKJ 6- inch separation 
BASKIN.K P. Southern California Edison Co. 88/08/29 Document Control Branch 
(Document Control Desk) 4pp, 46897,218-48897,221 

8809150137 Responds to NRC 860612 It/ re violations & deviations noted In Insp Repta 
50-361/88-15 & 50-362/ 98' 16 Corrective action, strip chart recorder & dc amplifier re- 
moved from Train 8 post-LQCA hydrogen monitoring svs 

BASKIN, KP Southern California Edison Co. 88/09/12. Document Control Branch 
(Document Control Desk}, 8pp, 46848.191-46848 196 

0809060339 NRC Info Notice 88-074, "Potentially Inadequate Performance or ECCS fn 
PWRs Dunrrg Recirculation Operation Following LOCA/' Svc list end 
RQSSLCE Division of Operatlonaf Events Assessment (Post 870411) 80/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824 215-46024,336 

0009120197 NRC jnfo Notice 88-075, "Disabling of Diesel Generator Outpul Circuit 
Breakers by Anti-Pump Circuitry, 11 Svc list enc) 

ROSS I, C E Drvtsion of Operational Events Assessment (Post 870411) 00/09/16 
Consolidated Edison Co of New York, Inc 124pp 46946.133 46948 252, 

8809130350 NRC info Notice 88 076, "Recent Di&covory of phenomenon Not Previous- 
ly Considered In Design ol Secondary Containment Pressure Control/' Svc Ust end, 
ROSSLCE. Division of Operational Events Assessment (Post B70411) 88/09/19, 
Consolidated Edison Co of New York, Inc 125pp. 46946 253 46947.013, 


0009010043 Provides clarification of Rev 15 to physical security plan per NRC sbotiw 
U r.Per Generic Ltr 87-IO.util finds granting temporary access w/o requirement SvS, 

tyifig larantor a/'^finfflhlo u * Brl 


ISTON.W G. Alabama Power Co 06/08/23 Office of Nuclear Reaci/jr rw*, 
tion, Director (Post 870411) 2pp 46720,338-46720*339 mqfg8 

0009120109 Requests that end Iransmittal be completed so that util mav venNr^^i 
Of Procedures GO-EIP-101,Rov 6 & GO EIP-137, Rev 3 Y W,y reCetp 

HARRIS^, Alabama Power Co, 00/08/23 Region 2, Ofc of the Director 
46824 359 46024 360. 1 

8009070297 Confirms 880926-30 as dates for reveriflcatlon Insp of posf-fim sate &h„> 
down capability, per 880822 telcon List of requested mails end, 

REYES.LA Region 2, Ofc of Ihe Director. 80/08/26 HAIRSTON.W.G Alabama 
Power Co 3pp 46779,107-46779,180. 1 ™ oarna 

8009130253 Ack receipt of scope 0 objectives for plant radiological emeraencv pre- 
paredness exercise scheduled for 081102 Submittal fulfills requirements for annuS 
onsite emergency exercise, 1 “ 

COLLINS, DM. Region 2, Ofc of the Director. 08/08/29. HAIRSTON.W.G Alabama 
Power Co, 2pp. 46830 356-46830 357 ™ 

0809150212 Rev 12 to Emergency Plan Implementing Procedure FNPO E1P-27 "Act 
vabon of Emergency Operations Facility M W/880909 ltr, ^ 1 u 

HUDSPETH.J.B. Alabama Power Co 88/09/09. 22pp. 46863,353-46804 014, 

8809190196 Forwards Rev 16 to security plan.Rev withheld 
HAIRSTON.W.G. Alabama Power Co, 88/09/16. Document Control Branch (Docu- 
ment Control Desk). Ip. 46899,094 46699 094. 


R. Periodic operating reports & related correspondence 


P. Operating license stage documents & correspondence 


0000310045 "Marine Environ Analysis & Interpretation, Rept on 1987 Data" W/860026 
ltr 

MEDFORD,M 0. Southern California Edison Co 87/12/31, 200pp. 46701 050- 
48702 095 


B0O9O2O105 Forwards "Semiannual Effluent Rept Jan-June 19B8" & Rev 4 to "Offsite 
Dose Calculation Manual." 

MORGAN ,H E Southern California Edison Co, 68/08/30 Document Control Branch 
(Document Control Desk) Ip 46750,913 46751 149, 

-0809020196 "San Onorre Nuclear Generating Station Semiannual Effluent Rept Jan 
June 1988" 

* Southern California Edison Co 68/96/86 96pp. 46751*054-46751.149, 

8009200257 Monthly operating repls for Aug I960 for San Onofre Nuclear Station Units 
2&3W/880915 ltr. 

46919 26^46010 27^^'^ ^ Southern California Edison Co. 88/08/31. I 2 pp 


8809210008 Forwards revised personnel whole body exposures for CY87 & personnel 
monitoring rept & notification summary for 1987, per Reg Guide 1 16. 

MORGAN.H E. Southern California Edison Co 88/09/12. Document Control Branch 
(Oocunvent Control Desk), 2pp 46929-258-46929 201. 

-8009210100 Revised personnel whole body exposures for CY87 & personnel monitor- 
ing rept & notification summary for 1987,per Reg Guide U6 
* Southern California Edison Co 67/12/31. 2pp 46929 260*46929,261, 


S. Reportable occurrences, LERs & related correspondence 

8809070340 Part 21 rept suppl re cracks discovered In Crosby Valve & Gage Co safe I 
varve guide & bearing assemblies Initially reported on 670507,Audit of Crosby deslq 
& m g controls Indicated Inconclusive results Assemblies being replaced, 

BASKiNX P, Southern i California Edison Co 80/08/10. MARTIN, J B. Region 5, Ofc c 
the Director 2pp, 40783 230-46783-231 

8008310016 Discusses evaluation or licensee actions re MSI Vs at San Onofre Nucler 
MStVs a unacceptSle ,C6n9e<i fn(emion to on V borescoplc exams of Unit 

S® n \ G *£***! i °i fecto ; fof Region III & Region V Reactors 88/08/2' 
4eS^0^l46699O87 NUC ™ ™ gtjlati0n ' “ rec!or (Post 870411). 4pf 

M09090134 RChon 880826 & 28,vatves exhibited excessive resistance to manual ope 
flct M lf98 rendering atmospheric dump valves Jnoi 
a c nu S f repaired 4 manually operated, ^ f 

SrAWm 05 M/08/3a mar ™' j ' b - r**» 5, o, 

del,r >d ue nt Inservlce testing Jntervi 
valve. Caused by personnel error.PersormeJ jo r< 
to review schedules, W/860909 ltr. 

MORGAN, H.E, Southern California Edison Co 88/09/09, 5pp, 46844 176-4e844*16( 

^ n ^P). la I> ce i notlficatlon.on 880706. sampled water sources « 
8lWsd - Chamlcal P umpa f° Mt * '«llng to 

! 8 S Docu ™" 1 Co " ,fo1 


8609300076 Forwards answers to recipient 071 llg ltr re operation of plant dunng 1982 
83 NRC satisfied w/operatlon, 

ZECH.L.W Commissioners 88/02/17 SHARP, P R, House of Rep., Energy & Com 
merce, 11 pp 46703*243-46703,267. 

-0800300005 Advises that encf list of clients willing to cooperate w/NRC re investwa 
tfon of plant 

MWgWH Batch, Bingham, Bakar, Hawthorne, Williams & Ward 86/05/06 
“ 0 fc Of the Director 4pp 40703:264-46703*267. 


6URCH.R K. Region 2, < 

-00O83QOQ88 Suppla 860508 ltr re proposal of terms & conditions for 
views at plant for NRC Investigation of aJ/egallons, 

.SSSS'JSfjtfW' BakQr ' Hawthorne, Williams & Ward 86/07/10 
ASset - s ^HE,J,K , BERNTHAL.F.M Commissioners, 3pp 46703 25B 

4B70J 2oO, 


employee Inter 


“0008300090 Submits position on proposed terms & conditions re Invesllgative Inter- 
views at plant, per 860606 & 071 o Mrs 

HAYES, 0, Office of investigations 86/00/08, MILLER, J.H, Baleh. Bingham, Baker. 
Hawthorne, Williams & Ward, 4pp 467O3‘261-407O3'204, 

83° 95 DJscusses a| f 0 9 a < fQ hfl re licensee operation of plant w/ damaged fuel In 

SHARPE R House of Rep., Energy & Commerce 67/11/19. ZECH.L W Commission 
ers 3pp , 46703.265 46703' 267, 

8600120294 Generic Ltr 88-14 to all holders of OLs or Cps for nuclear power reactors 
Supf ft Pf° bfam8 affecting safety-related equipment. Svc list end 
MIRAGUA.FJ. Associate Director for Projects (Post 870411) 88/00/08 Consolidated 
Edison Co, of New York, Ino 41pp. 47065.001-47065.000. 

8800260113 Forwards Amends 79 a 71 to Licenses NPF-2 & NPF-0, respectively 0 
safety evaluation Amends change Tech Specs to delete surveillance specimen with- 
□Sccca n & Portion of Paragraph 4,4.10 1 2 re reactor vessel mall. 

3 p^^665^^90-4^6563O6 ° rate IM ‘ 88/0fl/2 ^* HAIRSTON.W.G. Alabama Power Co 

-6808260120 Amends 79 & 71 to Licenses NPF-2 & NPF-8 .respectively, revising Tech 
Specs to delete surveillance specimen withdrawal schedule Table 4,4-5 & portion ol 
AncEcfiiWV ? vessel mall Irradiation surveillance*. 

ADENSAM.E.G. Project Directorate IM 88/08/22, I2p p, 40656 293-46666 304 

'* 8 0 8 ma^ctlvely at0ly 0Vfl,umlon 8U PP°rtlng Amends 79 & 71 to Licenses NPF-2 &NPF 

4e65^ C 305 O 46^56'306 Rfi0Cl ° f Re0U,atIOn ’ Dlf0C,Or ( p0 ^ 870411). 88/08/22. 2pf>. 

88 5S?1°9S 3 FofV/ards 680815 f|r to JM Moore (State of AL) re approved svo water 
Sng b^er°Wowdcw m ' C0Verilia dfsc ^ ar 9 es f rom cooling tower sys & monftormg of cool- 

rIPWn 6, i£ la rt bam ? Powflr 00 88/08/22. Document Control Branch (Docu 
mant Control Desk). 3pp, 46699:306-40699.308, 

8S |J 8 «£S 1 £ , f0S f>°nse to Generic Ltr 60-05 assures that program 

by B8 1031 d$a W;,bor ^ c ac ^ lealta 9 0 Agrees w/commltment to Implement procedures 

2p E p E 46e9il7M& C 9fl D i80 CtOfate ' M * 8Q/08/fl6 * HAIRSTON.W.G. Alabama Power Co 
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$809060276 Forwards exemption from certain requirements of 1 0CFR50,55a re Inserv- 
I1 1 08/00/31. HAIRSTON, W.G Alabama Power Co 

3pp 46764 324-46764 331 


fl fl nciD602&0 Exemption from requirements of 10CFR50 55a re Inso/vice Insp & testing 
MAGAS A Division of Reactor Projects * I/ll (Post 070411) 88/05/31 5pp 
46704 327-48704 331 


Annq 140157 Forwards proposed schedules for completion of licensing Items, including 
prioritized fisting of license amend & other requests & listing of NRC-related submil- 

uIuhSTONWG Alabama Power Co 00/00/09 Document Control Branch (Docu- 
ment Control Desk) 9pp, 46890 01 5 40896 023 


8BO9190245 Cfarifles 800524 response to Generic Ur 00*03 re steam binding of auxilia- 
ry feedwater pumps to resolve Safety Issue 93 Check valves modified to preclude 
backfeakaae associated w/ bln ding 

hmrstONWG Alabama Power Co. 88/09/09 Document Control Branch (Docu 
men} Control Desk) Ip 40807 360 40087 300. 


6469230240 Informs of mods during future refueling outages to raise temp of loop seal 
water (o allow sufficient ffashlng of water to steam, reducing postulated loadings on 
downstream piping below codo values por NUREG 0737,ltom II.D 1. 
haiRSTORWG Alabama Power Co 08/09/16. Document Control Branch (Docu 
menl Control Desk) 2pp 46944 352 40944,353 


8808230112 NRC Into Notice 88 070, "Check Valve Inservice Testing Program Deficlen* 
cies Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 68/08/29 
Consolidated Edison Co of New York, Inc 123pp 46713 095 46713 217 


8809000016 Forwards "Joseph Farley Units 1 & 2 Evaluation for Tube Vibration Induced 
Fatigue, ' per NRC Bulletin 88 002 No tubas in either unit potentially susceptible to 
rapidly propagating fatigue cracks 

HAIRSTON.W G Alabama Power Co 89/00/29 Document Control Branch (Docu* 
ment Control Desk) 3pp 46755:050 46755 212 


-8809060017 Requests withholding of proprietary info from "Joseph Farley Units 1 a 2 
Evaluation for Tuba Vibration Induced Fatigue," per 10CFR2,790(b)(4) 

WIESEMANN.R A Weslinghouse Electric Corp 88/08/05. MURLEYJ Office of Nu* 
clear Reactor Regulation, Director (Post 870411) 10pp. 46755 053 46755 062 


-*8809060018 "Joseph Farley Unit 1 & 2 Evaluation for Tube Vibration Induced Fa- 
tigue " 

5Pmt f S RS ’^ J| FFNCK.TM, HALL.J.M Weslinghouse Electric Corp, WCAP-11B76 
80/07/31 ISOpp 46755 063 46755 212 


8809130224 Ack receipt of 880B15 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-348/08-23 & 50*364/88 23, 

VERRELU.DM Region 2, Ofc of the Director 88/08/29 HAIRSTON.W G Alabama 
Power Co Ip 46830 061 46B30 061, 


O, inspection reports, IE Bulletins 4 correspondence 

9802100081 Summary of CRGR Westing 127 on 871223 ro proposed resolution of USI 
£ 47 "Safety Implications of Control Sys In LWR Nucl Nuclear Power Plants 11 Com- 
mittee recommended forwarding ofc package to EDO following incorporation of CRGR 

JORDAN, E.L. Committee to Review Generic Requirements 00/01/11 STELLO.V Ofc 
of the Executive Director for Operations, 37pp 48874.070 46074 106, 

-•4809160154 Forwards Info on auxiliary feedwater chock valves for facilities per IE Bul- 
letin 85 001, in response to 071229 request 

ERNST.ML NRC - No Detailed Affiliation Given 07/12/30, ROSS.D F Office of Nu 
clear Regulatory Research, Director (Post 000720). 3pp. 46874.1 11-4G074'1 13, 

4607120677 Summary of CRGR Meeting 137 on 080600 re proposed draft rufo 
10CFR52 concerning site permits, design certifications & comblnecf licenses & pro 
posed NRC bulletin regarding thermal stresses In piping. List of attendees end 
JORDAN, E.L. Committee to Review Gonorlo Requirements 00/06/17, STELLO.V Ofc 
ofthe Executive Director for Operations. 20pp, 46091:135 40091 201. 

-8805310146 Requests review of draft bulletin on thermal stresses In piping connected 
to RCS Experience at listed plant Indicates that some water-cooled reactors may not 
comply entirely w/ 10CFR5O,App A.GDC 14. 

SNEIZEK.J.H Office of Nuclear Reactor Regulation, Director (Post 070411), 88/05/ 
16 JORDAN, EL. Commltteo to Review Gonorlc Requirements. 20pp, 46091,247* 
46891*261 

8808290113 Ack receipt of 000728 Mr Informing NRC of slops lakon to correct violations 
noted in Insp Repts 60-340/80 20 & 60 364/00-20 

HERDT.A R. Region 2, Ofc of the Director 08/00/15 HAIRSTON.W G, Alabama 
Power Co Ip 46664-055-46604 055, 

8808290097 Ack receipt of 080004 Mr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50 340/89-19 & 50-364/88-19 

VERRELU.DM. Region 2, Ofc of the Director 00/08/10 HAIRSTON.W G. Alabama 
Power Co. Ip 46684.041 -46604*04 1. 


8809060278 Forwards exemption from certain requirements ol 10CFR50 55a re inserv- 
ice Insp & testing program, 

REEVES, E A Project Directorate I1 1 80/08/31, HAIRSTON.W G Alabama Power Qo 
3pp, 46764,324*46764 331, 

-8809060290 Exemption from requirements Of 10CFR50 55a re inservice Insp & testing 
VARGA, S A Division of Reactor Projects • I/ll (Post 870411) 88/00/31 5pp 
46764 327-46764 331. KK 

8809060374 Advisos that info provided being used to determine extent of industry par- 
ticipation & Implementation of erosion/ corrosion insp programs & to obtain data on 
observed pipe wail thinning, 

REEVES, E A Project Directorate 11-1, 68/08/31 HAIRSTON.W G Alabama Power Co 
2pp 46758 212-46758 213 

8008260492 NRC Info Notice 8B 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuted to 
That Event * Svc list enc! 

ROSSI, C,E, Divisfon of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co, of New York, Inc 121pp 46712,244-46713 004, 

8800300010 NRC Info Notfco 88 072, "Inadequacies in Design of DC Motor-Operated 
Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/09/02, 
Consolidated Edison Co of New York, Inc, 122pp. 46726.001*46726 123 

8B09 140297 Responds to NRC Bulletin 00 005, providing safety-related & nonBafety-re* 
latQiJ applications list of West Jersey Mfg Co & Piping Suppheajnc malls 
HAIRSTON.W G Alabama Power Co 80/09/07. Document Control Branch (Docu- 
ment Control Desk) 4pp 46838 181*46838:184 

8809200023 Forwards app to SALP Repls 50-348/8B 04 & 50*364/80 04, forwarded on 
880600 Util 800802 written comments evaluated & discussed, per 680707 meeting 
GRACE, JN Region 2, Ofc of the Director, 68/09/07 HAIRSTON, W.G Alabama 
Power Co 2pp 46912"263 46912 303 


4808190195 NRC Info Notice 60-069, "Movable Contact Flngor Binding in HFA Relays 
Mfg by GE." Svc list end 

ROSSt.CE Division of Operational Events Assessment (Post 070411), 08/08/19 
Consolidated Edison Co, of Now York, fnc 125pp 46690 054*46690,170 

6808310069 Forwards Jnsp Repts 60-340/80-24 & 60-304/08-24 on 800711 0810 Viola- 
tion constltues another example of violations described In Insp Repts 50-340/00-20 & 
50 364/8 B-20 No addl re b pons a required 

VERRELU.D.M. Region 2, Ofc of the Director 08/00/10 HAIRSTON.W G Alabama 
Power Co 2pp. 46699.027*46699 030, 

-8808310080 fnsp Repts 60*348/80*24 & 5O-3B4/08-24 on 890711-0010 Violations 
noted use of inadequate procedure to calculato RCS Inventory leakage, Major areas 
inspected monthly malnl & surveillance observations & LERs 
MILLER, W.H , DANCE.H.C. Roglon 2, Ofc of tho Director. 08/00/19. 8pp 46699,029- 
46699 036. 


8809010046 Forwards confirmatory measurement results to suppl Insp Repts 50 348/ 
87-37 A 50-364/87*37.Olfterenco3 noted for gross beta resuHs/varlations attributed to 
differences In counting methodologies & Instrument calibrs, 

COL LINS, D M Region 2, Ofc of the Director. 88/08/19. HAIRSTON, W.G Alabama 
Power Co. 7pp 46743:121-46743 127. 


68 £®160451 NRC Info Notice 80 068, "Setpoint Testing of Pressurizer Safety Valves W/ 
Loop seals Using Hydraulic Assist Devices." Svc Hat end 
ROSSI, Ct, Division of Operational Events Assessment (Post B70411) 88/08/22. 
Consolidated Edison Co of New York, Inc 121pp. 46702 311-48703,070. 


8808180368 Suppl 1 to NRC fnfo Notfco 88 040, "Licensee Rept or Defective Refur- 
gftgd Valves Svc list end. 

ROSSJ.CE, Division of Operational Events Assessment (Post 070411) 88/08/24 
Consolidated Edison Co, of New York, fnc, 122pp. 46713-21 8-4671 3:2 19. 


88 |ns 3 ^unVl08t^J3 e8tS 9XlenS * 0n of r0s P° n80 ^ ato 10 violations noted in 080222-0311 

HA?RSTON,W,G. Alabama Power Co, 08/08/26, Document Control Branch (Docu- 
mentControl Desk), Ip, 46699.276-46699:276. 


-0809200192 App to SALP Repts 50-348/88*04 & 60-364/08-04 Vlewgraphs end 
* Region 2, Ofc of the Director 88/00/26 36pp 46912 205 469 12-303, 

6609190190 Informs that util does not possess or utilize Spec 2-T radiographic 
device, per NRC Bulletin 88-006 

HAIRStONjW.G Alabama Power Co 88/09/09, Document Control Branch (Docu 
ment Control Desk), Ip 46909 017-46909 017. 

6609130083 Ack receipt of util 880624 response to violations noted In Insp Repts 50- 
348/00-10 A 60 364/68*10 Ulil action should correct self absorption problem No fur- 
ther corrective actions necessary.Technlcal assessment end 
STOHR.JP Region 2, Ofc of the Director, 88/09/10 HAIRSTON, W.G. Alabama 
Power Co 8pp. 46834,111-46834,118 

8809000339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA Svc list and. 

ROSSI, CE Djvislon of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co, of New York, Inc 122pp 46824.215 46824*336, 

8809120197 NRC Info Notice 68*075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry," Svo list end 

ROSSI, C E, Division of Operational Events Assessment (Post 070411). 88/09/18, 
Consolidated Edison Co of New York, Inc, I24pp 46946.133 46946*252. 

6609130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control," Svo list end 
ROSSl,C.E Divisfon of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co of New York, Inc, 125pp, 46946,253 46947 013, 


R, Periodic operating reports & related correspondence 


8009010321 "Semiannual Radioactive Effluent Release Rept,Jan-June 1988" W/ 
880824 Itr. 

HAIRSTON.W G, Alabama Power Co. 88/06/30. 119pp 46721.067-46721*185. 


$809070297 Confirms 880926-30 as dates for reverlflcallon insp of post fire safe shut* 
^llftYper 080822 telcon List of requested matla end, 

REYES LA. Region 2, Ofc of the Director, 88/08/26, HAIRSTONAV.G, Alabama 
Power Co. 3pp. 40779.187*46770,109 


8809220051 Monthly operating rept for Aug 1988 for Joseph M Farfey Nucfear Plant 
Unit 2.W/08O912 Itr 

MOREY, D N , HAIRSTON.W G. Alabama Power Co 88/08/31 5pp 46927,096* 
46927:100 
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V. Operator Examinations 

8809070388 Forwards estimate 0/ need lor operator licensing exams for FY89 92, per 
Generic Ur 80*13 & request for requaltficalron schedule 

HAlRSTON»YYG Alabama Power Co 80709/01 Document Control Branch [Docu- 
ment Control Desk) 3p p 46773 1 20 40773 131, 


-5809160277 Safety evaluation supporting Amends 156 & 06 to Licenses OPH-57 & 
NPF-S.raspecttvely. 1 n a 

‘ Project Directorate 11-3 88/09/ 12 2pp 46664 173-46864 174 

Q. Inspection reports, IE Bulletins & correspondence 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plana 


6809260465 Ack receipt of 060718 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/88-15 & 50 366/08-15 on 660017 
GRACE, JR Region 2, Ofc of the Director 08/08/12 HAIRSTON.WG Georgia 
Power Co. Ip 46656,356-46656 356 y a 


8808290299 Rev 3 to Emergency plan Implementing Procedure EPII 04, "Duties of Nu 
clear Operations Duty Officer," 

MCDONALO.RP, MCHENFtY.TJ, Georgia Power Co 88/00/22 7pp 46604 059- 
46684 065 

8809070152 Forwards Insp Repts 50 321/00 21 & 60-366/88 21 on 880620-24 & notice 
of violation More aggressive mgt attention to site fire brigade performance encour- 

G??ACEJ,N Region 2, Ofc of the Director 06/06/23 HAIRSTON, W G Georgia 
Power Co. 2pp. 46763 265 46783 201 

-8009070165 Notice of violation from insp on 800620-24 Violation noted, insp ot Halon 
sya pro lectmg remote shutdown panel not conducted between 870819 & 1 120 
GRACES N Region 2, Ofc ot the Director. 08/Q0/23 2pp 46783 287-46783 265, 

--88Q9Q70159 fnsp Repts 60-321/03 21 & 50 366/58 21 on 800620 24 Violations 
noted Major areas inspected fire protection/ prevenlron & followup on previously Iden 
Hfled Insp findings 

WISEMAN.G fl. Region 2, Ofc of the Director 06/07/22, 13pp 46783'269 46783 231 

8809120141 Forwards B91116 emergency preparedness exerclap objectives, per IE Info 
Notice 85-055 K 

HAIRSTON.WG Georgia Power Co 88/08/26 GRACE, J N, Region 2, Ofc of the Di- 
rector 6pp 4682$ 018 46825,023 

8809140272 Forwards Insp ftepla 50 321/88-22 & 50-360/88 22 On 980625.0722 Cer- 
tain activities appear (0 violate NRC requirement but violations not being cited 
BROWNLEE.V L Region 2, Ole ol the Director 88/08/30. HAlRSTQlW.G Georgia 
Power Co. 2pp 46842 274-46042 291 


noted in Insp R ep 1 s 5Q 321 / 8 7 *31 & 50^/87-31 Viola on A cESS 
concerns & will be deleted rrom NRC records, 

GIBSON, A F Region 2, Ofc of the Director 88/08/12 HAIRSTON.WG Geoiflia 
Power Co 2pp 46654 306-46654 307 Wfl a 


8608300326 Forwards Insp Repts 50-321/88-23 & 50-366/80-23 on 000801 05 No vio- 
lations or deviations noted 

HERDT.AR. Region 2, Ofc of the Director 88/08/17. HAIRSTON.WG Georgia 
Power Co 2pp 46691 206 46691 '21 5 


"880830033 1 Insp Repts 50-321/80-23 & 50 366/88-23 on B80801-05.No violations 
noted Major areas inspected, review of completed post-refueling startup testathermaf 
Ws monitoring, normal power monitoring * nuclear instrument calibre 

H ,PT 1 JAPE,F R 0 9ion 2, Ofc of the Director, 88/08/15, 8pp, 46691 208- 

46091 :2l & 


6608310075 Forwards Insp Repts 50-321/88-20 & 50-366/80-20 on 800620 24 No Vio- 
lations or deviations noted 

HERDTAR Region 2, Ofc of the Director. 86/08/10 HAIRSTON.W.G Goorqsa 
Power CO 2pp. 46699,180 46699.192 ™ 


noted, Major areas inspected environ qualification of electrical equipment to determine 
adequacy of hcansee corrective actions on previous insp findings, 

SMITH, jC.1 CONLON.T Region 2, Ofc of the Director QB/08/11 8pp, 46699 165- 
46699, 1 92, 


-8809140276 fnsp Repls 60 321/86-22 & 5D-366/B0 22 on 880625 0722, No violations 
noted Major areas In spaded operational safety verification.maint 
observations^ urveillanca testing observatfons.radiologieal protection & physical secu- 
rity- 

MENNING.JE Region 2, Ofc of the Director. 68/08/30, I6pp, 46042, 276'46842, 291 


rviovaoie uoniact linger Binding in HFA Relays 


B»U9iyu-|95 nhu mro Notice 88 069, 

Mfg by GE. ” Svc I/s I end. 

5 OSS !s9 ? ^Pivlsfon o f Operational Events Assessment (Post 870411) 88/08/19, 
Consolidated Edison Co of New York, fnc, 125pp 46690.054-46690.178, 


8809090035 FteWsed emergency plan fnptemenling procoduresjncluding Rev 1 to G3EP- 
fNS-002-OS, "Emergency Response Facilities Supplies Inventory" & Rev 0 to 73EP- 
1NS-002-OS, "Emergency Response Facilities Supplies Inventory.*' W/&80&31 Itr 
MCDONALD, R.P Georgia Power Co. 88/08/31, 43pp 46806,1 45 46606.187 


880816045 1 NRC Info Notice 88 060, "Setpoint Testing of Pressurlzor Safety Valves W/ 
EM-. Loop Seals Usmfl %d ra u | <° Assist Devices ” Svc list end 
ROSSI CE Division of Operational Events Assessment (Post 870411) 86/00/22 
Consolidated Edison Co of New York, Inc. 121pp 46702 311-46703.070 


0809140197 Forwards summary of 860729 mgt meeting re status of emergency operat- 
ing procedures S. procedures upgrade program List of attendees & vlewgraphs end 
GRACES J. Region 2, Ofc ol the Director. 8B/0B/31 HAIRSTON.W.G Georgia 
Power Co 20pp. 46638.034-46836053. 

8809140181 Requests exemption from plant emergency plan requirement to conduct 
after hours exercise until 1989 Exemption would allow one exercise to be conducted 
which sat/sflas both ul II & state plan requirements, 

HAIRSTON.W.G Georgia Power Co, 8B/09/06, Document Control Branch (Document 
Control Desk) 2pp. 46839" 270 46830,271. 


0 , Jlr fe violations noted in Insp Repts 50 321/88* 

17 & r 50-366/aa-17.Corrective actions As-Built Notice 08-372 issued against plant 
P/awing H-1261 9 to correct required thermostat settings, 

MCDONALD, R.P Georgia Power Co, 88/08/22. Document Control Branch (Document 
Control Desk), 14pp 46698 327-46698 340 

8809010221 Confirms B80713 lelcon re mgt meelmg to be held on 880930 Meeting ro- 
uted to review resuffs of SALP program for plant for Jan 1987 - June 1986 

P^ E ci:% p B T7% 2 35 6 0 y/8i 6 a 7. 0if9e,0r ' 88/06/22 » A '"STON.W G . » 


K. Utility Final Baldly Analy&W Report (FSAR) i amends 

8009060209 Revised instruction pages lo Jul 1988 updated FSAR tor Edwin I Hatch Nu- 
ctear Plant Units 1 & 2 

* Georgia Power Co. 88/07/31, 194pp, 46766,012-46766,204, 


8809070152 Forwards fnsp Repts 60-321/88-21 & 50-386/88-21 on 880620-24 & nobc 0 
a eel a 99ressive mgt attention to site fire brigade performance oncour- 

l^fcf 2 ppT7aa26 6 O !. C 07 O B 3.Mi. Dl,eC ' 0 ' 88/D8/23 - HAIRST0KW ' G Qet,rgla 


P, Operating license stage documents & correspondence 

6806120294 Generic Hr 88-14 to all holders of OLs or CPe for nuclear power reactors 
re lasfrunmt air supply ays problems affecting safety- re fated equipment Svc list end 
MIRAGUA.F J Associate Director for Projects (Post 870411) 86/08/06. Consolidated 
Edison Go of New York, li\c„ 41 pp, 47065,001-47065*006. 

8009150319 Application for amends to LFcenses DPR 57 & NPF-S.revising Tech Specs 
suppression pool temp limit, Foe paid, 

HAIRSTON.WG, Georgia Power Co 89/09/06, Document Control Branch (Document 
Control Desk). 5pp. 46054 306 46654:318 

-0809150326 Proposed Tech Specs, re vising suppression pool temp limit 
* Georgia Power Co. 88/09/06 8pp. 46854 311-46854 318, 


-8809070155 Notice of violation from insp on 880620-24 Violation noted, insp of Helen 
protectinq remoto shutdown panel not conducted between 870819 & 1120, 
GRACE, J,N Region 2, Ore of the Director. 80/08/23, 2pp. 46783*267-46783 268 

--6609070159 fnsp Repts 50 321/88-21 & 60-366/80-21 on 800620-24. Violations 
tibed insp Gindin 9 s n& P ecte ^’ re P r °teclion/ prevention & foflowup on previously Idon 

Ispp 46783 Sb ^6763 '2Q1 5, C0NL0NJ,E Ra 0 lon 0fc lhe Sector 8B/07/22 

0808180368 Suppl 1 to NRC Info Notice 88 048. "Licensee Repl of Defective Refur- 
bished Vafves Svc list end, 

R°SSI, C.E. Division of Operational Evenls Assessment (Post 870411) 88/08/24. 
Consolidated Edison Co, or Now York, Inc 122pp 46713*218-46713 219. 


8809140361 Forwards response la request for addf Info re Generics Ltr 83 28.lnfo con- 
cern developmer\i,malnl & use or equipment location Index & sys evaluation docu- 
ments 

HAIRSTON.WG. Georgia power Co. B8/09/09, Document Control Branch (Document 
Control D Q s kj 8pp , 4 683 8 .224 -4683 0 :3 1 1 


flaOS310146 Responds to NRC 800706 Itr re violations noted In Insp Repts 50-321/88- 
12 & 50 366/8B-1 2 Corrective actions emergency operating procedure flow chart pro- 
Improved & human factors guidelines incorporated into charts 
MCDONALD, R.P Georgia Power Co 88/08/26 Document Control Branch (Document 
Control Desk). 8pp 466a9;1 44-46639.1 49 v 


B809t60l34 Notification of 800920 meeting w/utri in Atlanta, GA to discuss states of li- 
censing actions 

HOPKINS.J.8 Proiact Directorate UI-3. 8B/Q9/12. MATT HEWS, D B Project Director- 
ate 111-3. 2pp 46864.236-46864 237 

8609160276 Forwards Amends 156 A 96 to Licenses OpR-57 & NPF-5, respectively & 
safety evaluation Amends revise Tech Spec to delete all refs to main control room 
chlorine detectors & to automatic isolation of main control room environ, 

CROCKER, LP. Project Directorate ft-3. 88/09/12 HAIRSTON.W.G. Georgia Power 
Co, 2pp. 46864:1 51 -46064:1 74. 


8809120141 Forwards 801116 emergency preparedness exercise objectives, per IE Info 
Nolico 85 055, 1 r 

HAIRSTONiW G, Georgia Power Co 88/08/26. GRACEJ.N. Region 2, Ofc of Ihe Di- 
rector, 6pp. 46825,016-40825:023 y ' 


8808230112 NRC Info Notice 88-070, "Check Valve fnservlce Teslmg Program Deflclon- 
cios. ,J Svo list %ncl. w 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/08/20 
consolidated Edison Co. of New York, [nc. 123pp. 46713,095-46713,217, 


—8Q09160276 Amends 156 ft 96 to Licenses DPR-57 & NPF-5, respectively, revising 
Tech Specs to cfefele aff refs to main control room chlorine detectors & to automatic 
Isolation of main control room environ control sys on high chlorine level 
MATTHEWS.O.B Project Directorate 11-3. 86/09/12, 22pp. 46864*1 53-46864*1 72, 


Vi '1:;^ 1 “■waiua & Brea*;? OH W0&25'0/22 uer~ 

L a M?S^ p0 „ ar *? VJofate NRC requirements but violations not being cited. 
BROWNLEE.V.l. Region 2, Ofc of Ihe Director 88/08/30. HAIRSTON.W.G, Georgia 
Power Co, 2pp, 46842.274-46042:291 . U 
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-880914027* Insp Repts 50 321/50 *22 A 50-366/80-22 on 80O625-O722.No violations 
noted Major areas inspected operational safety ver(fication,mafnt 
observations^ urvei If ance testing obsorvationsjadlological protection & physical secu- 
rity 

MENNING.JE, SINKULE.M V Region 2, Ofc of the Director 08/08/30 16pp. 
46642 276-46842 29 1 . 

8609060075 Submits summary of procedure upgrade program portion of 080729 meet- 
ing w/NRC at Region II ofc, as result of NRC operational performance assessment 
jnsp performed at site on 080509-20 

MCDONALD, R.P Georgia Power Co 80/08/31. Document Control Branch (Document 
Control Desk) 2pp 46/89 095 46709 096 

6909140311 Ack receipt of 880822 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50 321/08-17 A 50*366/08-17. 

BROWNIE E.V.L Region 2, Ofc of the Director. 88/08/31 HAIRSTON, W.G Georgia 
Power Co. Ip 46837 006 46837 006 

8603260492 NRC fnfo Notice 80 071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Syc list end 

ROSSI, CE. Division of Operational Events Assessment {Post 070411). 88/09/01 
Consolidated Edison Co. of New York, Inc, 121 pp 46712 244*46713,004, 

6809070630- Forwards request for addl info re util 880630 response to Generic Ltr 88 01 
& plan- for JGSCC Insp of austenitic stainless steel piping during fall of 1988 refueling 
outage. 

CROCK ER.L P. Project Directorate 11*3 00/09/01. HAIRSTON, WQ. Georgia Power 
Co. 3pp, 46783 166-46783.150 

0909160015 Ack receipt of util 880725 Jtr informing NRC of steps taken to correct viola 
UOns noted In Insp Repts 60 321/00-09 A 50-366/08*09 First example of Violation 88 
09 05 re Inadequate bullet resistant barriers occurred as staled, 

GRACEJ.N Region 2, Ofc of the Director 88/09/01 HAIRSTON, WG. Georgia 
Power Co. 2pp. 46908-348 46908,349, 


S. Reportable occurrences, LERs & related correspondence 


0600310068 LER 80 016-00 on 00O729,Group 5 isolation of primary containment Isola- 
tion valves occurred Caused by bound open relief valve, Valve repaired A personnel 
counseled, On 6B0802, Isolation occurred Caused by Inoperable valve W/880826 Mr 
TfPPS.S.B,, HAIRSTON.WG Georgia Power Co. 88/08/26, 9pp 46699.321- 
46699 329. 


8609140065 LER 08 020-00 on 06O8O5,when reinstalling repaired feedwater min flow 
controller.luse bfew causing min flow valves on condo nsate.contfensate booster A re- 
actor feed pumps to fail open.Caused by design deficiency W/080906 Mr 
TIPPS.S B , HAIRSTON.W.G Georgia Power Co 88/09/06, 9 pp 46B37 262- 


V a Operator Examinations 

8809080015 Requests that NRC conduct operator licensing exam through Sept 1992,as 
Indicated on end schedules, In response to Generic Ltr 80-13 
MCDONALD.R P. Georgia Power Co 68/08/31 HANNON, J. Operator Licensing 
Branch, 6pp 46709 097-46709 102. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency A ffre protection plans 



tUID, 

* Arkansas Power & Light Co 80/06/20. 10pp 46650.335-46650 344, 


8809160140 Rev 4 to Emergency Plan Implementing Procedure 1903 62, “Communica- 
tions Sys Operating Procedure/' 

f Arkansas Power & Light Co. 60/06/20 24pp 46894 347-46095 010, 


060830-0016 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end 

flOSSJ.CE Division of Operational Events Assessment (Post 870411) 68/09/02 
Consolidated Edison Co of New York, Inc 122pp, 46726,001-46726:123 

0809140092 Forwards Info requested by Suppl 1 to NRC Bulletin 85*003 on nine addl 
Yatves.lncludfng applicability to plant program HPCI & RCIC turbine exhaust valves 
nol mclor operated valves & will not bo considered In determining operator setpoints, 
HAIRSTON.W.G, Georgia Power Co 0B/O9/O6 Document Control Branch (Document 
control Desk). 16pp, 46837.061-46037 075 

0BQ9I4OO98 Forwards response to NRC Bulletin 08 005, "Nonconforming Mall Supplied 
by Piping Suppliesjnc at Folsom.NJ & West Jersey Mlg Co at Wllllamstown.NJ * No 
evidence of nonconforming matls being supplied to plant 

HAIRSTON, W,G. Georgia Power Co. 08/09/08, Document Control Branch (Document 
Conlrol Desk). 10pp. 46841:101*46041:1 10. 


8609190191 Rev 15 to Emergency Plan Implementing Procedure 1903 50, “Emergency 
Response Organization " 

* Arkansas Power & Light Co. 88/06/31, 00pp. 46808:101-46800.239. 

6009140360 Revised emergency plan Implementing proced urea .including Rev 6 to 
1903.04, "Administration & Malnl of Emergency Plan A Implementing Procedures" & 
Ftev 24 to 1603 10, "Emergency Action Level Classification r 

* Arkansas Power & Light Co 89/00/01. 29pp 46846 099-46846:127. 

8609140368 Rev 23 to Emergency Plan Implementing Procedure 1903.10, "Emorgency 
Action Level Classification. 

* Arkansas Power 6 Light Co. 88/00/01 128pp. 46837,031 46037*200. 

8609130164 Notification of significant licensee mooting on 080003 In AriiogtonJX to 
discuss backlit concerns re contigency responses to safeguard events 
CALLAN.L J. Region 2, Ofo of the Director GG/09/02 Region 2, Ofc of the Director. 
2pp, 46830 059-46830:060. 


8809140187 Responds to NRC Bulletin 88 00B, "Thermal Stresses In Piping Connected 
1c> RCS," dtd 80O622.HPCI sys at pressure lower than RCS so leakage past fnjecllon 
valves will not occur, 

HAIRSTON.WG, Georgia Power Co 08/09/OQ Document Control Branch (Document 
Control Desk). 4pp 46044.170 46044.173 


8809130196 Confirms 800908 mgl mealing 1o discuss backfit -concerns re -contingency 
responses to safeguards events per 880031 lelcon Proposed mooting agenda end W/ 
o agenda, 

CALLAN.L J, Region 4, Ofc of Ihe Director 68/09/02 CAMPBELL, G. Arkansas Power 
A Light Co. 2pp 46028:280-40028,201 


8809190259 Notification ol 880921 meeting w/utll in Atlanta.GA to discuss util response 
to NRC Bulletin 85 003 re motor-operated valve common mode failures due to Im- 
proper swilch settings 

CROCKER, LP. Project Directorate 11-3 88/09/13 MATTHEWS.D.B Project Director- 
ate 11-3 2pp. 46909 001-46909*002 

6609086339 NRC fnfo Notice 08*074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA Svc list encl. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/09/14, 
Consolidated Edison Co. of New York, fnc 122pp 46024,215-46824,336, 

6809266246 Forwards Insp Repts 50*321/80*26 A 50 366/68-26 on 080816*10 No vio- 
lation a or deviations noted 

COLUNSAM. Region 2, Ofc of the Director. 80/09/14. HAIRSTON.WG, Georgia 
Power Co. 2 pp 46966 209 46966 296, 


60091 60146 Revlded emergency plan Implementing procedures, Including Rev 6 to 
1004,01, "Offsite Dose Projections - Germs Computer Graphics Method'^ Rev 5 to 
1904 00, "Use of WSI Weather Info Svc." 

* Arkansas Power & Light Co 08/09/07 24pp 48064:350 46065 013. 

8009230125 Forwards SALP Repts 50-313/87*41 A 60-308/37 41 for Jan 1987 . June 
1 908,0 veralf performance continued on improving trend Sped lie areas deserving merit 
llsted.Mgt meeting schedutori tor 831 021 

MARTIN, RD, Region 4, Ofo of the Director, 80/09/16, CAMPBELL.G, Arkansas 
Power & Light Co, 3pp, 46043.315-46943,346 

-8009230126 SALP Repts 60-313/07*41 A 50-368/07*41 for Jan 1987 - June 1980, 

* Region 4, Ofc of the Director. 80/09/ 16. 32pp, 46943,310 46943*349. 


G. Adjudicatory correspondence 


->8809260240 Insp Repts 50*321/80*26 & 50-366/08-26 on 08081 8H0.No violations or 
deviations noted.Major areas fnspected-solld radwaste.transportatlon of radioactive 
matl, followup on previous Insp items & selected NRC Info notices, 

HOSEY.CM. SHORTRJDGEjR B Region 2, Ofc of the Director 88/09/09. 6pp, 
46966.291-46966 296 


8009120030 Requests that svc lists be amended accordingly to reflect deletion of Liber- 
man from firm name, 

REAP.M.E, Bishop, Cook, Purcell & Reynolds, £388 7021 88/09/01, Docketing A 
Services Branch Ip. 46752, 296-46752* 2 96, 


6809120197 NRC Info Notice 08-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co, ol New York, Inc 124pp. 46946.133*46946:252, 

©S091 303 50 NRC Info Notice 08*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list encl. 
ROSS 1*0, E. Division of Operational Events Assessment (Post 870411). 88/09/19, 
Consolidated Edison Co of New York, fnc 125pp. 46946'253-46947.013. 


R. Periodic operating reports & related correspondence 


©809010216 "Semiannual Rept Plant Radioactive Effluent Releases Jan-June 1906." 
W/ 88052$ Jtr. 

HAIRSTON ,W.G Georgia Power Co. 88/06/30, 70pp. 46743.022-46743,091, 

©809140054 Monthly operating repts for Aug 1988 for Hatch Units 1 A 2, W/880908 Hr. 
TUCKER.JE, HAIRSTON, WG, Georgia Power Co. 80/08/31, 13pp 46841:273- 
46841:285. 


f. Financial Information 

6808310060 Forwards executive summary of US Supreme Court decision on Mississippi 
Power & Light Grand Guff Unit 1 rate litigation. Federally mandated wholesale rates 
through retail rate structure upheld 

KINGSLEY.O D. System Energy Resources, Inc Ge/00/26 Document Control Branch 
(Document Control Desk) Spp, 46723 354*46723.358 


P* Operating license stage documents & correspondence 

6006120294 Generic Ltr 06*14 to all holders of OLa or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list encl, 
MlRAGLIA.F J Associate Director for Projects (Post 870411), 88/08/08 Consolidated 
Edison Co, of New York, Inc. 41pp. 47065*001-47065 006. 

8308260181 Forwards Amend 87 to License NPF-6 & safety evaluation Amend revises 
Section 6 of Tech Specs to delete Figure 6 2-1, "Mgl Organization Chart" & Figure 
© 2-2* "Functional Organization for Plant Operations." 

HARBUCK.C.C Project Directorate IV 80/08/18. CAMPBELL, TO, Arkansas Power A 
Light Co. 4pp, 46669:100-46669*193. 
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-8608260104 Amend 87 to License NPF e.revising Section 6 of Tech Specs to delete 
Figure 62-1, "Mgt Organization Chart" & Figure 82-2, ‘Functional Organization for 

CALVO^A^Profect Directorate IV 88/08/18 7pp 46669 164-46669 190 


0600300027 Forwards Insp Repts 50-313/80-24 & 50-360/88-24 on 080718- 22 No vio- 
lations or deviations noted 

CALLAN.L J Region 4, Ofc ofthe Director 08/08/22 CAMPBELL, G Arkansas Pov.er 
& Light Co 2pp 46703.231-46703.242 


-6006260198 Safety evaluation supporting Amend 87 to License NPF-6. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/08/18 3pp 
46669 191-46669 193 

8009020194 Informs that 8B0527 response lo Generic Ltr 88 05, "Bone Add Corrosion 
of Carbon Steel Reactor Boundary Components in IPWR Plants, acceptable* 
HAR8UCK,CC Project Directorate IV 09/00/25 CAMPBELL.T G Arkansas Power & 
Light CO 4pp 46746 101-46746 104 

6009010363 Forwards exemption & safety evaluation re 080513 & 0719 requests for 
one-time exemption from FSAR annuaf rev due data of 080722 required by 
10CFR50 71(e) Exemption granted 

HARBUCK.CC Project Directorate IV. 88/06/26. CAMPBELL, T.G Arkansas Power & 
Light CO 3pp 46742 001-46742.009 

-0009010364 Exemption from scheduler requirement of 10CFR50 71 (e)(4) re FSAR 

CRUTCHFIELD, D Division of Reactor Projects - 111,1V, V & Special Projects (Posl 
870411) 68/08/28 Arkansas Power & Light Co 4pp 46742 004-46742 807 

-6009010366 Safety evaluation granting licensee request for exemption from require- 
ments of 10CFR50 71(e) to extend annual FSAR rev filing date for plant from 880722 

^Offlca^of Nuclear Reactor Regulation, Director (Posl 870411) 68/09/26, 2pp 
46 742 008-4674 2 009 


8609140405 Discusses resolution ol Genenc Issue 124 re auxiliary feedwater sys reli- 
ability response to staff assessment rept Evaluation of condensate pumps ae melhod 
of accomplishing safety function of emergency feedwater sys end. 

HOWArSd R Arkansas Power & Light Co. B8/09/02, CALVO,J A. Division of Reac- 
tor Projects - 111 ,1V, V & Special Projects (Post 870411) 23pp 46846,129-46946 151, 


0809140082 Provides response to MRC 880728,29 & 08 1 8 lira & schedule for addl info 
re transfer of mgt/operating responsibilities News releases will be utilized to assure 
public & applicable local & state agencies kept Informed re consolidation 
KINGSLEY, OO System Energy Resources, Inc 68/09/09 Document Control Branch 
(Document Control Desk), 5pp. 46836:062-46836*066 


0809200056 Forwards final rept "Ten Yr Visual Tendon Surveillance of Arkansas Nucle- 
ar One Unit 2 Primary Reactor Containment , 11 UM reviewed repl & agrees w/results 
of surveillance which indicates that no abnormal degradation occurred 
HOWARD, DR. Arkansas Power & Light Co 8B/09/09, CALVO,JA Division of Reac- 
tor Projects - III.IV.V * Special P/ofecTs (Post 870411). Ip. 46915 331*46916,153. 

-8B09200065 “Ten- Yr Visual Tendon Surveillance of Arkansas Nuclear One, Unit 2 Pri- 
mary Reactor Containment Bfdg^urveillance Repl " 

WILLICLU, HOUGH.R Precision Surveillance Corp (formerly INRYCO, Inc). 8B/07/ 
0l-200pp 46915 332-46916 153 


8009220305 Responds lo NflC 880729 Kr re interpretation of util commitments made In 
880701 amend request & provides schedule for submittal of remaining Info requested, 
CAMPBELL, T.G Arkansas Power & Ughl Co 86/09/09 Document Control Branch 
(Document Control Desk). 4pp 40927-015 46927.023 


0009200233 Requests meeting In Rockville, MO to discuss longstanding safety Issues for 
closure, Formal closure to be documented in meeting minutes, Specific Issues 5 asso- 
ciated concerns end 

CALVO.J A, Project Directorate IV. 08/09/12. CAMPBElLJ.G. Arkansas Power & 
Light Co, 6pp. 46915 044-46915-049. 


8009260057 Responds to SR Connelly 680906 memo re followup of allegation concern- 
ing use of E-Bnte 26*1 mail In nuclear facilities. 

MURLEY.TE. Office of Nuclear Reactor Regulation, Director (Post 870411). 86/09/ 
21 STELLO.V, Ofc or the Executive Director for Operations 3pp. 46956 294- 
46956 305 


-8B09260059 Discusses Identification of previously unidentified safety issue re use of 
ferritic stainless steel E Brite In HX unit fabricated by Allegheny Ludlum Steel Corp. 
CONNELLY, S R, Office of Inspector & Auditor. 8B/G9/06. STELLO.V. Ofc of the Exec- 
utive Director for Operations* 2pp 46956*297*46956 303 

-8009260060 Summary of 880204 meeting re presentation made by Allegheny Ludlum 
on femtic stainless steel E*Bnlo. 

WOOLRIDGE.EO Mechanical Engineering Branch (870413-8B0716), 98/02/05, Me- 
chanical Englneenng Branch [870413 880716), 2pp, 46956,304-46956:305. 


-8800300030 Insp Repts 50-313/88-24 & 50-368/88-24 on 880718 22 No vlolaUons or 
deviations noted Major areas inspected liquid & gaseous radwaste mgt programs 
NICHOLAS, J.B., RICKETSON.LT, BAER.R E. Region 4, Ofc of the Oiroctor 08/09/ 
17, lOpp 46703 233-46703.242 

8808180368 Suppl 1 to NRC Info Notice 88*048, "Licensee Rept of Defective Re fur 
bished Valves Svc list end, 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 89/08/24 
Consolidated Edison Co or New York, Inc. 122pp. 46713 218-46713 210 


8808310032 Ack receipt of 800727 Hr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-313/86-16 & 50-368/88-15 

CALLAN.L. J. Region 4, Ofc of the Director 8B/08/26 CAMPBELL, G Arkansas Power 
& Light Co Ip. 46699 304-46699 304, 

8806230112 NRC Info Notice 06 070, “Check Valve Inservice Testing Program Deficien- 
cies “ Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411). 88/98/29 
Consolidated Edison Co. of New York, Inc 123pp 46713.095 46713 217 

0808260492 NRC Into Notice 88*071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuled to 
That Event Svc list encl. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 00/09/01. 
Consolidated Edison Co of New York, Inc 121pp 46712*244-46713 004. 

8808300018 NRC Into Notice 88 072, "Inadequacies in Design of DC Motor Ope raled 
Valves " Svo list encl. 

ROSSi.C E. Division of Operational Events Assessment (Poet 870411) 60/09/02 
Consolidated Edison Co. of New York, Inc. 122pp 46726 001-46726.123 

8609220301 Responds to NRC Bulletin 60 004, "Potential Safety- Related Pump loss” 
Submits response to Questions 1 & 2 Evaluation of Question 3 underway, requires add! 
data from mfg re min fiow for pump protection.Response expected fn Feb 1909 
HOWARD.D.R Arkansas Power & Light Co 88/09/06. Document Control Branch 
(Document Control Desk) 6pp. 46926 188 46926.192, 


8809200031 Ack receipt of 8B0612 fir informing NRC of slops taken to correct violations 
noted In Insp Repts 80-313/88 05 & 50 388/88 05 

CALLAN.L X Region 4, Ofc of the Director. 08/09/12. CAMPBELL.G Arkansas Power 
& Light Co, Ip 46915:050-46915,055. 

-8809200037 Responds to NRC 880713 Hr re violations noted In Insp Repts 60-313/08- 
05 & 50-368/88-05.Corrective actions, capscrews replaced w/capscrows to moot or 
exceed properties specified fn ASTM.A-193 Grade B-7,8peclfied In design calculation. 
LEVINE, JM Arkansas Power & Light Co, 88/08/12, CALLAN.L J. Region 4, Ole cl 
the Director. 5pp, 46916 051-46915 055, 

0809080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA.“ Svc list encl, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 88/99/14 
Consolidated Edison Co, of New York, Inc. 122pp. 46024:216-46024 336 

8809190203 Responds to NRC Bulletin 86 005,SuppJ 2 re mails supplied by Piping 
Suppliea.lnc & West Jersey Mfg Co.Reaults of acllons taken to assure that mails con 
form w/ASME Code encl 

HOWARDS R Arkansas Power 4 Light Co, 88/09/15, Document Control Branch 
(Document Control Desk). 3pp. 46899,033-46899.036 


8809120197 NRC Info Notice 88 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list encl, 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411) 60/09/1$ 
Consolidated Edison Co, of New York, Inc. 124pp. 46946 , 133*46946 252 


6009230125 Forwards SALP Repts 50-313/07-41 & 50-368/87-41 for Jan 1987 - June 
1988, Overall perform ance continued on improving I rend. Specific areas deserving menl 
listed Mot meeting scheduled for 88 1021 . 

MARTIN, R.O. Region 4, Ofc of the Director, 08/09/16 CAMPBELL.G. Arkansas 
Power & Light Co. 3pp, 46943 316 46943.349 


Q, Inspection reports, IE Bulletins 4 correspondence 

8808310187 Responds to violations noted in Insp Repts 50-313/88-16 & 50-368/88- 
15 Corrective actions combustibles removed from areaMalnt manager issued memo 
to all malnt personnel Indicating disciplinary action for violation or procedures. 

LEVINE, JM Arkansas Power & Light Co 88/07/27. CALLAN.L.J Region 4, Ofc of 
the Director. 6pp. 46700 352-48700.356, 

8808190195 NRC Info Notice 68-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE“ Svc list encl 

ROSSI, C,E. Division of Operational Events Assessment (Post 070411). 88/00/10. 
Consolidated Edison Co. of New York, Inc. 125pp. 46690.054-46690:178, 

6809200220 Forwards addl info on potential enforcement items re environ qualification 
of equIpmenLper commitment made during 880815 enforcement conference. 
CAMPBELL, TG, Arkansas Power A Light Co, 88/08/19 MARTIN, RD. Region 4* Ofo 
ofthe Director 1 29pp 4 690 1 ;Q0 1 -4690 1 : 1 70. 

-6806200230 " Aetna Evaluation of Elec Weal Cables” 

MURPHY, J, A , DEPSON.K J Schneider Consulting Engineers SCE-ANO-00, 84/11/ 
15. 40pp, 46901 *131-46901 jl 70. 

8808160451 NRC Info Notice 80-060, "Setpoint Testing of Preasurizer Safety Valves W / 
Filled Loop Seals Using Hydraulio Assist Devices ” Svc list encl. 

ROSSI, C.fc. Division of Operational Events Assessment (Post 870411). 88/08/2 2 
Consolidated Edison Co of New York, Inc- 121pp. 46702.311-46703 070 


-8609230 126 SALP Repts 50-313/87-41 & 60-368/07-41 for Jan 1987 - June 198$. 

* Region 4, Ofo of the Director 88/09/16 32pp, 4B843:318-46943 1 349. 

8609130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Nat Previous 
fy Considered fn Design of Secondary Containment Pressure Control." Svo list encl 
ROSSI, C£. Division of Operational Events Assessment (Post 070411) 66/09/19. 
Consolidated Edison Co, of New York, Ino 125pp, 46946.253-46947.013 


R. Periodic operating reports & related correspondence 


6609140101 "Summary of Quantities of Radioactive Liquid & Gaseous Effluents £ Soli 
Waste Release for First & Second Quarters of 1908. 1 ’ W/880029 ltr 
HOWARD, D.R, Arkansas Power & Light Co. 00/06/30 23pp 46836.333 46836 

8808290313 Monthly operating rept for Jtil 1988 for Arkansas Nuclear One Unit 3W 
860815 ltr, 

HARRISON, D.F., HOWARD, D,R. Arkansas Power 0 Light Co 80/07/31. 6# 
46604,072-46684:077. 


6&09200337 Monthly operating rept for Aug 1989 for Arkansas Nuclear One Unit 2.W, 
080915 fir. 

HARRISON, D.F., SCHAUBROECK.D , HOWARD, D.R. Arkansas Power A Ltohl Co 

iflc/no/o 4 * -- 
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S. Reportable occurrences, LERs & related correspondence 

6608300157 LER 87 006 02 on 67070 6, shutdown & cooldown commenced due to uni* 
solatable RCS pressure boundary leak Caused by lack of weld metal fusion during 
weld fabrication & personnel error New plugs Inserted W/B80819 Itr 
TAYLOR ,1 A , LEVINE, J M Arkansas Power & Light Co 86/08/19 10pp 46691 351- 
46691 360 


6608310174 Forwards addl Info suportlng util 860624 proposed rev of Tech Spec 3/ 
4 7.13 re use of groundwater level monitors, per NRC D Hood request 
TUCKER ,H B Duke Power Co 88/08/26 Document Control Branch (Oocument Con- 
trol Desk). 5 Opp. 46725 235-46725 294 

-8808310183 Rev O to Procedure IP/O/B/3050/26, "Groundwater Level Loop Cal<br” 
* Duke Power Co. 8B/08/26 10pp 46725 285-46725 294, 


6609150146 LER 86*01 1-00 on 880001 .notification of unusual ovent declared & manual 
reactor top & plant cooldown performed due to sensing line failure Caused by low 
stress, high cycle & weld fatigue failure Welds modified W/68090B Itr. 

TAYLORLA, LEVINE.J M Arkansas Power * Light Co. 88/09/08 lOpp 40857.001- 
46857.010. 


6809010338 Summarizes record of 800719 telcon w/util re proposed change to Tech 
Spec 3/4,7.13, "Groundwater Level "■ Requested addl info listed 
HOOD, OS Project Directorate 11-3 83/00/26. Project Directorate 11-3. 3pp. 

46744 029 46744 031 KK 


B 609200226 LER 86-012-01 on 860 925 .reactor scram occurred following trip of main 
turbine due to secondary sys transient.Causo of event could not conclusively be 
Identified Goth valves declared Inoperable W/800915 Ifr 

TAYLOR, l A , LEVINE, JM Arkansas Power & Light Co. 88/09/16 Spp 46900:165- 
46900 169. 


6809060410 Summarizes 880826 telcon w/util re proposed 1 design mod & associated 
Tech Spec change to control area ventilation sys for plant NRC requested listed addl 
info 

HOOD.DS. Project Directorate 11-3 88/09/01 Project Directorate 113. 2pp 

46757.342-46757 343 1 ^ 


V. Operator Examinations 

6609220293 Forwards response to Generic Ur 88*13 re proposed operator licensing 
exam schedule format through FY92 

HOWARD, OR. Arkansas Power & Light Co 88/09/01, HANNON, J. NRC - No De- 
tailed Affiliation Given. 3pp. 46927.184-46927,186. 

8009230125 Forwards SALP Repls 60-313/87-41 & 60-368/87-41 lor Jan 1987 - Juno 
1 9 88. Overall performance continued on Improving trend.SpecIflc areas desorving merit 
hsted Mgl meeting scheduled for 881021. 

MARTIN.no Region 4, Ofc of the Director, 88/09/16 CAMPBELL, G Arkansas 
Power & Light Co. 3pp 46943 316-46943’340 

-8009230128 SALP Repts 60-313/87-41 & 60-368/87-41 for Jan 1987 - June 1988. 

* Region 4, Ofc of the Director, 88/09/16 32pp 46943.318 46943.349. 
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F. Security, medical, emergency & tire protection plane 

6609010096 Change 0 to Emergency Plan Implementing Procedure HP/0/B/ 1009/02, 
"Alternative Method for Determining Dose Rale Within Reactor Bldg." W/undated Itr. 
SMITH.R , HAMfLTON.B , LEONARD, R Duke Power Co, 08/08/22. 7pp. 46744.073- 
40744.079. 

6009020154 Forwards addl justification required for Oconee Nuclear Station to resolve 
Issues re protactlon of auxiliary sve water feedwater piping at plant. Enel withheld (ref 
10CFR73 2U 

TUCKER.H B. Duke Power Co. 88/08/26 Document Control Branch (Document Con- 
trol Desk) 3pp 46751-176 46751:178. 

6809000169 Forwards Rev 4 to licensee response to Suppl 1 to NUREG 0737 consist- 
ing of Rev 2 to "Writer Guide for Emergency & Abnormal Procedures." 

TUCKER.H.B. Duke Power Co. 88/08/30. Document Control Branch (Document Con- 
trol Desk). 2pp. 40797:183-46797:324 

-80090801 00 Rev 2 to "Writer Guide for Emergency & Abnormal Procedures " 

» Duko Power Co 08/08/25. 140pp 46797 1 185-46707:324 

0809190236 Forwards Rev 9 to training & qualification plan Rev addresses new 10CFR 
rules for record retention periods Rev withheld 

TUCKER.H B. Duke Power Co. 80/09/09. Document Control Branch (Document Con- 
Irol Desk). 2pp. 46899.090.46099 097. 


8809150342 Forwards corrected pages for 870506 Amends 71 & 52 & 880705 Amends 
88 & 69 to Licenses NPF-9 & NPF-17, res pec lively 

HOOD.D Project Directorate 113. 88/09/02 TUCKER.H.B Duke Power Co. 2pp 
46848,318-46848-321 


-8809150344 Errata to Amends 71 & 52 to Licenses NPF-9 & NPF-17 

respectively, correcting typo in 070506 Hr. 

4 Project Directorate II 3 60/09/02, Ip 46 848 320 40848*320, 

-0809210142 Errata to Amends 88 & 69 to Licenses NPF-9 & NPF-17, 

respective ly, corroding error In overleaf pages forwarded w/amends, 

4 Project Directorate 11-3. 60/09/02 Ip 46840 321-46648.321. 

8809190180 Forwards summary of 080810 meeting w/utll at Region II ofc re plant per- 
formance Improvement programs. List of attendees & handout also end.* 

REYES, LA. Region 2, Ofc ortho Director 88/09/06 TUCKER.H.B, Duke Power Co 
32pp 46093 282-46893 313 

8809200243 Informs that effective 80091 1 .senior resident inspectors for Catawba & 
McGuire are WT Orders & PK VanDoorn.respectivoly, 

REYES.L A Region 2, Ofc of the Director, 80/09/07. TUCKER.H.B Duke Power Co 
Ip 46900.1 42-46900.1 42 

8809160228 Summarizes 060816 meeting near Cornolfua.NC re questions resulting from 
review of plant pump & valve inservice testing program Moating resulted In 14 open 
items identified In Enel 2 Resolution by Oct 1980 needed 

HOOD.D.S. Project Directorate 11-3* 88/09/08 TUCKER.H B Duko Power Co 32pp. 
46073.330-46873,361 


8809190096 Withdraws 850830 proposed changes to Tach Spec 3/4,0 3 re 125 volt dc 
vital instrumentation 8 control sys batteries 

TUCKER.H.B. Duko Power Co. 00/09/09. Document Control Branch (Document Con 
trol Desk) Ip 46806.001-46896 0B1, 

6809190163 Forwards response tram Woslinghouse re ATWS /mitigating sys actuation 
c Ire ul try deslg n mod for p lanls De sf g n acce plab f e 

TUCKER.H B Duke Power Co, 00/09/09. Document Control Branch (Document Con- 
trol Desk) 7pp 46896.070-46896 076. 


9809190144 Forwards Amends 92 & 73 to Licenses NPF-9 & NPF-17, respectively & 
safety evalu 0 tion Amends change Tech Specs by deleting survolllance requlremants 
for manual transfer from normal to emergency power supplies for pressurize: heaters 
HOOD.D. Project Directorate 11-3. 80/09/13 TUCKER.H B. Duke Power Co. 3pp 
46893 051-46893 063, 


P, Operating license stage documents & correspondence 

8800120294 Generic Lir 88 14 lo all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety- related equipment.Svc list end. 
MlRAGLIA.F.J Associate Director for Projects (Post 870411). 80/08/08, Consolidated 
Edison Co. of New York, Inc. 41pp. 47065.001-47065.006 

0900120091 Final response to FOIA request for documents Forwards documents listed 
In App AOocumeniB also available In PDR. Add B documents totally withheld (ref 
FOIA Exemption 5). App C documents partially withheld (ref FOIA Exemption 5). 
GRIMSLEY.OH. NRC - No Detailed Affiliation Given 88/08/17. CONNOR.L, Doc- 
Search Associates 5pp 46770 , 060 46770:089, 

—6809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 1985. 

AXELRAO.J A. Enforcement Staff, IE (Pro 870413) 86/12/13 BLAHA.J L Program 
Support & Analysis Staff, IE (Pre 870413). 13pp. 46770.21 1-46770,223. 

0800260033 Forwards Amends 91 & 72 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation Amends change Tech Specs by deleting portion of Surveillance re- 
quirement 4.5,1 re method for disconnecting power to accumulator Isolation valves, 
HOODA Project Directorate lt-3. 88/08/19 TUCKER.H.B. Duke Power Co. Ip. 
46658-345-46658:357. 

-0808260037 Amanda 91 & 72 to Licenses NPF-9 & NPF-17, respectively, changing 
Tech Specs by deleting portion of Surveillance Requirement 4 5 1 re method for dis- 
connecting power to accumulator Isolation valves. 

MATTHEWS.D B, Project Directorate 11-3. 88/08/19. 6pp 46658*346-46668:351. 

“6006260040 Safety evaluation supporting Amends 91 & 72 lo Licenses NPF-9 & NPF- 
17,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/0B/19. 6pp. 
46656 362 46858:357. 

B 609090 147 Forwards corrected pages to Amends 88 & 69 to Licenses NPF-9 & NPF- 
17,respecUvely.Pacl<age Issued w/lncorrecl overleaf page 

CRANEjK.L. Duke Power Co, 88/08/23. Duke Power Co, Ip 46007:012-46807:014. 

-0800090148 Corrected Amends 88 & 69 to NPF-9 & 17, respectively, consisting of 
Tech Speo Pages 3/4 3-21 & 3/4 3-22 re ESF sys Instrumentation. 

* NRC - No Detailed Affiliation Given, 88/08/23, 2pp, 46807.013 46807:014. 


“8809190146 Amends 92 & 73 to Licenses NPF-9 & NPF-17, respectively, changing 
Tech Specs by deleting surveillance requirements re manual transfer from normal to 
emergency power supplies for pressurize: heatsrs.PORVs & PORV block valves. 
MATTHEWS, D.B. Project Directorate 11-3, 88/09/13, Qpp, 46893-054-46893*061. 

“8009190149 Safety evaluation supporting Amends 92 & 73 lo Licenses NPF-9 & NPF- 
17, respectively 

4 Office of Nuclear Reactor Regulation, Director (Post 87D411). 88/09/13. 2pp. 
46893.062-46093-003 

8909160216 Notification of 881028 meeting w/utll In Rockvilla.MD to discuss will corpo 
rate approach re QA surveillance &. audit techniques 

HOOD.D. Project Directorate 11*3, C8/09/14. MATTHEWS.D 0 Project Directorate 11-3. 
5pp. 48864:175 46684'179. 


Q. Inspection reports, IE Bulletins & correspondence 

8802100081 Summary of CRGR Mealing 127 on 871223 re proposed resolution of USI 
A-47, "Safety Implications of Control Sys In LWR Nucl Nuclear Power Plants," Com- 
mittee recommended forwarding ofc package lo EDO following incorporation of CRGR 
comments, 

JORDAN, E.L, Committee lo Review Generic Requirements 88/01/11. STELLO.V. Ofc 
of the Executive Director for Operations. 37pp. 46874 070-4B874T06 

“8009160164 Forwards info on auxiliary feedwater check valves for facilities per IE Bul- 
letin 85-001 ,in response lo B71229 request. 

ERNST, M L NRC - No Detailed Affiliation Given 87/12/30, ROSS.DF. Office of Nu- 
clear Regulatory Research, Direotor (Post 800720). Spp 46074,111-46874:113. 

0000260013 Forwards Insp Repts 60-369/88-22 & 60-370/88 22 on 880718-22.No vio- 
lations or deviations noted 

CLINE, W.E Region 2, Ofo of the Director. 86/08/11. TUCKER.H B. Duke Power Co 
2pp. 46669:259-46669.261. 

“8808260017 Partially wfthherd Insp Repts 50-366/88-22 & 50-370/08-22 on 880718-22 
(ref 10CFR2.790 & 73.21) No violations noted. Major areas lnspecled:procedures & 
operations of SN M 

SEYMOUR.D.A., MCALPINE.EJ Region 2, Ofc of the Director 88/06/11, Ip 
46669-261-46669:261. H 
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8606 190195 NRC fnfo Notice 88-069, "Movable Contact Finger Binding in HFA Relays 

RC?SSLCE Dr^sion ^Operational Events Assessment (Post 670411) 88/08/19 
ConsoMatod Edison Co oiNew York, Inc 125pp 46690054 46890 178 

8608300236 Forwards Insp Repts 60-369/68 20 & 50 370/88 20 on 880625- 0722 & 

BROWNLEE A^L." fleaon 2, Ofc ol the OreclOf 88/08/19 TUCKER, H 8 Duke Power 
Co 2pp 46703 113-46703 130 

-6006300238 Notice of violation from insp on 88062i 5 0722 Violations noted procedure 
for steam generator cotd wet lay up recirculation inadequate in that performance of 

^ROWNLE^V^ RegionV Ofc of the Director 88/08/19 3pp 46703 115 46?03 f 117 

-8606300240 Insp Repts 50-369/88-20 & 50-370/88-20 on 880625 0722 Violations 
noted Major areas inspected operations safety veriteation.surveiliance testing, matnt 

BCtnnties & followup on previous insp findings . 

ORDERS, W , NELSON J) , CROTEAUS Region 2, Die of the Director &&/0B/19 
l3pp 46703 118 46703 130 

0808160451 NRG Info Notice 88 068, "Setpoml Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/08/22 
Consolidated Edison Co of New York, Inc 121pp, 46702,311 46703 070, 

8809070094 Confirms 881020 mgt meeting at McGuire & 881021 meeting at Catawba 
to review results of SALP program of regulatory performance for Aug 1987 to Jut 

GRACE.J N Region 2, Ofc of the Director 68/08/23 TUCKER.H B Duke Power Co 
2pp 46781 358*45761 359 

8808160368 Suppt 1 to NRC Info Notice 88 048, "Licensee Repl of Defective Refur- 

RcS.^^Drvision of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co of New York, Inc 122pp 46713 218 46713 219 


* Duke Power Co. 88/09/09 250pp. 46915,125-46915.330 


8809200367 Advises that review of appropriate piping sys completed at plants.per WR< 
Bulletin 80 008 requirements Insps for Action 2 will be completed by 881225 fr 
McGuire Unit 1,by 891212 for Unit 2, by 8901 10 for Catawba Unit 1 & 890524 for 

TUCKER.H.B Duke Power Co. 08/09/09 Document Control Branch (Documentor 
trol Desk), 2pp 46916‘158-46916 169 

8809080339 NRC Jnfo Notice 08 074, "Potentially Inadequate Performance of ECCS* 
PWRs During Recirculation Operation Following LOCA. Svc list end ' ~ ' 

ROSSIAE. Division of Operational Events Assessment (Post 07041 tv aa/oo/u 
Consolidated Edison Co of Now York, Jnc 122pp, 46824 216-46824 336 


6809120197 NRC Info Nolice 86 075, "Disabling of Diesel Generator Output Oran 
Breakers by Anti Pump Circuitry,” Svc list end, 

ROSSI, CE, Division of Operational Events Assessment (Post 8704111 88/09 /ir 
C onsolidated Edison Co of New York, Inc. 124pp 46946 133 46946 252 


8809260167 Responds to violations noted In Insp Repls 50-309/88-20, 50 370/88 
20,50-413/88-29 & 50 414/88 29,Corrective actions operations personnel implement 
ed change to procedures in steam generator cold wot layup recirculation 
TUCKER.H B, Duke Power Co. 00/09/16 Document Control Branch (Document Coo 
irol Desk) 9pp, 46957 082-46957.090 

6B091 30350 NRC Info Notice 88 076, “Recent Discovery of Phenomenon Not Previous 
ly Considered in Design of Secondary Containment Pressure Control” Svc list end 
ROSSI, CE, Division of Operational Events Assessment (Post 870411) 80/09/19 
Consolidated Edison Co. of New York, Inc. 126pp, 46946 253-46947 013. 


R. periodic operating reports * related correspondence 


8809070112 Forwards Exam Rept 50-369/OL-88 02 of exams administered on 880016 
JULIAN.C A Region 2, Ofc of the Director 86/08/24 TUCKER.H 8 Duke Power Co 
2pp 46781 320 46781 323, 

-8809070116 Exam Rept 50-369/OL-88 02 on 880816 Exam results two candidates ad- 
ministered operating reexams & all candidates passed exams 
RAPP.C , BROCKMAN J< E, Region 2, Ofc of the Director 88/06/25, 2pp. 46701 322- 
46701.323 


8809080304 Ack receipt of 880005 Itr informing NRC of steps taken to correct violations 
noted in Jnsp Repts 50-369/08-14 & 50-370/08 14 

BROWNLEE, V L Region 2, Ofc of the Director, 80/08/25. TUCKER.H B. Duke Power 
Co Ip 46792.334-46792 334 

8008230112 NRC Info Notice B8 070, "Check Valve fnservice Testing Program Deficien- 
cies " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411), 8B/08/29 
Consolidated Edison Co. ofNew York, Inc 123pp 46713 095 46713 217. 


8809080417 Forwards fntenm response lo NRC Bulletin 88 004 re potential safety relat- 
ed pump loss Pump interaction not expected to affect Individual performance Flow lim- 
ilea in each min flow line upstream of common min flow return line, 

TUCKER.H B. Duke Power Co 88/00/31 Document Control Branch (Document Con- 
trol Oosk) 33pp 46793 087-46793-119 


8809080077 "Semiannual Radioactive Effluent Release Rept.Jan-June 1988 M w/ 
8B0B29 Itr, 

TUCKER.H B Duke Power Co 80/06/30. 39pp. 46786 134 46788 172 

8809200316 Forwards monthly operating repts for Aug 1980 for McGuire Nuclear Sta 
lion & corrected operating data sheets for Juf 1988 

TUCKER.H B Duke Power Co 08/09/15. Document Control Branch (Document Con- 
trol Desk) Ip, 46911 121-46911.135 

-8809200320 Monthly operating repts for Aug 1988 for McGuire Units 1 & 2 
REAVIS, J. A. Duke Power Co. 88/08/31, 11pp. 46911 122-46911:132. 

“8809200322 Rev 1 to monthly operating repts for Juf 1988 for McGuire Units 1 8 2 
REAVIS.J A, Duke Power Co. 00/07/31 3pp. 46911 133 46911 135 


S. Reportable occurrence®, LEFts & related correspondence 


6809140124 LER 00 01 8-00, on 88071 5, performance determined during testing revealed 
Inability to demonstrate each dlesaj generator operable Caused by Inadequate Tech 
Specs, Procedures revised W/880901 Ur 

LEROY, S E , TUCKER.H B. Duke Power Co 88/09/01, 8pp. 46030 342-46838 349 


8808260492 NRC Info Nolice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attnbuted to 
That Event Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/09/01 
Consolidated Edison Co of New York, fnc 121pp. 46712 244 46713'004. 

88O03OOC10 NRC Info Notice 88-072, "Inadequacies In Design of OC Motor-Operated 
Valves 11 Svc list end 

ROSSI ,CE Division of Operational Events Assessment (Post 870411), 88/09/02. 
Consolidated Edison Co of New York, Inc. 122pp 46726 001-46726 123 


8809160308 LER 88 019-00 on 06071 9, discovered that soma hydrogen skimmer VX sys 
damper compartment flows did not meet flow requirements, Caused by defeclive pro- 
cedure due to testing not requiring flow rates to be drawn,W/G80909 Itr 
LEROY.S E , TUCKER, H.B Duke Power Co. 88/09/09. 7pp 46895 084 46895 090 

8609190277 Advises that submits! of LER re 880800 missed valve retest delayed until 
881003 due to unresolved concerns. 

TUCKER, H B. Duke Power Co, 88/09/09, Document Control Branch (Document Con- 
trol Desk) Ip 46898.347-46898:347 


8809140456 Supplemental response to 88070B response to violation noted in jnsp 
Repts 50-369/88-13 & 50 370/88-13 Denies any lack of responsiveness lo concerns 
during fnspAcks that enhanced communication can minimize misunderstanding of this 
nature 

TUCKER.H B Duke Power Co. 8B/09/02. Document Control Branch (Document Con- 
trol Desk) 3pp, 46837.230 46837 232 

0009200105 Ack receipt of 8B0722 response to NRC 880606 notice ol violation re Insp 
Repts 50-369/88-12 & 50 370/86 12Utlt response inadequately addresses basis for 
violation. Compliance group to submit revised response by 880926 
REYES.L A Region 2, Ofc of the Director 88/09/07 TUCKER.H B, Duke Power Co, 
Ip 46918 110-46918110 

8809200205 Forwards Insp Repts 50-369/88-23 & 50-370/88 23 on 880723-0819 & 
notice of violation, 

BROWNLEE, V L Region 2, Ofc of the Director. 88/09/07. TUCKER.H.B, Duke Power 
Co 2pp, 46900 252-46900 264. 


6809230220 LER 88-020 00 on 08091 2,actuator disconnected from valve stem at actua 
(or to valve stem coupling Caused by mgt deficiency due to poor planning /scheduling 
by operations Operations personnel manually opened valve W/8B091 2 Itr 
LEROY.S.E,, TUCKER.H B, Duke Power Co 08/09/12. 9pp. 46932 149 46932 157. 


V. Operator Examinations 

8609070112 Forwards Exam Rept 50-369/OL-88 02 of exams administered on 880816 
JUUAN.C A Region 2, Ofc of the Director 0B/O8/24 TUCKER.H B. Duke Power Co 
2pp 46781 320-46781.323, 

“8809070116 Exam Rept 50-369/OL-88 02 on 8B0816.Exam results two candidates ad- 
ministered operating reexams & all candidates passed exams, 

RAPP.C , BROCKMAN, K E. Region 2, Ofc of Ihe Director 88/0B/25 2 pp 46781 322 
46781.323, 


-8006200207 Notice of violation from Insp on 680723 0819,Violation noted Procedure 
OP/2/A/625Q/02, "Auxiliary Feedwater Sya," Step 2 6 not performed as written & 
procedure not written & Procedure PT/2/A/4204/05 Inadequate 
BROWNLEE.VL Region 2, Ofc of the Director 88/09/06. 2pp 46900 254-46900 255. 

-8809200209 Insp Repts 50-369/88-23 & 50-370/88 23 on 8B0723-0819 One violation 
noted Major areas Inspected.operations safety venficabon, surveillance testing, maint 
activities i. followup on previous insp findings 

ORDERS.W,, NELSON.D , CROTEAU, R Region 2, Ofc of the Director. 88/09/06 
9pp 46900,256-46900 264 

0809180101 Forwards Rev 0 to "Response lo NRC Bulletin 68-005, 'Nonconforming 
Malls Supplied by Piping Supplfes.lnc at Folsom, NJ & West Jersey Mfg Co at 
Wllliamslown.NJ,' for Oconee Nuclear Station, McGuire Nuclear Station , 

TUCKER, H B. Duke Power Co, 80/09/09 Document Control Branch Document Con- 
trol Desk), Ip 46915,124-4691*330. 


8809070173 Forwards util best estimate of operator licensing & requaliffcation exam re 
qulrements for FY89-FY92, 

TUCKER.H.B Duke Power Co, 86/08/31. Document Control Branch (Document Con 
trol Desk). 6pp 46784’046-46784.053. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8809010096 Change 0 to 
"Alternative Method for 
SMITH.R , HAMILTON, B 
46744 079, 


Emergency Pfan Implementing Procedure HP/O/B/ 1009/02. 
Determining Dose Rate Wilhln Reactor Bldg " W/ undated Itr 
, LEONARD, R. Duke Power Co. 88/0B/22. 7pp. 46744 073 
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0609020164 Forwards acfdl justification required for Oconee Nuclear Station to resolve 
issues re protection of auxiliary svc water feedwater piping at plant, Enel withhold (ref 
10GFR73 21) 

TUCKER.H B Duke Power Co 88/00/26 Document Control Branch (Document Con 
trot Desk). 3pp 46751*176-46751 178 

0009060169 Forwards Rev 4 to licensee response to Suppl 1 to NUREG 0737 consist- 
ing of Rev 2 to “Wnter Guide for Emergency 5 Abnormaf Procedures ” 

TUCKERJ-I B, Duke Power Co 88/08/30 Document Control Branch (Document Con 
trol Desk) 2pp. 46797 183-46797 324 

-8809066160 Rev 2 to “Writer Guide for Emergency & Abnormal Procedures ” 

* Puke Power Co 88/08/25. 140pp. 46797,185-46707 324, 

6609190236 Forwards Rev 9 to training & Qualification plan Rov addresses new 10CFR 
rules for record retention periods, Rev withheld 

TUCKER.H B Duke Power Co 88/09/09 Document Control Branch (Document Con- 
trol Desk), 2pp, 46899,096-46899 097 


P, Operating license stage documents A correspondence 


6606120294 Generic Ur 88-14 to all holders or OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety- rotated equipment, Svc list end 
WIRAGUA.FJ Associate Director for Projects (Post 870411) 08/08/08. Consolidated 
Edison Co. Of New York, Inc. 41pp 47065 001-47065 006 

8008260033 Forwards Amends 91 & 72 to Licenses NPF-0 & NPF-17, respectively & 
safety evaluation, Amends change Tech Specs by deleting portion of Surveillance re- 
quirement 4 5.1 re melhod for disconnecting power to accumulator isolation valves, 
HOOD.D. Proect Directorate H-3. 88/08/19 TUCKER, H B. Duko Power Co Ip 
46658 345 46858,357. 


-0608260037 Amends 91 & 72 to Licenses NPF-9 & NPF-17,respectively, changing 
Tech Specs by deleting portion of Surveillance Requirement 4.5 1 re method for dis- 
connecting power to accumulator Isolation valves, 

MATTHEWS, DB Project Directorate 11*3. 88/08/19 6pp 46658,34 6-46658*351* 

-8006260040 Safety evaluation supporting Amends 91 & 72 to Licenses NPF 9 & NPF- 
17 ,-res pec lively. 

* OJfice of Nuclear Reactor Regulation, Director (Post 870411), 88/08/ 19 6pp 
46658 352-46658,357 


6809090147 Forwards corrected pages to Amends 88 8 69 to Licenses NPF-9 & NPF- 
17, respedively.Package Issued w/lncorrecl overteal page 

CRANE, K,L, Duke Power Co, 88/00/23. Duke Power Co. Ip. 46807,012-46007 014 


-8609090148 Corrected Amends 80 & 69 to NPF-9 & 17, respectively, consisting of 
Tech Spec Pages 3/4 3 21 & 3/4 3 22 ro ESF sys Instrumentation. 

*■ NRC - No Detailed Affiliation Given 08/08/23, 2pp, 46807*01 3-46807*01 4. 


B808310174 Forwards addl Info suporllno util 880624 proposed rev of Tech Spec 3/ 
47.13 re use of groundwater level monitors, per NRC D Hood request 
TUCKER, H.B Duke Power Co. 08/08/25 Document Control Branch (Document Con- 
trol Desk) 50 pp 46725*235-46726:294, 

-8608310103 Rev 0 to Procedure IP/0/B/3050/2Q, “Groundwater Level Loop Callbr." 
‘ Duko Power Co. 88/08/25 lOpp 46725,285-46725.294. 

8009070479 Advises that Cycle 4 refueling outage completed w/Cycle 6 startup on 
860726 Peaking factor limit ropl providing functions to bo used for RAOC operation 
during Cycle 5 end ^ L ^ 

TUCKER.H.B. Duke Power Co, 8B/08/25. Document Control Branch (Document Con- 
trol Desk). 6pp. 46787:355-46707:360. 

8899010338 Summarizes record of 080719 totcon w/util re proposed change to Tech 
Speo 3/4 7 13, “Groundwater Level " Requested addl info listed 
HOOD.D, S Project Directorate 11*3 88/08/26 Project Directorate 11-3. 3pp 

46744*029 46744 031 


0809960410 Summarizes 880828 lelcon w/ulll re proposed design mod & associated 
Tech Spec change to control area ventilation sys for plant NRC requested listed addl 

HOOD.D S Project Directorate 11*3 80/09/01 Project Directorate 11-3, 2pp 

40757. 342-4675/*343. 


0609150342 Forwards corrected 
80 & 69 to Licenses NPF-9 & f 
HOOD.D Project Directorate 
40848,318 46048.321. 


pages for 870506 Amends 71 & 52 & 800705 Amends 
'TPF-17,re$peo lively. 

11-3, 08/09/02. TUCKER.HB. Duke Power Co 2pp. 


—6309150344 Errata to Amends 71 & 52 10 Licenses NPF-9 & NPF-17, 
respectively, correcting typo In 870508 Ur. 

• Project Directorate 11-3 88/09/02. Ip 48848*320 46048*320 


-8609210142 Errata to Amends 80 & 69 to Licenses NPF-9 & NPF-17, 
respectively, correcting error in overleaf pages forwarded w/amends. 

• Pro feel Directorate 11-3. 80/09/02, Ip. 46848:321-46848,321. 


8009190180 Forwards summary of 880810 meeting w/util at Region II ofc ro plant per- 
formance & Improvement programs, List of attendees & handout also end, 

REYES, L.A. Region 2, Ofc of the Director. 88/09/06. TUCKER.H.B Duke Power Co 
32pp 46863.202-48893*313 

8809200243 Informs that effective 880911, senior resident Inspectors for Catawba A 
McGuire are WT Orders & PK VanDoorn, respectively, . , « ^ ~ 

REYES l A Region 2, Ofc of the Director, 8B/09/07. TUCKER.H.B, Duke Power Co. 
ip 46900:142-46900:142 

8609150228 Summarizes 880016 meeting near Cornellus.NC re questions resulting from 
review of plant pump & valve Inaervlce testing program Meeting resulted In 14 open 
items identified in Enel a.Resolutlon by Oct 1988 needed. _ _ __ 

HOOD.D.S. Project Directorate 11-3. 88/09/08. TUCKER.H B. Duke Power Co. 32pp 
46873.330-46073:361, 


8009190095 withdraws 850830 proposed changes to Tech Spec 3/4. 8.3 re 125 volt do 
vital instni mentation & control sys batteries. , . _ . _ . „ 

TUCKER.H.B. Duke Power Co 88/09/09 Document Control Branch (Document Con- 
trol Desk). Ip 48896.081-46896.081, 


8009190153 Forwards response from Westing house r© ATWS/mltigatlng sys actuation 
circuitry design mod for pfants.Design accepiable 

TUCKER.H.B. Duke Power Co 88/09/09. Document Control Branch (Document Con- 
trol Desk), 7pp 46896 070 46898 076 

0609190144 Forwards Amends 92 & 73 to Licenses NPF 9 & NPF-17, respectively & 
safety evaluation Amends change Tech Specs by deleting surveillance requirements 
for manual transfer from normal to emergency power supplies lor pressurizer heaters 
HOOD.D Project Directorate N-3 00/09/13 TUCKER ,H B Duke Power Co 3 pp 
46893 051-46893 063 

-8809190146 Amends 92 & 73 to Licenses NPF-9 & NPF-17.re$pectlveIy, changing 
Tech Specs by deleting surveillance requirements w manual transfer from normal to 
emergency power supplies for pressurize/ heaters, PORVe & PORV block valves, 
MATTHEWS, OB Project Directorate 11-3. 80/09/13. Bpp. 46893,054 46893 061. 

-8809190148 Safety evaluation supporting Amends 92 & 73 to Licenses NPF-9 & NPF- 
17, respectively 

4 Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/13, 2pp 
46093,062-48993, 063 

8809160216 Notification of 001028 meeting w/ulil in Rockville, MD to discuss util corpo 
rate approach /e QA surveillance & audit techniques 

HOOD.D Project Director ate II 3 06/09/14 MATTHEWS, D.B. Project Directorate 11-3. 
5pp 40864.175-46664.179. 


Q, Inspection reports, IE Bulletins & correspondence 


8802100081 Summary of CflGR Meeting 127 On 871223 re proposed resolution of USi 
A-47, "Safety Implications of Control Sys in LWR Nucl Nucloar Power Plants" Com- 
mittee recommended forwarding ofc package to EDO following Incorporation of CRGR 
comments 

JORDAN. E.L. Committee to Review Generic Requirements. 08701/1 1 . STELLO.V Ofc 
of the Executive Director for Operations 37pp. 46074,070 46B74 106 

-0009160154 Forwards Info on auxiliary feedwater check valves for facilities per IE Bui- 
lelin 85 001, In response to 871229 reques! 

ERNST, M L NRC - No Detailed Affiliation Given 87/12/30 ROSS.DF, Office of Nu 
clear Regulatory Research, Director (Post 860720) 3pp 46B74.111 46874.113 

0008260013 Forwards Insp Repts 50-369/88-22 S, 50-370/88 22 on 880718-22 No vio- 
lations or deviations noted. 

CLINE/ W.E Region 2, Ofc of the Director, 08/08/11 TUCKER.HB Duko Power Co. 
2pp 46669 259-46669 261. 

-6BOB20OO17 Partially withheld Insp Repts 50*309/06-22 & S0-370/88-22 on 080718-22 
(rof 1OCFR2.70O & 73.21), No vlolaliona noted. Major areas Inspected. p race duros & 
operations of SNM, 

SEYMOUR.O.A, MCALPINE.EJ Region 2. Ofc or the Director, 68/08/11. Ip 
46669-261-46609 261. 


8008190195 NRC Info Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE 11 Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Po9t 070411). 08/08/19 
Consolidated Edison Co of New York, Inc. 126pp 46690 054-46690,178 

8000300238 Forwards Insp Repts 60 369/88-20 A 60 370/80-20 on 880625- 0722 & 
notice of violation 

BROWN LEE t V.L. Region 2, Ofc of the Director 88/00/10 TUCKER, H B. Duke Power 
Co. 2pp. 46703 113-46703:130 

-8808300238 Notice of violation from Insp on 880625-0722 Violations noted procedure 
for steam generator cold wel lay up recirculation Inadequate In that performance of 
procedure caused ESF actuation, 

BROWNLEE, V.L Region 2, Ofc of the Director. 80/08/19. 3pp 46703.115 46703:117. 


-8008300240 Insp Repts 50 369/06-20 & 50-370/68-20 on 660025 0722 ViolalionB 
noted, Major areas Inspected, operations safety verlficatlon.survellfance testing, malnt 
activities & followup on previous Insp findings 

ORDERS, W„ NELSON, D„ CROTEAU, R Region 2, Ofc of the Director 08/08/19. 
13pp. 46703:118-40703.130. 


8800160451 NRC Info Nollce 86*060, "Selpolnl Testing of Pressurizer Safety Valves W/ 
Pilled Loop Seals Using Hydraulic Assist Devices/' Svc list end 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411) OQ/OB/22. 
Consolidated Edison Co. of New York, Inc. 121 pp 46702.311*46703,070. 


6809070094 Confirms 8B1020 mgt meeting at McGuire & 08 1021 meeting at Catawba 
to review results of SALP program of regulatory performance for Aug 1687 to Jul 
1988 

GRACE, J N Region 2, Ofc of the Director. 88/08/23 TUCKER.H B. Duke Power Co 
2pp. 4678 1,358-46701,359. 

68OB10O360 Suppl 1 to NRC Info Notice 88 046, “Licensee Rept of Defective Refur- 
bished Valves '* Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 80/08/24. 
Consolidated Edison Co. of New York, Jnc. 122pp. 46713:218 46713*219 

8809070112 Forwards Exam Rept 60-369/0 L-80-02 of exams administered on 880816. 
JULIAN, C, A. Region 2, Ofc of the Oirector. 88/08/24 TUCKER.H B, Duke Power Co 
2pp 4678 1*320-46781 *323 

—80090701 16 Exam Rept 50-369/OL-88-02 on 880016 Exam results.two candidates ad- 
ministered operating reexams & all candidates passed exams, 

RAPP.C, Region 2, Ofc of the Director. 88/08/25 2pp. 46781 *322-46781 '323, 

8609060364 Ack receipt of 860905 Itr informing NRC of steps taken to correct vlolaliona 
noted In Insp Repts 50 369/80-14 & 50-370/68-14. 

BROWN LEE, V.L. Region 2, Ofo of the Director 88/00/25. TUCKER.HB. Duke Power 
Co. Ip. 46792:334 46792:334, 

8008230112 NRC Info Notice 88-070, "Check Valve Jnservlce Testing Program Deficien- 
cies." Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 00/OS/29. 
Consolidated Edison Co. of New York. Ino. 123pp. 46713:095 40713*217, 
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6809080417 Forwards intenm response to NRC Bulletin 88 004 re potential safety-refal- 
ed pump loss Pump interaction not expected to affect individual performance Flow Irm- 
fted in each mm flow line upstream of common min How return line, 

TUCKER, H B Duke Power Co 88/08/31 Document Control Branch (Document Com 
Irol Desk)- 33pp. 46793 087*46793 1 19 


8006260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Col/ecion of Licensee Radioactivity Measurements Attributed to 
That Event 71 Svc list end 

ROSS!,CE. Division of Operational Events Assessment (Post 870411), B6/09/01 
Consolidated Edison Co. of New York, -Inc 121pp. 46712,244 46713 004 


3. Reportable occurrences* LERs & related correspondence 

B0O626&32O LER 88-005*00 on 880615, 2B diesol generator fire door blocked open vi 
posting of tiro watch tag Caused by personnel error, Process for identifying fire door« 
actions that should be taken reiterated to paint crews W/880800 (tr 
LE ROY,$ E,, TUCKER.H 6 Duke Power Co. 00/OB/O8. 8pp 46654.150 46654 1{ 

8608300016 LER 88 007-00 on 000724, Inadvertent ESF actuation due to failure 
signal comparator card in reactor protection sys Failed signal computer card repfac 
& Channel IN tested satisfactorily, VV/080823 Ur 

LEROY, S E , TUCKER.H B Duke Power Co 88/08/23 6pp. 46602 009-46692 013. 


8B0B3GOC16 NRC Info Notice Q8Q72, 'Inadequacies In Design of DC Motor- Ope rated 
Valves ” Svc list oncl. 

ROSSf.CE- Division of Operational Events Assessment {Post 870411) 88/09/02 
Consolidated Edison Co of New York, fnc, 122pp 40726 001-46726 123 


6809060261 Advjses that LER re 880724 Inadvertent main feedwater isolation will I 
delayed until 880906 dye to unresolved concerns 

TUCKER.H B, Duke Power Co 88/08/23 Document Control Branch (Documenl Co 
IroJ Desk) Ip. 46753 129 46753 129 


8 B 09140458 Supplemental response Co 880708 response to vlolalfon noted m Jnsp 
Repte 50 369 /fla 13 A. 50 370/88-13 Denies any lack of responsiveness to concerns 
during Insp.Acks that enhanced communication can minimize misunderslandmg of (his 
nature 

TUCKER V H B Outce Power Co 88/09/02 Document Control Branch (Document Con- 
trol Desk) 3pp. 46837 230 46837 2 32 

6 8092 001 05 Ack receipt of B80722 response to NRC 680603 notice of violation fa leap 
Repts 50-369/88-12 & 50-370/88-12 Util response inadequately addresses basis for 
violation Compliance group to submit revised response by 880926 
REYESJ. A. Region 2* Ofc of the Director 88/09/07 TUCKER.H 0, Duke Power Co 
ip 46910,1 10 46918 110. 


8809260220 LER 88-008 00 on 8B0731,steam generator main feedwater reguteUr 
valve failed in closed posMfon & reactor manually I ripped .Caused by personn 
error Broken wire on valve 2CFSV0320 repaired W/B8083O Ur 
LERQV,S E , TUCKERJ-LB Duke Power Co. 88/08/30 Opp 46956.316 40956323. 

8809150217 LER 88-009-00 on 8DD724,main feedwater Isofallon occurred when Insln 
mentation & electrical personnel failed to open valve during repair work.SIgnal rosei , 
sys flow restored. Good communication siressed W/880906 Jtr, 

LEROY, S £., TUCKER, H B. Duke Power Co 88/09/06 10pp 46064 099 46864 1(N 


V. Operator Examinations 


8609200208 Forwards Insp Repte 50-389/68-23 & 50-370/68 23 on 880723 0019 & 
notice o( violation. 

BROWNLEE, V.L Region 2. Ofc of the Director. 68/09/07, TUCKERH.B, Duke Power 
Go 2pp. 49900.25246900 294, 

-0009200 Z07 Notice ol violation from fnsp on 080723*081 S.violalion noted, Procedure 
QP/2/A/6250/02, “Auxiliary Feedwater Sys/’ Step 25 not performed as written & 
procedure not written & Procedure PT/2/A/4204/05 inadequate 
BROWN LEE.V L Region 2, Ofc of the Director. 89/09/06, 2pp, 46900 254 46900 255 

-8609200209 Insp Repte 50-369/88-23 & 50 3 70/86*23 on 080723 0819, One vlofallon 
noted. Major areas Inspected .operations safety veTific&Uon.suivetllance testing ,maiM 
activities & followup on previous Insp findings 

ORDERS, W , NELSON, D, CROTEAU.R Region 2, Ofc ol the Director. 88/00/06. 
9pp. 46900,266 46009 264 

8809160101 Forwards Rev 0 to "Response 1o NRC Bulletin 08-005, 'Nonconforming 
Malls Supplied by Piping Suppltes.lnc at Fofsom.NJ & West Jersey Mfg Co at 
WilllemstowmNJ/ for Oconee Nuclear Siatlop, McGuire Nuclear Slation.. " 

TUCKER.H B. Duke Power Co. 86/09/09 Document Conlrol Branch (Documenl Con- 
trol Desk), Ip. 46916.124-46916,330 

-0809230251 Rev 0 to "Response to NRC BulJelln 8B 005, Nonconforming Mails Sup 
pked by piping Supplies Jnc at FofsomJMJ & West Jersey Mfg Co . " Proprioiary Pro- 
cedure 1404.1 1 "LEEB Hardness Testing (Equotip) end procedure withhold 
1 Duke Power Co. 63/09/09, 250pp 469 16. 125-46916,330, 

8809200367 Advises that review ol appropriate piping sys completed at plants.per NRC 
Bulletin 86-008 requirements Jnsp s for Action 2 will be completed by 801222 for 
McGuire Unit 1,by 891212 lor Unit 2.by e&Dlto tor Catawba Unit 1 & 690524 for Unit 
2 . 

TUCKER.H B, Duke Power Co. 68/09/09 Document Control Branch (Documenl Con- 
lrol Desk) 2pp 46916-158 46916.159. 

0809080339 NRC Info Notice B8-074, "Potentially Inadequate Performance of EGGS in 
PWRs During Recirculation Operation Following LO CA 19 Svc list end 
ROSSI, C£ Division of Operational Events Assessment {Post 670411), 88/09/14. 
Consolidated Edison Co. or New York, tno 122pp 46824:215 46824 330. 

B 809120197 NRC Info Notice 80-075, "Disabling o-f Diesel Generator Oulput Circuit 
Breakers by Anti Pump Circuitry.” Svc Jjat end, 

ROSSf.CE, Division of Operational Events Assessment (Posl 970411). 88/09/ 16 
Consolidated Edison Co. of New York, Jnc. 124pp 40946 133*46946,252 

8009269167 Responds to violations noted In Insp flepta 50 369/88-20, 60-37O/8B- 
20,50 413/88 29 A 50 414/0S-29,Correctiva actions, operations personnel jmpleiri ant- 
ed change to procedures In steam generator cold wel layup recirculation 
TUCKER, H 8 Duke Power Co, 08/09/16. Document Conlrol Branch (Documenl Con- 
trolDask) 0pp 46957:082-46957.090 

8809130350 NRC Info Notice 8B076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control" Svc riel end 
ROSSI ,C.E. Division of Operational Events Assessment (post 870411) 68/09/19 
Consolidated Edison Co, of New York, fnc 125pp 46946*253-46947:013, 


R, Periodic operating reports & related correspondence 


6809000077 "Semiannual Radioactive Effluent Release Repl, Jan- June 1980.'* W/ 
880829 Itr 

TUCKER, H 8 Duke Power Co. 88/06/30, 39pp 46788 134-46780:172. 

8609200316 Forwards monthly operating repts for Aug 1988 for McGuire Nuclear Sta- 
tion & corrected operaling daia sheets for JuF 1088, 

TUCKER.H, S, Duke Power Co, 88/09/15. Documenl Control Branch (Documenl Con- 
lrol Desk). Ip. 46911:121*40911:135 

-8609200320 Monthly operating repts ter Aug 1986 for McGuire Units 1 & 2. 

REAVJS.J A. Duke power Co, 88/08/31. 11pp. 46911:122-46911:132, 

-6609200322 Rev 1 lo monthly operating repts for Jul 1988 for McGuire Units 1 & 2. 
REAVIS, J.A Duke Power Co. 08/07/31 3pp. 4691 1*133-4691 1*135. 


0609070112 Forwards Exam Rept 50 369/OL-80 02 Of exams administered on 860816 
JULIAN.CA Region 2, Ofc of the Director. 06/08/24. TUCKER, H B Duke Powor Co 
2pp, 46781.320 46781.323, 

-6809070116 Exam Rept 50-369/OL-88 02 on 680016 Exam results Iwo candidates ad 
ministered operating reoxams & all candidates passed exams, 

RAPP.C,, BROCKMAN.KE Region 2 , Ofc of the Director 08/08/25, 2pp 46701.322 
46701 323. 

8809070173 Forwards utiJ best estimate of operator licensing & re quail flea lion exam re 

? foments for FY89 FY92 

UCXEFTH.B Duke Power Co. 88/08/31 Document Conlrol Branch (Document Con 
lro| Desk) 8pp 46784:040 46784:053 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F, Security, medical, emergency 4 fire protection plans 

8809070024 Revised emergency plan Implementing proceduresrincludmg Rev 0 lo LZP- 
1250-3, "A-Model Informational Messages" & Rev 1 to LZP-1330-7Q, "Drywoll H^h 
Range Gross Gamma Correction Factors ,J 

* Commonwealth Edison Co 00/08/11 IQopp. 46774,110-46774*210 

aaoa2&0241 Forwards Exam Repts 50 373/80 OIOL & 50-374/06 OlOL of exams ad 
ministered during wk of 880425 

WRIGHT.G C Region 3, Ore of the Director 80/08/18 REED.C, Commonwealth 
Edison Co 3pp. 46655 001-46655.174 

-8809010350 Rev 5 to General Stations Emergency Procedure LZP-1 200-1, "Cfasslfica- 
lion ot General Stations Emergency Procedure (GSEP) Conditions " 

* Commonwealth Edison Co. 86/02/20. 16pp. 46655 159 46655-174 

-6809010353 Rev 4 lo General Stations Emergency Procedure LZP-1 200-2, "Classlkca 
lion of Noble Gas Release.' 1 

‘ Commonwealth Edison Co 87/06/25 7pp, 46655,175-46655 101, 

“8809010356 Rev 2 to General Stations Emergency Procedure LZP-1 200 3, "Classifies 
lion of Iodine Release," 

* Commonwealth Edison Co 05/04/04 3 pp, 46656,102-46655 184. 

--88Q9010358 Rev 3 to General Stations Emergency Procedure LZP-1 200-5, "General 
Stations Emergency Procedure {GSEP) Guidelines for Recommended Offsite Protec- 
tive Actions." 

‘ Commonwealth Edison Co. 87/06/03 13pp 46855.185-46655.196. 

“8809010361 Rev 1 to General Stallons Emergency Procedure LZP-1 2 10-2, "Nuclear 
Accident Reporting Sys (NARS) Form." 

* Commonwealth Edison Co. 87/00/04. 7pp 46655-197-46656 203 

8808310918 Revised emergency plan Implementing proceduresjncludlng Rev 13 to Pro- 
cedure LZP-1 1 10-1, "Station Director (acting station director)," Rev 0 to LZP-1330-12, 
"Isotope Analysis of Liquid Samples using Nuclear Data ND60-XP Gamma.. " 

* Commonwealth Edison Co, 88/00/10. 57pp, 46723:280-46723 342 

8809090048 Advises that 880809 Rev 68 to emergency plan consistent w/provlstons of 
10CFR50 54 (q) $ acceptable, 

SHAFER, W D. Region 3, Ofc of the Director. 88/08/31, REED.C Commonwealth 
Edison Co. 2pp. 46806,103-4 6806 104, 

8809140432 Confirms 880921 site visit to tour emergency response facilities to consider 
w/each licensee ways of making more efficient use of available space, providing ade- 
quate communications & Identifying alternate space. 

SHAFER.W.D, Region 3, Ofc of the Director 88/09/08 REED.C, Commonwealth 
Edison Co 3pp 46837:221-46037:223 


P. Operating license stage documents 4 correspondence 


8808120294 Generfo Ltr 86-14 to all holders of OLa or CPs for nuclear power reactors 
re Instrument afr supply sys problems affecting safety-related equipment Svo fist ercl 
MfRAGLiA.F.J Associate Director for Projects (Post 870411). 88/06/00. Consolidated 
Edison Co, of New York, fnc, 41pp. 47065:001-47065:000. 



DOCKETED ITEMS 149 


6 120091 Final response lo FOIA request for documents Forwards documents listed 


Search Associates 5pp 46770 060 46770 009. 


— 9809 1 201 37 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul Nov 1965 

AXELRAD.J A Enforcement Staff, IE (Pro 070413) 86/12/13 BLAHA.J.L Program 
Support & Analysis Staff, IE (Pro 070413) 13pp 46770 21 1 *46770-223. 


6809010348 Advfses that 000707 Rev 61 lo OA Topical Ropl CE-1-A satisfies 
10CFR50.APP B requirements & acceptable 

WRIGHT GC. Region 3, Ofc of the Director 88/00/19. REED.C Commonwealth 
Edison Co 2pp 46742 071*46742 072. 


8809060340 Forwards Amends 69 & 39 to Licenses NPF-11 & NPF-18, 
re spec lively, safety evaluation & notice of issuance. Amends revise Tech Specs lo cor* 
reel Inconsistency between requirements re suppression pool high level alarm 
SHEMANSKI.P. Project Directorate 111*2 88/08/31, BLISS, H. Commonwealth Edison 
Co 7pp 46765 328 46760 003 

-8809060353 Amends 69 & 39 to Licenses NPF-11 & NPF-18, respectively, revising 
Tech Spec to correct Inconsistency between requirements re suppression pool high 
level alarm 

MU LLER,D R. Project Directorate 111-2 80/08/31 12pp 46765.335 46765-358, 


-8809060356 Safety evaluation supporting Amend3 69 & 39 to Licenses NPF-11 & 
NPF-1 8 , re spec lively. 

* Office of Nuclear Reactor Regulation, Director (Post 670411), 88/06/31 6pp. 
46765359 46765-360. 


-8809120098 Notice of consideration of Issuance of Amends 59 & 39 to Licenses NPF- 
11 & NPF-IO.respectlvely.Amentfs correct Inconsistency belwoen Tech Specs require- 
ments re suppression pool high level alarm, 

MULLER, D.R. Project Directorate 111-2 60/08/31. 3pp. 46766.001-46766 003. 


8B081 60461 NRC Info Notice 08 068, "Setpoint Tesling of Prossurlzor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co or Now York, Inc 1 21pp 46702 311-46703 070 

8808180368 Suppl t to NRC Info Nolice 60-046, "Licensee Rept of Defective Refur- 
blstiocf Vslv^s 1 svc list oncl 

ROSSI, CE Division of Operational Events Assessmonl (Post 870411) 08/08/24 
Consolidated Edison Co of New York, Inc 122pp 46713 218 46713 219 

8809060007 Forwards app & errata to SALP Repts 50-373/88-01 & 50 374/88 01 on 
861116 800315. 

DAVIS.A 8 Region 3, Ofc of the Director 00/00/26 REED,C Commonwealth Edison 
Co. 2pp 46763 002-46763-011 

-0809060000 App to SALP Repts 50 373/08-01 & 60 374/88 01 for 861116 880316 
DAVIS.A B, Region 3, Ole of the Director 88/00/20 6pp 46703,004 46763 006 

-8809120122 Errata to SALP Repls 50-373/00 01 & 50-374/08 01 for 861116 800316 
* Region 3, Ofc of Iho Director 88/00/26 3pp 46763 007-46763 01 1 

8608230112 NRC Info Notice 88 070, "Check Valve Inservice Testing Program Deficien- 
cies H Svc list end 

ROSSI, CE, Division of Operational Evenls Assessment (Post 870411). 88/08/29. 
Consolidated Edison Co of New York, fnc. 123pp 46713 005 46713 217. 

8809070492 Forwards Ssafety Insp Ropls 50 373/80-21 & 60-374/88-20 on 880017- 
18.No violations noted 

HARRISON.JJ. Region 3, Ofc of the Director, 00/08/31. REED.C, Commonwealth 
Edison Co 2pp 46704 275 46784.200 

-8809070498 fnsp Repts 60-373/88 21 & 60 374/80-20 on 880817-18 NO violations or 
deviations noted Major areas Inspected, facility mods associated w/snubber 
reducllon.nonllcensed training & licensee action on previously Identified problem. 
GAVULA.J A , DANIELSON.D.H Region 3, Ofc of (he Director ad/OB/31. 4pp 
46704.277-46704-280. 


8^89190032 Forwards Amends 60 & 40 to Licenses NPF-11 & NPF-10, respectively & 
safety evaluation Amends revise Tech Specs to provide addl requirements for monitor- 

EMA hfs Kf?p m ProJect Directorate 111 2 00/00/07. BLISS.H E Commonwealth Edison 
Co 3pp. 46887.225 46687:250, 


8008260492 NRC Info Notice 80 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collodion of Licensee Radioactivity Measurements Attributed to 
That Event. Svo list end, 

ROSSI, CE Division of Operational EvenO Assessment (Post 870411) 88/09/01. 
Consolidated Edison Co of New York, Inc. 121pp. 46712.244-46713,004 


-8899190039 Amends 60 & 40 to Licenses NPF-11 & NPF-IO.rospoctivoly, revising 
Tech Specs re monitoring core performance & actions to bo taken in effect of high 
power/low flow region of power to flow map 

MlfLLER, OR. Division of Reactor Projects - 111,1V, V & Special Projects (Post 670411) 
00/09/07 27pp. 46087-228-4B887-264. 


-0809190040 Safety evaluation supporting 
NPF-1 8, respectively, 

• Office of Nuclear Reactor Regulation, 
46007.255 40087’258. 


Amends 60 & 40 to Llconsos NPF-11 & 
Director (Post 070411), 88/09/07 4pp. 


8808300018 NRC Info Notice 00-072, "Inadequacies In Design of DC Motor-Operated 
Valves " Svc list oncl, 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co. Of New York, inc 122pp, 40726 001-46726-123, 

8809160223 Responds lo NRC Bulletin 68 005 & Suppls 1 & 2 re Piping Suppliesjno & 
Wost Jersey Mfg Co mails complying w/ASME Code requirements Itemized list of 
components received end. 

MGRGAN,W E. Commonwealth Edison Co 88/09/00, Document Control Branch 
(Document Control Desk) 31 pp 46857:021-46857 051. 


8809140230 Forwards facility startup tost rept summary Evaluation roaults from cqro 
verification, shutdown margin subcritlcal demonstration.shutdown margin tost.acram in- 
sertion times & core power distribution symmetry analysis oncl. 

ALLEN, CM Commonwealth Edison Co 08/09/00 LIEBERMAN.J Ofc of Enforco 
ment (Post 870413). 12pp. 46041.153 46841:164 


0009140409 Forwards PRA Insp Repts 60 373/88-16 & 50 374/88-15 on 080627-0722 
& notfeo of violation, Addl concern re unreliability of air compressors at station 
noted.por 000831 problems w/UnU 2 drywell pneumatic ays leading to shutdown 
MtLLER.H J Region 3, Ofc of the Director 08/09/09, REED.C Commonwealth 
Edison Co 2pp 46040 161-46840 177. 


0009230182 Application for amends to Licenses NPF-11 & NPF-1 $,provldlng flexibility to 
atl^n snubber fnsp Intervals w/refuelfng oulage when no failures encountered Foe 

5\LLEN,C.M Commonwealth Edison Co 08/09/09, Document Control Branch (Docu- 
ment Coot rof Desk) 5pp 46943-21 2-46943‘2l9. 


-8009230167 Proposed Tech Spec Pages 3/4 7-27 & 3/4 7-2B t provlding flexibility to 
allqn snubber insp Intervals w/refuoling outage when no failures encountered. 

• Commonwealth Edison Co. 08/09/09. 3pp. 46943:217-40943-219, 


•8809140416 Notice of violation from Insp on 880627-0722.VloffltIon noted -licensee 
failed to promptly correct known problem w/efosing circuits of slation emergency 
diesel generators & generators failed twice within 74 starts 
MILLER.H J. Region 3, Ofc Of the Director. 88/00/09. 2pp 40040.153-46040:154. 

-8809140417 fnsp Repts 60-373/80 16 & 50-374/80*16 on 800627 0722. Violations 
noted Major areas inspected risk significant aspects of plant operation 
HASSE.R.A , BJORGEN.J.C,, BONGfOVANNI.A. Region 3, Ofc of the Director 88/09/ 
07. 23pp 46040-165 46840-177. 


3-009290065 Forwards Rev 62 to Topical Rept CE-l-A, "Commonwealth : Edison Co OA 
Program for Nuclear Generating Stations, M Rev made lo change PACS part of charts 
S, consolidate PACS organization chart to reflect new organization. 

MORQANWE. Commonwealth Edison Co. 06/09/13, Document Control Branch 
(Document Control Desk). Ip. 46909.322-46999 338, 


8809230182 Application for amends to Licenses NPF-11 & NPF-1 8,provlding flexibility to 
align snubber insp intervals w/rofueling outage when no failures enoounlemd.Feo 
paid 

ALLEN, C M. Commonwealth Edison Co, 88/09/09, Document Control Branch (Docu- 
ment Control Desk), 6pp, 46943-2 12-46943,210, 


-8810050335 Rev 52 to "Commonwealth Edison Co QA Program for Nuclear General- 


SHEWSKi.W. Commonwealth Edison Co CE-1-A R52. 88/09/13, 12pp. 46999:323- 
46009,336, 


Q, Inspection reports, IE Bulletins & correspondence 

8608260241 Forwards Exam Repta 50-373/88-01 OL & 50-374/06-01 OL of exams ad- 

WrIgHTG^C R egion ^ 3 *Of c^'of the Director. 08/00/18 REED.C. Commonwealth 
EdfBen Co 3pp. 46656; 001-48666*203. 

-8608260272 Exam Repts 60-373/88-01 OL & 50-374/60-01 OL of exams administered 
on 880425-29, Exam results. five senior reactor operator & three reactor operator can- 
didates passed operating 8 written exams. 

HOWE, A G., JOROAN.M. Region 3, Ofc of the Director, 80/00/17, 200pp, 46656,004- 
46655:168. 

0608190105 NRC Info Notice 88*069, "Movable Contact Finger Binding in HFA Relays 

ROSSLol, PMsIon^of Operational EventB Assessment (Post 670411). 88/08/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 46690:054-46690:178 

9808310167 Comments on SALP 7 Board Rept for plant for 861116-880315. Util com- 
mitted to pursuing excellence & will concentrate more effort at plant fn form of salp 

^EtXC? 1 Commonwealth Edison Co. 80/08/19 DAVIS,A.B Region 3, Ofc of the Di- 
rector, 2pp. 46723:359 46723 361, 


-8809230187 Proposed Tech Spec Page9 3/4 7-27 0 3/4 7-28, providing flexibility to 
align snubber insp Intervals w/refuelfng oglage when no failures encountered. 

* Commonwealth Edison Co 00/09/09 3pp. 46943 217-46943-219. 

6809080339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECC8 In 
PWRs During Recirculation Operation Following LOCA " Svc list end, 

ROSSJ.C E, Division of Operational Events Assessment (Post 070411). 00/09/14 
Consolidated Edison Co of New York, Inc. 122pp. 48024:21 5-46824*336. 

8809220243 Responds to NRC Bulletin 88-007 dtd 880615 per request that holders of 
OLs ensure that adequate operating procedures & Instrumentation available re pre- 
vention of uncontrolled power oscillations during BWR operation. 

MORGAN.WE. Commonwealth Edison Co. 00/09/15 Document Control Branch 
(Document Control Desk), 1 1 pp 46927*198-46927 200. 

8809260172 Advises of generic inservice testing concerns Identified by NRC as result of 
Insp on 8 B0822-26. Add I listed info re pumps & valves requested, 

GREENMAN^.G. Region 3, Ofc of the Director, 88/09/15. REED,C Commonwealth 
Edison Co. 4pp, 46956.055-46956:058 

8809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakera by Anti-Pump Circuitry." Svc Jisl end, 

ROSSI, C,E, Division of Operational Evenls Assessment (Post 870411). 80/09/10. 
Consolidated Edison Co of New York l Inc, 124pp. 46946.133-48946-252. 

8809130350 NRC Info Notice 00 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control,” Svc list end 
ROSSI.CE Division of Operational Evenls Assessment (Post 070411). 88/09/19, 
Consolidated Edison Co. of New York, Inc, 125pp. 46946:263-46947:013. 
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R. Periodic operating reports A related correspondence 

88O820C4O , 5 "effluent & Waste Disposal Semiannual Rept (19B8) 11 W/8B0822 Ur 
DIEDEFIICH.G J Commonwealth Edison Co 66/06/30 13pp 46739 231-46739 245 

0609150036 Monthly operating repts lor Aug 1986 (or LaSalle Nuclear Power 
Stationer nits 1 & 2.W/fl80910ltn 

SAMONUNSKI.S , DIEDRICH.G J Commonwealth Edison Co 88/08/31. 31pp 
48647 108 46847 13B 


S. Reportable occurrences, LERa & related correspondence 

8806290291 Submits special repl re dead Osh found in facility cooling pond on 
8607 18 Caused by high water temps pond wide &/or low dissolved oxygen concentra- 
1?on in fish refuge areas, Deed fish removed from barrier not 
DIEDERICH.G J Commonwealth Edison Co. 68/08/17 DAVIS, A B Region 3, Ofc of 
the Director 5pp 46690,233- 48690 237 

8809060050 LER 87*002*02 on 8701 15, breaker would not close when operator tried to 
synchronize diesel generator O output w/ Rub 241 Y & close output breaker Caused 
by synchroscope being out of calibr Synchroscope replaced W/880830 Itr. 
VVNYARD.H.T, OIEDRICH.GJ. Commonwealth Edison Co, 88/08/30 6pp 
46706 300-46796 305 


8609140432 Confirms 880921 site visit to tour emergency response facilities to consider 
w/each licensee ways of making more efficient use of available space , pro v Idrng ade- 
quate communications & identifying alternate space 

SHAFER, W,D Region 3, Ofc of the Director. 88/09/08 REED.C Commonwealth 
Edison Co. 3pp. 46037 221-46837.223 H 


P. Operating license stage documents & correspondence 


8808120294 Generic Ltr 98-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument afr supply sys problems affecting safety- related equipment Svc fist end 
MIRAGLIA.F J Associate Director for Projects (Post 870411). 08/08/08. Consolidated 
Edison Co. of New York, Inc. 41pp. 47065.001*47065.006 


8809120091 Final response to FOIA request for documents Forwards do cum em a listed 
in App A Documents also available In PDR Ap p B documents totally withhold (rof 
FOIA Exemption 5) App C documents partially withhold (ref FOIA Exemption 5) 
GRIMSLEY.OH. NRC - No Detailed Affiliation Given, 60/08/17 CONNOR.L Ooc 
Search Associates, 5pp 46770 060-46770,089 


-8009120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from 4u) Nov 1985 

AXELRAD.JA, Enforcement Staff, JE {Pro 070413) 86/12/13 BLAHA.J L Program 
Support & Analysis Staff. (E (Pra 070413), 13pp 40770 21 1-46770:223 


V. Operator Ercam tnatfons 

0&OB26O241 Forwards Exam Repts 50 373/68-OlGL & 50 374/98-01OL of exams ad- 
ministered during wk of 880425. 

WRIGHT.G C Region 3, Ofc of the Director 68/08/18 REED.C, Commonwealth 
Edison Co 3pp 46655 001*46655 203, 

-8800260272 Exam Repts 50-373/60 01OL & 50 374/88 01QL of exams administered 
on 680425 29,Exam results five senior reactor operator A three reactor operator can- 
didates passed operating & written exams, 

HOWE, A G , JORDAN.M Region 3, Ofc of the Director. 88/09/17 200pp, 46655 004* 
46655.156. 

-0809010360 Rev 5 to General Stations Emergency Procedure L2P-1200 1, "Classifica- 
tion of General Stations Emergency Procedure (GSEP) Conditions " 

* Commonwealth Edison Co 86/02/20 16pp 46655:159-46655-174 

-*8009010353 Rev 4 to General Stations Emergency Procedure LZP-1200-2, "Classifica- 
tion ol Noble Gas Retoase w 

* Commonwealth Edison Co. 07/06/25 7pp 46655,175 46655,181. 

-8809010356 Rev 2 to General Stations Emergency Procedure LZP-1 200-3, "Classifica- 
tion of todme Releaso " 

* Commonwealth Edison Co 65/04/04 3pp. 46655,162 46655.184 

“0809016358 Rsv 3 to General Stations Emergency Procedure LZP-1200 5, "General 
Statons Emergency Procedure (GSEP) Guidelines for Recommended Offsite Protec- 
tive Actions M 

* Commonwealth Edison Co. 87/06/03. 13pp 46655 185-46655 196. 

-8009010361 Rev 1 to General Stations Emergency Procedure LZP-1210-2, "Nuclear 
Accident RoportingSys (NARS) Form " 

* Commonweallh Edison Co. 87/06/04 7pp, 46655 197-46655 203 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


8809010340 Advises that 880707 Rev 51 to QA Topical Rept CE-1 A satisfies 
10CFH50,App B requirements & acceptable 

WRIGHT, GC Region 3, Ofc of the Director. 80/08/19 REED.C Commonweallh 
Edison Co 2pp 46742 071-46742 072. 

8809020214 Responds to 880722 petition requesting action to relieve alleged risks to- 
public health & safety posed by thermal hydraulic instability of BVVRs revoalod by 
event at facility on 800309, 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 00/08/ 
26 H)AT7,$ L, Ohio Citizens tor Responsible Energy. 6pp. 46746.329 46746339 

“8809020216 Notice of receipt of 0BO722 petition requesting action to relievo undue 
risks to public health & safety posed by event at facility on 880309 
MURLErJ.E Office of Nuclear Reactor Regulation, Director (Post 870411} 88/00/ 
26, 5pp. 46746-335 46746,339 

8809060340 Forwards Amends 59 5 39 to Licenses NPF-11 & NPF-18, 
respectively, safety evaluation & notice of Issuance Amends revise Tech Specs to cor- 
rect Inconsistency between requirements re suppression pool high level alarm 
■SHEMANSKI.P Project Directorate 111-2 88/08/31. BUSS.H Commonwealth Edison 
Co 7pp. 46765,328-46768-003 

*-8809060353 Amends 59 & 39 to Licenses NPF-11 & NPF-1 8, respectively, rovislng 
Tech Spec to correct Inconsistency between requirements re suppression pool high 
level alarm 

MULLER.DR Project Directorate 111*2. 88/08/31. 12pp 46765.335 46765 358 

“8809060356 Safety evaluation supporting Amends 59 & 39 lo Licenses NPF-11 & 
NPF- 18, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 80/09/31 5pp 
46765-350-46765,360, 

-8609120098 Notice of consideration of Issuance of Amends 59 & 39 to Licenses NPF- 
1 1 & NPF-1 8, respectively Amanda correct Inconsistency between Tech Specs roquuo 
manls re suppression pool high level alarm. 

MULLER, D R Project Directorate IfJ 2 08/08/31, 3pp. 46766 001-40766 003 


F. Security, medical, emergency A fire protection plans 


8009079024 Revised emergency plan Implementing procedures.Sncludfng Rev 0 to LZP- 
1250-3. "A-ModeP Informational Messages*’ & Rev t to LZP-1330 70, "Drywell High 
Range Gross Gamma Correction Fedors “ 

• Commonweallh Edison Co, 88/08/11, 100pp 46774,110-46774,210, 


8808260241 Forwards Exam Repts 50-373/88-010L A 50-374/88 01OL of exams ad- 
ministered during wk Of 860425 

WRIGHT.G.C. Region 3, Ofc of the Director, 89/08/18, REED.C Commonwealth 
Edison Co, 3pp 46655,001-46655 174 


-88090 10350 Rev 5 to General Stations Emergency Procedure LZP-1200 1, "Classifica 
tfon of General Stations Emergency Procedure (GSEP) Condillons," 

* Commonwealth Edison Co. 86/02/20. 16pp. 46655 159-46655.174 


“8809010353 Rev 4 to General Stations Emergency Procedure LZP-1200-2, "Classifica- 
tion ol Noble Gas Release.'’ 

•Commonwealth Edison Co 87/06/25 7pp 46655.175*46655*181, 


-8809010356 Rev 2 to General Statons Emergency Procedure LZP-1 200*3, "Classifica* 
lion of Iodine Release " 

* Commonweallh Edison Co. 85/04/04. 3pp. 46355-182-46655 184. 


“880-9010358 Rev 3 to General Stations Emergency Procedure LZP-1 200-5, "General 
Stations Emergency Procedure (GSEP) Guidelines for Recommanded Offsite Protec- 
tive Actions " 

• Commonwealth Edison Co 87/06/03 13pp 46655. 185-46655' 196 

“8609010361 Rev 1 to General Stations Emergency Procedure LZP-1210-2, "Nuclear 
Accident Reporting Sys (NARS) Form." 

• Commonwealth Edison Co. 87/06/04 7pp A6B55 197*46655-203, 


8809150163 Application for one-time amend to License NPF-IO.defellng specs added lo 
allow installation & use or fine motion CRD dunng Cycle 2 Fee paid. 

ALLEN, C.M Commonwealth Edison Co. 88/09/07, Document Control Brandi (Docu 
ment Control Desk) 3pp. 46891 ,077-46891-097 

-88091 SOI 60 Proposed Tech Specs, deleting specs added lo allow installallon & use of 
fine motion CRD during Cycle 2. 

1 Commonweallh Edison Co 80/09/07. 18pp, 46891.080-46891.097 

8809190032 Forwards Amends 60 & 40 to Licenses NPF-11 & NPF-18, respectively & 
safely evaluation Amends revise Tech Specs to provide addl requirements for monitor- 
ing core performance. 

SHEMANSKI.P Project Directorate JII-2. 88/09/07, BLISS, H.E Commonwealth Edison 
Co, 3pp 46887.225*46887 258 

“8609190039 Amends 60 & 40 to Licenses NPF-11 & NPF- ^.respectively, reviSPM 
Tech Specs re monitoring core performance & actions to be taken in effecl of Ngh 
power /tow flow region of power to flow map, 

MULLER, D R. Division of Reactor Projects * 111,1V, V & Special Projects (Post 070411) 
88/09/07, 27pp. 46887:228-46887:254 

“8809190040 Safety evaluation supporting Amends 60 & 40 to Licenses NPF-11 8 
NPF-IS.respecllvely, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 88/00/07 4pp, 
46687 ,255-46007 ,258 , 

8809230182 Application for amends to Licenses NPF-11 & NPF- 18, providing flexibility to 
align snubber Insp Intervals w/refuellng outage when no failures encountered Fee 
paid 

ALLEN AM. Commonwealth Edison Co. 88/09/09. Document Control Branch (Docu- 
ment Centro! Desk). 5pp 46943, 212*46943-219 


8808310018 Revised emergency plan Implementing proceduras.lncludmg Rev 13 to Pro- 
cedure L2P-11 10-1, "Station Director (acting station director), 11 Rev 0 to LZP-1330-12, 
"Isotope Analysis of Liquid Samples using Nuclear Data ND66-XP Gamma 
• Commonwealth Edison Co 88/08/18 67pp 46723'286-46723-342 

8809090046 Advises that 860509 Rev 6B lo emergency plan consistent w/provlslons of 
1 0CFR50 54(q) & acceptable. 

SHAFER.W.D Region 3, Ofc of the Director, 88/08/31 REED,C. Commonwealth 
Edison Co 2pp. 46806:193 46B08:194. 


“8809230107 Proposed Tech Spec Pages 3/4 7-27 & 3/4 7-28, providing flexibility lb 
align snubber Insp intervals w/refueling outage when no failures encounterad. 

* Commonwealth Edison Co. 88/09/09 3pp, 46943-21 7-46943*21 9. 

8609290065 Forwards Rev 52 to Topical Rept CE-1-A, "Commonweaflh Edison Co QA 
Program for Nuclear Generating Stations " Rev made to change PACS pari of charts 
& consolidate PACS organization chart to reflect new organization, 

MORGAN.W.E Commonwealth Edison Co 88/09/13 Document Conlrol Branch 
(Document Control Desk). Ip 46999,322*46999,336 
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-3310050335 Rev 52 to "Commonwealth Edison Co QA Program for Nuclear Generat- 
ing Stations " 

SHEWSKI.W Commonwealth Edison Co. CE-1-A R52 08/09/13 12pp 46999 323 
46999 336 


8809230073 Application for amend to License NPF- IB, changing Tech Specs to support 
second reloadCycle 3 startup scheduled for Jan 1989 Proprietary NEDC-31510P 
being submitted under separate cover. Fee paid, 

ALLEN.CM Commonwealth Edison Co 80/09/14 Offico of Nuclear Roaclor Rogula 
tion, Director (Post 870411) ISpp 46947 029-46947:133. 

-8809230077 Proposed Tech Spec changes supporting second reload for Cycle 3 
' Comm on wealth Edison Co 08/09/14 55pp 46947 044-46947 000 

-8809230081 "Supplemental Reload Liconslng Submittal for La Salle County Stalion 
Unit 2,Reload 2,Cycle 3 " 

LAMBERT.PA. ELLIOTT, P E , CHARNLEY.J.S General Electric Co 23A5041 R00 
88/07/31 35pp 46947 099 46947 133 


Q. Inspection reports, IE Bulletins & correspondence 

0803260241 Forwards Exam Repts 50 373/00-01 OL & 50-374 /8Q-01OL of exams ad- 
ministered during wk of 080425 

WRIGHT, GC Region 3, Ofc of the Director 80/08/10 REED.C Commonwealth 
Edison Co 3pp 46655 001-46655 174 

9608190195 NRC Info Notice 80 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE ” Svc list encj 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/00/10 
Consolidated Edison Co of New York, fnc 125pp 46690 054-46690,1 70 

9608310167 Comments on SALP 7 Board Hopt for plant for 061116-000315. Ulil com 
mitted to pursuing excellence & will concentrate more effort at plant in form of SALP 
Improvement plan. 

RtED.C, Commonwealth Edison Co 08/00/19, DAVJS.A B Region 3, Ole of the Di- 
rector 2pp 46723 350 46723-361 

8808160461 NRC Info Notice 00 060, "Solpoinl Testing Of Presaurizer Safety Valves W/ 
Filled Loop Seats Using Hydraulic Assist Devices " Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 070411), 08/00/22 
Consolidated Edison Co, or New York, Inc 1 21 pp 46702 31 1-46703 070 

6808180368 Suppl 1 to NRC Info Notlco 00 048, "Ucensoe Ropt of Dofeclivo Refur- 
bished Valves *' Svc list end 

ROSSI.C.E. Division of Operational Evonts Assossmont (Post 070411), 00/00/24 
Consolidated Edison Co of New York, Inc 122pp 46713 210 46713.219 

8008260388 Forwards Info Notice 00-039, "LaSallo Unit 2 Loss of Recirculation Pumps 
W/Power Oscillation Event" & Bulletin 68 007, "Power Oscillation In BWRb," 
SHAPAKERJ.W Division of Operational Events Assortment (Post 070411), 80/00/ 
25. Switzerland, Govt. of. Ip 46669 005*46669 005, 

9009000007 Forwards app & errata to SALP Repts 60 373/08 01 A 50 374/00 01 on 
001 1 10 800316 

DAVIS, A,8, Region 3, Ofc of tho Diroctor 80/00/26, REED.C Commonwealth Edison 
Co 2pp 46763-002-46763:011 


-8B09140417 Insp Repts 50-373/88-16 & 50-374/08-16 on 080627 0722 Violations 

HAisElR^A r i a 0JORG S ^NJ^ i r aoN^iovANN^A e RODio^- ,1 ''^ er ^' On 


07. 23pp 46040 155-46840 177 


Region 3, Ofc of the Director 80/09/ 


8G09230182 Application for amends to Licenses NPF-11 A NPF-IO.providmg flexibility to 
align snubber insp Intervals w/refueling oulage when no failures encountered Fee 
paid 

ALLEN.C.M Commonweallh Edison Co 80/09/09 Document Control Branch (Docu- 
ment Control Desk) 5pp 46943 212-46943 219 


-0809230187 Proposed Tech Spec Pagos 3/4 7-27 & 3/4 7-28, providing flexibility to 
alkjn snubber insp intervals w/rofuolfng outage when no failures encountered 
• Commonwealth Edison Co 08/09/09 3pp 46943 217-46943 219 


NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
£Wf]s During Recirculation Operation Following LOCA “ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 88/09/14. 
Consolidated Edison Co. of New York, fnc 122pp 46824.215 46824 336 

8809220243 Responds to NRC Builotm 08 007 dtd 800615 per request that holdors of 
OL9 ensure that adequate operating procedures A instrumentation available re pre- 
vention of uncontrolled power oscillations during BWR operation 
MORGAN, WE Commonwealth Edison Co 80/09/15, Document Control Branch 
(Document Control Desk) 11 pp 46927 198 46927 200 


8809260172 Advises of generic inservlce testing concerns Identified by NRC as result of 
Insp on 000022-26, Adal fisted Info re pumps & valves requested, 

GREENMAN.EG Region 3, Ofc of the Director 08/09/15 REED.C Commonwealth 
Edison Co 4pp 46958 055 46956,050 


8809120197 NRC fnfo Notico 08 076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Clrcullry,’’ Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/09/10 
Consolidated Edison Co of Now York, Inc 124pp 46946 133-46946.252 


8809130360 NRC Info Notico 80 070, "Recent Discovery of Phenomenon Not Previous 
ft Considered In Design of Secondary Containment Pressure Control" Svc list encl, 
ROSSI.CE Division of Operational Evenls Assessment (Post 670411), 00/09/19 
Consolidated Edison Co. of Now York, Inc 125pp 46946 253-46947 013 


R, Perfodfc operatfng reports A related correspondence 

0808280405 "Effiuent & Waste Disposal Semiannual Rept (1980) " W/880822 Itr 
DIEDERICH.GJ Commonwealth Edison Co 00/06/30 13pp 46739 231-46739,245 

8809150036 Monthly operating repts for Aug 1988 for LaSalto Nuclear Power 
Statlon.Units 1 A 2.W/GQ0010 Ur 

SAMONLINSKI,S , DJEDRICH.GJ Commonwealth Edison Co 0Q/0B/31 31 pp 
46047 108*46847.138 V¥ 


S, Reportable occurrences, LERs & related correspondence 


-8809000008 App to SALP Repts 60 373/00 01 & 50-374/00-01 for 661116 000315 
DAVIS, A B Region 3, Ofc Of tho Director 08/08/26. Gpp 46763 004-46763 006, 

“■8809120122 Errata to SALP Ropls 60 373/00 01 A 60 374/80 01 for 061116 880315 
• Region 3, Ofc of tho Diroctor. 00/00/26, 3pp 46763 007-46763,01 1 

8806230112 NRC Info Notico 08 070, "Chock Valvo Insorvico Testing Program Deficien- 
cies/* Svc list enct 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/00/29, 
Consolidated Edison Co. of Now York, Inc 123pp, 46713-095-46713 217. 


9808220063 Forwards proprietary data ro 800309 event at plant, por NRC request.Ustlng 
of required data nocossary for RAMONA 39 calculations end. 

ALLEN, C M Commonwealth Edison Co 08/08/12 Office of Nuclear Roaclor Reaula- 
tlon, Director (Post 870411). 2pp 46609 086 46669 007 


6008290291 Submits special rept re doad fish found In facility cooling pond on 
800718 Caused by high water temps pond wide &/or low dissolved oxygen concentra- 
tion in fish refuge areas Doad fish removed from barrier net 
DIEDERICH.GJ Commonwealth Edison Co 00/08/17 DAVfS.AB Region 3, Ofc of 
the Director. 6pp 46690 233-46690,237 


8009070492 Forwards Ssafoty Insp RoptS 50-373/88-21 & 50-374/88 20 on 080817- 
10 No violations noted. 

HARRISON, J J. Region 3, Ofc of the Director 08/00/31. REED.C Commonwealth 
Edison Co 2pp 46784 275 46784 200 

“8&0907Q49B Insp Repts 60 373/00-21 & 50 374/00-20 on 000817-10 No violations or 
deviations noted Major areas Inspected- facility mods associated w/snubbor 
reductlo n,r on licensed training & licensee action on previously identlfiod problem, 
GAVULA.J A , DANIELSON.D H. Region 3, Ofc of tho Director. 08/00/31. 4pp, 
46784 277 46704:200 

3886260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 a Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. 1 ' Svc list encl 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 00/09/01. 
Consolidated Edison Co of Now York, Jnc 1 21 pp 46712-244-46713:004, 

>0063000 IB NRC Info Notice 00-072, "Inadequacies In Design of DC Motor-Operated 
Valves 11 Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post B70411) 08/09/02. 
Consolidated Edison Co. of New York, Inc, 122pp 46726.001-46726 123 

1009150223 Responds to NRC Bulletin 68 005 & Supple 1 & 2 re Piping Supplies, Inc A 
West Jersey Mfg Co malls complying w/ASME Code requirements. Itemized list of 
components received encl. 

MORGAN, WE. Commonwealth Edison Co. B8/O9/0B, Document Control Branch 
(Document Control Desk) 31pp. 46857:021-46857-051, 


8809070504 Forwards GE proprietary documentation re 080309 event at plant Affidavit 
also encl 

ALLEN.C M. Commonwealth Edison Co 08/08/25 Offico of Nuclear Reactor Regula- 
tion, Director (Post 870411) Ip 46789309-46780309 

8809010347 LER B7-020 OVon 071 119, four RCIC/RHR steam fine Isolation switches 
found w/internal leakage from one side of diaphragm to other Caused by slow leak 
across diaphragms of switches Switches sent to mfg for disease mbly,W/080B29 Itr 
ROHRER.RJ,, DIEDERICH.GJ. Commonwealth Edison Co CB/08/29 9pp 

46744,041-46744-049. K 

8809010349 LER 07-01 9-01'on 071021 .RClC steam line high (Jow isolation switch PDS 
2E31-N013AA found to have leakage across diaphragm Caused by defect In 
switch New switch certified for svc, Installed A callbr W/880829 Itr 
ROHRER.RJ,, DIEDERICH.GJ Commonwealth Edison Co. 80/08/29 7dP 

46744,034-46744.040 

8809260135 LER 00 009 00 on 000817, RClC steam line high flow Isolallon switch failed 
due to failed diaphragm, New pressure switch Identical to failed one certified for use in 
RClC steam line high flow application using LIP GM-962 A 956 W/800916 Hr 
MCLAUGHLIN, A J , DIEDERtCH.GJ, Commonwealth Edison Co, 88/09/16 5pp 
46966 215-46960 219 


V, Operator Examinations 


1809140409 Forwards PR A Insp Repts 60 373/80-16 & 50-374/88-15 on 000627-0722 
& notice of violation Add I concern re unreliability of air compressors at station 
noted, par 880831 problems w/Unil 2 drywoll pneumatic sys loading to shutdown. 
MILLER, HJ Region 3, Ofc of the Director. 88/09/09 REED.C. Commonwealth 
Edison Co. 2pp 46840 151-46840.177. 

■0009140415 Notice of violation from insp on 08Q027-O722.Vio!ation noted-licensee 
failed to promptly correct known problem w/closlng circuits of station emergency 
diesel generators & generators failed twice within 74 starts 
MILLER.H J. Region 3, Ofc of the Director 08/09/09 2pp 46040-153-46040-154 


6800260241 Forwards Exam Repts 60-373/88-01 OL A 60*374/88 01OL of exams ad 
ministered during wk of 880421 

WRIGHT, G.C. Region 3, Ofo of the Director 08/08/18 REED.C, Commonwealth 
Edison Co 3pp. 46655 001*46655-203 

-0008260272 Exam Repls 50*373/88 01OL & 50-374/88*01 OL of exams administered 
on 880425-29.Exam results.five senior reactor operator A three reactor operator can- 
didates passed operating & written exam9 

HOWE, A G , JORDAN.M Region 3, Ofc of the Director. 88/08/17. 200pp 46655-004- 
46655.150. 
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F. Security, medical, emergency & fire protection plans 

8808310041 Forwards addenda lo FEMA evaluation rept of prompt alert notification sys 
CALLANJ.J Region 4, Ofc of the Director 68/08/24 DEWEASE.J G Louisiana 
power & Light Co 10pp 46717 326*46717 335 

6609160311 Forwards schedule of activities re 1938 annual emergency planning exer- 
cise 

BURSKI.R F Louisiana Power & Light Co 86/09/03 Document Control Branch (Doc- 
ument Control Desk) 6pp 46894 320-46894 324. 


I. Financial information 

8606310060 Forwards executive summary cl US Supreme Court decision on Mississippi 
power & Light Grand Gulf Unit 1 rate litigation. Federally mandated wholesale rates 
through retail rate structure upheld 

KINGSLEY.O D. System Energy Resources, fno 88/03/26 Document Control Branch 
(Document Control Desk) 5pp 46723 354-46723 358 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8809190288 Forwards util FSAR Rov 1 figures reprinted to achieve better quality & to 
replace figures in 671215 submittal 

BURSKt.R F, Louisiana Power & Light Co, 33/09/14, Document Control Branch (Doc- 
ument Control Desk) 2pp 40907.251 46908 012 

-8809230154 Reprinted figures to plant FSAR, Rev 1, replacing figures of 871215 trans- 
mittal. 

* Louisiana Power & Light Co 88/09/14 122p p, 46907.255 46908 012 


P. Operating license stage documents & correspondence 

8608120294 Generic Ltr 68-14 to all holders of OLs or CPs for nuclear power reaclors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end 
Ml RAG L I A, F J Associate Director (or Projects (Post 870411) 88/08/08 Consolidated 
Edison Co, of New York, Jnc, 4 1 pp 47065.00 1-47065.006 

6608260014 Informs that util response to Generic ltr 36 05, "Boric Acid Corrosion of 
Carbon Steel Reactor Boundary Components in PWR Plants/ 1 satisfactory. 
WIGGINTON.DL Project Directorate IV. 88/08/19 DEWEASE.J G, Louisiana Power 
& Light CO 4pp 46669 238 46669*241. 

8B08290007 Forwards "Waterford Steam Electric Station Unit 3, Reactor Containment 
Integrated Leak Rate Test, Final Rept/' fn accordance w/requiremenls of 
tOCFRSQ.App J 

BURSKI.R F Louisiana Power & Light Co 88/08/23, Document Control Branch (Doc- 
ument Control Desk), Ip 46680 263-46680 327. 

-8800290013 "Waterford Steam Electric Statlon.Unlt 3, Reactor Containment Integrated 
Leak Rate Test, Final Rept." 

* Westmghouse Electric Corp BB/05/31. 62pp 46680 264*46680.327. 

8809010071 Application tor amend to License NPF-3B,con$tstmg of Tech Spec Change 
Request NPF-30-86, revising Tech Spec Figure 3,1-1, '‘Required Stored Borjo Acid vol 
as Function of Concentration/' correcting levels for water vol Fee paid 
OEWEASE.J.G Louisiana Power & Light Co. B8/08/26 Document Control Branch 
(Document Control Desk) 8pp 4 3739 291-46739 301. 

-8809010073 Proposed Tech Spoo Figure 3,1 *1, "Required Slored Boric Acid Vol as 
Function of Concentration" 

' Louisiana Power & Light Co B8/08/26. 3pp 46739 299 46739-301 . 


8808180366 Suppl 1 to NRC Info Notice 08 048, "Licensee Rept of Defective Refur 
blshed Vafves Svc list end. 

ROSSL CE Division of Operational Evenls Assessment (Post 870411). 80/08/24 
Consolidated Edison Co. of New York, Inc 122pp 46713 218 46713.219, 

8809010052 Forwards Insp Repl 50-382/88-20 on 800710 15 No violations or d-ovn 
ation9 noted, Unresolved item Identified in rept Paragraph 8. 

CALLAN.L.J Region 4, OJc of the Director. 88/08/24 DEWEASE.J G. Louisiana 
Power & Light Co 2pp 46720 070-46720:081. 

-8809010056 Insp Rept 50-382/88 20 on 880710-15 No violations or deviations 
noted Major areas inspected transportation of radioactive mails & low leva) rarfwasle 
mgt. 

CHANEY, H D, BAER.R.E. Regfon 4, Ole of the Director 80/08/17 10pp. 46720 072- 
46720.091, 

8808290173 Forwards, "Inservice (nsp Summary Rept, First Interval, First Period .Second 
Refuel in g,Apr-M ay 198Q/’ 

BURSKLR F Louisiana Power & Light Co 08/08/25 Document Control Branch (Doc- 
ument Control Desk) Ip. 46682 216 46603 016, 

—8808290192 “Jnservlce insp Summary Repl, First Interval, First Period, Socond 
Refuelmo,Apr-May 1 900 " 

HOWARD,/ E„ POLIN.A.W, GRIFFIN, fl E Louisiana Power & Light Co 80/08/24 
142pp 46682 217-46683 016 

8809020199 Forwards (nsp Rept 60 302/89*19 on 060610 0731 & nolice of violation 
CALLAN.L J. Region 4, Ofc of the Director 88/00/25 DEWEASE.J G, Louisiana 
Power & Light Co 3pp 46745,137-46745 181 

-8009020200 Notice of violation from insp on 88081 8-0731. Violation noted failure to 
Issue LERs Identifying conditions found on 870402,0819,1021 & 06071 1, failure lo ack 
annunciator alarms on 660205 & 08-10 & violation of 10CFR50,App B, Criterion V, 

* Regfon 4, Ofc of the Director. 68/08/25 3pp, 46745.140*46745-142. 

-8809020201 Insp Rept 50-362/88-19 on 880610 0731. Viola lions noted Major areas 
inspected enforcement followup on quality verification function insp, monthly maFnl ob 
serration, allegation followup & operational safety verification. 

SMITH, WF , STAKER.T.R , MICHAUD, P.W. Region 4, Ofc of the Director. 00/00/10 
19pp. 46745,143 46745/1 61. 

0609060011 Forwards Insp Rept 60 302/06-16 on 880706-14 No violations or devi 
ations noted, 

CALLAN.L, J, Region 4, Ofc of the Director, 08/09/26 OEWEASE.J.G Louisiana 
Power A Light Co 2pp. 46765 241-40765,269. 

-8809060021 Insp Rept 50-382/80-18 on 880706- 14, No violations or deviations 
noted Major areas inspacted.facllity emergency operating procedures, Including control 
room & plant walkdown.simulator & human factors-relaled guidance. 

STEWART.JP, GAGLIARDO.J E. Region 4, Ofc of the Director 88/0B/O9 27pp 
46765 243 46765,269 

6808230112 NRC Info Notice 88 070, "Check Valve Inservice Testing Program Deficlen 
cl as/’ Svc list end. 

ROSSI, CE, Division of Operational Events Assessment (Post 870411). 88/00/29 
Consolidated Edison Co of New York, Inc, 123pp, 46713.095-46713:217. 

8806260492 NRC Jnfo Notice 08-071, "Possible Environ Effect of Reentry of COSMOS 
1900 4 Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event,' 1 Svc fist end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co of Now York, Jnc, 121pp 46712*244-46713 004 

8808300018 NRC info Notice 80-072, "Inadequacies In Design of DC Motor-Operated 
Valves/’ Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co. of New York, Inc 122pp, 46726‘001 -46726*123. 


8009140082 Provides response to NRC 880720,29 & 0818 Hrs 4 schedule for addl Info 
re transfer of mgt/operating responsibilities News releases wifi be utilized lo assure 
public 4 applicable local 4 state agencies kept Informed re consolidation 
KINGSLEY, O D System Energy Resources, Inc 88/09/09. Document Control Branch 
(Document Control Desk) 5pp, 46836,062-46836 060. 

8809140447 Provides response 4 schedule for submitting remaining Info re application 
for amend to License NPF-38.re transfer of mgt 4 operating responsibilities 
BURSKI.R, F Louisiana Power 4 Light Co 68/09/09, CRUTCHFIELD, D, Assistant Di- 
rector for Region IV Reactors 4 Special Projects, 5pp. 46840:127-46040 131 

8809260053 Denies 880328 Tech Speo Change Request NPF-30-77 Proposed changes 
not necessary for plant to achieve object ot change, 

CALVCUA Project Directorate IV 88/09/20. DEWEASE.J G, Louisiana Power & 
Light Co. 4pp 46958 306-48956 309, 


O Inspection reports, IE Bulletin? & correspondence 

8008190195 NRC Irtfo Notice 86-069. "Movable Contact Finger Binding In HFA Relays 
Mtg by GE " Svc list encl. 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/08/19, 
Consolidated Edison Co. of New York, Inc. 125pp. 46690 054-46690:178 


8000160451 NRC Info Notice 88-068, "Set point Testing of Pres sun zer Safety Valves W/ 
Riled loop Seals Using Hydraulic Assist Devices," Svc list encl 
flOS5l.CE. Division of Operational Evenls Assessment (Pob! 87-0411), 08/08/22 
Consolidated Edison Co of New York, Inc, 12ipp, 46702 311-46703,070 


1808200012 Fonyards add! page to "Handbook on Flaw Evaluation .Waterford Unit 3.Re- 
actor Vessel Outlet Nozzle lo Shell Welds," inadvertently omitted from original rept 
transmitted by 880516 ltr re Inservica Insp r 

BURSKI.R F, Louisiana Power 4 Light Co 88/08/23 Document Control Branch (Doc- 
ument Control Desk). 1 p, 46606-34e-4668e,347, 



0609020270 Notification of B80901 meeting w/util in Region IV to discuss licensee 
SALP progress presentation. 

CHAMBERLAIN, O, Region 4, Ofc of the Director, 80/09/02 Region 4, Ofc of Ihe DJ 
rector 2pp 46740*283-46746-204. 

6809140199 Discusses special Equipment Qualification Team Insp Rept 5Q-382/88 32 
on 861208-12 4 870313 Seven potential enforcement/unreaofved Items & sixteen 
open Items Identified, 

CALLAN.L, J Region 4, Ofc of the Director 80/09/07 DEWEASE.J G Louisiana 
powor 4 Light Co. 3pp. 48036 133 48836,135. 

8809150115 Forwards rept, “Actions Completed 8y Louisiana* Power & Light In Re- 
sponse to NRC Bulfelln 80-005," In response to bulletin ro Piping Supplies, Inc 4 West 
Jersey Mfg Co metis 

BURSKJLR F. Louisiana Power & Light Co 88/09/09. Document Control Branch (Doc 
ument Control Desk) 2pp, 46849 118-40849,146 

-8809 150123 "Actions Completed by Louisiana Power & Light Co " 

GRUBIC.DD Louisiana Power 4 Light Co, 08/09/09. 2Spp 46B49 1 120-46849.1 40, 

8809150202 Informs that response to NRC Bulletin 88-001, "Defects in Westing house 
Circuit Breakers/' satisfactory & no further reply necessary. 

WIGGINTON.DL. Project Directorate IV, 88/09/09 DEWEAS^J G, Louisiana Power 
& Light CO. 3pp, 46864 : 28 8 -46864.290, 

Notice 88-074, "Potentially Inadequate Performance of ECCS Jn 
PWRs During Recirculation Operation Following LOCA " $vc list encl. 

RQSSI.CE, Division of Operational Events Assessment (Post 870411) 88/09/14. 
Consolidated Edison Co of New York, Inc, I22pp 46824:215-46824:336, 

8609120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti- Pump Circuitry." Svc list encl, 

ROSSI C,E Division of Operational Events Assessment (Post 870411). 08/09/16. 
Consolidated Edison Co. of New York, lr\G 124pp, 46946 133-46946.252, 


8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Prevlous- 
!LS2n 8 i?£ re i fn , Des| 9 n °f Secondary Containment Pressure Control," Svc list encl 
ROSS ,c,t Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co. or New York, Inc 125pp. 46946 253-46947*013 
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r. periodic operating reports & related correspondence 

3009020019 "Semiannual Radioactive Effluent Release Rep! for Jan-June 1908 " W/ 
660829 Itr 

BURSKI.R.F. Louisiana Power & Light Co. 88/06/30 37pp. 46746 063 46746 100 

8609220026 Monthly operalingrept for Aug 1986 tor Waterford 3 W/680915 Hr 
CENTOLANZf.P , BURSKI.h F Louisiana Power & Light Co. 88/08/31, 7pp 
46920 352*46920-358 


S. Reportable occurrences, LERs A related correspondence 

8608310016 Discusses evaluation of licensee notions re MSIVs at San Onotre Nuclear 
Generating Station Licensee intention lo perform only borescopic exams of Unit 2 
MSIVs unacceptable. 

HOLAHAN.G.M Assistant Director for Region III A Region V Reactors. 88/08/25, 
KIRSCH.D.F. Office of Nuclear Reactor Regulation, Director (Pod 870411) 4pp 
46699.084*46699 007 

8609070058 LER 80 022 OO.on 080802.peraonnol Identified failure to perform dye pene- 
tration iesling on five socket welds. Caused by failure lo follow 
procedures Justification for continued operation approved.W/800901 Itr, 

GAINES, C R., CARNS.NS. Louisiana Power & Light Co 88/09/01. lOpp 46704, 180- 
46784:109. 


8609070356 Confirms 8B0B24 telcon re granting enforcement discretion re relocation of 
RWCU room high temp sensor 

RUSSELL.W.T Region t, Ole of the Director 08/08/26 KEISER.H.W. Pennsylvania 
Power A Light Co 2pp 46779,172*46779 173 


6609020269 Advises that 880310 proposed change lo FSAR section re availability of 
safety-related nitrogen storage sya for ADS actuation following DBA acceptable, based 
on review of analysis & subsequent telcon 

THADANI.M C Project Directorate 1-2 88/08/29, KEISER.H W. Pennsylvania Power & 
Light Co 4pp. 46746 310-46746,313 


8809130064 Informs that J Slone assigned as senior project manager of Salem A 
backup project manager of Susquehanna. 

VARGA.S A Division of Reactor Projects - i/ll (Post 870411) 08/09/02. Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 3pp 46027 007 46827,009 


8609150076 Confirms 880908 site visit to discuss status of const & demolition sites & 
other waste handling facilities 

SAXTON.C.H, Pennsylvania Power & Light Co 88/09/02 LAMEREAUX.D Pennsylva- 
nia, Commonwealth of Ip 46046 265 40B46 265 


6809140364 Forwards licensee proposed work scope to access degree of sulfuric acid 
contamination resulting from 880807 underground pipe leak 
HANSELL.J 0 Pennsylvania Power & Light Co, 80/69/06 GAPINSKI.R A Pennsvlva 
nia, Commonwealth of, Ip 46842-236 46842,268, 


V. Operator Examinations 

8609960296 Informs that matl provided by facility In preparation of 081025 licensing 
exam does not meet exam requirements, Chief examiner discussed alternate ap- 
proaches for assembling exam preparation matl Exam schedule remains Intact. 
CAUAN.L.J. Region 4, Ofc of the Director, 80/09/02 DEWEASE.J.G, Louisiana 
Power A Light Co. 3pp. 46786 008 46766,010. 

8809150133 Forwards operator licensing exam schedules for FY09-92,per Generic Ltr 

ea-13, 

BURSKKR F Louisiana Power A Light Co 08/09/09, HANNON.J Operator Licensing 
Branch. 3pp 46864.291*46864-293 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F, Security, medical, emergency A flro protection plane 


8606260056 Rev 7 to Procedure EP-IP 044, "Emergency Environ Sampling " 

SHANK, K.E. Pennsylvania Power & Light Co. 80/06/28. 21pp 460i3:2O2-4Q653 222, 

0609300194 Forwards final SALP Repts 50-387/86-99 A 50-306/80 99 (or Aug 1900 - 
Jan 1908,per 880707 meetlng.Eftoctive mgl attention & Involvement oriented toward 
nuclear safety noted, 

RUSSELL.W.T Region 1, Ofc of the Director. 88/08/22. KEISER.H W. Pennsylvania 
Power A Light Co. 3pp 40690-269-46690,264. 

6309910271 Rev 6 to Emergency Plan Implementing Procedure EP-IP-042, “In Plant & 
Emergency Operation Facility Chemistry Lab Emergency Preparation," 

WOLFER.J.R, Pennsylvania Power & Light Co 80/00/29. 4pp 46740-196-46740:199 

8609270115 Revised emergency plan Implementing procedures, including Rev 4 to EPIP- 
036, ‘'Reconstruction A Accident Closeout" A Rev 6 to EPIP001, "Emergency Classi- 
fication." W/880914 Itr, 

TAROR.W., KEISER.H.W. Pennsylvania Power & Light Co 08/09/14. 47pp, 
46970 087-46970-133, 


8009200292 Informs that mods re fire barrier upgradea.HVAC fan switches, CT secon- 
daries & raceway wrapping completed except as listed 

KEISER.H.W. Pennsylvania Power & Light Co. 88/09/15 BUTLER.W R. Project Direc- 
torate 1-2. 2pp 46956:147-46956:148 


H. General correspondence 

8607190326 Forwards summary & Issue Identification for CRGR Meeting 141 on 880714 
re degrees for senior reactor operators Minutes for CRGR Meeting 48 A analysis of 
public comments also end, W/o minutes A analysis 

SAKENAS.C.A Committee to Review Generic Requirements 88/07/08 JORDAN, E.L. 
NRC * No Detailed Affiliation Given. 3pp, 46092.110.46892-140. 

-8009160263 Comment opposing proposed rules 10CFR50 A 65 re rulemaking to en- 
hance levels of engineering A accident mgt expertise on shift, 

KEISER.H.W. Pennsylvania Power A Light Co, 06/09/25. CHILK.SJ. Office of the 
Secretary of the Commission. 11pp. 46892:141-46892:151. 


p. Operating license stage documents & correspondence 

B696 120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sya problems affecting safety-related equIpment.Svc list end, 
MIRAGUA'FJ. Associate Director for Projects (Post 870411). 08/08/08 Consolidated 
Edison Co. Of New York, Inc. 41pp, 47065-001-47065:006 

8809120091 Final response to FOIA request for documents, Forwards documents listed 
In APP A.Documents also available In PDR App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. NRC . No Detailed Affiliation Given. 88/00/17. CONNOR.L Doc- 
Search Associates, 6pp. 46770.060-46770.089 

~4ft09120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul-Nov 1985. 

AXELRAD.J A. Enforcement Staff, IE (Pre 870413), 86/12/13. BLAHA.J.L. Program 
support A Analysis Staff, IE (Pre 870413) 13pp 46770*21 1-48770 223. 

8809010233 Lists util addl actions taken to minimize Impact of request for one-time 
relief from Isolating RWCU from reactor vessel due to Inoperable channel .per 880824 
problem w/RWCU area temp. 

KElSER ,H,W. Pennsylvania Power A Light Co. 08/08/26. RUSSELL.W.T, Region 1, 
Ofool the Director. 2pp, 46742:354-48742.355, 


•*0809140338 "Proposed Work Program for Sulfuric Add Spill et Susquehanna Steam 
Electric Station " 

* Environmental Resources Management. Inc 00/09/06 32pp. 46842 237-46842 268 


Q. Inspection reports, IE Bulletins & correspondence 

8008260406 Forwards Insp Repts 50-307/88-15 A 50-388/08-10 on 800727- 0004, Ex- 
prosses concern w/util apparent failure lo adequately control activities which Impacted 
operability of safety sys. Enforcement conference scheduled for 800909 
KANE.W.F. Region 1, Ofc of Ihe Director. 88/08/16 KEISER.H.W. Pennsylvania 
Power & Light Co 3pp. 46656 072 46650 001 

-8606260409 Insp Ropts 69-387/08-15 A 50-308/00-18 on 080727-0804. Violation 
noted Major areas inspected, operability of main steam lunnel differential temp isola- 
tfon modules 9 

SLOUGH, A, R. Region 1, Ofc of the Diroctor 80/00/15. 7pp 48656075 46650 081. 

8808290279 Notification of Licensee Mooting 88-133 on 800909 w/util In King of 
Prussia.PA to discuss Inoperability of main steam line tunnel differential temp high In 
strumentallon 

BLOUGH.A R. Region 1, Ofc of Ihe Diroctor 08/00/18. Region 1, Ofc of the Director 
2pp 46683 009 46683.070 


8808300123 Discusses violations noted In Insp Repts 50-307/86 21 A 60 388/ 8 6-2 2, in 
response to 861210 llr.SInce cable run was straight, no cable lubricant necesaary.No 
violation of slatod spec occurrod.Ciled violation will bo withdrawn. 

JOHNSTON.W.V. Region 1, Ofc of the Director 88/08/10. KEISER.H.W, Pennsylva- 
nia Power A Light Co. 2pp, 46691 021-46691,022. 

B80B 1901 95 NRC info Notice 00 069, "Movable Contact Finger Binding In HFA Relays 
Mfa by GE." Svc Il9t end, 

ROSSI.C.E Division of Operational Evenls Assessment (Post 070411), 00/08/19, 
Consolidated Edison Co, of New York, Inc. 125pp 46690 054-46690*178. 

8808300104 Forwards Environ Qualification Enforcement Conference Repts 60-387/86- 
25 A 60-388/86-20 on 600630, 

JOHNSTON.W.V Region 1, Ofc of the Dlreclor, 88/08/19. KEISER.H.W Pennsylva- 
nia Power A Light Co 2pp 40696 322-46696 345 

-8608300107 Environ Qualification Enforcement Conference Repts 50-387/86 25 A 50 
300/86*28 on 880630 Major areas discussed concerns about Rockbestos cables for 
high range monitors, Raychem splices & Maralhon terminal blocks 
DURR.J, Region 1, Ofo of Ihe Director. 88/08/16 22pp 46696*324-46696 345. 

8808160451 NRC Info Notice 08-068, "Selpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411), 8B/08/22. 
Consolidated Edison Co, of Now York, Inc 12lpp 46702 311-46703,070. 

8608300194 Forwards final SALP Repts 50-387/86-99 A 60-388/86-99 for Aug 1906 - 
Jan 1080,per BQ0707 meeting, Effective mgt attention A involvement oriented toward 
nuclear safety noted, 

RUSSELL.W.T. Region 1, Ofc of the Director. 88/08/22 KEISER.H.W. Pennsylvania 
Power A Light Co 3pp. 46690*259-46690 264. 

8008100368 Suppl 1 to NRC Info Notice 88-048, "Licensee Rept of Defeclive Refur- 
bished Valves Svc list end, 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 89/08/24, 
Consolidated Edison Co of New York, fnc 122pp. 46713*218-40713*219, 

8808230112 NRC Info Notice 80-070, "Check Valve Inservlce Testing Program Deficien- 
cies," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 88/08/29. 
Consolidated Edison Co of New York, Inc, 123pp 46713.095 46713,217. 

8808200492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event, Svc Hat end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411), 88/09/01 
Consolidated Edison Co Ol New York, Inc. 121pp. 46712*244-46713.004. 

6808300018 NRC Info Notice 88-072, "inadequacies In Oeslgn of DC Motor-Operated 
Valves," Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co. of New York, Ino 122pp 46726 001-46726*123. 

BB090B0127 Forwards response to NRC Bulletin 68-005. 

KEfSER,H.W. Pennsylvania Power A Light Co. 88/09/02, RUSSELL.W.T. Region 1, 
Ofc Of the Director, 39pp, 46793:281-46793*319, 
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B809 190271 Forwards Insp Repts 50 387/a & 13 & 50-308/38-16 on 8BO0O1.C4.No vio 
1 also ns noted. 

BELLAMY.RR Region 1, Ole ol the Director 88/09/09 KEISER.H Pennsylvania 
Power A Light Co 3pp 40899 024 46999032, 

-8809190275 Insp Repts 50-387/88-13 & 50-388/38-16 on 880801-04 No violations 
noted Mafor areas inspected NRC open items & ongoing mpiant radiological controls 
MAR KLEY.MT, SHANBAKY.MM, Region 1, Ofc of the Director, 88/09/08 6pp 
46099.027-46999 032 

8809230001 Forwards Safety fnsp Repts 50-307/68 14 A 50-3B8/B8-17 on 880606- 
12 No violations or deviations noted 

BEUAMY.R F Region 1, Ofc of the Director 80/09/12 KEISER.H W Pennsylvania 
Power & Light Co 2pp 46945 236 46946 249 

-8803230002 Safety Insp Rep is 50 387/80 14 & 50-309/88-17 on 880806 12, No viola- 
tions or deviations noted Major areas inspected liquid A gaseous effluents 
programs.including effluent control instrumenlalion.air cleaning sy$ & procedures 
JANG.JC , PASClAK.W J. Region 1, Ofc of the Director 88/09/06 lOpp 46945 240- 
48945 249 

0809080339 NRC Info Nolice 89 074, "Pole filially Inadequate performance of £CCS In 
PWRs Dunng Recirculation Operation Following LOCA rf Svc list encl 
ROSSI, CE. Division of Operational Events Assessment (Post 07041 1) 8B/09/14 
Consolidated Edison Co of New York, Inc 122pp, 40824 215-46824-336 

8809210201 EN-88 075 on 89091 9.notice of proposed imposition of civil penalty In 
amount of 550,000 will be Issued to licensee Action based an violation of equipment 
qualification requirements of 10CFR50 49. 

LUEHMAN.J , llEBERMAN.J Ofc of Enforcement (Post 670413) 09/09/14. ip 
46920 294-46920 294- 

8609120197 NRC Info Notice 68 075, "Disabling of Diesel Generator Ouiput Circuit 
Breakers by Anti Pump Circuitry 1 * Svc list one) 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co. of New York, (nc, 124pp 46946.133 46940 252 

6099130350 NRC Ido Notice 8B-073, "Recent Discovery of Phenomenon Nol Previous- 
ly Considered In Design of Secondary Containment Pressure Control” Svc list encl 
RQSSLCE Division of Operational Events Assessment (Post 670411). 88/09/19. 
Consolidated Edison Co of New York, Inc 125pp 46946 253 46947 013 


R, Periodic operating reports 4 related correspondence 

6809000173 "Susquehanna Steam Eloctric Slatlon Semiannual Effluent & Waste Dis- 
posal RepUan-June 1988," W/8 00831 lln 

CARSO N.8 H , DOTY, R L , KEISER.H YA Pennsylvania Power A Light Co 00/06/30. 
RUSSELL, WT, Region 1, Ofc of the Director, 32pp, 46709 < 229-467e9'260, 

0809010075 “NPDES Discharge Monitoring Rapt for Jul 1988 ” W/880B22 Hr 
SAXTON, CH, Pennsylvania Power & Light Co, 68/07/31, 13pp. 46743 120- 
46743:140. 

0800140258 "Model State info Sys Bacteriological or Turbidity Summary Analysis 
Input " W/S80906 Itr 

SAXTON, CH Pennsylvania Power & Light Co, WAQC402 88/90/31 2pp 
46841 053 46841 054 

0809260066 Monthly operating repts for Aug 1838 for Susquehanna Steam Electric Sta- 
tion Units 1 & 2.W/8&Q915 Itr. 

HIRT.JA, KEI-SER.H.W. Pennsylvania Power a Light Co 08/08/31 
MCOONALD^.G Office of Administration & Resources Management, Director (Post 
870413). 11pp. 46950,195 46956 205, 


S. Reportable occurrences, LERs A related correspondence 

6808310142 LER 86 016 Q0.cn 880726, main steam fine dilferontial tamp portion of leak 
detection sys discovered fncorreclfy installed Caused by design deficiency, Task team 
formed to review steam leak detection sys W/B80826 Hr. 

SHAFFER.G.G., BURAM.R G Pennsylvanfa Power A Light Co 88/08/28 6pp, 
46699*1 3 1-4669 9" 136 

0809130039 LER 88-017-00 on 880B07.RWCU Sys Div I Notation occurred when pene- 
tration room high differential tamp trip signal actuated Caused by B80B05 adjustments 
to face diverter blades on Zone I ventilation supply register W/600906 Hr. 

RYDER.T S , BYRAM.RG Pennsylvania Power & Light Co. 8B/09/06 4pp 
46035^342-46835.345 


8800300194 Forwards final SALP Repts 50 307/B6 99 & 50 3BQ/86 99 for Am iqajs 
J an 1988,per 8Q0707 meeting Effective mgt attention & Involvement oriontoS iovS L 
nuclear safety noted ^ 

RlfSSELL.W.T Region 1, Ofc of the Director 80/08/22 KEISER.H W Ponnsvtorui 
Power & Light Co 3pp 46690 259-46690 264. insy 

8009010271 


46748193 

68092701 15 Revised emergency plan implementing procedures, Including Roy 4 to fpjp 
fi cation " W/l 80 9 1 4 °! tf * ccldent c,oseour & Rov 6 10 Eplp 001, "Emergency OaVa. 

TABOR.W,, KEISER.H W Pennsylvania Power & Light Co. 89/09/14 47m 
46970,087 46970 133. y 


6809260292 Informs that mods re fire barrier upgrades, HVAC fan awitches.CT socon 
danas & raceway wrapping completed except as listed 

KEISER.H.W Pennsylvania Power & Light Co 80/09/15 BUTLER, W.R Protector 
lorate j-2 2pp. 46956-147-46956.148 iffciwrw- 


H. General correspondence 

5807190328 Forwards summary A issuo Identification for CRGR Meeting 141 On 1)807 H 
re degrees for senior reactor operators Minutes for CRGR Meeling 48 a Ana!vs*N 
public comments also encl W/o minutes & analysis 

SAKENAS.C A Committee to Review Goneric Requirements, 80/07/08. JOflDANEl 
NRC - No Detailed Affiliation Given 3pp. 46B92 1 16 46092.140 ' 1 

- 0509160253 Comment opposing proposed rules 10CFR50 & 55 /o rulemflhinfl toon 
hance levels of engineering & accident mgt expertise on shift 
KEISER.H W Pennsylvania Power A Light Co 06/09/25 CHILK.SJ, Office oltha 
Secretary of the Commission, 11 pp 46892 141*46892.151 


P. Operating license stage documents & correspondence 


0800120294 Generic Ltr 88-14 to nil holders of OLs or CPs for nuctoar power «mteri 
re tostrumant air supply sys problems affecting safety related equlpmon! Svc li&l wvi 
MIRAGLIA.FJ, Associate Director for Projects (Post 870411) 66/00/08 Consolidate-! 
Edison Co of New York, Jnc. 41 pp 47065,001 47065 006 


8809070356 Confirms 080824 telcon ro granting enforcement discretion ro rotocalioncf 
RWCU room high temp sensor. ' * 

RUSSELL ,W.T Region 1, Ofo ol Ihe Director, 00/08/26 KEISER.H. W Pfinnsvlvarna 
Power & Light Co. 2pp, 46779.172-46770-173, 

6809020269 Advises that 880310 proposed change to FSAR section re availability of 
safety related nitrogen slorago sys for ADS actuation following DBA accopl able based 
on review of analysis A subsequent telcon. 

T HADAN I, M.C- Project Directorate 1-2 88/00/20 KEISER.H W Pennsylvania Power A 
Ught Co, 4pp. 48746-310 46740,313. - 


5009130064 Informs that J Stono assigned as senior project manager of Salem 4 
backup project manager of Susquehanna 

VARGA.SA, Division of Reactor projects - I/ll (Post 070411) 80/00/02 Office of Nu- 
clear Reactor Regulation, Director (Post 070411) 3pp. 46627 007-46027 009 


8009160076 Confirms 880908 site visit to discuss status of const & demolition iitoiA 
other waste handling facilities 

SAXTON, C H, Pennsylvania Power A Light Co 06/09/02 LAMEREAUX.D, Ponnwto 
nfa, Commonwealth of Ip 46046 265*46646 265 


0609140354 Forwards licensee proposed work scope to access degree of sulfuric nod 
contamination resulting from 800607 underground pipe leak 
HANSEU.J.B. Pennsylvania Power & Light Co 68/09/06, GAD1NSK1.R A PmsM 
nlft. Commonwealth of Ip. 46842,236*46042 260. 


-*8809140336 "Proposed Work Program for Sulfuric Acid Spill at Susquofmnna Slown 
Electric Station " 

f Environmental Resources Management, Inc 08/09/06 32pp 46042*237 46942 2M 


Q. Inspection reports, IE Bulletins 4 correspondence 


8809230057 LER Qaotooo.on 8 80902, determined that 16 safety-related: valves In In- 
service testing (1ST) program not included In 1ST program for remote position indicator 
testing Caused by oversight by personnel 1ST procedure revised, W/80091 9 Hr 
WEHRY.R R . BYRAM, R,G Pennsylvania Power A Light Co, 88/09/19. 4pp. 
46942 045 46942 048. 


0BO026O4O6 Forwards Jnsp Repts 60-3Q7/6B-16 & 50 368/08-18 on 080727* 08434 Ek 
presses concern w/util apparent failure 1 0 adequately control activities which Impacted 
operability of safety sys Enforcement conference scheduled for 000909 
KANE.WF. Region 1. Ofc of tho Director, 06/08/10 KEISER.H, W PonnsyfvanJl 
Power & Light Co, 3pp 4Q6S6'O72*46650 081 


V, Operator Examinations 

8609080121 Forwards schedules for NRC operator license exarns through FY92,per Go 
none Ltr 88-13. 

KEISER.H W Pennsylvania Power & Lfght Co 08/09/01 HANNON.J Operator Li- 
censing Branch. 3pp 46789*315 46789 317. 

6809150101 Informs that CH Kaufmann no longer requires reactor operator license at 
plant 

KEISER.H W, Pennsylvania Power & Ughl Co 88/09/09 GALLO, R,M. Region 1, Ofc 
of the Director Ip. 46840,359 46849 350, 


DOCKET 50-300 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

0006260056 Rev 7 to Procedure Ep-fP-044, "Emergency Environ Sampling/ 1 
SHANK.KE, Pennsylvania Power A Light Co. 08/06/28. 2ipp 46653 202-46653.222 


-0800260409 Jnsp Repts 50-387/88*16 & 50*308/68-16 on 880727-0801 ViOiaton 
noted, Major areas Inspected, operability of main steam tunnel differential tomp Jsof* 
(Ion modules 

BLOUGHAR Region 1, Ofc of the Director, 88/08/15 7pp. 46650-075-46850 Ofll 

8606290279 Notification of Licensee Meeting 86-133 on 660909 w/ulil in KIM Of 
Prussla.PA to discuss inoperability of main steam line tunnel differential temp hwri in 
stru mentation. 

SLOUGH, A R Region 1. Ofc of the Director. 08/06/18 Region 1, Ofc of tho DniKlOf 
2pp, 46603.069-46663,070 

0098300123 Discusses violations noted In Insp Repts 50-387/86 21 A 50 308/68-22 w 
response to 861210 Hr Since cable run was atfalght.no cabjo lubricant necessary to 
vio ailon of staled spec occurred.Clted violation will be withdrawn. 

JOHNSTON.W.V Region 1, Ofc of Ihe Director, 08/06/16 KEISER.H.W Poniwyta 
nla Power A Light Co. 2pp 46691:021-46091:022 

0008190195 NRC Info Notice 86 069, "Movable Contact Finger Binding in HFA ftohyt 
Mfg by GE " Svc list encl 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 88/90/1? 
Consolidated Edison Co of New York, Inc 125pp. 46690:054*46690:176. 
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4806300104 Forwards Environ Qualification Enforcement Conference Repla 50-387/0$- 
25 A 50 388/86 28 on 080630 

JOHNSTON ,W V. Region 1, Ofc of the Director 88/08/19 KEISER.HW. Pennsylva- 
nia Power & Light Co. 2pp. 46696 322-46696*345 

“8808300107 Environ Qualification Enforcement Conference Repts 50 387/86*25 & 50* 
380/86-28 on 080630 Major areas discussed concerns about Rockbestos cables for 
high range monitors, Raychem splices & Marathon terminal blocks 
Ol/RRJ Region 1, Ofc of the Director QO/O0/16 22pp 46696 324 46696 345 


800926005$ Monthly operating repts for Aug 1988 for Susquehanna Steam Electric Sta* 
lion Units 1 & 2.W/00O915 itr 


HJRTJ A ' KEISER.H.W Pennsylvania Power A Light Co 89/08/31 
™CDONALO ,W G Office of Admmistralion A Resources Management, Director (Post 
870413) 1 1 pp 46956 195 46956 205 V 


S. Reportable occurrences, LERe & related correspondence 


8800160451 NRC Info Notice 00*068, “Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices.” Svc list end 
ROSSI, CE. Division of Operational Events Assessment (Post 070411) 89/00/22 
Consolidated Edison Co. of New York, Inc 121pp. 46702.311-46703 070 

6808300194 Forwards final SALP Repts 50-307/06 99 & 50 388/86-99 for Aug 19B6 - 
Jan 1908, per 000707 meeting Effective mgt attention & Involvement oriented toward 
nuclear safety noted, 

RUSSELL, WT Region 1, Ofc of the Director. 08/00/22 KEISER.HW Pennsylvania 
Power & Light Co Spp 46690 259-46690 294. 

8808160368 Suppl 1 to NRC Info Notice 80*046, “Licensee Rept of Defective Rofur* 
bished Valves ,r Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411) 88/08/24. 
Consolidated Edison Co. of New York, Inc. 122pp 46713*218-46713 219 

8608230112 NRC fnfo Notice 80 070, “Check Valve Inservlce Testing Program Deficien- 
cies." Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 070411) 00/08/29. 
Consolidated Edison Co. of New York, Inc 123pp 46713,095-46713.217. 

6606260492 NRC Info Notice 88-071, “Possible Environ Effect of Reentry of COSMOS 
1900 4 Request for Collection of Licensee Radioactivity Measurements Attributed to 
Thai Event Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 070411). 00/09/01 
Consolidated Edison Co of New York, Inc. 121pp. 46712.244-46713 004 

8808300018 NRC tnfo Notice 80-072, “Inadequacies in Design of DC Motor-Operated 
Vatves." Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411) 88/00/02, 
Consolidated Edison Co. of Now York, Inc, 122pp 46726 001-46726,123 

8809060127 Forwards response to NRC Bulletin 08 005 

KEISEfl.H.W. Pennsylvania Power & light Co, 80/09/02 RUSSELL.WT Region 1, 
Ofc of Ihe Director. 39pp. 46703.281-46793:319 

8B09 160303 Ack receipt of 880015 Jtr Informing NRC of steps takon to correct violations 
noted in Insp Rept 60 300/80-10 

GALLO.R M. Region 1, Ofc of the Director 80/09/00 KEISER.HW. Pennsylvania 
Power & Light Co 2pp 46085 229-46005 230 

8809190271 Forwards fnsp Repts 60-307/80-13 & 60-380/80-16 on 80OflO1*O4,No vio- 
lations noted. 

BELLAMY.R.R Region 1, Ofc of tho Director 80/09/09 KEISER.H. Pennsylvania 
Power & Light Co. 3pp. 46099.024*46099,032. 


6009230254 LER 80 014 00 on OQOQIiO.RWCU sys Div 2 Isofalion occurred when pene 
Irallon room high trip signal actuated Caused by elevated penetration room differential 
temp Temp Controller TC-27509 adjusted W/00091 9 Itr. 

4604 2^2*4 EM694 J 249^ ' R ^ Penns y |v£m ' a Power & Light Co. 08/09/19 4pp 


V, Operator Examinations 


0609080121 Forwards schedules for NRC operator license exams through FY92,per Ge- 
neric Ltr 80-13 r 

KEISER.HW Pennsylvania Power & Light Co 80/09/01 HANNON, J Operator Li- 
censing Branch 3pp, 46709 315-46709.317. 

8609150181 Informs that CH Kaufmann no longer requires reactor operator license at 
plant 

KEISER.HW. Pennsylvania Power A Light Co 06/09/09 GALLO, R M Region 1, Ofc 
of the Director Ip 46049 359*46649 359. 


DOCKET 50-309 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency * fire protection plans 


8809200364 Change Notice 1 to Rev 10 to radiological emergency planW/ 080915 Itr. 
CONWAY.W F, Florida Power & Light Co 80/07/26 190pp. 46913 060-46913 253. 


9606260518 Forwards Insp Repts 50 335/00-20 & 60*309/80 20 on 060803 Violations 
noted In rept under consideration for escalated enforcement action Enforcement con- 
feronco scheduled for EJG0906. 

GRACE, J N Region 2, Ofc of Iho Director. 06/00/19. CONWAY, W.F Florida Power & 
Light Co, 2pp, 46654 167-46654,169 


--8B08260519 Partially Withheld fnsp Repla 5O-336/0B-2O & 50-389/80 20 on 8BO0O3 
(ref 10CFR2 790 4 73 21) Violations noted Major areas Inspected circumstances sur- 
rounding failure to control access to vital area. 

MASNYK.O M Region 2, Ofc of Iho Director. 60/00/16 Ip. 46664 169*46654 189 

8809130230 Ack receipt of scenario for plant radiological emergency preparedness ex- 
orcise scheduled for 880927.Subml1tal fulfills requirements for annual offsite excer- 
clso. 

COLLINS.DM, Region 2, Ofc of Iho Director 88/08/29. CONWAY.W F Florida Power 
& Light Co Ip 46834,173-46034*173 


—0009190275 Insp Repts 50-387/08-13 & 50 380/00*16 on 0G0B01-04NO violations 
noled.Major areas Inspected NRC open items A ongoing fnplant radiological controls 
MARKLEY.MT, SHANBAKY.M M Region 1, Ofc of tho Director 00/09/00, Qpp, 
46899.027-46099,032. 

8009230001 Forwards Safely Insp Repts 50-307/88-14 A 50-308/00-17 on 800800- 
12, No violations or deviations noted 

BELLAMY.R.R. Region 1, Ofc of the Director 80/09/12 KEISER.HW. Pennsylvania 
Power & light Co 2pp 40945.230 46945,249, 

—8809230002 Safety Insp Repts 50 307/00-14 & 50*308/08-17 on 88OBO0-12 No viola- 
tions or deviations noted.Major areas inspected, liquid & gaseous affluents 
proa rams .Including effluent control instrumentatlon.alr cleaning sys & procedures, 
JANG.J.C, PASCIAK.W J. Region 1, Ofc of the Director. 08/09/08, fopp. 46945.240- 
46945.249. 


8809160013 Confirms 800809 lalcon re 000906 enforcement conference in Atlanta, GA 
to discuss recant security Issue at plant. Proposed meeting agenda end 
GRACE, J N, Region 2, Ofc of Iho Director. 88/03/30 CONWAY.W F. Florida Power & 
Light Co. 2pp. 4690C 352-46908 353 

0009130161 Rgv 0 to Emergency Plan implementing Procedure 1301, "Notification of 
Offsito Emergency Organization “ W/880901 Itr 

CONWAY.W F. Florida Power A Light Co 00/09/01 6pp 46B30.079 46830 086, 

0809190096 Confirms 880906 enforcement conference re In attentiveness of guard 
posted to control access to vital area List of attendees, summary & handout encI.Encfs 
withheld (ref 1 0CFR 2.790 (d) & 1 0C FR73 2 1 ). 

GRACE, J.N. Region 2, Ofc of the Director 0B/C9/Q9, CONWAY.W F. Florida Power & 
Light Co 2pp 48699.1 31 -46899' 132 


0609000339 NRC Info Notice 08 074, “Potentially Inadequate Performance of ECCS in 
PWRa During Recirculation Operation Following LOCA.” Svc Ifst encl 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 80/09/14 
Consolidated Edison Co of New York, Inc 122pp 46024.21 5-46824'336. 

0609210201 EN-88*075.on 0BO919,notlce of proposed imposition of civil penalty In 
amount of $50,000 will be Issued to licensee Action based on violation of equipment 
qualification requirements of 10CFR50 49 

LUEHMAN.J., LIEBERMAN.J Ofc of Enforcement (Post 870413). 00/09/ 14. Ip. 
46920 204-46920:294 

8609120197 NRC Info Notice 80-075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry.’* Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 60/09/16 
Consolidated Edison Co, of New York, Inc. 124pp, 46946:133 46946*262 

8309130350 NRC Info Notice 08 076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control ” Svc list encl, 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 08/09/19 
Consolidated Edison Co. of New York, Inc. 125pp 46946,253-46947 013 


R, Periodic operating reports A related correspondence 

3809090173 ‘'Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis- 
pose! Rept,Jan-June 1988. M W/080831 Itr. 

CARSON.BH,, DOTY.R.L., KEISER.HW. Pennsylvania Power & Light Co. 80/06/30 
RUSS ELL, W.T Region 1, Ofc of the Director. 32pp 46789'229-46709.260. 

8809010075 "NPDES Discharge Monitoring Rept for Jul 1988 ” W/800022 llr 
SAXTON.C.H. Pennsylvania Power & Light Co. 88/07/31 13pp 46743.128* 
48743.140. 


8809190205 Forwards Rev 4 to guard training & qualification plan Rev revises corporate 
security organization A responsibilities Rev withheld (ref 10CFR73 21 & 2 790). 
CONWAY.W F Florida Power & Light Co. 06/09/12. Document Control Branch (Docu- 
ment Control Desk). 2pp 46899*091 -46899 092, 

0009260170 Forwards Insp Repts 50-335/88-16 & 50-369/80-19 on BB0801 05 & notice 
of violation 

COLLINS.D.M, Region 2, Ofc of lha Director. 88/09/14, CONWAY.W F Florida Powar 
& Light Co 2pp. 46986*127-46966 147 

“8609260176 Notice of violation from Insp on 880801 05. Violation noted* licensee failed 
to comply w/survay requirements On B8O0O2, area noted to have contamination had 
not been surveyed since 880707 

COLLINS.D.M Region 2, Ofc of the Director. 88/09/14 2pp 46966*129 46966130 

—8809260181 Insp Repts 50-335/38-19 a 50-309/00-19 on 080B01-05. Violations 
noted Major areas inspected, radiation protection program.lncluding organization 4 mgt 
controls.tralning & qualifications & health physics aspects of Unit 1 outage. 

BASSETT, CH. Region 2, Ofc of the Director. 00/09/00. 17pp. 46966*131-46966.147, 

8809270060 Forwards Rev 17 to physical security plan, Rev withheld (ref 10CFR73 21 A 
2.790(a)(3)). 

CONWAY.W F. Florida Power & Light Co 88/09/21. Document Control Branch (Docu- 
ment Control Desk) 2pp 46971.257-46971:250. 


P. Operating license stage documents A correspondence 

8608120294 Generic Llr 80-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-rofated equIpment.Svc list encl, 
MIRAGLIA.F.J Associate Director for Projecfs (Post 870411) 88/08/08 Consolidated 
Edison Co, of New York, Inc, 41pp. 47065 001-470S5 006, 
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fl-609190271 Forwards Insp Repts 50-387/06*13 & 50 388/08-16 on 060801-04 No vio- 
lation 9 noted 

SELLA MY, R R. Region 1, Ofc of the Director 00/09/09 KEISER, H Pennsylvania 
Power & light Co 3pp. 4689 9 024-46099 032 

-8809190275 Insp Repts 50*387/80 13 & 50 388/88 10 or 8B080V-04NO violations 
noted Major areas inspected NRC open Items 6 origoin o inplant radiological controls 
MARKLEY.MT, SHANBAKY.M M Region 1, Ofc of the Director 80/00/06. 6pp. 
46099 027 46899 032. 

8809230001 Forwards Safety Insp Repts 50-307/80-14 & 50-388/60 17 on 880800 
12,No violations or deviations noted 

BELLAMY, R R Region 1, Ofc of Ihe Director 88/09/12 KEISER, H.W Pennsylvania 
Power & Light Co 2pp 46945 230 46945 249 

-8809230002 Safety Insp Repts 50-387/90-14 & 50-300/08-17 on 600808-12 No viola 
tlons or deviations noted Major areas inspected liquid & gaseous effluents 
progr a m$,mc Aiding elfluanl control inslrumen la lon.air cleaning sys I procedures 
JANG.J.C , FASCIA K.WJ Region 1*Ofc of the Director. 88/59/00, lOpp 46945,240 
46945 249 

8809000339 NRC Info Notice 89 074, "Potentially Inadequate Performance of ECCS In 
PWRa During Recirculation Operation Following LOCA.” Svc Jist end 
ROSSi.CE Division of Operational Events Assessment (Post 87041 1) 86/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824 215 46824,336 


660&300194 Forwards Imal SALP Repts 50-3B7/86 89 & 50 383/88 99 for Am i*SB 
SKH meeting Effective mgt attention 3 Involvomenl «&&££, 


RUSSELL.W.T. Region 1, Ofc of Ihe Director 80/08/22 KEISFHhw j. 
Power & Light Co Spp 46690 259 46690 264 oa/uo '" Kti&fcH.HW P^naytvama 

8869010271 Rev 6 to Emergency Plan Implementing Procedure EP-JP042 "inor.rK a 
Operation Facility 'Chemistry Lab Emergency Preparation " ’ ° ^ * 

WOLFER.J R Pennsylvania Power & Light Co 08/08/29 4pp 46740 196 4674Q. 1&9 

8C ^i 7 ?D 1 5ns Re y ,3e , ( ? p J a i! Implementing procedures, In eluding Rev 4 in ppjp- 

Son R -W0809, iD 4 ;f KaA * Cl0se0ur * Rev 6 10 EPIP ' bo '. ^SwfcSS: 

4697°5»7.d697CM E 33 ,HW Penn3) " vania Powar * Ll 3 tl > Co 88/09/14 Vf* 

0009260292 Informs that mods re fire barrier upgrades,HVAC fan switchosCT bm-jvw 
fKl£/. a , coway Wf6 PP in 3 completed except as listed swiwnqvj 

KEISER ,HW, Pennsylvania Power & Light Co 0B/O9/15, BUTLER, W R Pmlwin.^- 
torate I 2 2pp. 40956 147-46056 140 ,vv rt. rajoa Lkrev- 


H. General correspondence 


8809210201 EN 86 075 on 880919,notlce of proposed imposition of civil penalty In 
amount of $50,000 wifi be issued to licensee Action based on violation of equipment 
qualification requirements of 10CFR5Q49 

LUEHMAN.J, UEBERMAN.J, Ofc of Enforcement (Post 070413), 80/09/14 Id 
49920 294 46920 294 


re degrees lor senior reactor operators Minutes for CRGR Meeting 48 & or 
public comments also end W/o minutes & analysis u or 

lo ^f eviow Genaric Requirements 00/07/08 JORDAN EL 
NRC - No Detailed Affiliation Given. 3pp, 46892,1 16 46892 140 l. 


8809120197 NRC Info Notice 00-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list end 

ROSSf.CE Division ol Operalional Events Assessment (Post 070411) 60/09/16 
Consolidated Edison Co of New York, Inc 124pp. 46946 133-46946 252 

8009130350 NRC Info Notice 60 076, "Recent Discovery of Phenomenon Not Previous 
ly Considered In Design ol Secondary Containment Pressure Control/' Svc list end, 
ROSS I, C E Division of Operalional Events Assessment (Post B70411) 08/09/19. 
Consolidated Edison Co. of New York, Inc 125pp, 40946 253-49947 013, 


R. Periodic operating reports & related correspondence 

0809080173 "Susquehanna Steam Electric Station Semiannual Effluent & Waste Dfs 
posat Rept.Jan Juno 19BB/' W/680831 ttr. 

£ARSON,B H t DOTY.R L, KEISER, H.W. Pennsylvania Power & Light Co. 09/06/30, 
RUSSELL, W.T. Region 1, Ofc of the Director, 32pp 46709 229-46709,260 

8809010075 "NPDES Discharge Monitoring Rept for Jul 1900 M W/68662 2 Hr 
SAXTON, CH, Pennsylvania Power & Light Co, B9/07/31 13pp 46743,128- 
46743 140. 

8 8C9 1402 50 " Model State Info Sys Bacteriological or Turbidity Summary Analysis 
Input. W/880906 Itr 

SAXTON.CH Pennsylvania Power &. Light Co WAQC402 00/00/31, 2pp 
4694 1.053-46B41 "054 

® Um ^1^& 2 vl?/ b£o 91 tnlr ^ AU9 190B ,or Susqu0hannQ Electric Ste* 
HIRlj.A, KEISER, H.W Pennsylvania Power & Light Co. 06/08/31 

876413)^Mp|^ ?6B?6ll&5°j^l5^2cf5 ra " 0n 8 RaS ° Urea8 Wa " a B«men., 0„ec.or (Posi 


S. Reportable occurrences, LERe & related correspondence 

8808310142 LER 88 016 CO on 000726, main sleam lino differential temp portion of leak 
detection sys discovered Incorrectly Installed Caused by design dellefencyTask team 
formed to review stoam leak detection sys.W/080826 Itr, 

46699*1 3 r AM|R ‘ G ‘ Pennsylvania Pow0r & Ll 0 h1 Co - 88W20 6pp 

8809130039 LER 80 Q17 00 on 80OBQ7 h RWCU Sys Div I Isolation occurred when pene- 
tra ion room high differential temp (np signal actuated Caused by 680805 adjustments 
lvart0r blad03 on ZonQ I ventilation supply register W/C0O9OS Itr 

46835 342 S 4603 5 3 A 5 M,R G ’ P8finS ^ lvanra Power * Li 9hl °° 80/09/06, 4pp. 


‘ v f' '« kiwhwwu lu 'e5 luumou a ro ruemakmo lo an- 

BKffilKrtS °V Qn 9' n0erfn 9 & accident mgt expertise on shift 3 10 * n 

P ?* er & u 3"' Co 88/09/25 CHILK.SJ. Office of 17* 
Secretary of the Commission. Ilpp 46992.141-46092 151, 9 


P, Operating license stage documents & correspondence 

8808120294 Generic Ltr 08-14 to all holders of OLs or CPs for nuclear power reactors 
!w« n A^ffe l . a, i 8Up ^ sy n a pfobl0ms fl,fGclm 9 safety-related equipment^ Svc \tl t&t 

«a q /oWconfe 

B SwCiT™p“«r n ,o 9 ™" tina ° n,orcB '" om d,scra "° n ,a ot 

Bam,2G - KEISER ' HW p{n ^ ,rta 

08 wl°L 8 i!,^ dv i^ a ^fa, 800010 prapoMd chan 0 o to FSAR aootior ro avmlaMiiy ol 

S SSSS ^aSS^ tSS^ hta? acUmUon ,ol,owln9 DBA accof,l0bto,)aK < J 

88/08/28 KEISER ' HW - P° nns Vfvarta Power A 

8 “ 9 clL 0 p 6 p?ojecYZ 9 Jgol 0 J | ll^uohan^ 0 ° 9 Banl0 ' p,0| ° Ct man8po, ol Sal<m * 

> S 7 1 D ' vrsl0 , n i ? f R ?® clor Pr °J 0Cts ■ 1/11 ( pos ‘ 070411) 0B/O9/O2 Office of Wu- 
clear Roaclor Regulation, Director (Post 870411). 3pp 46027.007-46827009 

0 T e fvv°a 7 3te C ha n nX B ^ML Sl, ° Via " d ' SCU89 8,8lU3 °' COnS ' & * 

UMEREAUX.0 Pon^a- 

BS ?nil^5ii F0rV/ard i? l!c « ns0B o Propo9Qd work scope to access degree of sulfuric iz*S 
u 0 /iM a Jn n i at .°J? resul1in 0 fr °hi 880007 underground pipe leak 
HANSELL,J,B, Pennsylvania Power & Light Co 80/09/06, GADINSKf R A PMnsvfva- 

nla, Commonwealth of Ip 46842,236 46842*260. ' ^nsyr.a 

’ , E 9 |Qctr?c°Statlon* ?POS0d W ° rk Pf ° 0ram for SuUurlc Acid Spi " at a ^»« s '^ 

4 Environmental Resources Management, Inc. G8/O9/06 32pp 46042 237-4 C842 Kfl 


O. Inspection reports, IE Bullotlns & correspondence 


8009230057 LER 08-01 9 06 on eB0902,delarm[ned that 16 safety related valves In in- 
seivice testing (1ST) program rot included fn 1ST program for remoto position Indicator 
by pe rsonneJ 1ST procedure revfsed,W/680919 Itr 
YRAM.H.G, Pennsylvania Power & Light Co, 68/09/19, 4pp 
4b94 2 045-46942.04B, 


"SSSSSZ h0rw ^ rd ^ insp Repts 50-307/00-15 & 5O3QB/88-10 on 0BO727* 0804 E*- 
orafiMR .hi i-. )ljre (o adequatG |y con(ro | aomios whfch jfT , paM 

.it conference scheduled for 600909 

Power' & Ught {5oT3pp wnoi&^i 80/08/10 KEISER ' HW Pt> “^“ 


V, Operator ExainlnatJons 


0009080 1 21 Forwards schedules for NRC operator license exams through FY92,per ( 
nenc Ltr 8S^i 3, 

KEiSER.H Wr Pennsylvania Power & Light Co, 88/09/01, HANNON, J Operator 
censing Branch 3pp 46789,315-46709*317 H 


08 °lant°^ a ^ lnf0fmS Kaufmann no longer requires reactor operator Ifcense at 

^ E i'k e 5} H ^ p ?hnsyfyanla Power & Light Co, 88/09/09, GALLO, RM Region L Ofo 
of the Director. Ip. 46349,359 46849.359. y ' 


DOCKET 50-386 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F, Security, medical, emergency * fire protection plans 

80 25i 6 M°i?i 6 c Re D 7 t0 P ' 0C , Gd r £P *J P ;?1 4 ' Emergency Environ Sampling “ 
SHANK.KE. Pennsylvania Power & Lfght Co 08/06/26. 21 pp 46653 202-46653 222 


” 8 ^!5 6 ^ 4 P 9 fnsp ^P 13 50-307/08-15 & 50-388/80-18 on 880727-0804. Violation 
lion modules 8 ^ 38 fns P flClod operabmiy of main steam lunnel differential tempnoia 

BLOUGH.AR Heglon 1, Ofc of the Director, 88/00/15 7pp. 46656 075-466M 081 

88 Pm«l«PA MISS 0f Lk 25* aft Meetino 08-133 on 800900 w/ulil in Kim ol 
strum entation d 8 ^operability of main steam line tunnel dilferonllal lomphlgfi kv 

2pM6683*?69 R 4&lo70 fC ° f ^ D/reC ’° n 08/00/18 Re 9 ion 1a 0fc of °«*Ctor 

9 ^^H 3 i? i 2£ l ii a 4^,y^ alion8 1? ted in ,n8 P Re P«s 50-307/86-21 & 50-3 88/062? Vi 
Q C i a o?J^ 10 llr,slrtC0 c ®^( 0 ™ Wfl s straight, no cable lubricant necassajyNo 
l pG< f 0C S ur ^ d Cl i 0d violation wifi be withdrawn 
S e &£ n \ 0fc oi lhe Director, 08/08/18, KEISER, HW Ponnsytva- 
nla Power & Light Co. 2pp 46691.021-46691 -022 

00 M?g b^GE^S^c^st end* 06 ° B ° 69, " Movable Cont « ct Fj h9 e r Binding in HFA Relays 

SSS^ D i v J sl °" 01 Operational Events Assessmenl (Post 070411) 68/06/19. 
Consolidated Edison Co. of New York, Inc. 125pp 46090 054 46690 178, 
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BB08300104 Forwards Environ Qualification Enforcement Conference Repts 50-387/86- 
25 & 50-388/86-28 on 080630 

JOHNSTON.W.V Region 1, Ofc of the Director, 00/08/19 KEISER.H W Pennsylva- 
nia Power & Light Co 2pp 46696 322-46696 345 

-8008300107 Environ Qualification Enforcement Conference Repts 50 387/86 25 4 50 
3&8/Q6-28 on 860630 Major areas discussed 1 concerns about Rockbestos cables for 
high range monitors, Raychem splices & Marathon terminal blocks 
DURR.J Region 1, Ofc of the Director, 08/00/16 22pp, 46606,324-46696 345 


t8 hon^ Unifs 6 /** 2 V&/sSo91 sTSr r0pJs for Au ° 1960 f0r Sust l u0h8nna Steam Electric Sta- 

tJEW *•, „B S 5!i H - W ', 'p^wwylvar^a __ Power & Light Co 80/08/31 

CSS Mana9emenl ' Dlreclor ' pos ' 


S. Reportable occurrences, LERs & related correspondence 


8900160461 NRC Info Notice 88 008, “Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svo list end 
ROSSLG.fc. Division of Operational Evonts Assessment (Post 870411), 8O/O0/22 
Consolidated Edison Co. of New York, Inc 121pp. 46702,31 1-46703 070 

8808300194 Foiwards final SALP Repts 60 307/86 99 & 50-388/86*99 for Aug 1909 - 
Jan 16B0,per 880707 meeling.Effeclive mgt attention & Involvement oriented toward 
nuclear safety noted 

RUSSELL, W.T. Region 1, Ofc of the Director. 08/08/22. KEISER.HW, Pennsylvania 
Power & Light Co 3pp 46690.269 46690,264. 

6808180368 Suppl 1 to NRC Info Notice 80 048, “Licensee Rept of Defeclive Refur- 
bished Valves Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 80/08/24 
Consolidated Edison Co. of New York, (nc. 122pp 46713*218-46713,219, 

8808230112 NRC Info Notice 88-070, “Check Valve Inservice Testing Program Doficlon 
dea Svo list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 80/00/29 
Consolidated Edison Co of New York, Inc 123pp. 46713 096-46713 217. 

8006260492 NRC fnfo Notice 08 071, “Possible Environ Effect of Reentry of COSMOS 
1900 4 Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svo list end. 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411) 00/09/01. 
Consolidated Edison Co of New York, Inc. 121pp 46712-244-46713-004. 

6608300018 NRC Info Notice 08 072, “Inadequacies in Design Of DC Motor-Operated 
Valves." Svc (1st end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726,001-46726.123 

8809080127 Forwards response to NRC Bulletin 08*005, 

KEISER.HW. Pennsylvania Power & Light Co 00/09/02, RUSSELL, W.T Region 1, 
Ofc of the Director, 39pp 46703,28 1 -46703.31 9. 

8609180303 Ack receipt of 800815 Ur Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-388/88-10. 

GALLO, R.M. Region 1, Ofo of the Director. 88/00/00 KEISER.HW Pennsylvania 
Power & Light Co 2pp 46885 1 229-468Q6 1 230 

6809100271 Forwards Insp Repts 60-307/8G-13 & 60-38Q/0B-16 on 000001-04, No vlo 
latfons noted. 

BELLAMY.RR Region 1, Ofo of the Dlreclor. 88/09/09 KEISER.H, Pennsylvania 
Power & Light Co. 3pp. 46899,024-46899,032, 


uuT'v owoiy.nw^u sys uw z isolation occurred when pone 
tration room high trip signal actuatod.Caused by elevated penetration room differential 
temp Temp Controller TC-27689 adjusted W/8C0919 Itr 

?OT4i5J^46942S49^ ,R,Q PannSylVanla Pow0f & Llgm Co M/09/19 4pp 


V, Operator Examinations 


i r uiwuu* 5U1UUUI03 «jr INnU Operator 


Hvui lev 




mi uruyu 


* I 


nerio Ltr 88-13. 

KEISER.H, W Pennsylvania Power & Light Co 08/09/01 HANNON, J Operator Li- 
censing Branch. 3pp 46789.315-46709,317 H 


0809150101 Informs that CH Kaufmann no longer requires reactor operator license at 
pfanl, 

KEISER.H.W, Pennsylvania Power & Light Co. 00/09/09 GALLO, R,M, Region 1, Ofc 
of the Director, Ip, 46040359-40849,359 U 


DOCKET 50-389 ST, LUCIE PLANT, UNIT 2 


F, Security, medical, emergency 4 fire protection plans 


88 S??i.?.??A 5 J,E h r- ar ]9, 0 tt otfcQ 1 t0 10 10 radiological emergency plan W/ 880915 Itr. 
CONWAY.W F. Florida Power & Light Co, 88/07/28 1 90pp. 46913 060 46913 253, 


8808260510 Forwards Insp Repts 60 335/08-20 & 60-389/88-20 on 880803 Violations 
noted in rept undor consideration for escalated enforcement action Enforcement con- 
ference scheduled for 800906, 

GRACE, J.N. Region 2, Ofc of the Director. 08/00/19. CONWAY, W.F. Florida Power & 
Light Co. 2pp 46654.167-46654.169. 


-8808260519 Partially Withhold Insp Ropts 50-335/00-20 & 50 389/08-20 on 800003 
(ref 10CFR2 790 & 73.21 ^Violations noted Major areas Inspocled circumstances sur- 
rounding failure to control access to vital area, 

MASNYk.O.M, Region 2, Ofc of the Director. 08/08/16. Ip, 46654,169 46664:169, 

6609130238 Ack receipt of scenario for plant radiological emergency preparedness ex- 
ercise scheduled for 800927. Submittal fulfills requirements for annual offsite excor- 
clse 


COLLINS, D.M. Region 2, Ofc of the Director 80/08/20 CONWAY.W F. Florida Power 
& Light Co Ip 40834,173 40034:173. 


—8009190276 fnsp Repts 50-387/00-13 & 50-380/80-10 on 860801-04 No violations 
noted.Major areas fnspecled:NRC open items & ongoing Inplant radiological controls 
MARK LEY, M.T., SHANBAKY.M M. Region 1, Ofo of the Director, 80/09/08, 0pp, 
46899.027-46899.032, 

8808230001 Forwards Safety Insp Repts 50-387/80-14 & 50-308/88-17 on 800800- 
12.No violations or deviations noted, 

0ELLAMY.R.R. Region 1, Ofc of the Director, 08/00/12, KEISER.H.W. Pennsylvania 
Power & Light Co 2pp. 46945-230-46945*249. 

-0809230002 Safely Insp Repts 50 387/88-14 & 60-388/88-17 on 800008-12, No viola 
tlons or deviations noted.MaJor areas Inspected: liquid 8 gaseous oftluents 
programs, Including effluent control Instrumentation, air cleaning sys & procedures. 
JANG.JC , PASCIAK,W J. Region 1, Ofc of the Director. 08/09/08 10pp. 46045‘24O- 
46945*249. 

8BC9080339 NRC Info Notice 08 074, "Potentially Inadequate Performance of ECCS in 
PWRs DunngRecirculallon Operation Following LOCA " Svc list one), 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/14, 
Consolidated Edison Co. of New York, Inc, 1 22pp. 46824'21 6-46024:336, 

6609210291 EN 00-O75*on 880919,notlce of proposed imposition of civil penally in 
amount of $50,000 will be issued to licensee. Action based on violation of equipment 
qualification requirements of 1GCFR50 49 

LUEHMAN.J., llEBERMAN.J. Ofc of Enforcement (Post 870413). 88/09/14, Ip, 
46920,294-46920.294. 

6609 120 1 97 NRC Info Notice 80-075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry “ Svc list encl 

ROSSI, C,E Division of Operational Events Assessment (Post B70411). 88/00/16, 
Consolidated Edison Co. of New York, Ino 124pp 46946:133 46946.252 

8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control," Svc list encl 
ROSSI, C.E Division of Operational Events Assessment (Post 870411), 80/09/19 
Consolidated Edison Co. of New York, Inc, 125pp 46946:253-46947:013 


R. ParlodJc operating reports & related correspondence 

8609060173 “Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis- 
posal RepLJan-June 1980 “ W/880B31 Itr. 

CARSON.B.H,, DOTY.R.L , KEISER.H W. Pennsylvania Power & Light Co. 88/06/30 
RUSSELL.W.T, Region 1, Ofc of the Director. 32pp, 46709-229-46709-260, 

6809610075 "NPDES Discharge Monitoring Rept for Jul 1988 “ W/800822 Itr 
SAXTON ,C.H. Pennsylvania Power & Light Co, 88/07/31. 13pp 46743:128- 
46743.140. 


6009160013 Confirms 860809 telcon re 880906 enforcement conference in Atlanta, GA 
to discuss recent security Issue at plant, Proposed meellng agenda encl, 

GRACE, J.N. Region 2 , Ofc of the Director 88/00/30. CONWAY.W, F. Florida Power & 
Light Co. 2pp 46900,352-46900,353 

0009130161 Rev 0 to Emergency Plan Implementing Procedure 1301, “Notification of 
Offsite Emergency Organization," W/880901 Hr. 

CON WAY, W.F, Florida Power & Light Co. 89/09/01, 8pp 46830 079-46030.086 

8909190096 Confirms 880906 enforcement conference re Inaltentiveness of guard 
posted to control access to vital aroa.Ust of atten do as, summary & handout enct.EncIs 
withheld (ref 1 0CFR2 790(d) 8 1 0CFR73 21). 

GRACE.J N Region 2, Ofc of the Director, 88/09/09 CONWAY.W F Florida Power & 
Light Co. 2pp, 46099:131-46099.132, 

0809190205 Forwards Rev 4 to guard training & qualification plan, Rev revises corporate 
security organization & responsibilities Rev withheld (ref 10CFR73.21 & 2 790) 
CONWAY, W.F. Florida Power & Light Co. 88/09/12 Document Control Branch (Docu- 
ment Control Desk) 2pp, 48899 091-46699 092 

8809260170 Forwards Insp Repts 50-335/00-19 & 50-389/88-10 on 060801 05 & notice 
of violation 

COLLINS.D.M Region 2, Ofo of the Director 80/09/14 CONWAY.W F Florida Power 
& Light Co, 2pp 40906-127-46966:147. 

-0009260176 Notice of violation from Insp on 880801 -OS.Vlolatlon noted- licensee failed 
to comply w/survey requirements On 880802, area noted to have contamination had 
not been surveyed since 800707. 

COLLINS.D.M, Region 2, Ofc of the Director. 80/09/14 2pp 46966*129 46966,130. 

-8809260101 Insp Repts 50-335/00-19 & 60-389/08-19 on 880B01-05, Violations 
noted Major areas Inspected radiation protection programjncluding organization 8 mgt 
controls.tralnlng & qualifications & health physics aspects of Unit 1 outage. 
BASSETT.C.H. Region 2, Ofc of the Director, 00/09/08. 17pp. 46966*131*46966.147. 

8809270060 Forwards Rev 17 to physical security plan.Rev withheld (ref 10CFR73.21 & 
2 790(a)(3)). 

CONWAY.W, F. Florida Power & Light Co 88/09/21. Document Control Branch (Docu- 
ment Control Desk). 2pp, 46971.257-46971:258. 


P, Operating license stage documents & correspondence 

0006120294 Generic Ltr 88 14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGLIA.F J. Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co of New York, Inc 41 pp 47005:001-47065-006. 
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8809140271 Forwards Insp Repls 50 387/68-13 S 50-388/88-16 on 888001-04 No vlo- 
la lions no led 

BELLAMY.H.Ft Region 1, Ofc of the Ol/ector 38/09/09 KEISEH.H. Pennsylvania 
Power & Light Co 3pp 46899 024 46B99032 

-B809190275 fnsp Repts 50-387/88-13 & 50 388/88-16 on 600601-04 Mo violations 
noted Major areas inspected NRC open items & ongoing inplant radiological controls 
MARK LEY, M T , SHANBAKY.MM Region 1, Ofc of the Dsrector 68/03/08. 6pp 
46899 027 46399 032 

3309230001 Forwards Safety Insp Repls 50 387/33 14 A 50 333/33- 1 7 on 000800* 
12 No vioialions or deviations noted 

BELLAMY, R R Region 1, Ofc of the Director 88/09/12, KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 46945236 4694 5 249 

-0809230002 Safety fnsp Repls 50 367/88 14 & 50 388/88-17 on 800806-12 No viola- 
tions or deviations noted Major areas inspected liquid A aaseoua effluents 
programs, Incf tiding effluent control Inslrumentation.air cleaning sys A procedures 
JANG.JG. PASdAK,W J Region 1, Ofc of the Director, 80/09/08. lOpp 46945*240 
46945 249 

8809080339 NRG Info Notice 68 074, "Potentially Inadequate Performance of EGGS in 
PWRs During Recirculation Operation Following LOCA 1 ’ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 36/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824.215 46824 336, 

8009210201 EN-B8 075 on 6809 19,n oil ce of proposed Imposition of Civil penally in 
amount of $50,000 will be Issued to licensee Action based on violation of equlpmont 
qualification requirements of 10CFR50 4S 

LUEHMAN.J , LIE8ERMAN.J Ofc of Enforcement (Post 370413) 83/09/14 Ip, 
46920 294-46920 294. 

6609120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuilry" Svc list end 

ROSSj.C.E, Division of Operational Events Assessment (Post 870411) 83/09/16 
Consolidated Edison Co of New York, Inc, 124pp 46946 133 46945 262. 

8B09 130350 NRC Info Notice 33 078, "Recent Discovery of Phenomenon Not Previous 
ly Considered in Design of Secondary Cent ammenl Pressure Control " Svc list end, 
ROSSLGE Division of Operational Events Assessment {Post 370411) B8/09/19 
Consolidated Edison Co of New York, Inc 125pp. 46946 253 46947,019. 


R. Periodic operating reporle A related correspondence 

0009080173 ‘‘Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis- 
posal Rept. Jan June 1988." W/8 00631 Hr. 

CARSOM.BH, DOTY, FI L , KEISER.HW Pennsylvania Power A Light Co, 60/06/30. 
RUSSELL, W.T. Region 1. Ofc of the Director. 32p p- 46769,229 46789,200, 

300901007$ "NPDES Discharge Monitoring Rept for Jul 1906 " W/880322 Hr 
SAXTON ,C H. Pennsylvania Power & Light Co, 08/07/31, 13pp 46743:126- 
46743.140. 

3909140258 "Model State Info Sys Bacteriological or Turbidity Summary Analysis 
Input.” W/800906 Ur, 

SAXTON ,C H, Pennsylvania Power & Light Co. WAQC4Q2 0B/OB/31, 2pp 
46841 053-46641 054. 

A 009260056 Monthly operating repts for Aug i960 for Susquehanna Steam Electric Sta- 
tion Units 1 & 2 Yv/Bfl0915 ftr 

HlftTJ A , KEISER.HW Pennsylvania Power & Light Co 30/03/31, 
MCDONALD.WG Office of Administration & Resources Management, Director (Post 
870413). 11 pp 46956 195-46956,205 


S, Reportable occurrences, LERs & related correspondence 

6608310142 LER 88-01 6-OO.on Cfl0726,m&ln steam line diflerentpal temp porlion of teak 
detection sys discovered IncormcISv Installed Caused by design deficiency Task team 
formed lo review steam (oak detection sys,W/88O028 ftr- 

SHAFFEfl.G.G , BURAM.R.G. Pennsylvania Power & Light Co. BB/00/26. 6pp 
46690.131-46699: 1 36 

8009130939 LER 06-017-OO on O0O8O7,RWCU Sys Div I isolation occurred when pene 
tratfon room high differential temp trip signal actuated Caused by 380005 adjustments 
to face diverter blades on Zone I ventilation supply register. W/800906 ftr 
RYDER ,T,S , BYRAM.R.G, Pennsylvania Power s Light Co. 83/09/08 4pp, 
46835,342-46035 345 


8808300194 Forwards final SALP Repts 50-387/86-99 & 50 388/86*99 for Aua 1966 - 
Jan 1998, per 839707 meetmg.Effective mgt attenfion & involvement oriented toward 
nuclear safety noted, w 

RUSSELL, WT Region 1, Ofc of fhe Director 86/08/22 KEISERH.W Ponns-vNanJ 
Power & Light Co 3pp 46690-259 46690 264 rennsyrvan j 

6309010271 Rev 6 to Emergency Plan Implementing procedure EP-JP042 'In plant A 
Emergency Operation Facility Chemistry Lab Emergency Preparation ” 

WOLFER.JR. Pennsylvania Power & Light Co 08/08/29 4pp 46740 190 4674*199 


8809270115 Revised emergency plan implementing procedures, In eluding flov 4 loF PIP- 
03 6, "Reconstruction & Accident Closeouf A Rev 6 to EPIP 001. "£^01001™ rati- 
fication." W/6Q0914 Itr a ^ uasw 


TABOR.W., KEISER.HW Pennsylvania Power & Light Co 88/09/14 i fra- 
il 6970 087-46970 133. 


8809260292 Informs that mods re fire barrier upgrades, HVAC fan switches CT secon- 
daries & raceway wrapping completed except as fisted 

KEISER.H.W Pennsylvania Power & Light Co 88/09/15 BUTLER.W.R Pmlflcirvoc- 
torale 1-2 2pp. 46956:147-46956,148 


H. General correspondence 

8307190323 Forwards summary A issue Idonllflcallon for CRGR Meeting HI on 8897 M 
r« degrees for senior reactor operators Minutes for CRGR Meeting 40 & anarrsis cf 
public comments also end W/o minutes & analysis 

SAKENAS.C A Committee to Review Generic Requirements 00/07/08 JORDAN EL 
NRC * No Detailed Affiliation Given 3pp. 46892 116 46892 140 

-8809160253 Comment opposing proposed rulos 10CFR50 & 55 re rutemakmo |q en- 
hance levels of engineering & accident mgt expertise on shift 
KEISER.HW, Pennsylvania Power & Light Co 86/09/25 CHILK.SJ Office ol the 
Secretary of tho Commission. 1 1pp 46B92.141 46092-151 


P. Operating [feense stage documents & correspondence 


0308120294 Generic Llr 88-14 to all holders of OLs or CPs for nuclear power roacturs 
Q] [ su PP | y s * a P reblQms affecting safety-related oqulpmenlSvc tetencl 
MIRAGUA.FJ, Associate Director for Protects (P09I 670411). G6/0B/O0. Ccnselids^ 
Edison Co of New York, Inc. 41pp 47065,001 47005 000, 


0009070366 Confirms 080824 telcon re granting onforcement discretion ro rolocfttorntf 
RWCU room high temp sensor 

RUSS ELL, W.T Region 1, Ofc of tho Director 80/00/20, KEISER.HW, Ponnsvlwfci 
Power A Light Co. 2pp, 46770-172 46779 1 73, 7 


0609020269 Advises that 860310 proposed change to FSAR section ro availably ol 
safety-related nitrogen storage sys ter ADS actuation following DBA acceptable baw-d 
on review ol analysis & subsequent telco n 

THADANI.M.C Protect Directorate I 2 86/08/29 KEISER.H W. Pennsylvania Powor A 
Light Co. 4pp. 46746:310*46746.313 


8309 13 0064 Informs that J Stone assignor! as sonior project manpgor of Salem. A 
backup project manager of Susquehanna. 

VARGA, S, A. Division of Reactor Projects • I/ll (Posl 870411) 88/09/02 Office cf Nu- 
clear Reactor Regulation, Director (Post 070411). 3pp 46627.007-46027:000 


0609160076 Confirms 000908 site visit to discuss status of con9t & demolition MPl A 
other waste handling facilities 

SAXTON.CH, Pennsylvania Power & Light Co 80/09/02. LAMEREAUX.D Ponnsyt.a- 
nia, Commonwealth of. Ip, 46846 265 46846 265. 


8009140354 Forwards licensee proposed work scope to access degree of sulhtec acte 
contamination resulting from 860807 underground pipe (oak 
HANSELL.J a. Pennsylvania Power & Light Co 08/09/06. GADINSKI.R A Pom syVJ- 
nia, Commonwealth of Ip. 46642.236 46842-268. 


••8806140333 "Proposed Work Program for Sulfuric Acid Spill at Susquehanna Steam. 
Electric Station " 

‘ Environmental Resources Management, Inc 86/09/00 32pp 46042 23 7 4 6042 268 


Q. Inspection reports, IE Bullotlns 4 correspondence 


3809230057 LER 0B-O19-QO on aaoat^detemnTned lhal 16 safety* related valves in In- 
service testing (1ST) program not included in 1ST program for remote position indicator 
testma.Caused by oversight by porsooneUST procedure rovIsod.W/680919 Itr. 
WEHRY.RR, BYPAM.R G Pennsylvania Power & LS&hl Co 38/09/19. 4pp 
46942045 46042040 


0003260400 Forwards Insp Repts 50-387/06-16 & 50*388/08-18 on 380727* 0804 Ex- 
presses concern w/utll apparent failure to adequately control activities which impacted 
operability of safety sys Enforcement conference scheduled for 880309 
KANE,W F, Region 1, Ofo of the Director. 00/08/10 KEISER.HW Ponnsytvarw 
Power A Light Co. 3pp, 46656-072-46656.001 


V, Operator Examinations 

8099080121 Forwards schedules for NRC operator license exams through FY92,par Ge- 
neric Ltr 60-13, 

KEISER.H.W. Pennsylvania Power & Light Co 80/09/01, HANNON.J. Operator Li- 
censing Branch. 3pp. 46709 315*46789*317. 

BflOQ 150 181 Informs that CH Kaufmann no longer requires raaclor operator license al 

plant 

KEISER.HW. Pennsylvania Power A Light Co. 88/09/09, GALLO.R M. Region 1, Ofc 
of the Direclor Ip. 46849,359-46849.359. 
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F* Security, medical, emergency & fire protection plana 

88OB26C056 Rev 7 to Procedure EP-IP044, "Emergency Environ Sampling," 
SHANK.KE. Pennsylvania Power & Light Co 68/06/28 2Vpp. 46653-20246653*222 


-3908260409 Insp Repts 50-387/88-15 & 50 383/80-16 on 080727 0804, Violate* 
noted Major areas fnspected.operabillty of main steam tunnel differential temp isota 
lion modules, 

B LOUGH, A R. Region 1, Ofc of the Director. 06/03/15 7pp. 40656 075 46656 Oft I 

0008290279 Notification of Licensee Meeting 80-133 on 880909 w/ulil In tena ol 
Prussia, PA to discuss Inoperability of main steam lino tunnel differential temp hign in- 
strumentation 

BLOUGHAR. Region 1, Ofc of the Direclor, 08/08/18 Region 1, Ofc of Iho Dmt&r 
2pp. 46683-069 46663:070, 

880B300123 Discusses violations noted In Insp Repls 60 307/86 21 & 50 300/86*22* 
response to 861210 Itr Since cable run was siralght.no cable lubricant necessary ffa 
violation of staled spec occurred Cited violation will be withdrawn. 

JOHNSTON, W.V. Region 1, Ofc of the Director. 88/08/18. KEISER.HW. Penmyte 
nla Power & Light Co. 2pp 46691.021-46691-022. 

0800190195 NRC Info Notice 00*069, "Movable Contact FJnger Binding fn UFA Ratoyi 
Mfg by GE." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 80/O9/I9 1 
Consolidated Edison Co of New York, Inc, 125pp 46690 054-46690.178. 



DOCKETED ITEMS 155 


8608300104 Forwards Environ Qualification Enforcement Conference Repts 50 387/06 
25 £ 50*380/86 28 on 880630 

JOHNSTON, W V Region 1, Ofc of the Director 88/08/19 KEISER.H W Pennsylva 
nia Power & Light Co 2pp 46696.322*46696'345 

-8808300107 Environ Qualification Enforcement Conference Repts 50*367/86 25 <& 50 
383/86 28 on 880630 Major areas discussed* concerns about Rockbestos cables for 
hfgh range monitors, Raycham splices & Marathon terminal blocks 
DURR.J Region 1, Ole of the Director. 08/00/16 22pp. 46696.324*46696 345 


a6 tion Uni^/s? 2 1 v!?/0^0gl5 n |?/ Opl9 AU9 1960 ,Dr Sust l uehanna steam Electric Sta- 

HJRTjJA, KEISER.H.W Pennsylvania Power & Light Co 88/08/31 
87o“Mfw^S6'?l5 O 40Mr2O5: abOn & RSS0,JrC08 


S. Reportable occurrences, LERb & related correspondence 


8808160451 NRC Info Notice 88 080, "Selpoint Testing of Pressunzer Safety ValvQ9 W/ 
Filled Loop Seals Using Hydraulic Assist Devices,” Svc lisl enc) 

ROSSI, CE Division of Operational Events Assessment {[Post 870411) 88/08/22 
Consolidated Edison Co. of New York, Inc 121pp. 46702,31 1*46703 070 

8608300194 Forwards final SALP Repts 50-387/86*99 & 50-308/86*09 for Aug 19B6 • 
Jan 1988, per 880707 meeting Effective mgt attention & Involvemont oriented toward 
nuclear safety noted, 

RUSSELL, WT Region 1, Ofc of the Director. 08/08/22. KEISER.HW Pennsylvania 
Power & Light Co 3pp 46690.259*46690 264 

8806180368 Suppl 1 to NRC Info Notice 80 048, "Llcenseo Rept of Dalectivo Refur- 
bished Valves Svc list end 

ROSSI, C.E Division of Operational Evonts Assessment (Post 87041 1). 00/08/24 
Consolidated Edison Co. of New York, fnc. 122pp 46713 210 46713,219. 

68QB2301 12 NRC Info Notice 80*070, "Check Valve Inservice Testing Program Oeficfon 
cles," Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/08/29 
Consolidated Edison Co. of New York, Inc 123pp. 46713 095*46713 217 

6808260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
Thai Event. Svc list end 

ROSSI t CE Division of Operational Events Assessment (Post 870411), 88/09/01, 
Consolidated Edison Co. of New York, Inc. 121 pp 46712 244-46713 004. 

0608300018 NRC Into Notice 08 072, "Inadequacies In Design Of DC Motor-Opo rated 
Valves." Svc list end 

ROSSI, CE. Division ol Operational Evenls Assessment (Post 870411). 68/00/02 
Consolidated Edison Co of New York, Inc. 122pp. 46726,001 40726 123, 

8809080127 Forwards response to NRC Bulletin 00*005. 

KEISER.HW. Pennsylvania Power & Light Co, 80/00/02. RUSSELL, WT Region 1, 
Ofc Of the Director. 39pp 46793201 *46793.3 19. 

8609160303 Ack receipt of 000816 Hr Informing NRC of steps takon to corrocl violations 
noted In Insp Rept 60-388/08-10 

GALLO.R.M. Region 1. Ofc of tho Director. 88/09/08. KEISER.HW Pennsylvania 
Power & Light Co 2pp 46006-220 46005 230 

0609190271 Forwards Insp Repts 60-307/00-13 & 60-308/08 15 on 80080 l*04.No vio- 
lations noted 

BELLAMY.RR Region 1, Ofc of the Director 00/09/09 KEISER.H, Pennsylvania 
Power & Light Co. 3pp. 46099.024-46B09.032. 


0809230254 LER 88-014-00 on 88081 9, RWCU 9ys Div 2 isolation occurred when pero- 
ration room high tr p signal actuated, Caused by elevated penetration room differential 
temp.Temp Controller TC-2750D adjusted W/800919 Hr 

46942^46® 6042; 249^ G ' Penns * lvanfa Power & Ll 9 ht Co 88/09/19 4pp. 


t AamiHtuiui iu 


8809060121 Forwards schedules for NRC operator license exams through FY92,per Go 
nerlc Ltr 00*13* 

KEISER.H, W Pennsylvania Power & Light Co 00/09/01 HANNONJ Operator Li- 
censing Branch, 3pp 46709 316 46709 017 p 

9609150181 Informs that CH Kaufmann no longer requires reactor operalor license at 
plant, 

KEISER.H.W Pennsylvania Power & tight Co. 08/09/09 GALLO.R.M. Region 1, Ofc 
of tho Director Ip. 46840 369-46849 359 y 
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F. Security, medical, emergency ft fire protection plans 


fl8 S??.?,?i 3 J , 5 wiSt ar ]9, Q N° tlco 1 to Rev 18 to radiological emergency plan.W/ 880915 ltr. 
CONWAY.W.F, Florida Power & Light Co 80/07/20 190pp 46913,060 46913,253 


8800260518 Forwards Insp Repts 50-335/88 20 & 60 309/88-20 on 880803, Violations 
noted In rept undor consideration for escalated enforcement action Enforcement con- 
ference scheduled for 000906. 

GRACE, J.N Roglon 2, Ofc of the Director. GB/08/19 CON WAY, WF Florida Power & 
Light Co 2pp. 46654:197-46654.169. 


-8808260519 Partially Withhold insp Ropts 50 335/00-20 & 50-389/00-20 on BBQ803 
(ref 1GCFR2 7G0 & 73,21) Violations noted Major areas Inspected circumstances sur- 
rounding failure to control access to vital area. 

MASNYKO.M Region 2, Ofc of tho Director. 88/00/16, Ip 46654.169-46654.169. 


8809130230 AcK receipt of scenario for plant radiological emergency preparedness ox* 
orclso scheduled for 8B0927.$ubmltlol fulfills requirements for annual offsite excor* 
else 

COLLINS, D M. Region 2, Ofc of Ihe Director, 80/08/29 CONWAY.W F. Florida Power 
& Light Co ip. 46834:1 73 46834 173. 


—8009190275 Insp Repts 50 307/00-13 & 60-300/80-10 on 800801-04 No violations 
notod.Major areas Inspected’NRC open Items & ongoing inplant radiological controls 
MARKLEY.M.T, SHANBAKY.M M Region 1, Ofc of (he Director, 08/09/08. 6pp, 
46099.027-46099 032 

8809238001 Forwards Safety Insp Repts 50-307/80-14 & 50-300/00-17 on 000600 
12 No violations or deviations noted. 

BELLAMY, R.R Roglon 1, Ofc of tho Director 88/09/12. KEISER.H.W. Pennsylvania 
Power & Light Co 2pp. 46945'238-46945'249 

-8809230002 Safely Insp Repts 60-387/88-14 & 60 380/B8-17 on 880800-12, No viola- 
tions or deviations noted.Major areas Inspected: liquid & gaseous offluonls 
prog rams, Including effluent control Instrumentation, air cleaning sys 4 procedures, 
JANG.JC , PASCIAK.W.J. Region 1. Ofc of the Director 80/09/00, fOpp 46045:240- 
46945,249, 


8809160013 Confirms 080009 tolcon ra 880906 enforcement conference in Atlanta GA 
to disc usb recont security Issue at plant. Proposed meeting agenda end, 

GRACE, J.N, Region 2. Ofc of the Director 60/08/30. CONWAY.W.F Florida Power & 
Ugh! Co 2pp 46900,362 46908 1 353 

8809130181 Rev 0 to Emergency PJan Implementing Procedure 1301, "Notification of 
Offsite Emergency Organization," W/800901 ltr. 

CONWAY, W F. Florida Power & Light Co 60/09/01, 8pp 40030,079 46830 086 

6 B09 190096 Confirms 080906 enforcement conference re jnattentiveness ol guard 
poatod to control access to vllal aroa.Lfst of attendees, summary & handout end Ends 
withheld (ref 1 0CFR2.790(d) & 1 0CFR 73 2 1 ). 

GRACE.J N, Region 2, Ofo of tho Director. 88/09/00. CONWAY.W.F, Florida Power & 
Light Co. 2pp. 46899 1 1 3 1 -46B89: 1 32 


8609060339 NRC Into Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/09/14, 
Consolidated Edison Co of New York, Inc, 122pp. 46024*216-46824 336, 

8609210201 EN-88 076 on 880919, notice of proposed imposition of civil penally In 
amount of $50,000 will be issued to licensee. Action based on violation of equipment 
qualification requirements of 10CFR50.49 

LUEHMAN.J , llEBERMAN.J Ofc of Enforcement (Post 870413). 88/09/14, Ip. 
46920 294 46920.294. 

6609120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Oulput Circuit 
Breakers by Anti-Pump Circuitry " Svc list end, 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 68/09/16 
Consolidated Edison Co, of New York, Inc 124pp 46946*1 33-46946:252. 

8809130350 NRC Info Notice 08-070, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control" Svc list end 
ROSSI, C.E Division of Operational Events Assessment (Post 870411). 00/09/19 
Consolidated Edison Co of New York, Inc. 1 25pp 4B946, 253-46947:01 3. 


R. Periodic operating reports & related correspondence 

6809080173 "Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis- 
posal Rept,Jan-June 1988." W/880831 ltr. 

CARSON.B.K, DOTY.RL, KEISER.H.W. Pennsylvania Power & Light Co 88/06/30. 
RUSSELL.W T. Region 1, Ofo of the Director. 32pp. 46789*229 46780:260. 

8809010075 "NPDES Discharge Monitoring Rept for Jul 1980," W/880822 ltr 
SAXTON.C.H. Pennsylvania Power & Light Co 80/07/31. 13pp 46743:126- 
46743-140 


8809190205 Forwards Rev 4 to guard training & qualification plan, Rev revises corporate 
security organization & responsibilities Rev withheld (ref 10CFR73.21 & 2 760), 
CONWAY.W.F. Florida Power & Light Co 08/09/12. Document Control Branch (Docu- 
ment Control Desk). 2pp, 46899 091-46899 092. 

8809260170 Forwards Insp Repls 50-335/88-19 & 60 389/88-19 on 060801 05 & notice 
of violation 

COLLINS.D.M Region 2, Ofc of the Director. 88/09/14 CON WAY, W F Florida Power 
& Light Co 2pp 46966:127-46966-147. 

-8009260176 Notice of violation from Insp on 86080t-05.Vlo1ailon noted licensee failed 
to comply w/survay requirements On 880602, area noted to have contamination had 
not boon surveyed since 080707. 

COLLINS, DM, Region 2, Ofc ol the Director. 88/09/14 2pp. 46966:129 46966.130. 

-0009260101 Insp Repts 50-335/08-19 & 50-309/88-19 on 060801-05. Violations 
noted Major areas Inspected radiation protection prog ram, Including organization & mgt 
controls.training & qualifications & health physics aspects of Unit 1 outage. 

BASSETT, C.H. Region 2, ore of the Director. 88/09/08, 17pp. 48960:131-46966 147, 

8609270060 Forwards Rev 17 to physical security plan Rev withheld (ref 10CFR73.21 & 
2 790(a)(3)) 

CONWAY.W.F. Florida Power & Light Co, 08/09/21 Document Control Branch (Docu- 
ment Control Desk). 2pp. 46971 *267-46971 1 258 


P. Operating license stage documents & correspondence 

0808120294 Generic Ltr 88*14 to all holders ef OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGLIA.F J. Associate Director tor Projects (Post 870411) 6B/08/OB, Consolidated 
Edison Co, of New York, Inc 41 pp 47095:001-47065.006 
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6309)90271 Forwards Insp flopl-5 50-397/66-13 & 50 38S/0B-16 on 880801-04 No vio 
lations noted. 

BELLAMY.FI. R Region 1, Ofc of tho Director 00/09/09, KEISER.H Pennsylvania 
Power & Light Co upp 468&&024-4&B99 MS2. 

-8909100275 Insp Rapts 50-287/66 13 & $Q 388/68-16 an 60O&Q1 04 No violations 
noted Major areas inspected NRC open items & ongoi/m fnplant radiological controls 
MARKLEY.MT, SHANEJAKY.M M. Region 1, Ofc of tho Director 88/09/08. Qpp 
46899 027-46099 032. 

8609230001 Forwards Safety Insp Repts 50 307/06-14 & 60-308/80-17 on 880608 
12. Ho viota^ons ar deviations no ted 

BELLAMY.R ft Region 1, Ofc of the Director 88/09/12 KEISER.H.W Pennsylvania 
Power & Light Co Zpp 46945 230 46945,249 

-8609230002 Safety fnsp Repls 50-307/88 14 & 50-388/89-1 7 on 06OSO8 12 Moviola 
lions or deviations noted Major areas Inspected liquid & gaseous effluents 
programs.fncluding affluent control I assume elation, air cleaning sys & pioc&tiues 
JANG.J C , PASCJAK.W.J, Region 1, Ofc of the Director. 08/09/00 fOpp 46945 240- 
46945.249 

8809060339 NRC Info Notice 88 074, "PotenMy Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA ’'Svc list encJ 
ROSSLCE. Division of Operational Events Assessment (Post 670411), 8B/09/14 
Consolidated Edison Co OJ Now York, Inc 122pp. 46824 216-46824,336 

0909210201 EN 88-075 on 880919.notlce of proposed Imposition of civil penalty In 
amount of $60,000 will be issued to licensee Action based on violation of equipment 
qualificalion requirements of i oCFR 50 49 

LUEMMAN.J,, LlEBEfiMAN.J Ofc of Enforcement {Post 870413). 60/09/14 Ip 
48920 294 46920 264 


08OB3OQ194 Forwards final SALP Repls 50-3B7/B6 09 &. 50-306/86 m f 0r Ann icni* 
nSelwaaSh' rotld 7 mael,nB E,lec,ive m 9 | a,,entlon * involvement JncnuJ 

Sii;[ JSlpp 88/08/22 KEIS ™ 

8609010271 Rev 6 to Emergency plan Implementing Procedure EP-IP-042 "InPianl A 
Emergency Operation Facility Chemistry Lab Emergency Preparation " r an 

WOLFER.JR Pennsylvania Power & Light Co 08/08/29 4pp 46740 iflfi 46 N (LI 09 

"SOWS'* Revised emergency p!an Implementing procodures.fncludmg Rev 4 tuEPiP- 

S^nSmr * w '" & Rev 0 10 EPIP ° 01 ' "SwiyeKSl 

l097aoa7.'4097O S 133 ,HW Penn5) ' l '' ani0 Powar » Light Co 88/09/M, 47pp 

6909260292 Informs that mods re fire barrier upgrades.HVAC fan switches CT soentw 
donas & raceway wrapping completed oxcept as listed 

KEISER.H.W Pennsylvania Power & Light Co 66/00/15 BUTLERWR Pioloci rv,*^ 
tOrate J 2 2pp 46956 147-46956 140 i tom Wec- 


H. General correspondence 


ro degrees for senior reactor operators Minutes for CftGR Mooting 48 & an£u c5 
public comments also end. W/o minutes & anafysis c 

SAKENAS.CA Committee (o Review Generic Requirements G0/O7/O6 JORDAN El 
NRC • No Detailed Affiliation Given, 3pp 46892 1 16 46892 140 * 


0009120197 NRC Info Notice 68 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anh Pump Circuitry 11 Svc list oncl 

ROSSI.C E. Division of Operational Events Assessment (Post 070411) 08/09/16 
Cor&obdatecl Edison Co. of New York, fnc I24pp 46946 133-46946 252, 

0BO913O36O NRC Info Notice 80-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered fn Design of Secondary Containment Pressure Control," Svc fist enc? 
ROSSI.C E Division of Operational Evenis Assessment (Post 870411) 88/09/19 
Consolidated Edison Co. of New York, Inc 125pp. 46946 253 46947 013, 


FT Periodic operating reports A related correspondence 


6809Q80173 "Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis- 
posal Ftept.Jen-June 1900," W/000831 Hr. 

CARSON.B H , DOTY,R L, KEISER^H W Pennsylvania Power & Light Co, 66/06/30, 
RUSSELL.W.T, Region 1, Ofc of the Director, 32pp 46769 229 46709,260 

0809010075 “NPDES Discharge Monitoring Ftept for Jul 1988,” W/8QO022 ftr 
SAXTON.CH, Pannsytvanla Power & Light Co. 80/07/31, 13pp 46743 126- 


8809140258 "Model Stale Into Sye Bacteriological or Turbidity Summary Analysis 
Jnpui ” W/8B0906 Hr, 7 

SAXroN.CH. Pennsylvania Power & Light Co WAQC 402. 88/00/31. 2pp 
46841:053 46841 054 y 


0809260056 Monthly operating repls for Aug 1008 for Susquohanna Steam Electric Sta- 
tion Units 1 & 2.W/0BO916 Hr. 

HIRT.J A . KEISER.H W Pennsylvania Power & Light Co 00/08/31. 
MCDONALD.WG Office of Administration & Resource a Management, Director (Post 
670413) Itpp 46950:195 46956.205 


5. Reportable occurrences, LERs 4 related correspondence 

3008310142 LER 68 016 OO.on 880726,rnaln steam hne differential temp portion of leak 
detection sys discovered incorrectly Installed, Caused by design deflclency.Tasfc team 
formed to review steam leak detection sys W/000826 Hr 

SHAFFER.G.G-, BUflAMR G Pennsylvania Power A L/ghl Co. 00/08/26, 6pp 
46699 ,131-46699,1 30. 

18091 30039 LER 80 017-00,on 880807, FlWCU Sys Djv I isolation occurred when pane 
tratlon room high differential temp trip signal actuated Caused by 860805 adjustments 
to face diverter blades on Zone P ventilation supply reals ter,W/0 009 06 Hr 
RYDER, T.S., BYRAM, RG Pennsylvania Power & Light Co 60/09/06 4 no 
46635 342-46835,345 




■7” r , T — * r r -l v iwjb? iwwrouu a * 

s of engmeerlng & accident mqt expertise on shift. 

KEISER.H, W. Pennsylvania Power & Llgnt Co, 06/09/25 CHILK,SJ, Office ol ih* 
Secrelary of the Commission, 1 1pp 46892.141 46092 151 ™ 


P. Operating tlcense stage documents & correspondence 

8808120294 Generrc Ltr 88-14 to all holders of QLs or CPs for nucJoar power 
K.DArt'T? i af l slJp *ft sv r? P^lems at reeling safety-rolated equipment Svc hip rrj 
MIRAGMARJ. Associate D'rccfor for Projects (poet 070411). 00/00/08, CensotJaUj.J 
Edison Co ofNowYorkJnc 41pp 47065 001-47065 006. 

8 WCU 3 room°h IgfUe m p^e nsor lG ° ° r ° 9ranlfnfl ^nforcemont dlscrollonro rolocet.&n ol 

K 3 r E fe S°i5 88/00/2a K6ISEn ' HW P0ms ^^ 

0809020269 Advisee thal 000310 proposod chango to FSAR section ro awn(abiirly d 

ac,ufl,ion ,ol ' ow,na ™ 

88/08/20 keiseh ' hw 

6009130064 Informs that J Stono assigned as senior project mananor or SoUin & 
backup project managor of Susquehanna 

VARGA.S A. Division of Reactor Projects - l/fl (Post 670411) OQ/00/02 OHjmoIWj- 
ctear Reactor Regulation, Director (Post 070411), 3pp 46627:007-46827 009 

6809 150070 Confirms 860900 site visit to discuss status of const & domoMron silo* A 
olher waste handling facilities 

SAXTON, C,H. Pennsylvania Power & Light Co 00/09/02 LAMEREAUX.D Ponn^Na- 

nla, Commonwealth of ip 46846 265-46046 265 ‘ 

0809140364 Porwards licensee proposed work scope to access dogma, of fluffune *cvj 
contamination roaultlng from 880607 underground pipe leak 
HAN5ELL,J.B. Pennsylvania Power & Light Co 08/09/06. GADINSKIRA PcnasyVa 
n\o, CommonwoaUh ol Ip, 46842 236 40842 268, 1 


C £loctrfo s?atron f ° P ° SGCi W ° rk Proflram ior Sulfurfc Ac,d s P llj at Susquehanna Steam 
*■ Environ mental Resources Management, Inc 80/09/06 32pp 46042 237-4 8042^45 


Q. Inspection reporte, IE Bulletins & correspondence 


160923-0057 LER 88-019 Q0:on 060902, determined (hat 16 safety-related valves In In- 
service teslmg t13T) program noV Included in 1ST program tor ramete position indicator 
^??l n .£ >c ^L uae^, oversight by personnel 1ST procedure revised W/Q a 09 16 Hr. 
WEHRY.FTfi, BYRAM.R.G Pennsylvania Power & Light Co 00/09/19, 4nr> 
46942 045-46942 040 


9808260406 Forwards Insp Repts 50-387/00-16 & 60 308/80-16 on 800 72 7- OBOIEt- 
presses concern w/utll apparent failure to adequately control activities which Impacletf 
2ftS5fS!?Y. 0, J ate *V s ^ s Enforcement conference scheduled for 080909 
K ANE ’'i / r; SW™ ofc or ,he D froclor. 08/08/10 KEISER.H W PonnsyWrvj 
Power 4 Light Co, 3pp, 46056 072-46656 001. 


Operator Examinations 

009090121 Forwards schedules for NRC operator license exams through FY92,per Ge- 
neric Ur 88-13, 

KEISER.H.W. Pennsylvania Powar & Light Co, 80/09/01, HANNON, J, Operator LU 
ceasing Branch. 3pp, 46789,315 46789 317. 

SMf 60161 Informs (bat Off Kaufmann no longer requires reactor operator license at 
plant 

kElSER.HW. Pennsylvania Powar & Light Co, 83/09/09, GALLO.RM, Region 1, Ofc 
of the Director Ip. 46349.359-46849.359 


OCKET 50-300 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


Security, medical, emergency & fire protection plans 

7 *° Pf0ce ^re EP IP 044, ’'Emergency Environ Sampling." 

SHANK, K.E, Pennsylvania Power &. Light Co 88/06/26 21pp. 4 6653 -2D2-4 6653:22 2 


-0800260409 Insp Repts 50 307/08-15 & 50-380/88-18 on 8607270804 VkriJ ton 
noteo.MaJor areas in spec ted' operability of main stoam lunnef difforenllal lorrm Ita- 
lic nmodu fas. 

BLOUGH.AR. Region 1, Ofc of the Director, 80/00/15, 7pp. 46658075 46656 0ft I 

0508290270 Nolificatfon of Licensee Meeting 08*133 on 000909 w/util lr> King ol 
Prussia, PA to discuss Inoperability of main steam line tunnel differential temp high in- 
strumentation 

B LOUGH, A. JR Region i, Ofc of the Director 08/08/10. Region 1. Ofc of iho Director 
2pp 46683.089.46603-070 


8060300123 Discusses violations noted In Insp Repts 50-387/86-21 & 60 300/08*22. *i 
/GsponBQ to 881210 ltr Since cable run was siraight.no cable lubricant neCOksaiyUo 
spec occurred Cited violation will be withdrawn, 

J pHNSTqN,W.V. Region 1, Ofc of the Director. 88/08/18. KEISER.H W Pamsytra 
nla Powers Light Co 2pp 46091.02 1-46691 '022. 

8806190195 NRC Info Notice 88 069, "Movable Contact Finger Binding in HFA Rot a>i 
Mfg by GE" Svc fist end 

ROSSI.C E Division of Operational Events Assessment (Post 070411), 68/00/19 
Consolidated Edison Co of New York, Inc, 125pp 46690’054-46690.178 
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6909300104 Forwards Environ Qualificalion Enforcement Conference Rept9 50 387/66 
25 & 50-388/86-28 on 680630 

JOHNSTON, W.V. Region 1, Ofc of the Director, 00/08/19 KEISER.H W Pennsylva- 
nia Power A Light Co. 2pp. 46696-322-46696 345 

“0808300107 Environ Qualification Enforcement Conference Repts 50*387/06 25 A 50- 
389/66 20 on 660630 Major areas discussed* concerns about Rockbostos cables for 
high range monitors, Raychem splices & Marathon terminal blocks 
CUPFUL Region 1, Ofc of the Director. 88/00/16 22pp. 46696 324-46696 345 


8609200056 Monthly operating repts for Aug 1980 for Susquehanna Steam Electric Sta- 
tion Units 1 A 2.W/060915 Itr 


K£9PU^HP ,W,Q ' Offico of Admlnlstrallon & Resources Management, Director (Post 
870413) llpp 46956:195-40956 205. 


S, Reportable occurrences, LERs & related correspondence 


8888160451 NRC Info Notice 80-060, “Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROE SI, C E Division of Operational Events Assessment (Post 870411) 08/06/22 
Consolidated Edison Co. of New York, Inc 121 pp. 45702.31 1-46703 070 

6808300194 Forwards final SALP Repts 50 3O7/80-90 & 50-398/86-99 for Aug 1900 - 
Jan 1680, per 880707 meeting.Effoctivo mgt attention & Involvomont oriented toward 
nuclear safety noted, 

RUSSEmWT. Region 1, Ofc of the Director. 88/08/22. KEISER.H W. Pennsylvania 
Power & Light Co, 3pp. 48690 259-46090.204 

8608160388 Suppl 1 to NRC Info Notice 60 048, “Licensee Repl of Defective Refur- 
bished Valves Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 8B/00/24 
Consolidated Edison Co. of New York, Inc 122pp 46713,218 46713 21G 

8606230112 NRC Info Notice 88 070, "Check Valve Inservice Testing Program Deficien- 
cies.” Svc list encf 

ROSSI.C E. Division of Operational Events Assessment (Post 870411) 68/06/29 
Consolidated Edison Co of New York, Inc. 123pp, 46713 095-46713-217 

6606-2 60492 NRC No Notice 80 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collodion of Ucensoo Radioactivity Measurements Attributed to 
That Event. Svc fist encl, 

ROSSI.CE, Division of Operational Events Assessment (Post 870411). 00/09/01. 
Consolidated Edison Co of New York, Inc 121 pp 46712.244-46713,004. 

8808300018 NRC Info Notice 80 072, "inadequacies in Design of DC Motor-Oporatod 
Valves " Svc list end, 

ROSSI.C, E. Division of Operational Events Assessment (Post 670411), 08/00/02 
Consolidated Edison Co of New York, Ino 122pp. 46726,001-46726:123. 

0609060127 Forwards response to NRC Bulfelin 88*005, 

KEISER.H.W. Pennsyivania Power & Light Co 80/09/02. RUSSELL, WT Region 1, 
Ofc of the Director. 39pp 46793:201-46793.319. 

8809160303 Ack receipt of 880015 Itr informing NRC of steps taken to correct violations 
noted In Insp Repl 60-388/88-10, 

GALLO, R.M. Region 1, Ofc ol the Director. 80/09/08, KEISER.H W Pennsylvania 
Power & Light Co. 2pp 40005*229-46005*230 

6609190271 Forwards Insp Rapls 60-307/80-13 & 60 3B8/08-ie on 080001 04.No vio- 
lations noted. 

BELLAMY.R R Region 1, Ofc of the Director 08/09/09 KEISER.H, Pennsylvania 
Power a Light Co. 3pp. 46090.024-46099,032. 


8609230254 LER 80-014-00 on OBO019„RWCU sys Dlv 2 Isolation occurred when peno- 
trallon room high trip signal actuated, Caused hy elevated penetration room differentia} 
temp.Temp Conlroller TC-27588 adjusted W/800919 Ur. 

4604l l 2 , 46 S 4 , e9?2 , ^A V 9 ,1,R G * Penns * lvania Pow<3 ' & Li 9 ht Co ©0/09/19 4pp 


V. Operator Examinations 


8809080121 Forwards schedules for NRC operator license exams through FY92,per Ge- 
neric Hr 88-13, u K 

KEISER.H.W Pennsylvania Power & Light Co 88/09/01. HANNON, J Operator LI 
censing Branch 3pp 46789 316-46789.317 


0609150181 Informs that CH Keufmann no longer requires reactor oporator license at 
plan! 

KEISER.H.W Pennsylvania Power A Light Co, 08/09/09 GALLO, R M. Region 1, Ofc 
of the Director. Ip. 46049,359-40849 359, U 


DOCKET 60-369 ST. LUCIE PLANT, UNIT 2 


F, Security, medical, emergency & 1fre protection plana 


No,lce 1 10 Rov 10 radiological emergency planW/ 880915 Itr 
CON WAY, W F. Florida Power A Light Co. 88/07/26. 190pp 46913.060 46913*253. 


8608260518 Forwards tnsp Repts 50-335/88-20 & 69-389/80-20 on 880003 Violations 
noted in rept under consideration for escalated enforcement action Enforcement con- 
ference scheduled for 880906 

GRACE.J N Region 2, Ole of the Director 89/08/19. CONWAY, W F Florida Power & 
Light Co 2pp, 46654:167 46654.169 


-0808260519 Partially Withheld Insp Repts 50-335/88-20 & 60-309/83-20 on 800603 
(ref 10CFR2.790 & 73 21) Violations noted Major areas inspected circumstances sur- 
rounding failure to control access to vital area, 

MASNVK.O.M, Region 2, Ofc of the Director. 88/08/16 Ip 46654,169 46654.169. 


08Q913O23B Ack recolpl of scenario for plant radiological emergency preparedness ex- 
orcise scheduled for 880927, Submittal fulfills requirements for annual offslto oxcer- 
ciso 


COLLINS, D.M, Region 2, Ofc of the Director. 88/00/29 CONWAY.W.F, Florida Power 
0 Light Co Ip. 46034:173-46834,173. 


“8009190275 Insp Repts 60-307/08-13 & 50-300/80-18 on 880801-04.No violations 
noted, Major areas inspectod-NRC open items & ongoing inplant radiological controls 
MARKLEY.M.T., SHANBAKY.M M Region 1, Ofc of the Director. 88/09/08. 6pp. 
46099.027-46899:032, 


0609160013 Confirms 080809 tetcon re 8B0G06 enforcement conference In Allanla.GA 
to discuss recent security issue at plant. Proposed mooting agenda encl 
GRACE.J N Region 2, Ofc of the Director 88/0G/30. CONWAY, W F Florida Power 8. 
Light Co 2pp, 40903-352-46900-353 


8609230001 Forwards Safety Insp Repts 50-307/00-14 & 50-388/80-17 on 880000- 
12 No violations or deviations noted, 

BELLAMY, R.R. Region 1, Ofc of the Director, 88/09/12, KEISER,H.W. Pennsylvania 
Power & Light Co 2pp. 46945-230-40945*249 

“9899230002 Safety Insp Repts 50-387/88-14 A 50-388/88-17 on 880008-12. No viola- 
tions or deviations noted. Major areas inspected, liquid & gaseous offluonts 
programs, Including effluent control instrumentatlon^r cleaning sys & procedures. 
JANG.J.C., PASCfAK.W.J. Region 1. Ofc of the Director 08/09/08, 10pp 46945*240- 
46945.249. 


8009130161 Rev 0 to Emergency Flan Implementing Procedure 1301, “Notification of 
Offsite Emergency Organization 11 W/000901 Hr 

CONWAY, WF. Florida Power A Light Co 00/09/01 8pp 40830.079 46830,000 

8809190098 Confirms 8G090& enforcement conference ro Inattontiveness of guard 
posted to control access to vital area. List of attendees, summary & handout encl Ends 
withheld (rof 10CFR2, 790(d) & 10CFR73.21), 

GRACE.J.N. Region 2, Ofc of the Director. 60/09/09. CONWAY.W.F, Florida Power A 
Light Co. 2pp 46899:131-46899.132 


£869000339 NRC Info Notice 80 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list encl. 

ROSSI.C E. Division of Operational Events Assessment (Post 070411) 88/09/14. 
Consolidated Edison Co. of New York. Inc, 122pp. 46824:216-46824,330. 


0009190205 Forwards Rev 4 to guard training A qualification pfan Rev revises corporate 
security organization & responsibilities. Rev withheld (rof 10CFR73 21 & 2.790) 
CONWAY.W.F Florida Poworfi Light Co 00/09/12, Document Control Branch (Docu- 
ment Conlrol Desk). 2pp, 40899-091 -46899,092. 


8609210501 EN-88-075'on 88091 9, notice of proposed imposition of civil penalty In 
amount of $60,000 will be issued to licensee, Action based on violation of equipment 
qualification requirements of 10CFR50.49. 

LUEHMAN.J , UEBERMAN.J, Ofc of Enforcement (Post 870413). 06/09/14. Ip. 
46920*294-46920.294, 

8609120197 NRC Info Notice 80-075, "Disabling of Dlesol Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list encl 

ROSSf.C.E Division of Operational Events Assessment (Post 870411). 89/09/16 
Consolidated Edison Co. Of New York, Ino 124pp 46946*133-46946-252 

6809130350 NRC Info Notice 88-078, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control," Svc list encl 
ROSSI.CE, Division of Operational Events Assessment (Post 870411), 88/09/19. 
Consolidated Edison Co of New York, tnc, 125pp 46946,253 46947.013, 


R. Periodic operating reports A related correspondence 

8606080173 "Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis- 
posal Repl,Jan-June 1998.*’ W/080831 Hr. 

CARSO N,B,H, t DOTY.R L„ KEISER.H.W. Pennsylvania Power & Light Co. 08/06/30 
RUSSELL,W-T Region 1, Ofo of the Director. 32pp. 46789-229 46708-260 

8006010075 “NPDES Discharge Monitoring Rapt for Jul 1908." W/8B0822 Itr, 
SAXTON.C.H. Pennsylvania Power A Light Co 08/07/31, 13p p 46743:128- 
46743:140, 


8809260170 Forwards Insp Repts 50*335/08-19 & 60-389/88*19 on 880001 05 & notice 
of violation 

COLLINS, D,M. Region 2, Ofc of the Director. 08/09/14, CONWAY.W.F Fforida Powor 
& Light Co. 2pp, 46966:127-46906:147. 


“6809260176 Notice of violation from insp on 060001 *05. Violation noted: licensee failed 
to comply w/survey requirement 8, On 080902, area noted to have contamination had 
not been surveyed since 880707 

COLLI NS ,D M. Region 2. Ofc of the Director. 08/09/14, 2pp, 46966:129 46966:130. 


-6809260181 Insp Repts 50 335/86*19 A 60-389/88-19 on 800801-05, Vlolalione 
noted Major areas inspected radiation protection prog ram, Including organization A. mat 
controls, training A qualifications & health physics aspects of Unit 1 outage. 
BASSETT.C.H Rflgion 2, Ofc el the Director. 00/09/08. 17pp 46966:131-46966:147 

0609270060 Forwards Rev 17 to physical security plan Rev withheld (ref 10CFR73 21 A 
2 790(a)(3)) 

CONWAY.W.F, Florida Power & Light Co 08/09/21 Document Conlrol Branch (Docu- 
ment Control Desk) 2pp, 46971-257-46971,268, 


P, Operating license stage documents & correspondence 


0808120294 Generic Ltr 08-14 to all holders of OLs or CPa for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment.Svc list oncl 
MIRAGLIA.F J. Associate Director for Projects (Post 870411), 88/08/06, Consolidated 
Edison Co, of New York, Inc 41 pp, 47085.091-47065.006. 
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0800290106 Forwards differences Identified between conclusions reached by staff m 
850811 & 860609 safety evaluations re preupgraded SPDS & upgraded SPDS now 
Installed at plant 

CONWAY.W.F Florida Power & Light Co 86/08/22, Document Control Branch (Docu- 
ment Control Desk) 5pp 46604 042-46684,046 

8809010332 Informs of plans to replace six instrument nozzles during 1989 plant refuel- 
ing outage, per ASME Section III Code 

CONWAY.W F, Florida Power & Light Co 88/06/24 Document Control Branch (Docu 
mont Control Desk) 2pp. 46743 256 46743,257 

8809070264 Forwards draft genenc Mr clanfying status of large number of unreviawed 
Inservica testing programs ro Tech Spec 405 requirements & to remedy variety of 
generic mservlco testing problems 

MARSH, LB. Mechanical Engineering Branch 88/08/29 HOYLE, T F ASME Oper- 
ations & Maintenance Working Croup on Inservice Testing of Pumps & Valv 21 pp 
46781 299-46781:319 

8009060201 Forwards plant drawings required Tor regulatory effectiveness review.W/ 
131 oversize drawings 

CONVVAY.W.F. Florida Power & Light Co, 88/08/3 0 Document Control Branch (Docu- 
ment Control Desk) 5pp. 46722 355 4B722 359 

8900080032 Application for amend to License NPF-16, revising boric acid makeup sys 
requirements to reduce boron concentration & in-crease water vol to meet shutdown 
margin requirements, CEN 365 (L), "Boric Acid Concentration . end Fee paid. 
CONWAY.VY.F Florida Power a Light Co 88/09/01, Document Control Branch (Docu- 
ment Control Desk) 3pp 46706*310-46797.123 

“8809080035 Proposed Tech Specs/educing boron concentration & increasing water 
vot to meet shutdown margin requirements, 

* Florida Power £ Light Co. 88/09/01, 27pp 46798,313 46796 339, 

“8099080038 "Boric Acid Concentration Reduction 11 
4 Florida Power & Light Co, CEN-365 (L), BB/09/01. 144pp. 46796 340-46797 123 

6809150195 Application for amends to License DPR 67 & NPF-16, revising Tech Specs 
making administrative changes to achieve consistency throughout Tocli Spocs/emove 
outdated matl & make minor text change & correct errors Fee paid, 

CONWAY.W F. Florida Power & Light Co. 88/09/07 Document Control Branch (Docu- 
ment Control Desk). 3pp 46874.001-46874 049. 

“6800150199 Proposed Tech Specs reflecting administrative updates, removal of out- 
dated matl.mlnor changes to text & correction of errors to achieve consistency 
throughout Tech Specs. 

* Florida Power & Light Co. 88/09/07. 46pp 4 6374 '004-4 6 874 049. 

8809160232 Application for amend lo License NPF-IO.revising Tech Spec 3/4 61 by 
defining peak accident pressure aB that experienced during LOCA Fee paid 
CONWAY.W.F. Florida Power & Light Co, 88/09/07 Document Control Branch (Docu- 
ment Control Desk). 3pp. 48656 241-46856*255. 

“8609 150239 Proposed Tech Specs re peak accident pressure as experienced during 
LOCA.. 

* Florida Power & Light Co 68/09/07 12pp. 46B56 244-46656,255 

8809140256 Notification of 880920 meellng w/util In Juno Beach ,FL to discuss status of 
licensing actions 

TOURIGNY.E G, Project Directorate It 2 88/09/09 BERKOW.H N, Project Directorate 
lt-2 2pp. 46845.121-48845 122 

8609270054 Notification of cancellation of 880920 meeting w/util In Juno Beach, FL to 
discuss status cl licensing actJoa 

TQURIGNY.E.G, Project Directorate II 2- BB/09/09. BERKOW.H.N, Project Directorate 
11-2. 3pp. 46969 029-46969 031. 

6509200269 Forwards Amend 34 to License NPF-16 8 safety evaluation Amend de- 
lates License Conditions 2C4 to 9 & 2C 12 to 10. Amend consists of changes to 
Tech Specs la partial response to 841120 ftr & 850125 application, 

TOURIGNY.E G Project Directorate 11-2, 86/09/13. CONWAY.W F Flonda Power & 
Light Co 4pp. 46900 301-46900,320 

“6009200270 Amend 34 to License NPF-ie.Amend deletes License Conditions 2C 4 to 
9 & 2.C.12 to 16. 

BERKO W.H.N. Project Directorate 11-2, 88/09/13 2pp 46900 305 46900 306. 

-8809200271 Safety evaluation supporting Amend 34 to License NPF-16 Amend de- 
letes License Conditions 2.C 4 to B & 2 G 12 Eo 16 

* Office of Nucloar Reactor Regulation. Director (Post 870411) 88/09/13 14pp 
46900:307- 4 6900 320 

0809190121 Notification of 880922 meeting w/licensee In Rockville, MD to discuss 
status of licensing actions, 

TOURIGNY.E, G, Project Directorate II 2, 80/09/14, BERKOW.H.N Project Directorate 
II 2. 3pp 46098 001-49998 003. 

8009200121 Forwards results of Tech Spec Surveillance Requirement 4,7 6,1 1 field 
survey conducted ori 060607-0004 Dune condition acceptable. 

CONWAY.W.F Florida Power & Light Co. 68/09/14 Document Control Branch (Docu- 
ment Control De3k). 6pp 46900 295*46900 300 


Q. Inspection reports, IE Bulletins 4 correspondence 

0600190195 NRC Info Notice 80-069, ''Movable Contact Finger Binding In HFA Relays 
Mto by QE *• Svc list end 

ROSSI.Ce Division of Operational Events Assessment (Post 070411). 88/08/19 
Consolidated Edison Co. of New York, Inc. 125pp 46690 054-46690,176. 

80062605TB Forwards fnsp Repts 50-335/83-20 & 50-389/08-20 on 880003 Violations 
noted in rept under consideration for escalated enforcement action Enforcement con- 
ference scheduled for 880906. 

GRACE, J,N, Region 2, Qfo of the Director. 88/08/19. CONWAY.W.F Florida Power & 
Light Co. 2pp. 40654. 167-46654*1 60. 


-8608260519 Partially Withheld fnsp Repte 50-335/88 20 & 50 389/68 20 on 880003 
(ref 10CFR2 790 & 73 21) Violations noted Major areas Inspected, circumstances *r 
rounding failure to control access to vital area 

MASNYK.O M , MCGUIRE.D R Region 2, Ofc of the Director 60/08/16 lo 
46654,160-46654 169. * 

0800160451 NRC Info Notice 88 068, "Setpoint Testing of Prossurizer Safety VaN«9 W/ 
Filled Loop Seals Using Hydraulic Assist Devices," Svc list enc! 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 08/O8/22 
Consolidated Edison Co of New York, Inc 121pp 46702 311 46703 070 

8809070059 Forwards fnsp Repts 50 335/00-17 & 50-389/80 17 on 080703 31 No vio- 
lations or deviations noted 

WILSON, B, A Region 2, Ofc of the Director 00/08/23 CONWAY.W F Flonda P<wer 
& Light Co 2pp 46787 338 467Q7 354 

--8809070063 Insp Repts 50-335/88-17 & 50 309/08 17 on 880703 31 No violations « 
deviations noted Major areas Inspected Tech Spec complianco k operatw 
performance.ovorall plant operations, QA practices, station & corporate mgt practices 
PAULK, G , B|BB,H,E„ CRLENJAK,R,V Region 2, Ofc of the Director 88/00/22, 15pp 
46707340 46787*354 

8009070144 Ack receipt of QG0729 Itr Informing NRC of steps taken to correct violators 
noted In Insp Rept 50-389/68 06, 

GRACE, J N Region 2, Ofc of the Director 80/00/23, CONWAY.W F. Flonda Power 4 
Light Co 1 p 46783 338-46703 338 

680B180368 Suppl 1 to NRC Info Notice 80 040, "Licensee Rept of Defective Rsfur 
blshed Valves Svc list end. 

ROSSI, C,E Division of Operational Events Assessment (Post 670411) 88/08/24 
Consolidated Edison Co of New York, Inc 122pp 46713.218 4G713 219 

8609060174 Forwards Insp Repts 50 335/08 08 & 50-309/00 OB or» 880331 &0411 19 
& notice of deviation. 

GRACE, J,N. Region 2, Ofc of the Director 88/00/26. CONWAY.W.F Florida power A 
Light Co 2pp 46793 020 46793 056 

-8BO9OBO170 Notice of deviation from Insp on 800331 & 041 1*1 90s vra ton 
noted failure to provide info on assumptions used to adapt generic guidelines to 
plants 

GRACE.J N Region 2, Ofc of the Director. 08/08/26. 2pp 46793 030-46793031, 

“88Q90601B1 insp Repts 50-335/80 08 & 50-389/86-00 on 080331 & 0411 19. Dtm 
ation noted Major areas Inspected amorgency operating procedures & generic lechra 
cal guidelines, validation & verification program & training 

STEWART, J, GAGLIARDO-.J E Region 2, Ofc or the Director 80/08/03, 22pp 
46793 032-46793.056, 

8808230112 NRC Info Notice 68-070, "Check Valve Inservlce Testing Program Daficicn 
cles," Svc hsl and 

ROSSI, CE Ojvlslon of Operational Events Assessment (Post 070411) 08/03/29 
Consolidated Edison Co. of New York, Iric 123pp 46713.095 40713 217. 

8809020230 Withdraws amend request re steam generator lube sample solocllon fi Ins* 
per O0O722 lalcon 

CONWAY.W F, Florida Power & Light Co. 00/06/29. Document Control Branch (Dow 
me nt Control Desk). Ip 46750 312-46750 312 

8009180013 Confirms 800809 telcon re 000906 enforcement conference In Allan la, QA 
to discuss recont security issue at plant Proposed meeting agenda end 
GRACE.J, N Region 2, Ofc o-f the Director 08/08/30 CONWAY.W F. Flonda Pew A 
Light Co. 2pp 46908 352-46008 353 

0800260492 NRC Info Notice B0 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements AUnbuted to 
That Event ll Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/09/01 
Consolidated Edison Co, of New York, Inc 121pp 46712.244-46713 004, 

B0O913OO69 Forwards Jnsp Repts 50-335/88-10 & 50 389/00-18 on 880803-tl No vio- 
lations or deviations noted 

HERDT.A R Region 2, Ofc of the Director 88/09/01 CONWAY.W.F Florida Power 6 
Light Co 2pp 46827.010-46827 030. 

“0809130124 Insp Repts 50-335/88-10 & 50 389/80-18 on 880803-1 1 No violations 
noted Major areas inspected inservlce Insp (ISI) including review of Unit 1 fSl plan for 
outage & associated ISI administrative procedures & magnetic particle, 

NEWSOME, R W., GLASMAN.M , BLAKE.J J Region 2, Ofc of the Director. 88/06/30 
19pp. 46827 012-46827 030 

8808300018 NRC Info Notice 80 072, "Inadequacies In Design of DC Motor Opera led 
Valves " Svc list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/09/0? 
Consolidated Edison Co of New York, Inc 122pp. 46726*001-46726:123. 

8609200259 Forwards Insp Repts 60-335/88*15 & 50-309/80*15 on 660020 24 & 0711* 
15, No violations or deviations noted. 

JULIAN, C A Region 2, Ofc of the Director. 08/09/07. CONWAY.W.F Florida Power & 
light Co 2pp 46911.101-46911*114. 

“8809200261 Insp Repts 50 335/88-15 & 50-309/86-15 on 880620-24 & 071M6MO 
violations or deviations noted, Major areas Inspected.QA effectiveness la 
operations, design control, malnl & procurement, 

THOMAS, M, SEUSLE.GA Region 2, Ofc of the Director 88/09/01 12pp 
40911*103-46911*114 

8609190096 Confirms 000906 enforcement conference re Inattentive ness of guard 
posted to control access to vital area List of attendees .summary & handout encf Ends 
withheld (ref 10CFR2, 790(d) & 10CFR73.21). 

GRACE, J,N. Region 2, Ofc of the Director. 88/09/09. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 46090:131-46899:132. 

6009080339 NRC info Notice 08 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA Svc list encl 
ROSSJ^.E. Division of Operational Events Assessment (Post 870411). 08/00/H 
Consolidated Edison Co, of New York, Inc 122pp 46824:215 46824 336 



DOCKETED ITEMS 157 


B80919O358 Advises that util will submit schedule to address results of vendor 
evaluatlons.per NRC Bulletin 08*OO4,by 881130 Instead of 881010. 

CONWAY, W.F. Florida Power & Light Co 88/09/14. Document Control Branch (Docu- 
ment Control Desk) Ip 46898 332-48898.332. 

8809260170 Forwards Insp Repts 50-336/88-19 & 50-389/80-19 on 880801-05 & nolice 
of violation Root documents oral commitment made by licensee representative & dis- 
cussed in exit interview 

COLUNS.D.M. Region 2, Ofc of the Director 88/09/14 CONWAY, W.F. Florida Power 
* Ught Co 2pp 46966.127-46966 147, 

—8809260176 Notice of violation from insp on 880801 -OS.VIolalion noted, liconsee failed 
to comply w/survey requirements On 880802, area noted to have contamination had 
nol been surveyed since 8B07O7, 

COLUNS.D.M. Region 2 , Ofc ol the Director 80/09/14. 2pp 46966 129 469B6.130 

-8809260181 Insp Repts 50-335/88-19 & 50-389/88-19 on 880001*05 Violations 
noted Major areas inspected.radiation protection program.lncludlng organization 4 mgt 
Controls.tralnJng & qualifications & health physics aspects of Unit 1 outage. 

BASSETT, C H , LAUER.M.T . HOSEY.C.M. Region 2, Ofc of the Director 88/09/08. 
17pp. 46966.131-46966147 

8609120197 NRC info Notice 08 075, '‘Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 00/09/16. 
Consolidated Edison Co. of New York, Inc 124pp. 46946 133-48946 252, 

8809130350 NRC Info Notice 80-076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control.” Svc list end 
BOSSLCE, Division of Operational Events Assessment (Post 070411). 88/09/19, 
Consolidated Edison Co. of New York, Inc. 126pp. 46946 253 46947.013. 


8809140164 Forwards proprietory WCAP-10086 Addendum 1 & non proprietary WCAP- 
10987 Addendum 1, Reanalysis of Walts Bar 4 Calawba Containment Temps in Re- 
sponse to Los Alamos Natl Labs Evaluation ol LOTIC-III Heat Transfer Models ” 
TUCKER, H B, Duke Power Co 88/09/07. Document Control Branch (Document Con- 
trol Desk) 2pp. 46841.212-4684V261 

-8609140166 Requests for withholding proprietary mall in WCAP-10086 Addendum 1, 
“Reanalysis ol Walls Bar 4 Calawba Containment Temps in Response to Los Alamos 
Natl Lab Evaluation of LOTIC-lli Heat Transfer Models ,r 

WIESEMANN.R A Westfnghouso Electric Corp. 08/08/17. MURLEY,T Office of Nu 
clear Reactor Regulation, Director (Post 870411). 9pp. 46041.214-46041.261 

8699150237 Responds lo NRC 860027 comments re util program plan. Corrective 
action programs will be submitted to NRC for review & concurrence following program 
team acceptance. Summary of commitments oncl. 

GRIDLEY.R L Tennessee Valley Authority. 08/09/07. Document Conlrol 8ranch 
(Document Control De 9 k}, 4pp 40056 237-46856,240 

6B09 190058 Roquoats response providing basis for employment action re former em 
ployee 4 Investigation repts concerning circumstances of action on Case 87-ERA-28 
PARTLOW.JG Ofc of Special Projects 88/09/12 WHITE.S A. Tennessee Valley Au- 
thority. 46pp. 46896 273-46896 318 


H. General correspondence 

6809300038 Informs that RA Poddg 4 CC Mason assigned addl responsibilities as site 
directors of facilities lo replace JP Darling & HP Pomrehn. 

WHITE, S.A Tennessee Valley Authority 68/08/19. PARTLOW.JG, Ofc of Special 
Projects 4pp. 46698.292 46696.204. 


R, Periodic operating reports 4 related correspondence 

900*060372 "Combined Semiannual Radioactive Effluent Release Rept for Jan-June 
1 088," W/880B30 Itr. 

CON WAY, W.F. Florida Power & Light Co 8Q/06/30. 2Bpp, 46765, 252-40755 1 279, 

6809220070 Forwards monthly operating repts for Aug 1988 for St Lucie 4 Turkey Point 
& corrected rept of unit shutdown & power reduction for Jul 1980 for St Lucie Unit 
1. Method of shutting down reactor Incorrectly coded manual scram, 

CONWAY, W F, Florida Power 4 Light Co. 88/09/15. Document Control Branch (Docu- 
ment Con trot Desk). Ip 46927-247-46927.255. 

-8009220071 Monthly operating repts for Aug 1980 for St Lucie & Turkey Point, 
BONETT,D.M. Florida Power & Light Co. 88/00/31. 16pp. 46927.240-46927:264, 


V, Operator Examinations 


680901031 1 Forwards comments on plant license exam administered on 880726, in re- 
sponse to NRC 800427 llr.Answer key to accept, “Loss of Power to Monitor" as addl 
functional feature of blue fail light needs mod. 

CONWAY, W.F. Florida Power 4 Light Co. 88/00/15 MUNRO.J.F. Region 2, Ofc of 
Ihe Director. 37pp 46743 1 161-48743.197. 


6609190242 Forwards proposed operator licensing & requalification exam schedule far 
FY89,FY£0,FY91 4 FY92,peT Generic Ur 68-13. 

CONWAY, W.F. Florida Power 4 Light Co. 88/00/13. HANNON, J. Operator Licensing 
Branch 3pp. 48895:104-48895.166. 


DOCKET 50-300 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Applicatlon/conetruotlon stage documents & correspondence 


0898120204 Generic Ur 88-14 to all holders of OLs or Cps for nuclear power reaclors 
ro Instrument air supply sys problems affecting safety relatod equipment.Svo Hal and. 
MIRAGLIA.FJ. Associate Director for Projects (Post 870411) 80/08/08. Consolidated 
Edison Co. of New York, tno. 41 pp 47065:001*47065,006. 

8008290133 Advises that revised process for review of correspondence to NRC has re- 
duced util requests re extension of response time. 

GRIDLEY.R. Tennessee Valley Authority 88/08/23, Document Control Branch (Docu- 
ment Control Desk). 2pp. 46877:267-48677:268. 


8B09C60375 Responds to 880624 Hr re plant vertical slice review plan, NRC considers 
methodology as proposed by Sargent & Lundy to be reasonable for project NRC com 
moots listed 

RICHARDSON S.D. Olo of Special Projects. 88/08/31. WHITE.S.A. Tennessee Valley 
Authority. 6pp 48784:264-46764 258 


6809070037 Forwards nonproprietarv Addendum 1 to WCAP-10687. “Heanalysls of 
Walts Bar 4 Catawba Containment Temps...” 4 proprietary Addendum 1 lo WCAP- 
10966Weslinghouse application encl.WCAP-10986 withheld (ref 10CFR2.790) 
GRIDLEY.R. Tennessee Valley Authority. 80/08/31 Document Control Branch (Docu- 
ment Control Desk). 2pp 46784.088-46784:137. 


-60 060700 4 2 Requests that proprietary version of rept "Reanalysls of Waits Bar & Ca- 
tawba Containment Temps In Response lo LANL Evaluation of LOTIC-III Heat Trans- 
fer Models," be withheld from public disclosure (ref 10CFR2.790). 

WIESEMANN.R.A. Weslinghouse Electric Corp 88/08/12. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 46784.090-46784:098. 


-0809070049 Addendum 1 to “Reanalysls of Watts Bar 4 Catawba Containment Temps 
in Response to Los Afamos Natl Lao Evaluation of LOTIC-III Heal Transfer Models," 
MENDLeR.OJ., TSAI.C.K., HOCHREITER.L E, Westinghouse Electric Corp. WCAP- 
10907 ADD 01, 88/08/31. 39pp. 46784:099-46784:137. 

8B09C70488 Informs of Intent to respond to 861 107 request for addl info re ATWS mill- 
gatxm sys actuation Installation by 890226. 

GRIDLEY.R, Tennessee Valley Authority. 88/09/01. Document Control Branch (Docu- 
ment Control Desk). 2pp. 46770:167-46776.168. 


Q, Inspection reports, IE Bulletins & correspondence 

6800190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Refays 
Mfg by GE." Svo list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 88/08/19 
Consolidated Edison Co. or Now York, Inc. 125pp. 46690:054-46690.170 

8808310219 Requests approval of proposed alternative to ASME Section III require 
ments re insp of piping wolds.per 10CFR50 65a<a (3). Supporting info end. 

GRIDLEY.R. Tennessee Valley Authority. 88/00/19, Document Control Branch (Docu- 
ment Conlrol Desk). 49pp, 46727-069-46727 1 105, 

6000160451 NRC into Notice 8B-O00, "Sotpolnl Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Posl 870411). 80/08/22 
Consolidated Edison Co of New York, Inc 1 21 pp. 46702.311-48703 070 

8808260496 Forwards revised response to NRC 800429 Itr re violations noled in Insp 
Repts 60 390/80 01 & 60 39 i/86'01. Corrective actions-utlf implemented design 
change Improvement program in which greater administrative conlrol placed on 
changos, 

GRIDLEY.R, Tennessee Valley Authority. 88/08/23, Document Conlrol Branch (Docu- 
ment Control DeBk) 7pp. 46053*346-40653*352. 

8808290151 Submits Interim revised response to violations noted In fnsp Repts 60-390/ 
87-07 & 60*391/87 07.Corroc1ive actions relnsp program of HVAC support to deter- 
mine scope of violation initiated 

GRIDLEY.R Tennessee Valley Authonty. 80/08/23. Document Conlrol Branch (Docu- 
ment Conlrol Desk) 3pp. 46680*249 46680 , 261. 

8000100368 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves, Svo list end 

ROSSI.C E. Division of Operational Events Assessment (Post B70411) 80/08/24 
Consolidated Edison Co of New York, Inc. 122pp 4071 3:2 1 8-467 1 3’2 1 e 

8809070366 Responds to 860722 Itr re results of 880608-09 compliance evaluation 
I nsp.Corr active actions, all rad waste discharges routed through portable demineralizers 
lo minimize release of boron. 

SCHMIERBACH.M, Tennessee Valley Authonty, 88/00/24. STEWART.P.L Tennes- 
see, Slale of. 3pp. 46783:162-48783:184, 

6809010296 Provides supplemental response to violation noted in Insp Repts 60 390/ 
86 24 & 60-391/06 24.Deflciency re ductwork Integrity addressed in 10CFR50.66(e) 
repts Final corrective actions will be provided in 10CFR50.55(a) repts. 

GRIDLEY.R, Tennessee Vafley Authority 08/08/25. Document Control Branch (Docu- 
ment Control Desk) 2pp. 46720:360 46720.351. 

8808230112 NRC Info Notice 80-070, "Check Valve Inservfce Testing Program Deficien- 
cies “ Svo list end. 

ROSSI.C.E. Division Of Operational Events Assessment (Post 870411). 88/08/29, 
Consolidated Edison Co of New York, Inc. 123pp, 46713-095 46713:217. 

8809070299 Forwards ll$la of commitments re violations identified in fnsp Rept 60-390/ 
87-11 concerning as- constructed connection diagrams Identified during field survey of 
safety-related auxiliary Instrument room panels. 

GRIDLEY.R. Tennessee Valley Authority. 00/08/29. Document Conlrol Branch (Docu- 
ment Conlrol Desk). 3pp. 46772.106 46772:108. 

8808260492 NRC Jnfo Notice 88 071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Svo list end, 

ROSSI.C E. Division of Operational Events Assessment (Post 870411). 80/09/01, 
Consolidated Edison Co. of New York, Inc. 121pp 46712:244-45713:004 

0000300018 NRC Info Notice 88-072, “Inadequacies In Design of DC Motor-Operated 
Valves ” Svc list encl 

ROSSI.C.E. Division of Operational Events Assessment (Po9t 870411). 88/09/02. 
Consolidated Edison Co. of New York, inc. 122pp. 46726*001 -46720*1 23. 

8809150229 Forwards revised response to NRC 880806 Hr re violations noted In Insp 
Repts 50-390/86-14 & 50 391/06-1 4.Corredive actions:util will discontinue ref Imple- 
menting documents in FSAR & revise FSAR lo remove existing refs. 

GRIDLEY.R. Tennessee Valfey Authority 80/09/07. Document Conlrol Branch (Docu- 
ment Conlrol Desk). 7pp. 46664‘302-46864:308, 



158 DOCKETED ITEMS 


t up to ASME s(ds „ . 0809020261 NPDES noncompfiance notification, two minor unpermiUed oak 

80/09/09 WHITES A Tennessee Valley Au* booth ^charges noted Caution will be taken to minimize release of mwJRS 

solids, Residual sludge will be tested Analytical results end. speM6 * 


aaMtfiOit3 Discusses Investigation Repis 2 65 034 4 2 85-034 S & forwards notice of 
vxXatJon invesugatjon initialed due to allegations that authonzed nuclear inspectors at 

t*™ Au - 

trvonty $pp 46885 151*46885 157 

-8009160118 Notice of violation from insp on 670713 1 1 10, Violation noted auttionzed 
nuclear inspector pressured by mgt to accept util disposition use as is for certain 

PARTLOWd'o 0 Ofc oTSpecwl Projects, 88/09/09 2pp 46885 156 46885 157 

8809190131 Forwards list of TVA suppliers for fasteners over lastl 0 yrs.m response lo 
NRG Bulletin 87*Q02,Suppls 1 8 2 _ ^ . 

GRiDLEYRL Tennessee Valley Authority 88/09/12 Document Control Branch 
(Document Control Desk) 180pp 46896336 46897,155 

6809260198 Ack receipt ol 680823 ftr re response to violation noted In Insp Repts 50* 
390/87-0? 8 50*391/87*07 Corrective actions appropriate ^ „ . 

MCCOY FR Ofc of Special Projects 68/09/13 VVHiTE.SA Tennessee Valley Au* 
thonty Ip. 46956 226 46956 226 

0809060339 NRC Info Notice 88 074 f "Potentially Inadequate Performance ot ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, C E Division of Operational Events Assessment (Post 870411), 88/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824,215*46024 336, 

8809200374 Forwards status update response for violations noted In Insp Repts 50* 
390/87-05 8 50 391/67*05 Corrective actions vertical slice review being performed lo 
Identify any significant weaknesses in deslgn.const & DA records 
GRIOLEYA Tennessee Valley Authority, 88/09/15 Document Control Branch (Docu- 
ment Control Desk) 7pp, 46911 341-46911 347 

8609120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry" Svc list end 

RQSSLCE Division of Operational Events Assessment (Post 870411), 86/09/16, 
Consolidated Edison Co of New York, Inc 124pp 46946 133 46946 252 

8809130350 NRC Info Notice 80*076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control," Svc II si end 
ROSSI, C.E Drvnslon of Operational Events Assessment (Post 870411), 88/09/19 
Consolidated Edison Co of New York, Inc, 125pp 46948 253*46947,013 

8809220236 Provides addl Info re util 870910 response to violations noted In Insp RgdIs 
50*390/86*24 & 50-391/80*24 Rev 3 did 871215 issued lo supersede implementation 
quaJity notice addressing "in-process" deficiencies 

GRIDLEY.R Tennessee Valley Authority 68/09/19 Document Control Branch (Docu- 
ment Control Desk) 2pp 46930,034 46930 035 

R Periodic operating reports & related correspondence 

8808300280 "Annual Radiological Environ Momtonng flepl Watts Bar Nuclear Plant 
1987 " W/880825 Itr 

GRIDLEY.R. Tennessee Valley Authonty. 87/12/31, llflpp 46698 056 46698 173, 


S. Reportable occurrences, LERs 4 related correspondence 


solids, Residual sludge will be tested Analytical results end. 

SCHMIERBACH.M Tennessee Valley Authority 88/08/29 SINCLAIR.fi M 
see, State of 6pp, 46745.162*46745-167 v M 

8009060297 Final deficiency rept re failure to consider reactor core decay heat m hm* 
mining mosl severe time dependent accident temp profile initially reoott&t ^ 
871201 TVA will upgrade lower compartment coolers to safety grade, w 

GRIDLEY.R Tennessee Valley Authority 80/08/30, Document Control Brancluooftt 
ment Control Desk) 5pp 46763 333 46763.33 7. MW(U 

0809150132 Revised final deficiency rept re diesel generator elodrical board roc* 
haust fan flow rates Initially reported on 860109 Fan motors replaced Necessary <5 
reclive actions completed 7 w 

GRIDLEY.R Tennessee Valley Authority 88/09/09 Document Control Branch «w 
ment Control Desk) 4pp 46864.029 46864,032, 

8809190349 Final deficiency rept re use-as-is & repair dispositions for const [\on%s% 
mance repts Initially reported on 070112, Conditions adverse to quality fdenbflod 4 
design documents reviewed. 

GRIDLEY.R, Tennessee Valley Aulhorily 08/09/14. Document Control Branch IDotu 
ment Control Desk). 5pp. 46898.023 40898.027, 1 

U. Congresslonaf/Executlve Correspondence 

8008260346 Forwards quarterly rept tor second quarter ol CY88,per H R 97*850 
ROGERS, K C. Commissioners 00/00/23, BEVILL.T, House or Rep , Appropriations 
llpp 46929 339 46929,349, 

V. Operator Examinations 

8809060357 Responds to Generic Ltr 88-13 re operator licensing exams & provide 
update to earlier response to Generic Ltr G/-14 on NRC licensing exam site 
vlsIts.Updatod exam schedules & requalification schedules for facilities end 
GRIDLEY.R, L Tennessee Valley Authority. 0B/09/01. HANNON.J, NRC - No Detailed 
Affiliation Given 0pp 40757:344 40757*361 . 

8609200223 Advises that waiver of one yr onsite eligibility requirement will bo graded 
based on training & experience that plant operators have completed & will complete 
pnor lo licensing exams 

MCCOY, F.R Rodion 2, Ofc of the Director. 88/09/15, WHITE, S, A Tennesseo Valley 
Aulhorily. 2pp 40900 200 46900:201, 


DOCKET 60*391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. AppJIcatlon/conatructlon stage documents A correspondence 


8809010010 Forwards revised discharge monitoring repts for period of May 1987 - June 
1988 Rev adds temp data required 

SCHMIERBACH.M Tennessee Valley Authority 88/08/24 Tennessee, State of, 2pp 
46741 342*467 4 V360 

**8809010011 Revised "Discharge Monltonng Rept for May 1987 " 

SCHMIERBACH.M Tennessee Valley Authonty, 07/05/31 Ip 46741-344 46741:344, 

-8809010013 Revised "Discharge Monltonng Rept for June 1987," 

SCHMIERBACH.M Tennessee Valley Authonty 87/06/30 Ip 46741 345*46741,345, 

-68000 100 H Rinsed "Discharge Monttonng Rept tor Jul 1987 " 

SCHMIERBACH.M, Tennessee Valley Authority 87/07/31. Ip. 46741-346*46741 346 

-8009010017 Revised "Discharge Monitoring Rept for Aug 1987 " 

SCHMIERBACH.M. Tennessee Vatley Authority 87/08/31, Ip. 46741*347-46741 347, 

-8809010019 Revised "Discharge Monitoring Rept for Sept 1987 ” 

SCHMIERBACH.M. Tennessee Vatley Authonty 87/09/30, Ip 4&74V34&-4&74V348. 

-8809010020 Revised "Discharge Momloring Rept for Oct 1907 " 

SCHMIERBACH.M, Tennessee Valley Authority 87/10/31. Ip. 4674 T34 9*46 741 349. 

-8809010022 Revised "Discharge Monitoring Rept for Nov 1987 " 

SCHMIERBACH.M Tennessee Valfey Authority 87/11/30 Ip 46741 350 46741 350, 

-6809010024 Revised "Discharge Monitoring Rept tor Dec 1987," 

SCHMIERBACH.M Tennessee Valley Authonty. 87/12/31, Ip 46741 351*46741-351. 

—6609010025 Revised "Discharge Momtonng Rept tor Jan 1983, ” 

SCHMIERBACH.M. Tennessee Vatley Authonty 88/01/31, Ip 46741.352-46741:352, 

-6809010026 Revised "Discharge Monitoring Rept for Feb 19B8J 1 
SCHMIERBACH.M Tennessee Valley Authonty. 88/02/29 Ip, 46741 353*46741.353, 

-680901 0030 Revised "Discharge Monilonng Rept for Mar 1988 " 

SCHMIERBACH.M, Tennessee Valley Authonty 88/03/31. 2pp 46741:354- 


-660901Q031 Revised "Discharge Monitoring Rept for Apr 1988 " 

SCHMIERBACH.M Tennessee Valley Authonty. 88/04/30 2pp. 46741.356* 


-6809010032 Revised "Discharge Monitoring Rept for May 1988 " 

^MIERBACH.M Tennessee Valley Authority. 58/05/31, 2pp. 46741 -358* 


RwIsfdJ'Dischargo Monitoring Rept for June 1968 " 

SCHMIERBACH.M, Tennessee Valfey Authonty. 88/06/30 Ip, 46741:360-46741 360 


8808120294 Generic Ltr 88*14 lo all holders of OLs or CPs for nuclear power readers 
re Instrument air supply sys problems affecting safety-related equipment Svc list end 
MIRAGLIA.F.J Associate Director for Projects (Post 870411) 08/08/08 Consolidated 
Edison Co, of New York, Inc. 4 1pp. 47065.001*47065.006. 

6806290133 Advises that revised process for review of correspondence to NRC Jia3ra 
duced util requests re extension ot response time 

GRIDLEY.R, Tennessee Valley Authority. 88/00/23. Documanl Control Branch (Docu* 
ment Control Desk). 2pp 46677-267*46677.268 

8809060376 Responds to 8B0624 Itr re plant vertical slice review plan NRC considers 
methodology as proposed by Sargent A Lundy to be reasonable for project NRC com 
menls listed 

RICHARDSON SO Ofc of Special Projects 88/08/31. WHITER A Tennessee Valley 
Authority 5pp 467e4’254-46764:258. 

8809070037 Forwards nonproprietary Addendum 1 to WCAP-10987, "Re analysis of 
Watts Bar & Catawba Containment Temps ,** & proprietary Addendum 1 lo WCAP* 
109B6,Westinghouse application encl.WCAP-10086 withheld (ref 10CFR2 790) 
GRIDLEY.R, Tennessee Valley Authority 08/08/31 Document Control Branch (Doci 
mant Control Desk). 2pp, 46784 088*46784:137. 

-8809070042 Requests that proprietary version ol rept “Reanalysis ot Watts Bar 8 Ca- 
tawba Containment Temps In Response to L4NL Evaluation of LOTIC-IIJ Heal Trans 
Models, " be wrihheld from public disclosure (ref 1OCFR2.790), _ . 

W/ESEMANN.R A Westinghouse Electric Corp 88/08/12. MURLEY.T.E, Office ol Nil 
clear Reactor Regulation, Director (Post 870411) 9pp, 46784 ’090*46784-098 


iendum 1 to "ReanafysJs of Watts Bar & Catawba Containment Temps 
Los Alamos NatJ Lab Evaluation of LOTIC-III Heat Transfer Models 
SMITH, L,C„ KOSHURBA.D.P. Westinghouse Electric Corp WCAP* 
88/08/31. 39pp. 46784-090*46764:137 

8809070408 informs of Intent (o respond to 861107 request for addl Info re ATWS miti- 
gation sys actuation Installation by 890228. 

GRIDLEY.R Tennessee Valfey Authority, 80/09/01 Document Control Branch (Docu 
ment Control Desk) 2pp, 46776-167*48776:168 


-8809070049 Ad( 
In Response to 
MENDLER.O.J , 
10907 ADD 01. 


6809140164 Forwards proprietary WCAP-10906 Addendum 1 & nonproprietary WCAP 
10987 Addendum 1, ''Reanafysls of Watts Bar & Catawba Containment Temps in hs 
sponse to ; Los Alamos Natl Labs Evaluation of LOTIC-III Heat Transfer Models 
TUCKER.H B Duke Power Co, 88/09/07 Document Control Branch (Document Con- 
trol Desk) 2pp. 46841 .2 1 2-46841 ’201 . 




DOCKETED ITEMS 159 


6809 150297 Responds to NRC 800027 comments re util program plan Corrective 
action programs will be submitted to NRC for review & concurrence following program 
team acceptance. Summary of commitments end. _ m „ 

<5RIOLEY,R L. Tennessee Valley Aulhorlty 80/09/07 Document Control Branch 
{Document Control Desk) 4pp 46850 237*46856 240. 

BSQ9 190050 Requests response providing basis for employment action re former om- 
oiovee & mvesllqation repts concerning circumstances of action on Case 87-ERA 20 
PARTLOW.JG Ofc of Special Projects. 88/09/12 WHITE.SA, Tennessee Valloy Au 
thonty. 40pp. 40836 273 46096.318 

HP. G-eneral correspondence 

8808300038 Informs that RA Pedda & CC Mason assigned addl responsibilities as site 
directors of facilities lo replace JP Darling & HP Pomrehn _ ^ „ ,, 

WHITES A- Tennessee valley Authority 00/08/18 PARTLOW.JG Ofc of Special 
Projects. 4pp 46698 292 46698 294 


Q. Inspection reports, IE Bulletins & correspondence 

8808190195 NRC Info Notice 88 069. “Movable Contact Finger Binding In HFA Relays 

R&SUC.I. Division ^Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co ol New York, Inc 125pp 46690 054*46690-178 

BB08 160451 NRC Info Notice 00 068, "Setpoint Testing of Pressunzer Safoty Valves W/ 


B08 160451 NRC Info Notice 00 068, "Setpoint Testing of Pressunzer Safoty Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices.’ 1 Svc list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/08/22 
Consolidated Edison Co of New York, Inc 121pp 46702 31 1*46703 070 


68QB260496 Forwards revised response to NRC 800429 Itr re violations noted in Insp 
Repts 60-390/88 01 & 50 391/08 01 Corrective actlons.utH implemented design 
change Improvement program fn which greater administrative control placed on 

GF?lcS?EY,R. Tennessee Valley Authority 80/00/23. Document Control Branch (Docu- 
ment Control Desk) 7pp 46653 346 46653 362, 

8806290151 Submits interim revised response to violations noted In Insp Repts 60 390/ 
67*07 & 50*391/87*07 Corrective actions relnsp program of HVAC support to deter- 
mine scope of violation initiated. . ... 

GRIOLEm Tennessee Valley Authority. 08/00/23 Document Control Branch (Docu- 
ment Control Desk) 3pp 46600.249 46600*261. 

860 8 180368 Suppl 1 to NRC Info Nollco 80 040, "Licensee Ropt ol Defective Refur* 

ROSSI ,C£ V0 Oivislon of Operational Events Assessment (Post 070411) 00/00/24 
Consolidated Edison Co. of Now York, Inc. 122pp. 4671 3:21 0*467 13,21 9. 

6809970368 Responds to 000722 Hr re results of 000600-09 compliance evaluation 
frksp Corrective actfonsrall radwasto discharges routed through portable domlnorallzors 

SCHMIERBACH^M 0 Tennessee Valloy Authority 00/00/24. STEWART.P.L Tennes- 
see, State ol. 3pp 48783,162*46783. 164 

B 8090 14296 Provides supplemental response to violation noted In Inap Roots 50-390/ 
86-24 & 60*391 /88-24.Detlcloncy re ductwork Integrity addressed In 10CFR50.55(o) 
repts Final corrective actions will bo provided In 10CFR5Q.55(e) repts 
GRIDLEY.R Tennessee Valley Aulhorlty 00/00/25. Document Control Branch (Docu- 
ment Control Desk). 2pp 46720:350 46720-351, 

89082301 12 NRC Info Notice 00 07 0, "Chock Valve Inservlco Testing Program Doflcian* 

ROSSLclEl^DMsion of Operational Events Assessment (Post 870411). 00/08/29 
Consolidated Edison Co of New York, Inc 123pp 46713.095 46713.217. 

$800260492 NRC Info Notice 08 071, "Possible Environ Effect of Reentry of COSMOS 
1000 & Request for Collection of Licensee Radioactivity Measurements Attributed to 

ROSSLc!e, Division of Operational Events Assessment (Post 070411) 08/09/01. 
Consolidated Edison Co, of New York, Inc 121 pp, 46712.244*46713-004. 

B80B30001B NRC Info Notice 06*072, "Inadequacies fn Design of DC Motor-Operated 

ROS^T.CeI 0 Division ol Operational Events Assessment (Post 870411). 00/09/02. 
Consolidated Edison Co of Now York, Inc. 122pp. 46726-001 -46726.1 23 

6609150229 Forwards revised response to NRC 080006 Ur re violations noted in Insp 
Repls 50*390/00*14 & 50-391 /Q6*14.Corrective actlons:utll will discontinue ref Imple- 
menting documents in FSAR & revise FSAR to remove existing refs 
GRIDLEY.R. Tennessee Valley Authority 08/09/07, Document Control Branch (Docu 
menl control Desk), 7pp. 40064-302-46064 300 

6809160113 Discusses Investigation Repts 2-85*034 & 2-B5 034S & forwards notice of 
vtoialion Investigation Initiated due to allegations that authorized nuclear Inspectors at 
faoluty pressured mgt to accept work not up to ASME slds. 1# „ . 

PARTLOW.J G. Ofc of Special Projects, 80/09/09. WHITE.SA Tennessee Valley Au- 
thority* 5pp 46585.151-46885.157. 

-BB09160118 Notice of violation from Insp on 070713*1 llO.Violatlon no ted ^authorized 
nuclear Inspector pressured by mgt to accept util disposition "use as Is for certain 

PART LOw[j!o n Of Pfojo Cts. 88/09/09 2pp, 46805 166*46085.157. 

0304190131 Forwards list of TVA suppliers for fasteners over last 10 yra.ln response to 
NRC Bulletin 87*002, SupplS 1 & 2. _ m ^ „ 

GRIDLEY.R. L, Tennessee Valley Authority, 08/09/12. Document Control Branch 
(Document Control Desk), 180pp 46896,336*46097:155 

8809260199 Ack receipt of 880823 Ur re response to violation noted in Insp Repts 50* 
390/87*07 & 50*391/87*07, Corrective actions appropriate „ „ . 

MCCOY, F.R. Ofo of Special Projects. 80/09/13 WHITE.SA Tennessee Valley Au* 
Itority* Ip. 40956*228-46958-226, 

8809060339 NRC Into Notice 80*074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA,' Svc Itetencl, 

ROQS^CE. Division of Operational Events Assessment (Post 870411) 88/09/14. 
Consolidated Edison Co of New York, Inc. 122pp 46824*215-48024*336. 


8809200374 Forwards status update response for violations noted in Insp Repts 60 
390/07 05 & 60-391 /87*05,Corrective actions vertical slice review being performed to 
Identify any significant weaknesses In design.consl & QA records 
GRIDLEY.R Tennessee Valloy Authority, 88/09/15 Document Control Branch (Docu- 
ment Control Desk) 7pp 46911 341*46911-347, 

6809120197 NRC Info Notico 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co. of New York, Inc 124pp 46946.133 46946-252. 

8809130350 NRC Info Notice 08 076, "Recent Discovers' of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control,*’ Svc list end 
ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co, oi New York, Inc. 126pp. 46946 253*46947-013. 

8609220236 Provides addl info re util 870916 response to violations noted In Insp Repts 
60 390/06-24 & 50 391/86*24. Rev 3 dtd 871215 issued to supersede Implementation 
quality notice addressing "In process" deficiencies 

GRIDLEY.R Tennessee Valley Authority. 00/09/19 Document Control Branch (Docu- 
ment Control DoskJ 2pp 46930 034 46930035. 


R. Periodic operating reports £ related correspondence 

8B08300288 "Annual Radiological Environ Monitoring Ropt Watts Bar Nuclear Plant 
1907," W/080025 Itr 

GRIDLEY,R, Tennessee Valley Authority. 07/10/31 118pp 46698-056*46698.173 

8809010010 Forwards revised discharge monitoring repls for period of May 1987 * June 
19O0 Rev adds temp data required 

SCHMIERBACH.M Tennessee Valley Aulnority 88/00/24 Tennessee, State of 2pp 
46741:342 46741.360. 

-8809010011 Revised "Discharge Monitoring Rept for May 1987.” 

SCHMIERBACH.M, Tennessee Valloy Authority. 07/05/31 Ip 46741 344-46741.344 

-0809010013 Revised "Discharge Monitoring Root for June 1907 " 

SCHMIERBACH.M Tennessee Valloy Authority. 87/06/30. Ip. 46741.345 46741.345 

-B809010014 Revised "Discharge Monitoring Rept for Jul 1907.” 

SCHMIERBACH.M, Tennessee Valley Authority. 07/07/31. Ip 46741 346 46741.346 

-8809010017 Revised "Discharge Monitoring Rept for Aug 1007." 

SCHMIERBACH.M Tennessee Valley Authority. 87/0B/31 Ip 46,41:347 46741.347, 

-8009010019 Revisod “Discharge Monitoring Ropt for Sept 1987." 

SCHMIERBACH.M. Tennessee Valloy AulhoMy. 87/09/30. Ip 46741,348 40741 348 

-8809010020 Revised "Discharge Monitoring Ropt lor Oct 1987 " 

SCHMIERBACH.M Tennessee Valloy Authority. 87/10/31. Ip. 46741-349*46741.340 

-8009010022 Revised "Discharge Monitoring Rept for Nov 1987. 11 
SCHMIERBACH.M Tennessee Valley Aulhorlty, 07/11/30. Ip 46741 350 46741.350 

-8809010024 Rovlsed "Discharge Monltonng Ropt for Dec 1987" 

SCHMIERBACH.M Tennessee Valloy Authority, 87/12/31. Ip. 46741,351*46741,351 

-8009010025 Revised "Discharge Monitoring Rept for Jan 1988 " 

SCHMIERBACH.M, Tennessee Valley Authority. 00/01/31 Ip. 46741.352*46741.352 

-9009010026 Rovlsed "Discharge Monitoring Rept for Feb 1900 " 

SCHMIERBACH.M. Tennessee Valley Authority, 88/02/29. Ip. 46741.353*46741.363 

-8809010030 Revised "Discharge Monitoring Repl for Mar 1980 " 

SCHMIERBACH.M Tennessee Valley Authority 00/03/31 2pp 46741 354* 

46741 955. 

-0809010031 Revisod "Discharge Monitoring Rept for Apr I960 " 

SCHMIERBACH.M, Tennessee Valley Authority, 88/04/30. 2pp, 46741:356* 

46741:367 

-8809010032 Revised "Discharge Monitoring Rept for May 1988," 

SCHMIERBACH.M Tennessee Valley Aulhorlty 00/05/31. 2pp, 46741-358* 

46741*359 

-8809010033 Revisod "Discharge Monitoring Ropt for June 1988/' 

SCHMIERBACH.M Tennessee Valley Authority. 08/06/30. Ip, 46741*360*46741:360. 


S. Reportable occurrences, LERs & related correspondence 

8809020261 NPPES noncompllance notification. two minor unpermitled paint spray 
booth discharges noted Caution will be taken to minimize release ol suspended 
solids Residual sludge will be tested, Analytical results end. 

SCHMfERBACH.M, Tennessee Valley Authority, 00/08/29, SINCLAIR, R.M Tennes- 
see, State of 6pp, 46745-102*40745:167 

8609060297 Final deficiency rept re failure to consider reactor core decay heat In deter- 
mining most severe lime dependent accident temp profile, Initially reported on 
071 201 .TVA will upgrade lower compartment coolers to safety grade. 

GRIDLEY.R, Tennessee Valley Authority. 00/08/30. Document Control Branch (Docu 
ment Control Desk), 6pp. 467o3'333 46763.337 

6609150132 Revised final deficiency repl re diesel generator electrical board room ex- 
haust fan How rates, Initially reported on 860109 Fan motors replaced Necessary cor- 
rective actions completed 

GRIDLEY.R. Tennessee Valley Aulhorlty. 88/09/09. Document Conlrof Branch (Docu- 
ment Control Desk) 4pp. 46864 029 46864:032. 

8809190349 Final deficiency rept re use*as*fs & repair dispositions for const nonconfor- 
mance repts, Initially reported on 870112, Condtllons adverse to quality Identified & 
design documents reviewed. 

GRIDLEY.R. Tennessee Valley Authority. 08/09/14 Document Control Branch (Docu- 
ment Control Desk) 5pp. 46598 023*46898.027. 



160 DOCKETED ITEMS 


U. Congra ssfonaf/Executlve Correspondence 

86082^0346 Forwards quarterly rept for second quarter of CY68,per H R 97650 
ROGERS.KC Commissioners 88/00/23 BEV1LL.T House ol Rep, Appropriations. 
Ilpp 46929 339 46929 349 

V. Operator Examination* 

8809060357 Responds lo Generic Ur 88-13 re operator licensing exams & provides 
update to earlier response to Generic Ur 87-14 on NRC licensing exam site 
visits Updated exam schedules 4 ^qualification schedules i oi rWlies encT 
GRIDLEY.R L Tennessee Valley Authority 08/09/01 HANNON, J. NRC - No Detailed 
Affiliation Given 8pp 46757 34 4 48757,351 


8809210012 Notification of 880921 meeting w/util In Atlanta.GA to resolve issur* , 
cussed In 880914 tefcon on proposed amend to License NPF-12 InvotonoS 
ment tendon testing. * 

HAYES^J J Proiect Directorate IM Q8/09/16, MURLEYJ , SNIE2EKJ V> WlftAsiii 
NRC • No Detailed Affiliation Given. 2pp, 46020:205-46920.206. ^ 

8809230231 Forwards corrected Tech Spec change re VANTAGE 5 reload for Fm 
3 2-1 concerning function of core height & Table 4 concerning reactor cooiart 
rium fission product activities ™ 

BRADHAM.O.S. South Carolina Electric & Gas Co, 06/09/16, Document Con 
Branch (Document Control Desk). Ip 46932*146-46932:140 ^ 

-8009230234 Proposed Tech Specs Figure 3 2.-1, ”K(z) - Normalized FQ(z) As Fur 
lion of Core Height " 


8809200223 Advises that waiver of one yr onsite eligibility requirement wi!f be granted 
based on training A expen ence that plant operators have completed & wiil complete 

KccOY 1 FfF? 5 Refflon , 2! Ofc of the Director 8B/09/15 WHITE , $ A Tennessee Valley 
Authority. 2pp 46900 200*46900 201 


8809220308 Notification of 000921 meeting w/utll fn Rockville.MD to resolve issues d 
cussed on 080914 conference call on proposed amend to util Tech Specs re conn 
ment tendon tesling 

HAYES, JJ Pro|ect Directorate JI-1 80/09/20. MURLEY.T., SNIE2EK.J . MIBAGUfc 
NRC - NO Detailed Affiliation Given. 3pp. 46927.071-46927 073 ^ 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


F. Security, medical, emergency 4 fire protection plans 


8808290030 Advises that Rev 22 to plan! physical security plan consistent w/provfslons 
of 10CFR50 54(pl A acceptable End withheld per 10CFR73 21. l „ it 

CLINEWE Region 2, Ofc of the Director 88/00/17. NAUMAN.D A Soulh Carolina 
Electee & Gas Co. 3pp 46683 330-46883 332. 


8809010254 Advises that 880802 Rev 14 to corporate emergei 


irsle emergency mat 
nrng stds of 1 0CFR5d.47<e) 4 requirements of App E to 10CFR50 A 
COlLINS.DM Region 2, Otc of the Director 68/08/18 BRADBAM.I 
M Electric A Gas Co, 2pp. 46718 359 467 1 0 360. 


t plan meets plan* 

.i acceptable 

BRADHAM.O $. South Caroll- 


8808280435 Revised emergency plan proceduresJiwJudingRav 11 to EPF 016, "Emer- 
gency Facilities Activation 4 Evacuation/ 1 Rev 12 to EPP-005, "Offsite Dose Calcula- 
tions^ 1 A Rev 12 lo EPP-019, "Emergency Equipment Checklist." W/880819 Hr. 
BRADHAM v OS South Carolina Electric A Gas Co. 89/00/19, 121pp. 46654.101- 
46654 301, 


8809010149 Advises that 880729 Rev 24 to radiological emergency plan consistent w/ 
provisions of 10CFR50.47 A App E to 10CFR50 A acceptable. 

COLLINS, O M Region 2, Ofc of the Director 60/00/22 BRADHAM.O.S South Caroli- 
na Electnc A Gas Co. 2pp 46720 329-46720 330, 

8809070300 Advises that 080729 Amend 8 to guard training A Qualification & security A 
contingency plane consistent w/ provisions of 10CFR50, 54(b) A acceptable. 
CUNEWE. Region 2, Ofc of the Director 98/00/26 BRADHAM.O S. South Carolina 
Electric A Gas Co 3pp. 46777.241-46777.243. 


P, Operating licence stage documents & correspondence 

8808120294 Generic Ur 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end, 
MIRAGUA.FJ Associate Director for Projects (Post 870411) 88/06/08. Consolidated 
Edison Co. of New York, Inc 4lpp 47065.001-47065 006 

8809120091 Final response to FOIA request for documenls Forwards documents listed 
in App A Documents also available In PDR App B documents totally withheld (ref 
FGlA Exemption 5) App C documents partially withheld (ref FOIA Exemption 6). 
GRlMSLEY.D H. NRC - No Detailed Affiliation Given. 88/08/17. CONNOR, L. Doc- 
Search Associates. 5pp 46770 060*46770.089 


8008190195 NRC Info Notice 00 069, "Movable Contact Finger Binding m HFARela- 
MJg by GE” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 68/08/1 
Consolidated Edison Co. of New York, Inc, 125pp 46690 054*46690.170, 

8608160451 NRC info Notice 68-068, “Setpoint Testing of Pressunzer Safety Valves u 
Filled Loop Seals Using Hydraulic Assist Devices “ Svc fist end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/09/2 
Consolidated Edison Co. of New YoiK, Inc. IZIpp, 46702.311-46703,070 

8808180360 Suppl 1 to NRC Info Notice O0-O40, “Licensee Rept of Dofectrve Refu 
blshed Valves. Svc fist end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 00/09/2 
Consolidated Edison Co. of New York, Ino, 122pp. 46713:218-46713:219. 

8809160280 Responds to violation & deviation noiad In Insp Rept 50-395/08 i5Corr« 
live aclionS'System Operation Procedure SOP-117 changed to retted current swito 
alignment for svc water screen Sys A. 

BRADHAM.O.S. South Carolina Electric & Gas Co 80/00/26 GRACE, J N. Region l 
Ofc of the Director. 6pp. 46891.109-40891:113. 

8608230112 NRC Info Notice 88*070, “Check Valve fnservlce Testing Program Pencter 
cies " Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 870411). 88/0Q/2S 
Consolidated Edison Co. ofNew York, tnc. 123pp. 40713:095-46713*217 

8806260492 NRC info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurements AttnbuledL 
Thai Event, Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co of New York, Inc. 121pp. 40712.244 46713:004 

8BD6300018 NRC Info Notice BB 072, “Inadequacies In Design of DC Motor OperaleC 
Valves " Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/09M 
Consolidated Edison Co. of New York, Inc 122pp. 46726 001-46726,123. 

8809220134 Ack receipt of 880826 Hr Informing NRC of steps taken to correct violations 
noted in lnsp Rept 50-395/80-15 

HERDT.A R. Region 2, Ofc of the Director, 88/09/09. BRADHAM.O.S. Soulh Carolina 
EledrlC & Gas Co. Ip 46928:106-46928:106. 


-0809120137 Forwards assessments by Enforcement Staff of regional performance In 
en I or cement area from Jul Nov 1985. 

AXEL R AO, J A. Enforcement Staff, IE (Pre 870413). 86/12/13 BLAHA,J.L Program 
Support & Analysis Staff, IE (Pre 070413), 13pp 46770 2 1 1 -46770 223 . 

8809010124 Application for amend to License NPF-1 2, changing Tach Spec surveillance 
requirements for dc sources A battery capacity. Fee paid 

BRADHAM,0 S South Carolina Electric & Gas Co 08/08/24 HAYES.H.H, Document 
Control Branch (Document Control Desk), 2pp. 46722 330 46722 333 

-8809010159 Proposed Tech Specs re surveillance requirements for electrolyte temp of 
connected cells A temp derating factor for battery capacity 
* South Carolina Electric A Gas Co. 88/08/24, 2pp 46722 332-46722,333. 


9909020274 Forwards "Semiannual Effluent A Waste Disposal Rept for Jan* June 
1988," w/proprietary Info per 10CFRS0 36A & Tech Spec Sections 6.9,1 0 A 6.9,1 .9 
BRADHAM.O.S South Carolina Electric & Gas Co 88/08/29. GRACE, J.N. Document 
Control 8ranch (Document Control Desk). 2pp, 46750 282-46750,301. 


6809220272 Forwards Insp Rept 60-395/88-16 on 880712-15.No violations or devi- 
ations noted, Explains that individual contaminated w/ hot particle dose record mud 
include exposure calculated per NRC staff position , „ , 

STOHR,J P. Region 2, Ofc of the Director, 00/09/09 BRADHAM.O S. Soulh Carolina 
Electric & Gas Co 2pp. 46927.061-46927.070, 

-8609220278 JnBp Rept 60-395/00-10 on 88071 2-1 5.No violations or device* 
noted Major areas inspected.organfzatlon A mgt controls, training 5 
qualifications, external exposure control A dosimetry & internal exposure ccnlrol & as 
sessment ... 

WRIGHT.F.N , SHORTRiDGE.R.B., HOSEY.C.M. Region 2, Ofo of the Director 68/ 
00/25 8pp, 46927,003-46927 070, 

8809200254 Responds to NRC Bulletin 00-005, “Nonconforming Malls Supplied by 
Piping Supplies, Inc at Folsom, NJ A West Jersey Mfg Co at Wrlliamatown.NJ. Analysts 
Justifying continued operation w/sub| flanges documented & available for insp 
BRADHAM.O S. South Carolina Electric A Gas Co. 88/00/13 Document OonW 
Branch (Document Control Desk) 3pp. 46900. 028 -4 8900.030, 


0809070534 Forwards revised source terms for plant w/ VANTAGE 5 fuel which wifi be 
used as input to ongoing dose catenations, 

BRAOHAMA.S. South Carolina Electric & Gas Co, 88/06/31 HAYES ,J J, Document 
Control Branch (Document Control Desk). 6pp, 46768,03 B-46768 043. 


8609080339 NRC Into Notice 88-074, "Potentially Inadequate performance of ECCS m 
PWRs During Recirculation Operation Following LOCA “ Svo flat end. 

ROSSI CE, Division of Operational Events Assessment (Post 870411). 86/OVH 
Consolidated Edison Co. or New York, Ino. 122pp. 46824:215-46824:336 


8809130056 Forwards, for approval, revs to plant Inservfce testing program A list of re- 
sponses to questions A concerns in chronological order. 

BRADHAM.O.S South Carolina Electric A Gas Co 08/06/31. Document Control 
Branch (Document Control Desk). 1 57pp, 46634:1 99-46834.355. 

9809200393 Submits Info justifying 980415 request for exemption from integrated leak- 
age rate testirw.pei 10CFR50.12 (a) f2)i). Although 880125 test rept based upon 24-h 
period, satisfactory results obtained after Initial 8 \ 

BRADHAM.O.S, South Carolina Electric A Gas Co. 86/09/13. HAYES, J.J Document 
Conlfoi Branch (Document Control Desk) 2pp 46912,358-46912 359. 


8809120197 NRC Info Notice 88-075, “Disabling of Diesel Generator Output Great 
Breakers by Amt-Pump Circuitry." Svc list end j aoina ,,c 

ROSSI.C E. Division of Operational Events Assessment (Post 070411) B9/09/1& 
Consolidated Edison Co of New York, Inc. 124pp. 46946-133-46946 252. 

8809260052 Responds to NRC 880817 Itr re violations noted In Insp R*P l 6 , 0 . 39 5{S1 
IS.CorrecUye actions.formal for displaying data for post-trip review upgraded & C,191T 
cat treament/ilusttng of reactor Wdg cooling unit performed . PjirtlroJ 

BRADHAM.O S . South Carolina Electric & Gas Co. 86 / 09 / 16 . Document Cow 0 ' 
Branch (Document Control Desk). 24pp. 4e948*339-46948’362, 


ft?*" Integrated leakage rate lasting of 8809130360 NRC Info Notice 80 078, "Recent Discovery of Phenomenon Not PrevW* 
_ .. iy Considered In Deafen of SeconriAru Crmlnfrimenf Prossura Control.' SVG hst f HW. 


BRADHAM '° S »** EI “ W ° 


. - mmw (imv nuiiwv wu vr movpih Miawvuiv vi i . .-aj 

JfJSonihtared (n Desfgn of Secondary Contain ment Pressure Control.' Svc 

l.E. Division of Operational Events Assessment (Post 670411). 09/0® 


rosslq 


Mivfaitji i ui vju«ra»onai events ftssessmam ircra* 

Consolidated Edison Co. 0 / New York, Inc, 125pp 46946:253-46947.013. 
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B. Periodic operating reports & related correspondence 


P. Operating license stage documents & correspondence 


8809010171 Forwards Technical Rept 86-2, “Seismic Activity Near VC Summer Nuclear 

BRADHAM.O*'^ South Carolina Electric & Gas Co 60/00/29 Document Control 
Branch (Document Control Desk) Ip 46743 301-46743 316 


8806120294 Generic Ur 86-14 to all holders of OLs or CPa for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGLIA.F J Associate Director for Projects (Post 67041 1) 88/08/08. Consolidated 
Edison Co of New York, Inc 41pp. 47065 001-47065:006. 


-8 0090 10172 Technical Rept 68-2, “Seismic Activity Near VC Summer Nuclear Sta- 

TAlVvaNIJ^ South Carolina, Unlv. of, Columbia, SC, 00/06/30 10pp. 46743 302- 
46743,316 

8009020274 Forwards "Semiannual Effluent & Waste Disposal Ropt for Jan- Juno 
tg&« M w/owprlotarY Info per 10CFR50 36A & Tech Spec Sections 6 9 1 8 & 6.9 1 0 
QRADHAM.OS. South Carolina Electric & Gas Co 06/08/29 GRACE, J.N Document 
Control Branch (Document Control Oe9k) 2pp 46760.282-46750 301. 


~ 9009020276 “Semiannual Effluent & Waste Disposal Hept Tor Jan-Juno 1988 “ 
GOWDY.G M , BLUE.L A., BAEHR.W R. South Carolina Electric & Gas Co, 00/06/30 
ISpp 46760 284-4B7 50.208. 

-8009020277 Forwards affidavit requesting withholding of proprietary Info from “Semi- 
annual Effluent & Waste Disposal Ropt for I960." 

HOUSE.WB, ChotrvNuclear Systems, Inc. 00/06/22 GRACE, J.N Region 2, Ofc of 
the Director. 3pp. 46760 299 4d750.301. 


8809220118 Monthly operating ropt for Aug 1988 for Virgil C Summer Nuclear 

HALTIWANGErJ., BRADHAM.0 S. South Carolina Electric & Gas Co. 00/08/31 5pp. 
46927.141 -46927.145. 


S. Reportable occurrences, LERa & related correspondence 


8808300283 L£R 88-OOO-OO.on 000726, reactor trip occurred while personnel testing 
Train B solid state prelection sy3 actuation logic & master relay Caused by personnel 
error & undervoltage on Train A Procedures revlsed.W/0D0026 ltr. 

HIGGINS.W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 08/00/25. 0pp. 
46703 '27 1-46703 270 


8809120091 Final response to FOIA request for documents Forwards documents Hated 
in App A Documents also available in PDR. App B documents totally withheld (ref 
FOIA Exemption 6) App C documents partially withheld (ref FOIA Exemption 5). 
GRIMSLEY.D H NRC - No Detailed Affiliation Given. 08/08/17. CONNOR, L Doc- 
Search Associates 5pp 46770.060 40770,009 

-8609120137 Forwards assessments by Enforcement Stall ol rogional performance In 
enforcement area from Jul-Nov 1965. 

AXEIRAD.J.A, Enforcement Staff, IE (Pre 870413). 06/12/13 BLAHA.J.L Program 
Support & Analysis Staff, IE (Pre 670413) 13pp. 46770,211-46770.223. 

8809070428 Forwards generic Hr clarifying status of large number of unrevlowed InBerv* 
Ice testing (1ST) programs re Tech spec requirements & resolving variety of generic 
1ST problems, 

MARSH, LB, Mechanical Engineering Branch. 89/00/29 HOYLE.T.F ASME Oper- 
ations 6 Maintenance Working Group on Inservice Testing of Pumps & Valv 2fpp 
46704-301-46764 321. 

8009080388 Forwards Request for Relief ISI 2-008 re ASME Section III Code 3 svc 
water burled piping Code acceptability & sys function, based on more frequent 
testing, will not decrease plant quality or safety. 

SORENSEN, G.C. Washington Public Power Supply System 68/00/30. Document 
Control Branch (Document Control Desk) 6pp. 46769,001-40789.006 

8809160175 Forwards Amend 63 to License NPF-21 & safety evaluation, Amend revises 
Tech Spec Sections 0.6.1 . 2 & 6 8,2 re changes In position titles & responsibilities of 
designated positions 

SAMWORTH,R.B. Project Directorate V 08/09/08, SORENSEN,G C. Washington 
Public Power Supply System 3pp. 46064:100 46864.201 

-8809160179 Amend 63 to License NPF-21, revising Tech Spec Sections 6 5.1,2 & 0.8.2 
re changes of position titles & responsibilities of designated positions 
KNIGHTON.G.W. Project Directorate V. 60/09/00. 16pp. 40604-103 46864.198. 


8809200186 Special Rept SPR 08 007:on 000830, meteorological tower look direct light* 
nine strike resulting In loss of all Instruments on lower & tnree dual pen recorders, All 
repairs expected to be completed & unit restored to operable status by 000930. 
BRADHAmTo.-S, South Carolina Electric & Gas Co. 00/09/15 GRACE, J.N. Region 2, 
Ofc Of the Director. Ip, 46957,177-40957.177. 
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-88091 601 82 Safety evaluation supporting Amend 63 to License NPF-21, 

* Offlco of Nuclear Reactor Regulation, Director (Post 870411). 88/09/08. 3pp. 
46004.199 46864*201. 

8809230236 Responds to NRC questions re other plant experience w/final feedwater 
temp reduction & specific mechanical design facility feedwater nozzles & 
spargers. Re suits of final feowaler & thermal coostdown analysis for Cycle 4 end. 
SORENSEN, G.C. Washington Public Powor Supply System. 08/09/14. Document 
Control Branch (Document Control Desk) 6pp. 46947.170 46047:107. 


F. Security, medical, emergency A fire protection plane 


8009190398 Advises that reactor coro hae boon unloaded & fuel placed In reactor facili- 
ty fuel storage room, per current SOPs & facility security plan subsequent to submittal 

tIu«ra P V%nfa, Unlv, of, Charlottesville, VA. 08/09/09 Document Control 
Blanch (Document Control Desk). 2pp. 46090 040-46090 041, 


-8809230269 Suppl 1 to “Plant Transient Analysis W/Flnal Feedwater Temp Reduction 
Cvcla 4 Analysis.” 

KRAJICEK, J.E. Advancod Nuclear Fuels Corp. (formerly Exxon Nuclear Co, Jnc). XN- 
NF-07-92 SOI 00/05/23 22pp, 46947:176 46947:197. 


Q. Inspection reports, IE Bulletin* A correspondence 


P. Operating license stage documents A correspondence 


8609190398 Advises lhat reactor core has boon unloaded & fuel placed In reactor facili- 
ty fuel storage room, per current SOPs & facility security plan subsequent to submittal 

MULOErIrJ? ^Virginia, Unlv. of. Charlottesville, VA. 08/09/09 Document Control 
Branch (Document Control Desk). 2pp. 46090 040-46090:041. 


8808190195 NRC Into Notieo 88 009, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list oncl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411), 88/08/19. 
Consolidated Edison Co, of New York, Inc 125pp. 46690,054-46690.178 

8009310076 Ack recolpt of 060729 Hr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-397/88-22. 

YUHAS.G.P. Region 5, Ofc of the Director. 88/00/19. SORENSEN, G.C. Washington 
Public Power Supply System. Ip, 46699-263*40699.250. 
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F. Security, medical, emergency A fire protection plane 


8809070317 Submits status rept on remaining throe tasks Identified In fire protection 
program revaluation, including justifications for deviation from NFPA,correcl thermo 
lag configurations & updating FSAR. , , ilDril> , , D 

SORENSEN, G.C. Washington Public Powor Supply System. 88/08/23. MARTIN, J.B. 
Region 5, Ofo of the Director. 2pp. 48779:300 46779:361. 


B8083-9O332 Forwards response to 880726 notice of violation re Insp Repl 50-397/88* 
17£ncf withheld (ref 10CFR73, 21). , 

SORENSEN ,G C Washington Public Power Supply System. 88/08/25 Document 
Control Branch (Document Control Desk), Ip. 46695:340-46695-341. 


86091 401 3f Forwards Insp Rept 60-397/88-25 on 880710-22 No deficiencies or viola- 

VUHAStQP. Region 6, Ofc of the Director, 80/00/26, SORENSEN, G.C. Washington 
Public Power Supply System, 2pp. 46844:337-46044:348, 


—8009140139 Map Rept 50-397/88-26 on 880719 22, No violations or deficiencies 
noted Meier areas Inspected.operatlonal status of emergency preparedness program 
& followup on four open Items noted during previous emergency preparedness insps, 
GOOO.G.M., FISH.R.F. Region 6, Ofo of the Director. 80/08/26, tOpp 46844:330- 
46644*348 


8809060209 Forwards Insp Rept 50-397/88-26 on 88071 B-22.No violations noted 
YUHAS.G.P Region 5, Ofo of the Director 80/08/10. SORENSEN, G C Washington 
Public Powor Supply System. 2pp 46758:281-46768:299. 

-0809080298 Insp Rept 60-397/88-26 on 680? 18-22, No violations noted. One unre- 
solved Item identified Involving lalluro to lake samples from primary containment 
ventina.MaJor areas Inspected open Items & supervisory awareness, 

CICOTTEAr,, YUHAS.G.P, Region 6, Ofo of the Director. 88/08/19. 17pp. 
46768*283-46758;209. 

6808160461 NRC Info Notice 08 068 t “Setpoint Te9ling of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices ” Svo list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/06/22. 
Consolidated Edison Co. of New York, Ino 121pp. 46702:311-46703.070, 

8008180368 Suppl 1 lo NRC Info Notice 88 048, “Licensee Rept ol Defective Refur- 
bished Valves. Svc Hat end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/00/24, 
Consolidated Edison Co of New York, Ino, 122pp, 46713*218-46713:219. 

8009140179 Forwards Insp Repl 50-397/80-21 on 800520 0707 & notice of violation. 
ZIMMERMAN, R.P, Region 5, Ofo of the Director 80/08/24 SORENSEN.G.C, Wash- 
ington Public Power Supply System. 2pp 46842:315-46842-332. 

-8809140194 Notice of violation from Insp on 880530 0707.Vlolation noled.RCS heatup 
of approx 137 F occurred during plant startup on 860627. 

ZIMMERMAN, R.P. Region 6, Ofc of the Director 00/08/24. 2pp 46842.317- 
46842.310. 


K, Utility Final Safety Analysis Report (FSAR) A amends 

eawo 10021 Amend 39 to FSAR for Washington Nuclear Plant 2.W/S80B2Q Ur 
SORCNSEN.G c. Washington Publlo Power Supply System. 60/08/26, 800pp. 
46731:164-46733:347. 


-8800140215 Insp Rept 60-397/80-21 on 880520 0707, Violations & weaknesses 
noted Maior areas inspected control room oparatlon9,ESF status.surveillance & malnt 
program 9, LERa, special insp topics & licensee actions on previous findings, 
B0STED,CJ. ( SORE N SEN, R.C., CREWS, J.L. Region 6, Ofc of the Director. 88/08/ 
24, 14pp 46842:319-46842:332. 
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88Q830Q332 Towards response to 880726 nobce of violalJon ro Insp Rept 50*397/88- 
17 EncJ withheld (ref 10CFR73 21) „ , „ , „ 0 , rt<wnc ^ 

SORENSEN, GC Washington Public Power Supply System 68/08/25. Document 
Control Branch (Document Control Desk). Ip 49695 340 46695 341. 


6809140131 Forwards Jnsp Rept 50 397/88-25 on 6B0719 22.No deficiencies or viola* 

YUHAS.G^, Region 5, Ota -of the Director 88/08/26 SORENSEN, G C Washington 
Public Power Supply System. 2p p 46844 337-46844 348 


-8809140136 Insp Rept 50*397/88 25 on 880719-22 No violations or deficiencies 
noted Major areas Inspecied.operational status of emergency preparedness program 
A followup on four open items noted during previous emergency preparedness insps, 
GOOD.GM, FISH.RF Region 5, Ofc of the Director 88/08/26 10pp 46844:339- 
46844348 


8808230112 NRC Info Notice 86 070, "Check Valve Inservico Testing Program Deficien- 


11 Svc 6n~cl 

RQSSf.CE Division of Operational Events Assessment (Post 870411). 88/08/29 
Consolidated Edison Co. of New York, Jnc 123pp. 46713 095 49713,217. 


8809090125 Responds to NRC Bulletin 66-008, "Thermal Stresses In Piping Connected 
to RGS ** Review of all sys interacting &/or connected to TICS confirmed that s y$ not 
susceptible to conditions of thermal cycling or temp stratification 
SORENSEN, GC Washington Public Power Supply System, 80/08/30. Document 
Control Branch (Document Control Desk), 2pp 46789-310-46789 311, 

8009220077 Forwards Insp Rept 50 397/86-28 on 880008*11 No violations noted 
YUHASiG P. Region 5 t Ofc of the Director. 68/00/31. SORENSEN.G.C, Washington 
Public Power Supply System 2pp 46927.033-46927.094, 

-8809220082 Insp Rept 50*397/88 28 on 680808-1 1 No violakons noted. Major areas 
Inspected environ momlonng, tours of facility A previous inap findings. 

CICOTTE.G R., YUHAS.G.P. Region 5. Ofc of the Director. 88/08/31 lOpp 
46927 085-46927.094 


0000260492 NRC Info Notice 03 071, "Possible Environ Effect of Reentry of COSMOS 
I960 & Request lor Collection of Licensee Radioactivity Measurements Attributed to 
That Event, Svc l!s\ end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 80/09/01. 
Consolidated Edison Co, of New York, Inc 12tpp 46712 , 244-46713 , 004. 

0003300910 NRC Info Notice 86 072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 89/09/02 
Consolidated Edison Co. of New York, Inc I22pp 46720 001*46726-1 23. 

8809150186 Responds to IE Bulletin 86-003, "Motor-Operated Valve Common Mode 
Failures During Plant Transients Due lo Improper Switch Settings." 

SORENSEN/3XL Washington Public Power Supply System. 88/09/09 Document 
Control Branch (Document Control Desk) 5pp 46056.357-46859 361. 


8809160197 Monthly operating rept for Aug 1988 (or WPPSS Unit 2, W/880900 llr 
HUTCHISON, L B , POWERS, CM. Washington Public Power Supply System 68/00/ 
31. 4pp. 46897.305*46897 308. 


S. Reportable occurrences, LERs & related correspondence 

0809080305 LER 88 O27-0Q.on 8B0728, reactor water cleanup sys (RVYCU) isolated on 
high differential flow during preparations to place RWCU recirculation pump m 
svc, Caused by personnel error Personnel counseled re incident W/8B0829 Itr 
ARBUGKLE.J D., POWERS, CM. Washington Public Power Supply System 89/08/29 
5pp 467Q9 342-467B9.346 

8009080163 LER 88*006 Ol.on 8802 1 G.serfes of reactor pressure vessel level transients, 
resulted In low reactor protective sys actuation following manual scram Caused by 
procedural Inadequacy, Procedures modified W/8B0902 Jtr 
DAVISON.WS,, POWERS, C.M. Washington Public Power Supply System 08/09/02. 
lip 46789,316 46789 328 

0009080315 LER 8B 019 01. on BBOSSZ^elermined that conlrol room emergency filtra 
lion sys actuation occurred on 0BO52O, Caused by technician failure lo reset tnp kxw 
dunng response lime test due to inadequate procedure W/ 06 0902 Itr 
ARBUCKLE.J D., POWERS, C M Washington Public Power Supply System. 60/09/02 
5pp 46801 006-46001 010, 


DOCKET 50*400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

6608300299 Forwards Rev 14 to Emergency Plan PLP-201 & Rev 0 to Emergency Pro- 
ceckire PEP-100, "Emergency Action Levels (EALs) Users Guide" Comparison be- 
tween EALs & NUREG-0654 l App 1 requirement also end. 

WATSON, R A. Carolina Power a Light Co. 98/00/24 Document Control Branch (Doc- 
ument Control Desk). 107pp. 46697 273 46698.055. 

-8800300302 Rev 14 to PLP-201, "Emergency PJan." W/two oversize ends 
‘ Carolina Power & Light Co. 88/08/11. 19pp ( 46698,016 46698 033 

-8608300306 Rev 2 to Emergency Plan Implementing Procedure PEP-iOO. "Emergency 
Action Levels Users Guide, W/two oversize ends, 

* Carolina Power A Light Co 88/00/11. 21pp 46090 034*46698.055 

8809260127 Forwards Enforcement Conference Summary Rept 50 400/BP-21 on 
88061 6, Major areas discussed failure of security officer to detect contraband prior to 
being Introduced Into protected area Review of Issues continuing. 

GRACE, J,N Region 2, Ofc of the Director 8B/00/26, UTLEY, EE Carolina Power & 
Light Co, 4pp 4 695 6* 180-46 9 56. 183, 


3009150207 Forwards response to IE Bulletin 88-005 A Suppl 2 re nonconforming 
malls Response results from Intensive program of record ra via wresting A analysis, 
SORENSEN.G.C. Washington Public Power Supply System 8B/09/09. Document 
Control Branch (Document Control Desk). 4pp. 46864:279 46864 281 

0809190310 Responds to NflC Bulletin 88-007, "Power Oscillations in BWRe." D!s 
cusses 15 A 60-day action re procedures A operator training for potential uncontrolled 
power oscillations 

SORENSEN.G.C Washington Public Power Supply System, 88/09/12 Document 
Control Branch (Document Control Desk). 3pp. 46899,088 48899 090. 

0009000339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA," $vo list end 
ROSSLC.E. Division of Operational Events Assessment (Post 870411), 88/09/14 
Consolidated Edison Co. of New York, Inc. 122pp. 46824 215 46824*330. 

8699120197 NRC Info Nolice 68C75, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry," Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 88/09/16 
Consolidated Edison Co of New York, Inc, 12 4pp, 46948 133 46946.252. 

8909200355 Responds to concerns re operatlons.mafnt/survolllance* engineering /tech- 
nical support A safety assurance. 

SORENSEN.G.C Washington Public Power Supply System 88/09/17 Document 
Control Branch (Document Control Desk). I7pp 46914.012-46914:028 

80O913035O NRC Info Notice 88-07$. "Recent Discovery of Phenomenon Not Previous- 
ly Considered fn Design of Secondary Containment Pressure Control" Svc Jlsl end 
ROSSLC.E. Division or Operational Events Assessment (Post 870411) 88/09/19, 
Consolidated Edison Co of New York, Inc 125pp. 46946.263 46947.013 


8809140178 Revised emergency plan Implementing procedures.lncludlng Rev 6 to Pro- 
cedure PEP-102, “Sit© Emergency Coordinator - Control Room" A Rev 4 to PEP 220. 
"Emergency Response Manager W/880908 Itr A one oversize drawing. 

WATSON, R A. Carolina Power A Light Co. 80/09/00. 36pp. 46833 173-46033,207 

0809230108 Discusses Insp Rept 50-400/88*21 on 880718-22 A forwards notice of 
vlolatlon.Violation re 880713 failure to detect A Identify loaded revolver passed 
through security xray A Into protected area End withheld (10CFR2 790(d) A 73 21). 
GRACE.J.N. Region 2, Ofc of the Director. 80/09/13, UTLEY, E E Carolina Power A 
Light Co. 3pp. 46932:218-46932,220 


P, Operating license stage documents & correspondence 

8808120294 Generic Llr SB* 14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment, Svc fist oncl 
MIRAGLIA.FJ, Associate Director for Projects (Post 870411). 08/00/08 ConsoWaled 
Edison Co of New York, Inc 41pp 47065 001-47065*006. 

8608260350 Withdraws 600601 request for amend to License NPF-63, reducing number 
of operable Incore detectors required by Tech Specs Need for amend obviated by fa 
cllily entry Into first refueling outage 

LOFLIN.L I. Carolina Power A Light Co, 88/08/ IB. Document Control Branch (Door- 
men! Control Desk) ip. 46658,055 46656.055. 

8806260452 Forwards Amend 8 to License NPF-63 A safety evaluation. Amend reuses 
Tech Spec 3,3,3 7, "Chlorine Detection Sys." 

BUCKLEY, B.C, Project Directorate 11-1. 88/08/23 UTLEY, E E. Carolina Power & Ugbl 
CO, 3pp 46649 060 46649 068. 


B0O922O239 Forwards "Inservice Insp (ISI) Summary Rapt for Refueling Outage 
RF88A," Spnng 1988 per 10CFR55a(g) & 1WA-6230 of ASME Section Xl.lncfudes 
NIS-1 re owner data A NJS-2 owner repts on repair/ replacement since last ISI Sum- 
mary rept 

SORENSEN.G.C Washington Public Power Supply System, 88/09/19 Document 
Control Branch (Document Control Desk). Ip 46930.265-46932-134. 

-0809220240 "Inservfce Insp Summary Rapt for Refueling Outage RF8BA, 870624-27." 
RAMEY, D P. Washington Publlo Power Supply System, 0B/O9/O7, 370pp. 46930.266- 
46932134. 


R, Periodic operating reports & related correspondence 


-8608260454 Amend 8 lo License NPF-63,revfsing Tech Spec 3.3 3 7, "Chlorine Detec- 
tion Sys 11 

ADENSAM.E G Project Directorate 11-1. 80/00/23. 4pp. 46649.063-46649 066 

-8808260455 Safety evaluation supporting Amend 8 to License NPF-63, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/23. 2pp 
46649 067*46649,068. 

8809010291 Submits addl Info re 000201 steam generator lube rupture analysis Plant 
operator received add! specific training Util lo Include scenario fn next scheduled aim 
ulalor requatificatlon training 

RICHE Y.R.B. Carolina Power A Light Co. 98/08/26 Document Control Branch (Docu- 
ment Conlrol Desk). Ip, 46744-084 46744:004, 


0809010199 Monthly operating rept for Jul 1968 for WNP-2 W/880808 Itr 
HUTCHISON.L, POWERPC M. Washington Public Power Supply System. 88/07/31. 
4pp. 46722.122-48722:125 

0809080009 Forwards revised Page $ lo "Semiannual Effluent Rept.Jan- June 1988." 
POWERS.C.M. Washington Public Power Supply System 88/08/26 Document Con- 
trol Branch (Document Conlrol Oask). Ip 46001:011-46601-012, 

—8609060010 Revised Page 6 to "Semiannual Effluent Rept.Jan-June 1968." 

' Washington Publlo Power Supply System 88/06/30. Ip 46801-012*46801.012. 


8609080031 Discusses util understanding of NRC 8B0714 SER re compliance w/ATWS 
Rule 10CFR60.62ln order to facilitate presentation of clariffcatlonjelevant loxl for 
safety evaluation provided per ulif clarifying remarks 

LOFUN.L.I. Carolina Power A Light Co 88/00/26. Document Control Branch (Dccu 
mant pontrol Desk). 3pp, 46700 J71 -48790.1 73. 

8809080274 Provides addl Info re analysis of natural cooldown test results of 
fadfity.Flow charactaristfcs.head mixing capability A depressurization discussed, 
LOFLIN.L I. Carolina Power A Light Co. 88/08/31. Document Control Branch (Oocu 
ment Control Desk). 3pp. 46789:352*46789.364. 
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4 0-09060365 Concludes that license condition fully satisfied re review of microstructure 
presented in Repl PA-R-88-03-16, “Metallurgical Evaluation of EDG Gases from CP&L 
Shearon Hams Nuclear Station,” 

BUCKLEV.BC Project Directorate 11-1 88/09/01. UTLEY.E E Carolina Power & Light 
Co, 2pp. 46764.262-46784 263 

6609070121 Advises that util 680527 response to Generic Ltr 88-05, “Boric Acid Corro- 
sion of Carbon Steel Reactor Boundary Components In PWR Plants” acceptable 
LO,R, Project Directorate N 1 88/09/01. UTLEY, E.E Carolina Power & Light Co 2pp 
46770.1 65-46779-1 86. 

6609140410 Notification of 850915 meeting w/util In Rockville, MD to discuss status of 
licensing activities review 

BUCKLEY, B C Project Directorate 11-1. 88/09/08. ADENSAM.E.G Projoct Directorate 
I M 3pp. A 6830.367-46530 359 


8809140422 Forwards response to NRC Bulletin 85 005 & Sup pis 1 & 2, "Nonconform- 
ing Mall Supplied by Piping Supplies, Inc at Folsom, NJ & West Jersey Manufacturing 
Co at Will lams town,NJ ,f 

MCDUFFIE, M A Carolfna Power & light Co 80/09/07 Document Control Branch 
(Document Control Desk). 19pp 46837 233-46837 251 

8809220136 Forwards Insp Rept 50 400/80-23 on 8G0725 29 No violations or devi- 
ations noted, 

HERDTAR Region 2, Ofc of the Director 80/09/09 UTLEY.E E Carolina Power & 
Light C0 2pp. 46930 226 46930-236. 

-8809220140 Insp Rept 50 400/88-23 on 8G0725 29.No violations or deviations 
noted Weaknesses noted Major areas inspected verification of development & Implo 
mentation of programs, controls, procedures & tost activities. 

WHITENER,H L„ JAPE,F. Region 2, Ofc of Ihe Director 58/09/06 9pp, 46930 228- 
46930:236. 


Q. Inspection reports, IE Bulletins & correspondence 

6802100081 Summary of CRGR Meeting 127 on 871223 re proposed resolution of USI 
A-47, “Safety Implications of Control Sys In LWR Nucl Nuclear Power Plants ” Com- 
mittee recommended forwarding ofc package to EDO following incorporation of CRGR 
comment 

JORDAN, EL. Committee to Review Generic Requirements, 80/01/11, STELLO.V. Ofc 
of the Executive Director for Operations 37pp 46874,070 46874-108, 

“6609160164 Forwards info on auxiliary feedwater check valves for faclhllos per IE Sul 
letfn 85 001 Jn response to 071229 request. 

ERNST, M,L NRC - No Detailed Affiliation Given, 87/12/30. ROSS.D.F. Office of Nu- 
clear Regulatory Research, Director (Post 880720). 3pp 46074.1 11-46074.113. 

0608260007 Ack receipt of 880720 ltr Informing NRC of steps taken to correct violations 
noted in Insp Rept 60-400/88-11. 

REYES, LA. Region 2, Ofo of the Director 80/08/11. UTLEY.E. E. Carolina Power & 
Light Co. Ip 46669 265-46669-255. 

88061-00195 NRC Info Notice 88 069, "Movable Contact Ffnger Binding In HFA Relays 
Mfg by GE.“ Svc list enef. 

ROSsI, CE„ Division of Operational Events Assessment (Post 070411). 80/08/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 46690-054 46690 1 70 

8003160461 NRC Info Notice 88 068, "Setpoint Testing of Pressurfzor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Poal 870411) 00/08/22. 
Consolidated Edison Co of New York, Inc. 121pp 46702:311-46703-070, 

8803100366 Suppl 1 lo NRC Info Notice 86-040, "Licensee Rept of Defective Refur- 
bished Valves •' Svc list end. 

ROSSI, CE. Division of Operational Evonts Assessment (Post 870411). 80/00/24 
Consolidated Edison Co of Now York, Inc 122pp, 46713.218-46713-219, 

0BD9O1O354 Forwards Wes ling house proprietary Rov 2 to Spec G-670066, "Reactor 
Coolant Seamless Forged Pipe lo ASME III, Class I, Safety Class 1" & Rev 0 to Spoc 
G 676865, "Reactor Coolant Cast per Insp request Ends withhold (ref 
1OCFR2.7G0) 

WATSON, R A Carolina Power & Light Co, 00/00/25, Document Control Branch (Doc- 
ument Control Desk). 2pp. 46744:032-46744.033. 


8809230108 Discusses insp Rept 50-400/50-21 on 880718-22 & forwards notice of 
violatlon.Vlolation re 800713 failure to detect & Identify loaded revolver passed 
through security x-ray & Into protected area Enel withheld (10CFR2 760(d) & 73.21) 
GRACE, J.N. Region 2, Ofc of tho Director 80/09/13 UTLEY.E E Carolina Power & 
Light Co 3pp. 46932 218 46932,220 

8809000339 NRC fnfo Notice 88*074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA 1 Svc Ust oncl 
ROSSI, CE Division of Operational Events Assessment (Post 570411) 88/09/14 
Consolidated Edison Co of New York, Inc. I22pp 46024-216 46824-336. 

8609260250 Forwards Insp Rept 50-400/80 26 on 880008*12 No violations or devi 
atlona noted 

HERDTAR. Region 2, Ofc of tho Director. 00/09/14. UTLEY.E E, Carolina Power & 
Light Co. 2pp 46949 001-46940 019 

“8809260259 Insp Rept 60-400/88-26 on 880508-12 No violations or deviations 
noted Major areas Inspected evaluallon or Steam Generator A & B leakage at primary 
head drains, Inservlco Insp - review of program, procedures & work activities. 

BLAKE, J.J., COLEY, J.L., HALLSTROM.G.A, Region 2, Ofc of Iho Director 88/09/12 
17pp. 46949.003 46949,010. 

0609120197 NRC Info Notice 00 075, "Disabling of Diesel Generator Oulput Circuit 
Breakers by AnthPump Circuitry." Svc list oncl 

ROSSI, CE. Division of Operational Events Assessment (Posl 870411) 88/09/16 
Consolidated Edison Co. of New York, Inc. 124pp 46048 133 46046,252 

6809130350 NRC fnfo Nollce 88 076, "Recent Discovery of Phanomenon Not Previous 
ly Considered In Design of Secondary Containment Pressure Control' 1 Svc list oncl. 
ROSSI.C.E Division of Operational Events Assessment (Post 070411) 88/09/19 
Consolidated Edison Co. of Now York, Inc, 125pp. 46946 253-46947.013 

8809220312 Notification of 880923 meeting w/util & Wosllnghauso fn Rockville, MD lo 
discuss results of RCS piping Insp 

BUCKLEY.BC. Project Directorate 11-1 85/09/20 MURLEY.T., SNIEZEK.J, 

MIRAGL1A.F, NRC - No Detailed Affiliation Glvon 3pp. 46927-101-46927.103. 


R. Periodic operating reports & related correspondence 


3000070440 Requests that Relief Request R1-003 bo granted for stated weld by 
860906 lo support refueling schedule, per Insp plan. Relief request concerns pressure 
retaining circumferential welds & branch piping connections wetds.Fee paid 
LQFLlNX I Carolina Power & Light Co B8/08/26. Document Control Branch (Docu- 
ment Control Desk). 6pp. 46773:021-46773-020 

8009260127 Forwards Enforcement Conference Summary Rept 60 400/88 21 on 
6GOB16 Major areaB dlscussed.failure of security officer lo detect contraband prior to 
being fnlroduced into protected area.Rovlew of Issues continuing. 

GRACE.J N Region 2, Ofc of the Director 08/08/26 UTLEY.E E. Carolina Power & 
light Cd. 4pp. 46966-100-46956:183, 


3808230112 NRC Info Notice 88-070, "Check Valve fnsorvfce Testing Program Deficien- 


cies " Svo list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 68/08/29 
Consolidated Edison Co. of New York, Inc. 123pp 46713 095-46713:217. 


0009130256 Forwards Insp Rept 50-400/88-22 on 880801-06 No violations or devi- 
ations noted. 

HE-RDT.A R. Region 2, Ofc of the Director. 88/00/29 UTLEY.E E Carolina Power & 
Light Co. 2pp. 468 26*04 2-4 6826:050. 


“6809130263 Insp Rept 60-400/80-22 on 080001-06 No violations noted Major aroas 
i aspect ed’dles el generator 18 months operability tests.dlesel generator main! & reli- 
ability test & review of previous enforcement matters. 

TAYLOR, P A,. SPARKS.S.E., JAPE.F, Region 2, Ofc of the Director 09/08/29, 7pp. 
46520 044-46026-050. 


5809 140473 Confirms 880927 mgt meeting to review results of SALP for regulatory per- 
formance for period of Jul 1987 - June 1080. 

GRACE.J N. Region 2, Ofc of the Director 88/08/31 UTLEY.E E. Carolina Power & 
Light Co. 2pp. 46042:359 46042-360, 

0808260492 NRC Info Notice 80-071, "Possible Environ Effect of Reentry of COSMOS 
l&OO & Request for Collection of Licensee Radioactivity Measurements Attributed to 
Thai Event.' 1 Svc list end. 4 J(S t 

ROSSbC.E Division of Operational Evonts Assessment (Post 870411). 88/09/01 
Consolidated Edison Co, of New York, Inc 121pp. 46712:244-46713-004 

8806300018 NRC Info Notice 89 072, "Inadequacies in Design of DC Motor-Operated 
Valves." Svc list end ^ . , 

HOSSLC.E. Division of Operational Events Assessment (Post 870411). 80/09/02. 
Con&olwaled Edison Co. of New York, Inc 122pp 46726.001-46726,123. 


8809010141 "Semiannual Radioactive Effluent Reloase Repl,Jon-Juna 1908" W/ 
000829 Hr. 

POLARD.A.O., WATSON.RA Carolina Power & Light Co. 00/06/30. 42pp 
46740:216-46740:259. 

6809140289 Monthly operating repl for Aug 1985 for Harris Nuclear Power Plant.Unlt 
1.W/880908 ltr. 

HALE.M,. WATSON.RA. Carolina Power & Light Co. 05/00/31 6pp. 46842037- 
46842,041 


5, Reportable occurrences, LERs & related correspondence 

8806290044 PNO-fl-88 049: on CB0ai2,plant lost power to 18 of 30 annunciator 
panels, due to failure In associated power supply Inverter Licenses Investigating cause 
of power supply failure & NRC cfosoly monitoring situation, 

CARROLL, R. Region 2, Ofo of the Director 68/03/12. Ip 46606:252 46606-252 

8006300247 LER 00 017-00-on 880726, Tech Spec 3.7.7 violated Caused by Inoperability 
of emergency svc water pump A & Train A essential svcb chilled water svs Bay in- 
spected under water & traveling screen operation w/bay drain ed.W/880825 ltr, 
JOHNSON ,J.R, WATSON.R A. Carolfna Power & Light Co. 88/00/25, 4pp 

46703:285-46703*288. 

8609010344 LER 88-019 OOon 880730, both source-range nuclear detectors NJ-31 & Nl- 
32 failed low & declared inoperable.Caused by short In Inner shield to ctr conductor & 
faulty cable connector.Source-range detectors replaced W/000026 Hr. 

JOHNSON .JR.. WATSON.RA, Carolina Power 5 Light Co. 80/08/26 4pp. 

46720:356-40720:369 

8809010331 LER 88-010 OO.on 880730,maln feedwater pump tripped due to low flow 
during normal shutdown for scheduled refueling outage Caused by low setpoint on re- 
circulation flow switch drifting out of calibr low.Switch calibrated, W/C8O820 Hr. 
SCHWABENBAUER, WATSON, R A, Carolina Power & Light Co. 60/00/29. 4pp 
46743:241-46743:244, 

8809140333 LER 00 020-00'On 00O8O6,wlde range gas monitor Inoperable due to foss 
of sample flow & compensatory actions not taken. Caused by personnel 
error Procedure revised for addl checks on monitors & personnel received add! 
training W/0 00906 ltr. 

SCHWABENBAUER, WATSON.RA Carolina Power & Light Co. 58/09/06 6pp 
46846:161-46846,165, 


8800970493 Responds to NRG 880804 ltr re violations noted fn Insp Rept 50-400/88- 
20LCorrectlve actlons-Monlhly Operability Surveillance Procedure uST-1015 changed 
to add missed valves to monthly surveillance. 

WATSON.R.A Carolina Power & Light Co 88/09/02 Document Control Branch (Doc- 
ument Control Desk). 3pp 46772:162-46772:164. 


8809140387 LER 80-022-QO.on 880009, vent stack flow rate estimates not done per 
Tech Specs.Cau8ed by personnel error.Personnel Involved counseled & on-shlft oper- 
ators reminded of importance of attention lo detalLW/880907 ltr. 

SCHWABENBAUER, WATSON.RA Carolina Power & Light Co. 88/09/07. 4pp, 
46838:312-48838:315. 
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8109140146 LER 68-021*00 on 880809,automatic start of auxiliary feedwater pump oc- 
curred while performing Operational Surveillance Test OST-1826 Caused by procedur- 
al deficiency Procedures revised W/680908 ttr 

JOHNSON, J R , WATSON ,R A Carolina Power & bght Co 88/09/08 3pp 
46837 078-46837 080 

6809140359 LER 88 023-00 on 88081 2,contro] operator observed midposition indication 
on control board for gagged open PORV.re suiting in Tech Spec 
noncompliance Caused by isolation of mlrogen/air supply to actuator W/880908 Itr. 
HOWE.A.J, WATSON, R A Carolina Power 6 Light Co 8B/09/Q8 5pp 46841 288- 
46841 272 

8809150297 Suppl Id special rept on 860412,vent stack 5A wide range gas monitor 
1WV-3 547-1 declared Inoperable Initially reported on 880502 PJanl calibr procedure 
revised incorporating changes recommended by vendor & sample flow transmitter 
calibr 

WATSON ,R A Carolina Power & Light Co 88/09/08 Document Control Branch (Doc- 
ument Control Desk) 2pp 48891 128-46891 132. 


Q. Inspection reports, IE Bulletins 8. correspondence 


8808190195 NRC Info Notice 80 069, "Movable Contact Finger BIndinn in wca b . 
Mfg by GE " Svc list end a m 

ROSSI, CE Division ol Operational Events Assessment (Post 87041 n 
Consolidated Edison Co of New York, Inc. 126pp. 46690 054-46690 , 178 00/00/19 

88081 60451 NRC Info Notice 86*068, "Setpoint Testing of Pressurizer Safetv VsW 
Filled Loop Seals Using Hydraulic Assist Devices ” Svc list end. * Valv * 3 W/ 

ROSSI, C.E. Division of Operational Events Assessment (Post 8704111 armo,™ 
Consolidated Edison Co of New York, fnc. 12lpj> 46702,311-46703 07C) 88/08/22 

8808180368 Suppl 1 lo NRC Info Notice 88-048, "Licensee Rapt 0 f Defect 
bished Valves. r S V c list end p uetective Rofur 

ROSSI, CE Division of I 
Consolidated Edison Co i 


Operational Evonta Assessment (Post 0704111 as/hfi/^ 
of New Vork, Inc, 122pp 46713.210*46713 219 00/08/24 


8809230147 PNO 11-88-054 Coalition Against Shearon Harris notified local law enforce- 
ment of plant demonstration scheduled for 68091 2-13 CmI disobedience 
expected Plant security & FBI notified Local media interest anticipated. 

CARROLL, R Region 2, Ofc ol the Director 68/09/12 2pp 46942 250 46942,251. 


NRC Wo Notice aa-070, "Check Valve Insorvtco Testing Program Oetoen 

ROSS1.CE Division of Operational Events Assessment (Post 87041H RA/nnv^ 
Consolidated Edison Co of New Vork, Inc 123pp 46713 095 46713 7^ 8 08/28 


8809190333 LER 88-023-01 on 8BO0t2,reactor coolant sys vent Jess than required by 
Tech Spec 3 4 9 4 for low temp overpressure protection Caused by failed valve gag- 
ging device Longer gagging device installed W/88091 3 Hr 
HOWE, A J , WAtSON.RA Carolina Power & light Co 88/09/13 5pp 46899.246 
46899 252, 


fflEveWwllst^ 1 ' 00 °' l! ' Conseo RQdioac,ivily MeasuremTnts Attribuffio 

cSf 5 lii? a f«| D E^i S ^n 


8809200147 LER 86-024*00 on 880812,malnl surveillance tests verifying nuclear Instru 
mentatron source range monitor operability not performed prior to Mode 6 
entry Caused by deficient planning & scheduling Surveillance tests scheduled W/ 
880913 Hr 

JEFFRIES, C, WATSON,R A Carolina Power & Light Co, 68/09/13, 4pp. 46900,156- 
46900 159. 


V. Operator Examination* 

8808310221 Ack acceptance of Invitation to speak at 880926 dinner & to present 16 
candidates w/operator certificates 

MCOUFFIE.M A Carolina Power & Light Co, 88/08/12 GRACE.J.N. Region 2, Ofc of 
Ihe Director, Ip. 46699 320 46699 320, 

8809010291 Submits addl Info re 880201 steam generator tube rupture analysis Plant 
operator received addt specific training Util lo include scenario In next scheduled sim- 
ulator requalificabon training, 

RICHEY.R B Carolina Power & Light Co 08/06/25 Documanl Control Branch (Docu 
ment Control Desk). Ip 4674 4 084-4674 4 084 


Valves/’ Svc list encl "inadequacies In Design of DC Motor-Operated 

ROSSI,C.E. Division of Operational Evonta Assessment (Post 070411) 88/09/0? 
Consolidated Edison Co, of New York, Inc. 122pp. 46726 001 -46728- 123 02 

88 DuSS 03 n^ NR S ! ^° N° ,lcs 80 °H "Potentially Inadequate Performance of ECCS in 
E^,9. u ^ n9 r,?? ( t ircLllati0 J °P er£ Won Following LOCA " Svo list end. *** n 

ROSS!,C.E. Division of Operational Evonls Assessment (Posl 870411). 68/09/ u 
Consolidated Edison Co of Now York, Inc. 122pp, 46824 216-46824-336 * 9/ 4 

8809120197 NRC Info Notice 08-078, "Disabling of Diesel Generator Outout (Wt 
Breakers by Anti Pump Circuitry," Svc list end. u pu Ucwt 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/18 
Consolidated Edison Co of New York, Ino 124pp, 46946-133 46946252/ 6 

8609130350 NRC Info Notice 86*076, "Recent Discovery of Phenomenon Not Previns 
Kf2S 8 J?f®ni h i P 08lg , n 5 f Soc °ndary Containment Prossuro Control " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co. of New York, Inc. 125pp 46946 253 46947.013 9 19 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 

Q, Inspection reports, IE Bulletins 4 correspondence 

88 P? 1 Ji 02 fl 5 iP^ ftds J o ^RC 8808 23 telcon re violations noted In in sp Rapt 50*407/ 
88 01 & 50-072/88 01. Corrective actions licensee modified checkout procedure for 
operation of TRIG A reactor. 

GEHMLtCH,D,£ Utah, Unfv, ol, Salt Lake City, UT, 88/08/25. TAYLOR, J.M. Ofc of 
the Executive Director for Operations, 2pp 46898 348 4 6898 349, 

R. Periodic operating reports 4 related correspondence 

TX&toT* TR,GA R0flCtOf Annual 0p9raWn9 Rept for jui 1967 - junQ 

GEHMLIDHAK Utah, UnN of, Salt Lake City, UT. 88/06/30 
4^4 262-4 & Non ‘ Pow0r Reactor Project Directorate. 10pp 

DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 
F, Security, medical, emergency 4 fire protection plans 

8 ^Nd”rt < 1^ , 7wS)" C ^' y,Mnln0 & quall,,catton & “""ngehs/ plans Revs 

TAYLOR, J W. Dalrytand Power Cooperative. 68/09/08, Office of Nuclear Reartnr 
Regulation, Director (Post 8704 11) 2pp, 46927,293 46927*294 1 MUCIear Reactor 

P. Operating license stage documents 4 correspondence 

8608120294 Generic Ur 88-14 lo all holders of OLs or CPs for nuclear cower reacts 
miraqlJTf i 8 5 nr P f< J blems affecWnfl safety related equIpmentSvc list enc\ 

BS/0 P e /08 ConsolldS 


Search Associates. 5pp, 46770 06(W6770,089. 

E "'“> 8 < a « »- «•** P-»— no. in 

D ° cumea ' Branch 


R. Periodic operating reports 4 related correspondence 

!? a S i0 , a( i tlv ® £ f,lu9nl Rept for LACBWR for Jan-June t988." W/860825 1 u 
00/O6m DAVIS ' AB Re 9 ion ol 

V, Operator Examinations 

ea - 0 . 8 l 9 0 . 0O .°„ , !^ P_ o l? t !» »■>. Qenale Ur.8B.13, "Operator Licensing Exams" NRC will, a- 
S'E ftSL vdu ?r IS o t0 b0 I° ctiar Q 0 oi comfo1 room & tool handling operations 

ft 00/00 ' 30 - hannon - j ' °p° rator Ucaas 

DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 
F, Security, medical, emergency 4 fire protection plans 

?3Op[x^i07Q2 • 1 2MQ702.3 10 ' AB0OTT ' fi B - Nla 9ara Mohawk Power Corp BB/BB/29 
i!i um ™ ary 01 cur,ont 'natrlollons contained In either Tech Specs™ 

KcaS ao,i °" l0VBl ^ or 880902 'S'! 805 ' «• 

46m262 A 4B P 9 r ai!2Sfl :reCl0rat9 l ’ , ‘ 89/08/07 ’ 80QE R.B- Proloct Directorate 1-1, ipp 

Teroe 4 membe?Xr99edplanwllhhlld 0Uard8 “ n,ln0anc '' planDeW ' tor ' 
RegSM 01 Nualaa ' HaacW 

^K^noled 0 ^ 0 ^ 3 ln8p R ® Pt8 6 °- 220/88 ‘ 26 & BO-410/88 25 on 880801*03 No wo* 

Moh^-k r^ l0 5 J* ,hfl Director. 80/09/09 MANGAN.C V, Niagara 

Mohawk Power Corp. 2pp, 46896,O37-46096;O46. 

^ Spl8 88 ‘220/88-26 & 50-410/88-26 on 880801 -03.No violattone 
parttcMli/cmerg'^ preparedneea & ehaervatlon of annual parbal 

GORDON.CZ, Region 1, Ofo of the Director. 88/09/09, 7pp, 46890.039-46898.045. 

08 noi?rfl° fn8p 60-220/88-17 & 60-410/88-17 on 800707- 0824 & 
Ice Infios rfL 0 mnn S n i'ffl!S P , W0 L k ord f r l8SU0d ** result of QA dept surveillance of fnserv- 
WENzRger f c S? f lnadeq ^ te control & oversight of program 
EwkSf r^ R ? on of the D!r 0 c»or, 88/09/15. MANGAN.C.V. Niagara 

Monawk Power Corp 3pp. 46932:189-46932:217, 
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-8809230155 Insp Repts 50-220/88-17 S 50-410/88-17 on 880707-0824. Violations 
noted Major areas inspected Unit 1 outage, Unit 2 power operations.NRC bulletin & 
rtollce reviews, LER reviews, temporary Instruction followup & 10CFR5Q 59 reviews 
JOHNSON.J R Region 1, Ofc of the Director, 88/09/14 25pp, 46932 193-46932 217 


"8809070378 Safety evaluation concurring w/appllcant 060703 exemption request re 
testing of 16 relief valves.per 10CFR50,App J. 

* Office of Nuclear Reactor Regulation, Director (651125 670411) 86/08/27 9pp 
4071 3-049 46713-057. 


8509270128 Revised emergency plan implementing procedures, including Rev 9 to Pro- 
cedure EPF-15, "Health Physics Procedure" & Rev 6 to Procedure EPP-19, "Site 
Evacuation Procedure 11 

BURGESS.G W,, TERRY.CD Niagara Mohawk Power Corp. 80/09/19 79pp, 
46971 '27 1-46971. 349 


P, Operating license stage documents & correspondence 


8809090219 FOIA request for documents re names of licensee & names of owners 
DISTEFANO.JG. DlStefano, JG 68/06/04 Office of Governmental & Public Affairs 
(Post 870413). 2pp. 46777.081-46777 082 

6608120294 Generic Ltr 88-14 to all holders of OLa or CPs (or nuclear power reactors 
te instrument air supply sys problems affecting safety related equIpmenl.Svc list end 
MIRAGLIA.F.J Associate Director for Projects (Post 070411). 80/06/08 Consolidated 
Edison Co. of New York, Inc. 41pp, 47065.001-47065 006, 

8909070146 Partial response to FOIA request for documenls.App A documents avail- 
able In PDR.NRC reviewing Item F of request 

GRIMSLEY.D. NRC • No Detailed Affiliation Given 88/08/10, KUDLICK.M. MHB 
Technical Associates, 2pp 46713.007-46713 094, 

-8005270925 Forwards technical assignment control form far review of 790124 G&W- 
FSD-2538 "Nuclear MSIV Sys." 

BAER.R L Light Water Reactors Branch 2 00/03/25. MATTSON.R J. Division of Sys- 
tems Safety. 2pp. 46713 009-46713:010. 

-0011200491 Responds to request for input re util 790403 proposal for use of 24-Inch 
ball valve for main steam Isolation Applicant should proceed w/procurements & 
Inatallatlon.Valve Integrity can bo ascertained by inservice InBp & testing, 

CHECK.P.S, Assistant Director for Plant Systems. 80/11/10 TEDESCO.Rl. Assistant 
Direct or for Licensing. 2pp, 46713 011-46713.012 

—6112110007 Records 811110 lelcon re 010102 memo on uao of Gulf & Western ball 
valves for MSIVs 

BAGCHI.G. NRC - No Detailed Affiliation Given 01/11/20. JOHNSTON.W. NRC - No 
Detailed Affiliation Given Ip 46713:016-46713.019. 

-8404050449 Discusses 840217 memo ro Inconsistencies In revised draft SER 
Input Deletion of MSIV leakage control sys was not revlawod until recently. 
NOVAK.T.M. Assistant Director (or Licensing 04/03/13 MULLER.D.R Assistant Di- 
rector for Radiation Protection. 3pp 40713.013 4071 3.015. 

-8412050571 Forwards Equipment Qualification Branch SER Input re seismic & dynam 
lc qualification of Seismic Category I mechanical & electrical equipment & pump & 
valve operability assurance program 

KNIGHT, J.P. Assistant Dlrootor for Comp & Structures Engineering (Post 830201). 
84/11/26, NOVAK.T.M Assistant Director for Licensing. 10pp, 46713,020-46713 040. 

—861 1040400 Forwards request for addl Info ro MSIV operability at facllity.based on ini- 
tial review of util rept entitled, "Final Rept 10CFR60 55(e) MSIV Actuators," forwarded 

a util 961021 ltr. 

CKAS.W.J, Brookhaven National Laboratory, FIN A-3346. 86/10/31. BERKSON.H. 
Planning & Program Analysis Staff (851125 070411). 3pp, 46713-058 46713:060, 


8009090214 Final response to FOIA request for llcenseo/owners for Nino Mile Point Nu- 
clear Station 

GRIMSLEY.D H NRC - No Detailed Affitiaiion Given 88/00/10, DISTEFANO.J G. DlS- 
tefano, J.G, Ip 46777.080 46777-080, 


6806290197 Advises that revs to pump & valve inservice testing program will be submit- 
ted by end of Sept 1988,lnstead of 880731 .per discussion w/M Haughev, 

PERKINS.T J Niagara Mohawk Power Corp 08/00/19 Document Control Branch 
(Document Control Desk) Ip, 46668,290 48668 298, 

8800310207 Forwards "Secondary Containment Drawdown Analysis & LOCA Radiologi- 
cal Analysis," per NRC 060618 request Results of revised radiological analysis & In- 
terim results of secondary containment drawdown valid for first plant operating cycle. 
TERRY.CD Niagara Mohawk Power Corp. 00/08/26, Document Control Branch 
(Document Control Dosk), 2pp 46699 330 46700.008. 


-660B310237 "Secondary Containment Drawdown Analysis & LOCA Radiological Analy 
sis " 

* Niagara Mohawk Power Corp. 06/08/31 , 36pp 46899 332-46700 006 


8609070080 Forwards "Semiannual Radioactive Effluent Release Rept, Jan-June 19B8" 
& Rev 4 to "Offsite Dose Calculation Manual," 

PERKINS.T ,J, Niagara Mohawk Power Corp 88/0B/30. Document Control Branch 
(Document Control Desk). Ip. 46775.024 46776-271 


-8009070087 Rev 4 to "Oflslte Dose Calculation Manual " 

DUELL.J.N,, STUART.C.L, ABBOTT, R.B. Niagara Mohawk Power Corp 80/02/26 
1 21 pp, 40775,041-46776:271. 


0809130149 Requests limited exemption for facility from requirements for procurement 
of Items from GPE Controls as listed Exemption would allow util to obtain replace- 
ment parts currently unavailable from other sources 

PERKINS.T J. Niagara Mohawk Power Corp, 08/09/01, Document Control Branch 
(Document Control Dosk) 3pp. 46830.282-46830:284. 


9809120169 Summary of 860830 mooting w/util re status of licensing Issues for 
plant, W/llsl of meeting participants & observers, 

HAUGHEY.M F. Project Directorate M 08/09/07. Project Directorate 1-1 9pp, 
46825.025 46025.033 


8809200179 Requests extension of time for submittal of updated SAR from 881031 to 
890430 due to backlog of changes mado prior to Issuance of OL & commercial 
operation, Fee paid, 

TERRY, C.D. Niagara Mohawk Power Corp. 88/09/16 Document Control Branch 
(Document Control Desk). 6pp, 46900-289-46900.294. 

6809260102 Advises that R Gallo placed on controlled distribution for facility emergency 
operating procedures per NRC 880602 roquest 

TERRY.C.D. Niagara Mohawk Power Corp. 88/09/19 RUSSELL, WT Region 1. Ofc 
Of the Director 2pp 40965,179 46965,180 


Q. Inspection reports. IE Bulletins & correspondence 


—8702120481 Forwards safety evaluation ro operability or modified MSIVs during first 
fuel cycle w/refurblshed seal & ball Modified MSIV actuator design & closure time 
operability acceptable. 

LAINAS.GC. Assistant Director for Technical Support (BWR) 87/02/06 

AOENSAM.E BWR Project Directorate 3. 2pp. 46713 061-40713-071. 

—8702250407 Forwards Electrical, Instrumenlallon & Control Sys Branch safety evalua- 
tion re design mods to MSIV actuator control sys Sys compiles w/required regulatory 
acceptance criteria, Including IEEE Std 279 & GDC 21 SALP Input also end. 
LAINAS.G.C Assistant Director for Technical Support (BWR). 67/02/07. 

ADENSAM.E. BWR Project Directorate 3. Ip 46713 072-46713.072 

-8705080057 Forwards safety evaluation & SALP Input supporting proposed Tech 
Specs changes re changing MSIVs from hydraulic actuated ball valves to air operated 
Wye pattern globe valves 

HODGES, M.W, Division of Engineering & Systems Technology (Post 870411), 07/04/ 
30. CAPRA, R.A. Project Directorate 1-1 Ip. 46713:060*46713:080. 

—8705260381 Submits dally highlight, Plant will be brought critical on 670520 or 21 Li- 
censee replaced ball-type MSIVs w/wye pattern globe valves due to leakage 
probtems.Ucensa amends re MSIVs issued & const deficiencies Identified In license 
resolved, 

NEIGHBORS, J,D, Project Directorate M 87/05/20. MURLEY.T., SNIEZEK.J., 
M1RAGLIA.F. NRC - No Detailed Affiliation Given. Ip. 4671 3-094-4671 3 1 094. 

-8706030016 Forwards SER supporting util 870311 & 0407 requests for proposed 
mods to MSIV aotuatlon control sys, Mods comply w/ 10CFH60,55a(h) & GDC 
21, SALP Input also end 

THADAN1.A.C Assistant Director for Systems, 67/05/04. BOGER.B.A. Assistant Di- 
rector for Region I Reactors. Ip. 4671 3'066-4671 3,008. 

-8809070234 Safety evaluation accepting util latest design mods to MSIV actuation 
control sys.per IEEE 279 & GDC 21. 

• Office of Nuclear Reactor Regulation, Director (651125-870411). 87/02/07. 7pp. 
48713.073-46713*079. 

—88 09070248 Safety evaluation accepting util 870311 proposed changes to Tech Spec 
Tables 2.2.1-1, 3.6,1 ,2*1 &. 3.6.3-1 re MSIV-closure setpoint. 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 87/04/30. 7pp, 
46713:061-46713:087, 

-6809070259 SER accepting ulll 870301 & 0407 requests for rev to Tech 
Specs, modifying MSIV actuation control sys.per IEEE Std 279 & GDC 21 

• NRC - No Detailed Affiliation Given. 87/05/04. 5pp. 46713.009-40713.093. 


9808190195 NRC Info Nolice 68-069, "Movable Conlact Finger Binding In HFA Relays 
Mfg by GE," Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411), 88/08/19. 
Consolidated Edison Co. of New York, fno 126pp 46690 054 46890,170 

6808160451 NRC Info Notice 88*068, "Setpoint Testing of Prossurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices," Svc list end 
ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co. ol New York, Inc, 121pp. 46702-311-46703.070. 

6609190368 Suppl 1 to NRC Info Notice B8-048, "Licensee Rept of Defective Refur- 
bished Valves, Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 08/08/24 
Consolidated Edison Co, of New York, Inc. 122p p 48713-218 46713.219, 

6606310056 Responds to violations noted In Insp Rept 50-410/08 14 re changes to 
FSAR Chapter 14, "Initial Test Program" w/o 30- day notification to NRC As result of 
revlew.four other FSAR Chapter 14 changes not reported to NRC 
TERRY, C.D, Niagara Mohawk Power Corp, 88/00/25 Document Control Branch 
(Document Control Desk) 10pp, 46699-150 48699:159, 

9000230112 NRC Info Notice 80 070, "Check Valve Inservice Testing Program Deflclen- 
cies, 11 Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/08/29. 
Consolidated Edison Co. of New York, !nc. 123pp. 46713-095-46713,217. 

8809070359 Informs of actions taken to address Unresolved Item 06-07-04 from Insp 
Repts 50-220/88-07 & 60-410/88-06 re methodology for determining effect of ao & dc 
emergency buses when new loads added to plant. 

MANGAN.CV. Niagara Mohawk Power Corp. 88/08/29 Document Control Branch 
(Document Control Desk). 2pp, 46779.203-46779:204. 

8809160312 Forwards ASME Section XI NIS-1 data repts re preservlce Insp of compo- 
nent supports Revs to three relief requests corrects typos & adds Inaccessible sup- 
ports 

PERKINS, T.J Niagara Mohawk Power Corp 88/08/31. Document Control Branch 
(Document Control Desk). 84pp. 46850-1 75-46050:258. 

8606280492 NRC Info Notice 88-071, "Possible Environ Effect ol Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
that Event ■' Svo list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 06/09/01. 
Consolidated Edison Co. of New York, Inc. 121 pp, 46712:244-46713.004, 
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0808300018 NRC info Notice 80 072. ’‘Inadequacies in Design of DC Motor Operated 

flOSs1,CE VC Division 1 of Operational Events Assessment (Post 8704 1*1 ) 68/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001*46726 123 

0809140363 Informs that contracted vendor to present courses i w 1 1 not be able to com- 
mence training until later in month ol Oct or early Nov 19&8 Schedule revised to have 
instrumentation & control initial training implemented by Nov 1988 
WILLIS JL Niagara Mohawk Power Corp, 8B/O9/09 Document Control Branch (Doc- 
ument Control Desk) Ip 46845 028 46845028 

8009190079 Responds to NRC Bulletin 88 005 through Suppl 2 re matt suppled by 
Pipmg Supplies .Inc at FoJsom.NJ & West Jersey Mfg Co at Williamsburg, NJ Total of 
829 safety related items purchased from subj vendors 

TERRY CD Niagara Mohawk Power Corp 88/09/09 Document Control Branch 
(Document Control Desk) 1 1pp 46859 102-46899 1 12 

0809190287 Forwards Insp Repls 50-220/88 26 & 50 410/88 25 on 880B01 03 No vio- 

BELLAMY.R^R Region 1, Ofc of the Director 88/09/09 MANGAN.CV Niagara 
Mohawk Power Corp 2pp 46396 037-46696045, 

-8809190296 Insp Repls 50 220/88-26 & 50 410/88 26 on 880801-03 No violations 
noted Major areas inspected, emergency preparedness & observation ot annual partial 

^lORC^N?C I^L^A^IJSAY J G Region 1, Ofc of the Director 6B/09/09 7pp 
46696039 46896045 

0809220309 Forwards Insp Repts 50 220/88-24 & 50 410/8B 26 on 680725-29 No vlo- 

DUFIR.JP Region 1, Ofc of the Director 88/09/12 MANGAN.CV Niagara Mohawk 
Power Coip 2pp 46930 237-46930 253. 

-0809220311 Insp Repls 50-220/68 24 & 50-410/68*24 on B80725 29NO violations 
noted Maior areas inspected review of corrective actions from IE Bulletin 85 003 ad 
dressmq improper limit switch & torque switch settings in motor-operated valves. 
ANDERSON.C J , KOSHY.T , MATHEW.R K. Region 1. Ofc of the Director 88/09/08 
15pp 46930 239 46930 253 

8809000339 NRC Info Nolice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs Donna Recirculation Operation Following LOCA Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York. Inc 122pp ( 46B24 215 46824 336 


0009200034 Responds to concern noted in Insp flepl 50 410/87*22, Item 10 & Insp 
Rept 50 410/88-13 re inability to take post-accident samples duo to power supplies 
being divisionalized on post- accident sampling sys Concern can bo resolved via pro- 
cedure 

MANGAN.CV Niagara Mohawk Power Corp 80/09/15 Document Control Branch 
(DocumentControl Desk) 2pp 46912 348 46912 349 

0809230152 Forwards Jnsp Repts 50 220/88 17 & 50 410/88-17 on 880707- 0824 & 
notice of violation Stop work order Issued as result ot QA dept surveillance of inserv 
ice msps demonstrates inadequate control & oversight of program 
WENZINGEREC Region 1, Ofc of the Director. 88/09/15 MANGAN.C.V Niagara 
Mohawk Power Corp 3pp 46932 189 46932 217 


-0809230155 Insp Repts 50-220/88-17 & 50 410/88-17 on 880707-0824 Violations 
noted Major areas Inspected Unit 1 outage.Umt 2 power operations, NRC bulletin & 
notice reviews.LER reviews, temporary Instruction followup 4 10GFR50 59 reviews. 
JOHNSON. JR Region 1. Ofc of the Director 88/09/14 25pp 46932 193-46932 217. 


8809120197 NRC Info Notice 88 075. "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co of Now York, fnc 124pp 46946 133 46946 2 52 


8009130350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control 11 Svc list end. 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/09/19 
Consolidated Edison Co of New York. Inc 125pp ( 46946 253 46947 013 


8809270032 Responds to NRC Bulletin 88-007 re Initiation of uncontrolled power 
oscillations Caut/on statements re potential unslabfe neutron flux oscillations added to 
procedures. 

TERRY.CD Niagara Mohawk Power Corp 88/09/19 Document Conlrol Branch 
(Document Control Desk) 4pp 46972.104 46972 107 


8B08310090 LER 88-035 00 on 880721, automatic Initiation of conlrol bfdg special f.rr , 
tram occurred Caused by electrical noise due to operation of RCIC W & 
valve Filter tram returned to standby & work request issued W/000022 Hr 
JENKINS, R.E , WILLIS, J L Niagara Mohawk Power Corp 88/08/22 5pp 46899 n? 
46639’ 141 


8809010247 LER 88 026 00 on 8B0628.ESF actuated causing reactor scram CauWh, 
APRM upscale trip due to flow changes In reheat sys & reactor steam 
loads Procedure N2 OP 2, "Moisture Separator Rcheator Sys" revised W/880B26 7 
JENKINS, R E . WILLIS, J L Niagara Mohawk Power Corp 80/08/26 Renion t 
the Director 7pp 46741 257-46741 263 

88O9O7O407 LER 80 036 00 on 880721-20, appropriate Tech Specs action statement 
not performed for continued operation w/ono dlosel generator inoperable Root causfl 
not determined MJspositioned contact restored W/080829 Itr 
MAZZAFERRO.P A, WILLIS, J L Niagara Mohawk Power Corp 68/08/29 
46772 098-46772*102 ** 


0809070603 Special rept on 800720, dlosol generator declared inoperable after failure ol 
svc water valve providing cooling water to dlosol jacket water sys failed to automati 
cally open Caused by mispositloned contact on switch Contact repositioned 
WILLIS, J L Niagara Mohawk Power Corp 00/00/29 Document Control Branch (Doc 
ument Control Desk) 3pp 46773 235-46773 237, 

8009060186 LER 83 037 00 on 880B03,nCIG sys Div II containment isolation signal oc 
curred resulting in ESF actuation Causod by high steam flow in Isolation cooling sys 
steam lino Steam line drained & procedure revised W/800830 Itr 
MAZZAFERRO.P A, WILLIS, J L Niagara Mohawk Power Corp 08/08/30 4pp 
46792 335 46792.338 


8609090146 LER 8Q 039 00 on 000806, actuation of ESF, specifically, reactor scram 
occurred Caused by turbine fluid leak duo (o excessive vibration Operations personnel 
secured pumps Work request issued to replace failed pipe W/800B31 Hr 
MAZZAFERRO.P,, WILLlS, J L Niagara Mohawk Power Corp 08/08/31 5pp 
46B04, 097-46804 101 

8009000240 LER 86 038 00 on 000802,Div 1 Isolation of RCIC sys occurred Caused by 
equipment failure or design deficiency. Equipment will be sent to mfg for failure mode 
analysis & audible alarm for conlrol panel restored W/080901 Hr 
MAZZAFERRO.P A, WILUS.J.L Niagara Mohawk Powor Corp 8B/09/01. 6pp 
45792 342-46792 347. 


8009080169 LER 88 038-01 on OOOBOS.parlifll Div 1 isolation of RCIC sys experienced 
due to ESF actuation Causod by equipment mallunctfon & vendor related design 
deficiency Failed equipment replaced & audiblo alarm restored W/800902 Itr 
MAZZAFERRO.P.A., PERKJNS.TJ Niagara Mohawk Powor Corp 8B/09/02 5pp 
49789:357-46739 362 


8809000204 LER 88 039 Ol.on 860B06, facility experienced actuation of ESF .specifically 
reactor scram Causod by turbino electrohydraulic control fluid leak due to pipe failure 
Failed pipo section replaced W/0G0902 fir 

MAZZAFERRO.P, PERKINS, TJ Niagara Mohawk Power Corp 08/09/02 5pp 
46703,128 46793 132. 


8809130312 LER 00 041-00 on 8B001 1, liquid mdwaste oftluent monitor 2LWS-HE206 in 
operable more than 30 days (Tech Spoc 3 3 7 9b noncompliance) Causod by person 
nel error Procedure & equipment slalus log index rovisod.W/800909 Itr. 

DUELL.J N , WILLfS.JL Niagara Mohawk Powor Corp 08/09/09, 6pp 46826064 
46B26 069 


0009200071 LER 88 042 00 on 0800 16, secondary containment Isolation & initiation ol 
standby gas treatment sys & reactor btdg emergency recirculation sys occurred Cause 
undetermined Problem rept to Investigate root cause written W/OB0913 Hr. 
MAZZAFERRO.P , WILLIS, J L Niagara Mohawk Powor Corp B0/09/13 4pp, 
46913:359 46913.362 


V. Operator Examinations 

8809140310 Forwards updated Info ro projected operator licensing & ^qualification 
exam schedules, per Generic Llr 88-13, 

PERKINS, T.J. Niagara Mohawk Power Corp, 00/09/02. Document Control Branch 
(Document Control Desk) 3pp 46040.201-46040.203 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


R. Periodic operating reports & refated correspondence 

0809070000 Forwards "Semiannual Radioachve Effluent Release Rept, Jan-June 19B8" 
& Rev 4 to "Ottsile Dose Calculation Manual 11 

PERKINS, TJ. Niagara Mohawk Power Corp 88/OB/30, Document Control Branch 
{Document Control Desk) Ip 46775 024 46775 271 

-8009070003 "Semiannual Radioactive Effluent Release RepUan-June 1988 " 

4 Niagara Mohawk Power Corp. 88/06/30 16pp 46775 025 46775 040 

“B0O9O7OO87 Rev 4 to "Offsite Dose Calculation Manual " 

DUELL.J N , STUART, C L, ABBOTT, R 6, Niagara Mohawk Power Corp 88/02/25 
121pp 46775 041-46775 271 

8809220057 Monthly operating rept for Aug 1988 for Nine Mile Point Nuclear Stalfon 
Unit 2W/880913 Itr. 

TOMLINSON, E, WILLIS, J.L. Niagara Mohawk Power Corp 88/08/31. i6op 
46927.10546927,120, K 


S, Reportable occurrences, LERa A related correspondence 

8808300240 LER B8 051 Ol.on 870B13.shutdown cooling sys isotaled & Tech Specs 
34 9,2 exceeded Caused by equipment failure, personnel error & procedural & design 
deficiencies Shutdown cooling sys manually restored.W/B80B22 Itr 
JENKINS.R E , WILLIS, J L Niagara Mohawk Power Corp 08/08/22 9pp 46803 343- 


F. Security, medical, emergency & fire protection plans 

0806260226 Forwards SALP Repts 50-334/87-99 & 60-412/87-99 for Mar 1987 - May 
1988 Meeting at site emergency rosponso dr to discuss assessment Will bo sched 
uled by separate correspondence 

RUSSELL.W T Region 1, Ofc of the Director. 08/00/ 17 SIEBER.J D Duquesno Llghl 
Co 2pp 46656 30746656 355 

--80OB260235 SALP Repts 50-334/87-99 & 60-412/87*99 for Mar 1907 - May 1000 
* Region 1 t Ofc of the Director 80/08/17, 47pp. 46656 309 46656 355 

0608260058 Forwards Rav 6 to Issue 4 of plant physical security plan Rev wilhheld (ref 
1GCFR2 790(d) & 73 21) 

SIEBER.J D Duquesno Light Co 88/08/10 Document Conlrol Branch (Document 
Control Desk), 2pp 46656 280-46656-209 


P. Operating license stage documents & correspondence 

0808120294 Generic Ltr 08-14 to all holders of OLs or CPa for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGLIA.F J Associate Director for Projects (Post 870411). 88/08/08. Consolidated 
Edison Co of New York, Inc 41pp 47065,001-47065 006 

8809070146 Partial response to FOIA request for documents App A documents avail 
NRC reviewing Item F ol request . JL , 0 

GRIMSLEY.D NRC - No Detailed Affiliation Given 88/08/10 KUDLICK.M MHB 
Technical Associates. 2pp 46713.007-46713:094 
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•'8005270025 Forwards technical assignment control form far review of 700124 G&W- 
FSD 2536 "Nuclear MSfV Sys ” 

BAER.R L Light Water Reactors Branch 2 80/03/25 MATTSON.R J Division of Sys- 
tems Safety 2pp 46713 009-46713 010 

6609010115 Forwards application for amend to License NPF-73,con5isllng of Proposed 
OL Change Request 4,revising supplementary leak collection & release sys filter test- 
ing surveillance requirements of Spec 4 7 8 1 b Foo paid 

SIEBER.J.D Duquesne Light Co 00/08/ 11 Document Control Branch (Oocument 
Control Desk) 2pp 46722 001*46722 009 

-8609010118 Application for amend to License NPF-73, revising supplementary leak col 
lection & reloase sys filter testing surveillance requirements of Spec 4 7 8 1 b 
SIEBER.J D. Duquesne Light Co 88/08/11 2pp 46722 003*46722 004, 

-86090 10160 Proposed Tech Specs re supplemental leak collection & reloase sys limit 
mo co ndi lions for operation & surveillanco requirements 
• Duquesne Light Co 88/08/1 1 5pp. 46722 005 46722 009, 

8608260380 Forwards request for addl Info re differential settlement ot buried 
pipes Response within 60 days requested 

tAM,P.S, Project Directorate 1-4 08/08/23. StEBERJ D. Duquesne Light Co 3pp 
46669 062 46669 064 

8808300004 Informs that 880531 response fulfills requirements In Generic Hr 08 05, 
"Boric Acid Corrosion ot Carbon Steel Reactor Boundary Components In PWR 
Planls" Records of leakage monitoring program should be maintained 
TAM,P.S. Project Directorate 1-4 88/08/24 SIEBER.J D Duquesne Light Co 2pp 
46693 355-46693 356 

8809080076 Forwards application for amend to License NPF-73, consisting of Change 
Request 15, Amend adds Tech Spoc Section 3 9 14 & revises Sections 6.3.1 & 56 1 
re fuel assembly U-235 enrichment limits on storago in spent ruel racks Feo paid 
SIEBER.J.D. Duquesne Light Co 00/08/30. Document Control Branch (Document 
Conlrol Desk). 2pp. 46789 149 46709 226 


8606260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request (or Collection of Licensee Radioactivity Measurements Attributed to 
That Event ’’ Svc list end 

ROSS1.CE Division of Operational Events Assessment (Post 870411) 88/09/01 
Consolidated Edison Co of New York, fnc 121pp 46712.244-46713 004 

6808300016 NRC Info Notice 88-072, "Inadequacies in Design of DC Motor-Operated 
Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/09/02 
Consolidated Edison Co of New York, Inc 1 22pp 46726.001-46726 123 

0809220099 Responds to NRC 8B0812 Itr re violations noted in Insp Repts 50 334/80* 
22 & 50 412/88 16 Corrective actions replacement of tray & conduit 

covers, establishment of action plan to correct any similar situations & LER 88 013 
issued 

SIEBER.J D Duquesne Light Co 88/09/12 Document Conlrol 8ranoh (Document 
Control Desk) 4pp 46926,184-46926 187 

8609080339 NRC Into Notice 88 074, “Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 06/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824 215 46824 336 

8609120197 NRC Into Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anil Pump Circuitry " Svc list end 

ROSSI, C E Division of Oporatlonal Events Assessment (Post 870411) 80/09/16 
Consolidated Edison Co of New York, Inc 124pp 46946 133 46946 252 

6809130350 NRC Info Notice 88 076, "Recent Discovery ot Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control " Svc list end 
ROSSI, C,E Division of Oporatlonal Events Assessment (Post 070411) 88/09/19 
Consolidated Edison Co, of New York, Inc 125pp. 46946 253-46947.013 


R. Periodic operating reports & related correspondence 


-8899080003 Application for amend to License NPF-73, adding Tech Spec Section 
3 9,14 & changing sections 5 3.1 & 56 1 ro fuel assembly U-235 enrichment limits on 
storage In fuel racks. 

SIEBER.J D. Duquesne Light Co. 08/00/29. Ip 46709*1 51 -46709 1 51 

-8899060065 Proposed Tech Specs, adding Section 3.9,14 & changing Sections 5.3 1 & 
5 6 1 re fuel assembly U 235 enrichmont limits 
• Duquesne Light Co. 08/08/30 35pp 4G7O0 152-46789 106 

-8809000093 "Criticality Analysis of Beaver Valley Unit 2 Fuel Racks M 
BOYD,WA, KRIEG.OJ,, SCHMIDT, BW. Woslinghouso Electric Corp 08/03/31 
40pp 46789 187-46789 226. 

0009160009 Forwards certificate for radioactive liquid waste oqulpmont & piping certifi- 
cation compliance, per NUREG-1057 & 000706 request. 

TAM.P.S Project Directorate t-4. 00/08/30. SIEBER.J.D. Duquesne Light Co 3pp 
46906338-46900*340. 


0609070156 Notification of 880907 mooting w/liconsoo In RockvIlle.MD to discuss pres 
surizar surge lino thermal stratification 

TAM.P.S Project Directorate 1-4. 08/09/01 MURL6Y,T.E , $NIEZEK,J , 

CRUTCHFIELD, D NRC • No Detailed Affiliation Given 3pp. 48770.169 46779*171 


0009230090 Forwards request for addt Info ro B0OB3O application for amend to Llconso 
NPF-73 re increasing fuel enrichment limits in spent fuel pool.lnfo to be submitted 
within 45 days of receipt of request 

TAM.P.S Project Directorate 1-4 00/09/20. SIEBER.J D Duquosno Light Co. 3pp 
40942.134-46942:136. 


Q. Inspection reports, IE Bulletins 4 correspondence 


8808260226 Forwards SALP Repts 50 334/87-99 & 50 412/87-90 for Mar 1987 - May 
1988,Meetlng at site emergency response clr to discuss assessment will be sched- 
uled by separate correspondence 

RLPSSELL.WT. Region 1, Ofc of the Director. 08/08/17. SIEBER.J.D. Duquesne Light 
Co, 2pp. 46656.307-46656*355 


-8800260235 SALP Repts 50-334/87-99 & 60-412/87-99 for Mar 1087 - May 1980 
* Region 1, Ofc of the Director 00/08/17, 47pp 46658*309-46656,355. 

B00826O31O Advises that changes to operating manual will be completed by 081230, per 
NRC concern In Exam Rept 50 412/80 06OL. 

SIEBER.J.D. Duquesne Light Co. 88/08/18. Document Control Branch (Document 
Control Desk) 2pp 46656*232-46650.233, 

8608190195 NRC Info Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Svc list end. 

Division of Operational Events Assessment (Post 870411) 88/00/19 
Edison Co of New York, Inc 125pp 46690.054-46690.178, 


MfflbyGE” 
ROSSI, C.E. I 
Consolidated 


0800300201 Notification of SALP Mgl Meeting 88-134 on 880031 In ShlppIngport.PA. 
TRIPP, L E, Region 1, Ofc of the Director, 80/08/19. STELLO.V Ofc of the Executive 
Director for Operations. MURLEYJ E Office of Nuclear Roactor Regulation, Director 
(Post 870411) 2pp. 46693.343-46693 344. 

8808100451 NRC Info Notice 88-066, "Setpoint Testing of Pressurizer Safely Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end 
ROSSI.C.E. Division ol Operational Events Assessment (Post 670411), 88/00/22. 
Consolidated Edison Co of New York, Inc. 121 pp 46702*311-46703.070, 


8809070521 "Semiannual Radioactive Effluent Release Rept for First Half of 1888" W/ 
000020 Itr 

SIEBER.J.D Duquesne Light Co 00/06/30 73pp 46772 020 46772 091 

6809200364 Monthly operating ropts for Aug 1988 for Beaver Valley Power Station 
Units 1 & 2 W/OOQ912 Itr 

WINGER, M A , SIEBER.J D, Duquesne Light Co 88/08/31. 0pp 46919.257- 
46919 265 


S. Reportable occurrences, LERs & related correspondence 

0808260269 PNO-I 08 086 on 000822, Unit 2 experienced one out of three actuation of 
chlorine dotoctlon ays Unit 1 actuated on two out of-lhree coincidence Bottled air 
pressurization sys began to discharge Into control room Addl tests performed 
TRIPP, L. Region 1, Ofc of the Director. 88/08/23 2pp 46654.052 46654 053 

0008300320 LER 00 00D OO.on 800727, shutdown bank A would not move Caused by 
RCS troubleshooting Oporators utilized emergency operating procedures to stabilize 
plant in hot standby. W/000025 Itr 

NOONAN.TP Duquosno Light Co 88/00/25, 6pp 40697*130-46697 143, 

8800300292 LER 80 010 OO.on 000802, 2A sys-to-statlon svc transformer protecllon cir- 
cuitry Indicated fault Caused by local electrical perturbation on sy9 grid Response pro- 
cedure for transformer Pilot Wire 138 KV has been revised W/B80B26 Itr 
NOONAN ,T P Duquesne Light Co, 88/08/26. 5pp, 46700 357-46700 362 


V. Operator Examinations 

0800260228 Forwards SALP Repts 50 334/67 99 & 60-412/87-99 lor Mar 19B7 - May 
1088, Mooting at site emergency response clr to discuss assessment wilt be sched- 
uled by separate correspondence 

RUSSELL, W.T. Region 1, Ofc of the Director. 88/08/17 SIEBER.J D Duquesne Light 
Co 2pp 46656 307-46656,355 

-8808260235 SALP Repts 50-334/87-90 & 60-412/87-99 for Mar 1987 - May 1988. 

1 Region 1, Ofc of the Director 88/08/17 47pp 46656 309 46656,355 

8000260310 Advises that changes to operating manual will be completed by 861 230, per 
NRC concern In Exam Rept 60 412/6B-06OL 

SIEBER.J.D, Duquesne Light Co. 8B/08/18, Document Control Branch (Document 
Control Desk). 2pp 46656 232 46656*233, 

8809200302 Requests listed clarifications re status of D Held senior reactor OL within 
35 days ot receipt of Hr 

ROE,J,W. Division of Licensee Performance & Quality Evaluation (Post 870411) 88/ 
09/12. SIEBER.J D. Duquesne Light Co 6pp 46911:331-46911:335 

8609200063 Forwards proposed operator licensing exam schedule & proposed requallli- 
catlon exam schedule, per Generic Ltr 88-13, 

SIEBER.J.D Duquesne Light Co 88/09/13 Document Conlrol Branch (Document 
Control Desk) 3pp 46905,199-46905:201. 


DOCKET 50*413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


00O81BO380 Suppl 1 to NRC Info Nolle© 80-048, "License© Rept of Defective Refur- 
bished Valves. Svo list end. _ . 

ROSSI.C.E, Division ol Operational Events Assessment (Post 870411). 60/00/24. 
Consolidated Edison Co. of New York, Ino 122pp. 46713*218-46713 219 

9808230112 NRC Info Nollce 68 070, "Check Valve Inservlce Testing Program Deficien- 
cies " Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 88/08/29. 
Consolidated Edison Co. of New York, Inc 123pp. 46713 095 46713*217 


8609260377 Responds to 860513 request for approval for emergency notification 9ys 
telephone line to be Installed In simulator area & used only for emergency 
drills Suggests that normal commercial telephone svo be used In emergency drills. 
MATTHEWS, D B. Project Directorate II 3, 88/08/23 TUCKER.H.B. Ouke Power Co 
2pp 46656.063-46656,064 

8609020160 Forwards Rev 10 to plant training & qualification plan W/o end 
TUCKER.H L, Ouke Power Co 06/08/24. Document Control Branch (Document Con- 
trol Desk) 2pp 46746*158 46746:159 
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6609020148 Forwards Rev 2t to plan! security plan Rev withheld (ref 10CFR73 21J 
TUCKER H fl Duke Power Co 88/09/26 Document Control Branch (Document Con- 
trol Desk) 2pp 46746 160 46746 161 

8809020154 Forwards addl justification required for Oconee Nuclear Station to resolve 
issues ro protection of auxiliary svc water feedwater piping at plan! Enel withheld (rel 
10CFR73 21) 

TUCKER, H 8 Duke Power Co 66/06/26 Document Control Branch (Document Con 
trot Desk) 3pp 46751 176-46751 178 

6809200166 Forwards !nsp Repts 50 413/88-3t & 50-414/88 31 on 680615-10 Viola- 
tion will not be cited since categorization of licensee identified violations met 
CLINE, WE Region 2. Ofc of the Director 88/09/12 TUCKER, H B Duke Power Co 
2pp 46900 336-46900 338 

8809230202 Advises that 880824 Rev 10 to guard training & qualification plan consist- 
ent w/provisrons of 10CFR50 54(p) & acceptable 

CLfNE.W E Region 2, Ofc of the Director 88/09/15 TUCKEfl.HB Duke Power Co 
2pp 46932 158 46932 159 

8809230232 Revised emergency plan implementing procedures.mdudmg Change 0 to 
HP/O/B/ 1009/09, “’Guidelines for Accident & Emergency Response" & Change 0 to 
OP/O/A/6200/21, * Operating Procedure for Posl Accident Liquid Sampling Sy9 " 
TUCKER, H B Duke Power Co 88/09/15 68pp 46943 123 46943 190 


P. Operating license stage documents & correspondence 

8B08120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuefear power readers 
re instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGUA.FJ Associate Director for Projects (Post 070411) 86/08/08 Consolidated 
Edison Co of New York, Inc 41pp 47065 001 47065 006, 

8800300228 Revised application for amends to Licenses NPF-35 & NPF-52, reflecting 
change to steam generator tube ruplure accrden! analysis FSAR pages reflecting 
steam generator lube rupture thermal hydraulic analysis & dose calculations also encl 
TUCKER, H B Duke Power Co 08/08/24 Document Control Branch (Document Con- 
trol Desk) 2pp 46892 175 46692 200 


-8800300229 Proposed Tech Specs, reflecting change ol steam generator lube rupture 
thermal hydraulic analysis & dose calculations 
‘ Duke Power Co. 88/08/24 30pp 46692 177*46692 206 


8809010029 Withdraws util 880506 proposed mods lo Tech Specs adding new valves & 
penetrations to Tables 3 6*1,3 6-2a & 3 6 2b New penetrations not required due to re- 
vised mods r 

W4p t “ i con "° i B,anch ,DMum * ni °» 


8809080392 Application for amends (o Licenses NPF-35 & NPF-52, clarifying location of 
annunc,atora for radiatjon monitors in monitor tank bldg In Tech Specs Fee 

Docum8nl conlr ° l Branch |Document Con 


-8809080400 Proposed Tech Specs, cl anfymg location of alarm annunciators for radi 
ation monitors in monitor tank bldg 
4 Duke Power Co 88/08/29. 6pp 46798 051*46798 058 


Co /i nr [ re . nts on * alt NPDES permit mod for plan! Components of draft mod 
acceptable w/Ijs ted exceptions 

5^ 46783 3MM6783 343 00 88/08/30 WEATHEfluP ' N South Carolina. Slats ol. 


8809230069 Application for amend to License NPF-52, allowing addl tima . 

of SPDS Issue Fee paid y 1 m0 for button 

TUCKER.H.B. Duke Power Co 86/09/14 Document Control Branch (Docbmam r 
trol Desk) 8pp 46945 1 57 46945.164. document Con 


Q, Inspection reports, IE Bulletins & correspondence 

8802100081 Summary of CRGR Meeting 127 on 071223 re proposed resoluhnn 
A 47, "Safety Implications of Control Sys in LWR Nucl Nuclear Power Wanuf 1 - 0 ^ 
^J}f 0 e r0C g o,TimondGd forwardln 9 ofc Package to EDO following incorporation of CRQR 

JORDAN, EL Committee lo Review Generic Requirements, 80/01/11 stpi inw 
of the Executive Director for Operations 37pp 46074 070-46074 106 CLLU,V Ole 

-8009160154 Forwards Info on auxiliary feedwater chock valvea for facilities » b j 
totm 85 OOl.m response to 071229 request s p6r {e 

ERNST, M L. NRC - No Detailed Affiliation Given. 07/12/30 ROSS DF u 

clear Regulatory Research, Director (Post 060720) 3pp. 46074 1 1 1 46074 113 0 Nu 

^MfJ b/GE " Svc'ils? £8"" °° 069, “ M0Vabl ° Rn£,Gr Bl " dfr> 9 in HFA 

ROSSj.CE Division of Operational Events Assessment (Post 870411) As/hArm 
Consolidated Edison Co of New York, Inc 125pp 46690.054-46690 178 tt8/C8/19 

0809010168 Forwards Insp Repts 50 413/00 25 £ 60 414/08-25 on 880626- 07P«5 * 
notice ol violation, w U£C v '° « 

BROWNLEE, V L, Region 2, Ofc of the Director 00/08/19 TUCKER H a Duko Pa™ 
Co 2pp 46723 001-46723 015 ^rscn.rto Duke Power 

-8809010170 Notice of violation from insp on 000626 0725 Violation noted failure to 
p0r valva ,or ponv block va,TO positio " “ 
BROWNLEE, VL Region 2, Ofc of the Diroctor. 00/08/10 2pp, 46723 003-46723004 

-esogoio 1 ^ insp Repts 60 413/00-25 & 60 414/00-25 on 000626 0725 Violation 
noled Major areas inspected plant operations, surveillance & Sn 

VAN MORN P K W LES L Ieb m s ll0 P Tr P Ai'A r T V L 0U9 ri i ' “ an '|! lo d Homs a NRC bulfi 
os/l 9 ??pp N i672b ooi S 46723.tl’6 PEeBL ^ S,T A Re9i °" * °' C ' h ° Dl,aCtor B8/ 

NRC Info Notice 80 0GB, "Setpoint Testing of Pres sunzer Safety Valves W/ 
* d fo°P Sea 3 Using Hydraulic Assist Dovico9. ,, Svc list encl y S W/ 

ilS i ^ Sf0n °re rall0 v nal Evont9 Assessment (Post 870411) 86/00/22 
Consolidated Edison Co 0/ New York, Inc 12tpp, 48702.31 1-46703.070 ; 

8609070094 Confirms 881020 mgt mooting at McGuIro & 001021 mooting at Catawba 
Vo80 VeW f05U 8 0 SALP pro0ram regulatory performance for Aug 1987 lo Jut 

aM>*567 J 6t , .35BA l 878l':3°9 °' Dlr80,0,i 08/08/23 TUCKER, H 0 Duka Power Co 

88 bish“v a a iv!^ p Svo ln '° N0li00 00 04B • " Ucon99 ° R °P' 01 0®'“*™ 

SSSfigJSSSIS 88/08/24 

88 ffi™7da"Sd ROPlS 50 -' ,13/88 - 28 * 50 ‘•^ /80 - 20 O" 900726-29 No wo 
C? L 2pp S «7e3'327i°8703l337 01 "' e D,raCl0r ' 88/08/2,1 TUCKER.H.B, Duko Power 


6609130133 Forwards environ assessment 8 finding of no significant impact ra 671016 

S, e l.l^,.T’ en s 10 Llcanses NPF ‘ 35 & NPF - 52 Amends modify Tech Specs ro nu 
ciear svc water sys 

^ws^tssiesa^'iM 1 .' 8010 ' 419 "‘ 3 88/09/06 TUCKEB ’ HB Dul < 9 Power Co 

" B 8 7°i 9 n. 3 fi 135 En , v ? on assessmanl 8 finding of no significant impact based on util 
SSslT ,0 U “ n50$ N ^ MS & **■»*■* Tech Specsro 
MATTHEWS.DB. Pro|oct Dlreotoralo 11-3.86/09/06 4pp 46B33 167-46833 160. 

88091*0180 Fotwards summary of 680810 mooting w/ulrl at Region II ofc re plant par- 
oSIS C i° a l|?P r °vement programs Ust of attendees 8 handout also encl P P 

32% 4M93 2^15S893 rn 8,0 DlraC,0r - 88/09/08 TUCKEfl ' H B ' Duke p ™®r Co 

"S5J««I222* Eff-W W fS p - 10936 Addendum 1 8 nonpropnatary WCAP- 
10987 Addendum 1, Reanalysis of Watts Bar & Catawba Containment Tamoa inSa 

g«r 01 Nu - 
inspec,ora ,or Calwba & 

R p 46900 A t42^6900 2 i4°2 C °' ' h8 D '" SCl ° r ' 88/09/07 ' TUCKEfl ' H B - Cteka Power Co 

16 ABVS/mltlgatlng sys actuatron 


Cortro ' (Oocumonl Con- 

19 <*— 981 corpo- 
”- 3 ' 86/09/14 “WS.DB. Project Drrecforate H 


H«ukiib».r v .li K 01 ou on 000726-29 No violations or 

noted Major areas inspoctod-liquid & gaseous waste mgt,effluen1 
STQ DD?'5 t p ? K y i 8 !? & D rad ! olo 9 icQl environ monitoring 
467°03 O 329 46783 337 AHLE,J,B R ° Q ° n 2> ° fc ° f Director. 00/08/23 9pp. 

88 noled°ln 7 lnsp°Repte ^0-4*13/68-22 8 of slops ,aka " 10 corfecl 


SSSuuMtetJW? fe ?' 413/ea ‘22 & 50*414/00*; 
BROWN LEE, V L. Region 2, Ofc of the Director 
Co. Ip, 4B792.340 40792,340, 


22 

00/00/25 TUCKER.H.B Duko Powor 

8 “ 2 (st'en'e/ 0 N ° 1iCe 86 ' 070, " Chack Val ''° ln80,vlce T88,ln a P^ 9 «m Deflcien 

CM«lliditerf D F* l^nr? 1 Opfra'lohal, Events Assossment (Post 870411) 88/08/29 
consolidated Edison Co. of New York, Inc 123pp. 40713 ( O95 46713 217 

0B edmjm^ ,0 NRC Bull0,in re potential safety relat- 

ite(fin^ach 3 mm U ffiPJ?inI^ C ^ ^ no 0 ^P QcjGd to Individual performance Ffowllm 
nK3KE?MR - n,&iSr e of common min flow return line. 

7ro1 C De s k) H 3 3*pp^67 G 1 ° 0CUment ^ 0ranch (DocumentCon 

88 1 0 9 8 00°& 9 R O m l iSi [ ? f0 ^ O iV Co .i 0B ’ 0 ? 1 ,' ,,pO88ibl0 Environ Effect of Reentry of COSMOS 
That Everit^Svc list encf C ° n ° L C0nB06 RQ dioaclivity Measurements Atlnbulad to 

Consolidatad D Fd22n r?l ?fM rat,0 J a L E . ven,s Assessment {Post 070411) 08/09/81 
oonsoiidaled Edison Co of New York, Inc. 121pp. 4671 2*244-4671 3 004 

88 Valves l ’ ,1 Svc^st encl N ° liC0 00 * 072, “inadequacies in Design of OC Molor-Operaled 

Cor^olfda^ad^FriknlJ E , ven,s Assessment (Post 070411). 08/09/02. 

uonsoitdated Edison Co. of New York, Inc, 122pp. 46726:001-46720.123. 

88 of e violat?o 3 n FOrV|,flrdS >n9p n0pt8 5CM13/88 ' 29 & 50-414/80-20 on 880801-05 & notice 
2pp! 468^9 b59 0 &lo07 C ^ lh6 DlrGClor ’ a0/O9/ O2- TUCKER.H B, Duke Power Co 

^ 8 e 8 °den<^ lnsp on 88080^ 1-05. Violation noted no objectwe 

advisonas ni nth i^L^? awb ?i S L. afGl y revlew Q rou P reviews NRC [ssuance9,fndu3try 
JULIANC A S ^ may Indicate areas for Improving safely 

JULiflN.O.A Region 2, Ofc of (he Director 88/09/02. Ip. 4 68 3 9.06 1-4 ee^ nfll 
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-8309130034 Insp Repls 50413/88-29 & 50 414/88*29 on 880801 05, Violation 
noted Major areas inspected areas of Catawba safely review group activities & 
10CFR21 reportability determinations 

MELLEN.LS, BELISLE.GA Region 2, Qfc of the Director. 80/06/31 6pp 
46839 062-46839 067 


6099160280 Forwards Insp Repts 50 413/68 26 & 50-414/88-26 on 060801-05, No vio 
latlons or deviations identified 

COLLINS, DM. Region 2, Ofc of the Director 80/09/06 TUCKER.H.B, Duke Power 
Co 2pp. 46664 338 46864 349 

-8809160290 Insp Repts 50 413/88*26 & 60-414/80-26 on 860801-05, No violations 
noied Major areas inspected QA & confirmatory measurements for in plant radiochem- 

ADmJo^TZ.S S , BERMUDEZ, H , KAHLE.J B Region 2, Ofc of the Director 88/09/ 
02 12pp 46064 336 46064'349 

8809190161 Forwards Page 11 Inadvertently omitted from Insp Repts 50 414/00-25 & 

8 ROWNLE cfv. L Rogion 2, Ofc of Ihe Director 88/09/06. TUCKER, H.B. Duke Power 
Co Ip. 46805 314-46885*315 


-8809190199 Page 11 to Insp Repts 60-413/80-25 & 50 414/80-25, 

• Region 2, Ofc of the Director 00/09/06. Ip 46805 315-46B85 315 

8609169101 Forwards Rev 0 to “Response to NRC Bulletin BO 005, ’Nonconforming 
Matls Supplied by Piping Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at 
WilliamsIown.NJ,' for Oconee Nuclear Station, McGuire Nuclear Station...." 

TUCKER H B Duke Power Co 80/09/09 Document Control Branch (Document Con- 
trol Desk), ip. 46916,124-46915,330. 

-0009230251 Rev 0 to “Response to NRC Bulletin 00 005,Nonconformlng Matls Sup- 
plied by Piping Supplies, Inc at Folsom.NJ & West Jersey Mfg Co " Proprietary Pro- 
cedure 1404 1, “LEEB Hardness Testing (Equotfp)., end Procedure withhold, 

• Duke Power Co. 80/09/09. 250pp, 46915 126 46915:330, 

6609200387 Advises that review of appropriate piping sys completed at plants, per NRC 
Bulletin 88 008 requirements. Insps for Action 2 will be completed by 801222 for 
McGuire Unit 1 ,by 091212 for Unit 2,by 090110 for Catawba Unit 1 & 890624 for Unit 
5L 

TUCKER, H.B Duke Power Co 80/09/09. Document Control Branch (Document Con 
trol Desk). 2pp. 46916.168 46918.159. 

8609200166 Forwards Insp Repts 50-413/08-31 & 60-414/80*31 on 800815-IQ.VIofa- 
liort will not be cited since categorization of licensee identified violates met, 

CLINE, W.E. Region 2, Ofc of tno Director, 00/09/12. TUCKER.H.B, Duke Power Co 
2pp. 46900 336 46900.330, 

-0009200171 Partially withheld Insp Repts 50*4 13/080-31 ft 5O-414/08-31 on 000015- 
19 Trol 10CFR2 7Q0 & 73 21} No Inspector-identified violations or deviations 
noted Mafor areas Inspected. testing & malnt ft physical barriers - protected area 
TILLMAN, A , MCGUIRE, O R Rogion 2, Ofc of the Director. 00/09/00, Ip 46900-338* 
46900.330, 

66090*0339 NRC Info Notice 00-074, “Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA," Svc list end. 

ROSSI, CE Division ol Operational Events Assessment (Post 07041 1). 08/09/14 
Consolidated Edison Co. of New York, Inc 122pp. 46024,216*40824.336. 


6B09260147 Forwards Insp Repts 50 413/80-32 & 50-414/08-32 on 000016-19 No vfo- 

HERDT?AR eV Reglon 2° Ole of the Director. 00/09/14 TUQKER.H.B, Duke Power Co 
2pp. 46056-001 -40056-0 16 


-8809280161 Insp Repts 50 413/00-32 ft 50-414/80-32 on 880016-19 No violations 
noted Major areas inspecled.stoam generator tube leak, integral simulation test of 
pumps ft valves.temporary Instruction ft action on previous Insp findings 
BLAKE, J.J, t CROWLEY, B.R. Region 2, ore of the Director. 00/09/12. 13pp, 
469561003-46956-016 


8809120197 NRC Info Notice 00-075, “Disabling of DJesol Generator Output Circuit 
Breakers by Anti-Pump Circuitry," Svc list end. , An . . . 

ROSSLCEi Division of Operational Events Assessment (Post 870411) 00/09/16, 
Consolidated Edison Co, of New York, Inc. 124pp. 46946*133-46946 262. 


8809260082 Responds to NRC 800819 Ur re violations noted In Insp Repts 50-413/80- 
25 ft 50 414/08-25 Corrective actlons.Toch Spec amend request sent to NRC on 
880711 to further clarify requirements for PORV block valve position indication. 
TUCKER.H.B. Duke Power Co. 68/00/16 Document Control Branch (Document Con 
trol Desk). 3pp. 46950.133-46956:135 


6609260167 Responds to violations noted in Insp Repts 60 389/88-20, 50-370/08- 
2060-413/80-29 & 50-41 4 / 8 B- 29 .Corrective actions: operations personnel Implement- 
ed' change to procedures In steam generator cold wet loyup recirculation 
TUCKER, H.8. Duke Power Co 06/09/18 Document Control Branch (Document Con- 
trol Desk) 0pp. 46957:082-46957:090 


0809130360 NRC Info Notice 88-078, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control " Svc list end. 
ROSSI ,C.E. Division of Operational Events Assessment^ jlPosJ^ 8704 H ). 88/09/19, 
Consolidated Edison Co of Ne 


New York, Ino. 125pp. 46946.253-46947:013. 


5. Reportable occurrences, LEfls & related correspondence 

8809070402 Special repton 88081 8, tubes in steam generator plugged in U-bond transi 
tion region Caused by slress from tight U bends Unit shut down to repair lubes 
TUCKER, H B Duke Power Co 08/09/01 Document Control Branch (Document Con- 
trol Desk), 2pp 46773.132-46773 133 

0809140239 LER OB 015 Ol.on B60309,degraded performance of Unit 1 auxiliary feed- 
water sys & required hot shutdown of both units occurred after Unit 2 tripped from 
20% full power Caused by asialic clam infestation W/880906 Itr 
TORRE, JG., TUCKER. H B, Duke Power Co 80/00/06 16pp 46036,101-46036 116, 


V. Operator Examinations 

8609070173 Forwards util bost estimate of operator licensing & ^qualification exam re 
qulrements for FY89-FY92 

TUCKER.H.B Duke Power Co 08/08/31, Document Control Branch (Document Con 
iro! Desk) Opp 46784 046 46784 053 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8809060208 Summary of 080722 mooting w/llcensee re current status of sys wide 
Spent fuel storage 8 plans for dry cask storage 

0ELL.MJ, Regulatory Branch. 00/08/30 Regulatory Branch 3pp 46755 037- 
46755 039, 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 


B808260377 Rosponds to 800513 request for approval for emergency notification sys 
tefophono line to be Installed In simulator area & used only for emergency 
drills Suggests that normal commercial telephone svc be used In emergency drills 
MATTHEWS, DB Project Directorate 113 00/00/23, TUCKER.H.B. Duke Power Co. 
J?pp 46056 063 46656.064. 

8800020160 Forwards Rev 10 to plant trainings qualification plan.W/o end 
TUCKER, H.L Duke Power Co. 00/08/24 Document Control Branch (Document Con- 
trol Desk), 2pp. 46746 158-46746 169 

8809020148 Forwards Rev 2 1 to plant security plan. Rev withheld (ref 10CFR73.21). 
TUCKER.H.B Duke Power Co, 08/00/26 Document Control Branch (Document Con- 
trol Desk). 2pp. 46746* 1 60-46746' 1 61 

8809020154 Forwards add! justification required for Oconee Nuclear Station to resolve 
issues re protection of auxiliary svc water feedwater piping at plont.End withheld (rel 
10CFR73 21) 

TUCKER, H B. Duke Power Co 00/08/26 Document Control Branch (Document Con- 
trol Dask) 3pp. 46751*176 46761 178. 


0609200166 Forwards Insp Repts 50 413/08 31 ft 50-414/08 31 on 880815-19 Viola- 
tion will not bo cited since categorization of licensee Identified violations met 
CLINE, W.E, Region 2, Ofc of the Director. 00/09/12. TUCKER, H B Duke Power Co 
2pp. 46000'338 46900.338 


8609230202 Advises that 000824 Rev 10 to guard training ft qualification plan 
ont w/provlslons of 10CFR50 54 (p) & acceptable. 

CLINE.W E. Region 2, Ofc of Ihe Director, 88/09/16 TUCKER.H.B. Duke Power 
2pp. 46932’ 1 68*46932.1 59 


8809230232 Revised emergency plan Implementing procedures, Including Change 0 to 
HP/O/B/1 009/09, "Guidelines for Accident A Emergency Response" ft Change 0 to 
OP/O/A/02OO/21, "Operating Procedure for Post-Accident Liquid Sampling Sys " 
TUCKER.H.B. Duke Powor Co 00/09/16. 6Bpp 40943.123-46943.190 


P, Operating license stage documents ft correspondence 

8808120294 Generic Ltr 80*14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list end. 
MIRAGUA,F J. Associate Director for Projects (Post 070411), 88/08/OB, Consolidated 
Edison Co of New York, Inc 41pp. 47065 001-47665,006 

0808300228 Revised application lor amends to Licenses NPF-36 & NPF-52, reflecting 
change to steam generator tube rupture accident analysis, FSAR pages reflecting 
steam generator tube rupture thermal-hydraulic analysis ft dose calculations also encl 
TUCKER.H.B Duke Power Co, 08/00/24. Document Control Branch (Document Con- 
trol Desk) 2pp. 46692:175-46692.206 

-8608300229 Proposed Tech Speos.reflectlng change of steam generator tube rupture 
thermal hydraulic analysis & dose calculations 
♦ Duke Power Co. 08/08/24. 30pp. 46692' 177-46692,206. 


R. Periodic operating reports ft related correspondence 


8809140071 "Semiannual Radioactive Release Rept.Jan-Juna 1980 " W/ 880830 Itr 
TUCKER.H.B, Duke Power Co 08/06/30. 33pp, 46038:142-46038:174 


0809010029 Withdraws util 880506 proposed mods to Tech Specs adding new valves & 
penetrations to Tables 3 6-1,3.6-2a & 3,0-2b New penetrations not required due to re- 
vised mods, . , _ 

TUCKER.H.B. Duke Power Co, 80/08/24, Document Control Branch (Document Con- 
trol Desk) 2pp 46739:336 46739*337 


8809200299 Forwards monthly operating repts for Aug 1988 (or Catawba Units 1 & 2 & 
revised operating rept for June 1908 for Unit 2. . „ . _ 

TUCKER.H.B. Duke Power Co. 68/09/16. Document Control Branch (Document Con- 
trol Desk}. Ip. 46919.166*46919:181. 


-0009200317 Monthly operating repts for Aug 1988 for Catawba Units 1 & 2, 
REAVIS, J, A. Duke Power Co 80/08/31. 14pp. 46919:167-46919*180, 

-8809200318 Corrected monthly operating rept for June I960 for Catawba Unit 2. 
REAVIS.J.A Duke Power Co. 08/00/31. Ip 46919 181-46910:181 


8809000392 Application for amends to Licenses NPF-35 & NPF-52, clarifying localion of 
alarm annunciators for radiation monitors In monitor lank bldg In Tech Specs.Fee 

^UCKER,H.B. Duke Power Co. 86/08/29, Document Control Branch (Oocument Con- 
trol Desk). 3pp 46798:040-46790,056 


-8009000400 Proposed Tech Spec a, clarifying location of alarm annunciators for radi- 
ation monitors in monitor tank bldg. 

* Duke Power Co 80/08/29 6pp. 46798.051*46790.056. 
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8809070295 Comments on draft NPDES permit mod for plant Components of draft mod 

HAUJERW tota PowwCo 88/03/30 WEATHERUP.N Soulh Carolina, State ol 
Spp, 46783 339-46783 343 

8809180133 Forwards environ assessment & finding no significant impact re 871016 
request for amends to Licenses NPF-35 & NPF 52 Amends modify Tech Specs re nu- 

JABBOUflK N f Project Directorate 11-3 88/09/06 TUCKER.H B Duke Power Co 
2pp 46833 155-46833 160 

-8609130135 Environ assessment & finding of no significant Impact based on util 
871016 request for amends to Licenses NPF-35 & NPF-52, modifying Tech Specs re 

EKthShIwsId 8 Project Directorate J 1-3 08/09/06 4pp 46033 157-46833 160 

8809190180 Forwards summary of 660810 meeting w/util at Region ft ofc re plant per- 
formance & improvement programs Ust of attendees & handout also end 
REYES LA Region 2, Ofc of the Director, 88/09/06 TUCKER.HB Duke Power Co 
32pp 4689 3 282-46893 313 

8809140164 Forwards propnetary Y/CAP-1Q986 Addendum 1 & nonpropnelary WCAP- 
10987 Addendum 1, "Reanalysis of Watts Bar & Catawba Containment Temps in Re- 
sponse to Los Alamos NaU Labs Evaluation of LOTIC III Heat Transfer Models,” 
TUCKER H 8 Duke Power Co 88/09/07 Document Control Branch (Document Con- 
trol Desk) 2pp 46841 212*46841 261, 

-8809140168 Reguests for withholding proprietary matt m WCAP-10986 Addendum 1, 
"Reanafysis of watts Bar & Catawba Containment Temps In Response to Los Alamos 
Matt Lab Evaluation of LOTIC-III Heat Transfer Models 

WiESEMANN.R A Westinghouse Electric Corp 68/08/17, MURLEYJ Office of Nu- 
clear Reactor Regulation, Director (Post 670411) Spp 46841 214 46841 261. 

8009200243 Informs thal effective 880911 .senior resident inspectors for Catawba & 
McGuire are WT Orders & PK VanDoorn/especIrvely 

REYES.LA Region 2, Ofc of the Director 88/09/07 TUCKER.HB Duke Power Co 
ip 46900 142-46900 142 

8609190153 Forwards response from Weslmghouse re ATWS/miUgaling sys actuation 
circuil/v design mod for plants Design acceptable 

TUCKER.H B Duke Power Co 88/09/09, Document Control Branch (Document Con- 
trol Desk) 7pp 46696 070 46696 076 

8909160216 Notification of 081026 meeting w/util m Rockville.MD to discuss util corpo- 
rate approach re GA surveillance 6 audit techniques 

HOGO.D Project Directorate 11-3 86/09/14 MATTHEWS, D,B, Project Directorate 11 3. 
5pp 46664 1 75-46664.179 

8809230069 Application for amend lo License NPF-52, allowing addf time for resolution 
of SPDS issue Fee paid, 

TUCKER, H B Duke Power Co. 88/09/14 Document Control Branch (Document Con- 
trol Desk) 8pp. 46945 157 46945 164. 


Q Inspection reports, IE Bulletins & correspondence 


deviations noted Major areas inspected liquid & gaseous waste mgLefta 
sampling, monitoring & analysis & radiological environ monitoring, * 

STODDART.PG,, KAHLE.J B Region 2, Ofc of the Director 88/08/23 9dd 
46703,329 46783 337 

8809080374 Ack receipt of 880Q08 Itr informing NRC of steps taken to correct violator 
noted in Insp Repls 50-413/88 22 & 50-414/08*22. 

BROWNLEE, V L Region 2, Ofc of the Director. 80/00/26 TUCKER.H.B Duke Power 
Co Ip 46792 348 46792.340 

8808230112 NRC Info Notice 80 070, J, Check Valve Inservico Testing Program Oeficlen 
cies,” Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/08/29 
Consolidated Edison Co, of New York, Inc. 123pp. 46713.095 46713 217 


8809080417 Forwards fntonm response to NRC Bullolln 06*004 re potential safety mlai 
ed pump loss Pump fnteracllon not expected to affect Individual performance Flow hm 
ited In each mm flow lino upstraam of common min flow return fine 
TUCKER, H,B Duke Power Co. 60/08/31 Documont Control Branch (Document Cor 
trol Desk) 33pp, 46793 007*46793,119 

8808260492 NRC Info Notice 00 071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Requoat for Collection of Licensee Radioactivity Measurements Attributed to 
That Event ' Svc Ust end 

ROSSI, C,E Division of Operational Events Assessment (Post 070411) 68/09/01 
Consolidated Edison Co, or Now York, Inc 121pp. 46712-244 46713 004 

B806300018 NRC Info Notice 00 072, “Inadequacies in Desfgn of DC Motor-Operaled 
Valves " Svc list end 

ROSSi.CE. Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co, of New York, Inc 122pp. 46726 001-46726,123. 

8809130023 Forwards Insp Ropts 60 413/86 20 & 50 414/60 29 on 880001 05 & notiM 
of violation 

JULIAN, C A. Region 2, Ofc of lha Director 80/09/02 TUCKER.H B Duke Power Co 
2pp, 46839 059 46039 067 

“8809130029 Notice of violation from Insp on 080801-05 Violation noted no objective 
evidence exists that Catawba safety review group reviews NRC Issuances, Industry 
advisories or other sourcos which may Indicate areas for improving safety 
JULIAN, C, A. Region 2, Ofc Of the Director. 98/09/02, Ip 46839.061-46839 061 

-8609130034 Insp Repts 50-413/08-29 & 60-414/88 29 on 800801-05 Violation 
noled.Major areas inspected, areas ol Catawba safoty review group activities & 
10CFR21 reportability detormlnalions, 

MELLEN.LS., BELISLE.G.A Region 2, Ofc of the Director. 80/08/31 6pp 
46839 062 46839 067. 


0809160288 Forwards Insp Repts 60-413/80-26 & 50-414/80-20 on 880801 05 No vio- 
lations or deviations identified 

COLLINS, D.M. Region 2, Ofc of Ihe Director, 88/09/06 TUCKER.H B. Duke Power 
Co 2pp 46864*336-46064,349 


8802100081 Summary of CRGR Meeting 127 on 871223 re proposed resolution of USI 
A 47. “Safety Implications of Control Sys in LWR Nucl Nuclear power Plants, 1 ' Com- 
mittee recommended forwarding ofc package to EDO following Incorporation of CRGR 
comments, 

JORDAN, E.L Committee lo Review Generic Requirements 80/01/11 STELLO.V, Ofc 
of the Executive Director for Operations 37pp 46874 070 4 6874*108 

“8809160154 Forwards Info on auxiliary feedwater check valves for facilities per IE Bul- 
letin 85 001, in response lo 871229 request. 

ERNST, M L NRC - No Detailed Affiliation Given. 87/12/30 ROSS,D,F Office of Nu- 
clear Regulatory Research, Director (Post 860720) 3pp 46874 111 46874,113 

8808190195 NRC Info Notice 88 069, “Movable Contact Finger Binding In HFA Reiays 
Mfg by GE” Svc hat end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co of New York, fnc. 125pp. 46690,054 46690 178 

0809010168 Forwards Jnsp Repts 50 413/88-25 & 50-414/88 25 on 860626- 0725 & 
notice of violation. 

BROWN LEE, VL Region 2, Ofc of the Director. 68/08/19, TUCKER.H B. Duke Power 
Co 2pp 46723 001-46723 015, 

“8809010170 Notice of violation from insp on 880626 0725 Violation noted failure to 
maintain two operable channels per vafve for PORV block valve position indicators 
from initial licensing until 080520, 

BROWNLEE,V L Region 2, Ofc of the Director 06/08/19 2pp 46723,003-46723 004 

-8809010174 fnsp Repts 50 413/88-25 & 50-414/8B-25 on B80626 0725 Violations 
notedMajor areas inspected plant operations, surveillance & mainl 
observations, review of LERs & followup of Previously Identified items & NRC bulletins. 
VAN DOORN.P.K , LESSER, M S , PEEBLES, T A Region 2, Otc ol the Director 08/ 
08/19 llpp 46723 005-46723 015 

6806160451 NRC Info Notice 88-068, “Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices,'' Svc list end 
ROSSf.CE Division of Operational Events Assessment (Post 870411). 88/08/22, 
Consolidated Edison Co Of New York, Inc, 121pp 46702 311-46703:070. 


“8809160290 Insp Ropts 60-413/08-26 & 60 414/08-26 on 080801-05.No violations 
noted.MaJor areas inspected QA & confirmatory measurements for in-plant rediochem 
ciat analysis 

AOAMOVITZ.S S„ BERMUDEZ, H„ KAHLE.J, B Region 2, Ofc of the Director. 88/09/ 
02 12pp 40064;330*46064'349. 

6809190161 Forwards Page 11 inadvertently omitted from Insp Repls 60 414/88 25 & 
50-41 4/0B-25 

BROWNLEE.V L, Region 2, Ofc of the Director 88/09/00 TUCKER.H B Duke Power 
Co Ip 46885 314-46085 315. 

-8809190199 Page 11 to Insp Repls 50-413/00-25 & 60-41 4/8B-25. 

* Region 2, Ofc ol the Director. 00/09/06 Ip, 46885'315 46005 316 

8809160101 Forwards Rev 0 to “Response to NRC Bulletin 88 005, ’Nonconforming 
Matls Supplied by Piping Suppliesjno at Folsom.NJ & West Jersey Mfg Co at 
Williamstown.NJ. 1 for Oconee Nuclear StallomMcGuIre Nuclear Station " 
TUCKER.H.B, Duke Power Co 0B/O9/O9, Document Control Branch (Document Con- 
trol Desk). Ip, 46915,124-46015*330. 

•-8609230251 Rev 0 to “Response to NRC Bulletin 88-005, Nonconforming Matls Sup 
plied by Piping Supplies, Inc at Folsom.NJ & West Jersey Mfg Co “ Proprietary Pro 
cedure 1404 1, “lEtB Hardness Testing (Equotip)....” end .Procedure withheld 

* Duke Power Co. 08/09/09, 250pp 46915,125-48916 330 

8809200367 Advises that review of appropriate piping sys completed at plants, per NRC 
Bulletin 88 008 requirements Insps for Action 2 will be completed by 881222 for 
McGuire Unit l.by 891212 for Unit 2, by 890110 tor Catawba Unit 1 & 890524 (or M 

TUCKER.H B, Duke Power Co, 88/09/09 Document Control Branch (Document Con- 
trol Desk), 2pp, 46916,150 46916-169 

8609200166 Forwards Insp Repts 50-413/88-31 & 50-414/88 31 on 880015-10 Viola 
tlon will not be cited since categorization of licensee-identified violations met, 

CLINE, WE, Region 2, Ofc of Ihe Director. 88/09/12 TUCKER.H.B Duke Power Co, 
Spp 4B900, 338-48900:338. 


8809070094 Confirms 081020 mgl meeting at McGuire & 861021 meeting at Catawba 
lo review results cf SALP program of regulatory performance for Aug 1987 to Jul 
I960 

GRACE.J N Region 2, Ofc of the Director 88/08/23 TUCKER.H B, Duke Power Co 
2pp. 46781 358 46781 359 


“0609200171 Partially withheld Insp Repts 60-413/088-31 & 60-414/88-31 on 880815 
19 (ref 10CFR2 790 & 73 21) No inspector-identified violations or deviations 
noled Major areas Inspectod-testing & mfllnt & physical barriers - protected area 
TILLMAN, A , MCGUIRE, DR. Region 2, Ofc of the Director. 88/09/08 Ip, 46900 338- 
469OO;330. 


6808180368 Suppl 1 to NRC Into Notice 88-048, "Licensee Rept of Defective Refur- 
bistiot) V&Ivbs 1 Svc li$t ond* 

ROSSI, C.E„ Division of Operational Events Assessment (Post 870411), 8B/0B/24 
Consolida ted Edison Co of New York, Inc. 1 22pp 467 1 3 2 1 8 4 67 1 3, 2 1 9. 


8809080339 NRC Info Notice 80 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA ,7 Svc list end _ 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 88/09/14 
Consolidated Edison Co. of New York, Ino 122pp. 46824.216-46824:336, 


8809070017 Forwards Insp Repts 50-413/88-28 & 50-414/88-20 on 880725*29 No vl 
lations or deviations noted, 

COLLINS, D M. Region 2, Ofc of the Director, 88/08/24. TUCKER, H B. Duke Povs 
Co 2pp 46783.32746783 337 


8809260147 Forwards Insp Repts 50413/88-32 & 60-414/88-32 on 880815-16 No vfo 
lations or deviations noted. _ 

HERDT.AR. Region 2, Ofo of the Director, 88/09/14, TUCKER.H.B, Duke Power Co 
2pp 46956.00146956.016 
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—6 0092691 51 Insp Repts 50-413/68 32 ft 50 414/86 32 on 680015*19 No violations 
noted Major areas Inspected steam generator tube leak.integral simulation test of 
Dumps & valves, temporary Instruction & action on previous insp findings 
BIAKEJJ. CROWLEY, BR Region 2 , Ofc of the Director 68/09/12 13pp 
46956 003 46956 016 

6809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 670411) 8B/09/16 
Consolidated Edison Co, of New York, Inc, 124pp 46946,133-46946 252 

8609260002 Responds to NRC 880619 Itr re violations noted in Insp Repts 50-413/88- 
25 ft 50 414/88-26 Corrective actions Tech Spec amend request sent to NRC on 
860711 to further clarify requirements for PORV block valve position Indication, 
TUCKER.H.B. Duke Power Co 80/09/16. Document Control Branch (Document Con 
trol Desk). 3pp 46956' 133-46956, 135, 

8809260167 Responds to violations noted in Insp Repts 50*369/80-20, 50-370/88- 
20,60-413/88-29 & 60 414/B0-29,Correctlve actions, operations personnel Implement- 
ed oil a age to procedures In steam generator cold wet layup recirculation 
TUCKER.H.B. Duke Power Co 86/09/16, Document Control Branch (Document Con- 
trol Desk) 9pp 46957:082-46957,000 

0009130350 NRC Info Notice 88 076, “Recent Discover of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control,” Svc list end 
JiOSSLC.E Division of Operational Events Assessment (Post 870411), 08/09/19 
Consolidated Edison Co, of New York, Inc, 125pp. 48946 253-46947.013, 


0BO9 150026 Revised emergency plan Implementing procedures, Including Rev 0 to 30 1, 
"Offsite Emergency Response Organization " & Rev 0 to 302, “Initial Emergency No- 
tification “ W/800909 Itr, ' 

KAVANAUGH.M , KINGSLEY, OD System Energy Resources, Inc 88/09/09 200pp 
46850-264 46851.082 

8809150220 Forwards summary of deviations from procedures generation package, in 
response to Insp Rept 50-41 6/60 06 Util Intends to make human factors & emergency 
procedure writers guide Improvements upon upgrading Rev 4 of procedure guidelines 
klNGSLEY.OD. System Energy Resources, Inc 88/09/12 Document Control Branch 
(Document Control Desk), 6pp 46056 322-46056.327 

8809200384 Notifies of emergency preparedness exercise scheduled for wk of 891002 
that will Include participation by state & local agencies, 

KINGSLEY.OD. System Energy Resources, jnc 88/09/15 Document Control Branch 
(Document Control Desk) 2pp 46916 163 46016,164 


I. Financial Information 


6600310060 Forwards executive summary of US Supreme Court decision on Mississippi 
Power & Light Grand Gulf Unit 1 rate litigation Federally mandated wholesale rates 
through retail rate structure upheld, 

KINGSLEY.O.D, System Energy Resources, Inc 88/08/26, Document Control Branch 
(Document Control Desk) 5pp 46723 354 46723 358 


R« periodic operating reports & related correspondence 

8909140071 “Semiannual Radioactive Roloase Rept,Jan-Juno 1900” W/ 600830 Itr, 
TUCKER.H 8 Duke Power Co, 68/06/30 33pp. 46030.142-46838.174 

0BO92OO299 Forwards monthly operating roots for Aug 1 900 for Catawba Units 1 & 2 & 
revised operating rept for June 1 988 for Unit 2 

TUCKER, H,8. Duke Power Co 80/09/16 Document Control Branch (Document Con- 
trol Desk). Ip. 46919.166-46919:101 

-8609200317 Monthly operating repts for Aug 1908 for Catawba Units 1 ft 2. 

REAVIS.J A Duke Power Co 86/00/31. I4pp 46919 167-46919 180. 

-8809200310 Corroded monthly operating ropt for Juno 1980 for Catawba Unit 2, 
REAVIS.J, A Duke Power Co 08/08/31,^.46919,181-46919,101. 


V, Operator Examinational 

8809070173 Forwards util best estimate of operator licensing & requaliflcatlon exam re- 
quirements for FY89 FY92. „ 

TUCKER.H B Duke Power Co. 60/08/31 Document Control Branch (Document Con 
trol Desk). 0pp. 46704:046-46784.053, 


P. Operating license stage documents & correspondence 

8808120294 Generic Llr 88-14 to al) holders ot Ots or CPs tor nuclear power reactors 
re Instrument air supply sys probloms affecting safety related equipment Svc list end 
MIRAGUA.F J, Associate Director for Projects (Post 870411) 88/00/08 Consolidated 
Edison Co. of New York, Inc, 41pp 47065 001 47065,006 

8809 120091 Final response to FOtA request for documents Forwards documonts listed 
in Aep A Documents also available In PDR App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially witnhefd (ref FOIA Exemption 5). 
GRIMSLEY.DH NRC - No Detailed Affiliation Given, 00/08/17. CONNOR, L Doc- 
Search Associates, 5pp 46770-060-46770,089 

-9809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul Nov 1905 

AXELRAD.J.A Enforcement Slaff, IE (Pro 070413), 86/12/13. BLAHA,J.L, Program 
Support ft Analysis Staff, IE (Pro 870413). 13pp 46770:211-46770 223 

8808260125 Application for amend to License NPF-20, revising Tech Specs re mode 
changes, inconsistent application of exceptions & unnecessary shutdowns when sur- 
veillance Intervals Inadvertently exceeded, per Generic Ltr 87-09,Foo paid 
KINGSLEY, O.D. System Energy Resources, Inc 88/08/19, Document Control Branch 
(Document Control Desk) 40pp 46650. 102-40650-206, 


Y. Dry Cask Independent Spent Fuol Storage Installations 

8099069288 Summary of 880722 moating w/lfconsoe ro current status of sys wide 
spent fuel storage ft plans for dry cask storage 

BELL.MJ. Regulatory Branch. 08/00/30 Rogulatory Branch, 3pp 48755.037- 
46756-039. 


DOCKET 50-410 GRAND GULF NUCLEAR STATION, UNIT 1 


F, Security, medical, emergency ft fire protection plane 


M903OO294 Rev 15 to Emergency Plan Implementing Procedure 10-S-01-1, “Activation 
of Emergency Plan Safety Related." W/8u0024 Ur, 

HURLEY, J„ COTTON, S.H., KINGSLEY, O.D. System Energy Resources, Inc. 88/08/ 
24.3Bpp, 46696:273-46696,310. 


6809160044 Forwards response to SALP rept for Nov 1986 - Apr 1908 Comments that 
NRC concern over Issues of human error ft failure to follow procedures being ad- 
dressed by several initiatives implemented ft subject to continuing monitoring, 
KINGSLEY.OD System Energy Resources, Inc 80/00/24, GRACE, J N. Region 2, 
Ofc of the Director. 14pp. 46897:265 46897,278. 


-8800260127 Proposod Tech Specs correcting mode changes.lnconsistent application 
or exceptions ft unnecessary shutdowns when surveillance intervals inadvertently 
exceeded, per Generic Ltr 87-09. 

• System Energy Resources, Inc, 88/OB/10, 64pp 46658' 143 4665B 200, 

8800260312 Application for amend to License NPF-29,revIslng refueling platform main 
hoist downtravel cutoff setpoint, Fee paid, 

KINGSLEY.O.D, System Energy Resources, Inc. 88/08/10 Document Control Branch 
(Document Control Desk), 7pp, 46655 228 46665,235 

-00OB20O315 Proposed Tech Specs re changes In ref point used to establish refueling 
platform main hoist downtravel cutoff setpoint, 

• System Energy Resources, Inc. 0O/O8/19, ip 46655 236 46655-235 

6808290038 Notification of 080831 meeting w/Sys Energy Resourcesjnc in 
Rockville, MD to discuss licensing activities in plant 

KtNTNER.L L Project Directorate 11-1 OB/00/23 ADENSAM.E.G Project Directorate 
11-1 2pp, 46606.051-46686 052 

0809010060 Forwards Rev 7 to Operational QA Manual MPL-TOP-1A for review, per 
10CFR60 64(a)(3). 

KINGSLEY.O.D. System Energy Resources, Inc 88/08/26 Document Control Branch 
(Document Control Desk) 225pp, 46741 OOI-4674T266, 


8609080155 Advises that pfant chosen for safeguards rogulatory effectiveness review 
for wk of 880926-30.Encl withheld. t „ 

STOHR.J.P Region 2, Ofo of the Director. 08/08/26 KINGSLEY.O.D. System Energy 
Resources, Inc. 3pp 46045,065-46045*067 

0009070408 Forwards Insp Rept 60 416/80-16 on 060726 29.No violations or devi- 
ations noted 

CLINE.W.E, Region 2, Ofc of the Director. 80/08/29. KINGSLEY, O D System Energy 
Resources, Inc, 2pp. 46784*264-46764.256. 


8809000119 Application for amend to License NPF-29, deleting requirement for certain 
Type C testing of certain test.vont ft drain valves, Type C testing will be replaced w/ 
administrative leakage control program Fee paid 

KINGSLEY.O.D System Energy Resources, fnc. 08/08/31 Document Control Branch 
(Document Control Desk). 13pp 46790,276 46796 299 

-8809080126 Proposed Tech Specs, deleting Type C testing of lest, vent ft drain con- 
nections 

* System Energy Resources, Inc 00/08/31. llpp 46796'289 46796 299, 


—6809070417 Partially withheld Insp Rept 60-416/88-16 on 080725-29 No violations 
noted Major areas inspected’security plan & Implementation procedure.security pro 
gram audlt.records ft repts, testing & maint ft access control-personnel, 

STANS BEAR Y.W W„ MCGUIRE.D, Region 2, Ofo of the Director. 00/08/29, Ip 
46784,256 46784*258. 


8809080180 Forwards application for amend to License NPF-29, eliminating requirement 
that fuol transfer canal gate be removed during Operallonal Condition 6 w/no ECCS 
or suppression pool operable Fee paid 

KINGSLEY.O.D. System Energy Resources, Inc, 88/08/31. Document Control Branch 
(Document Control Desk), 2pp, 48790,174-40790*184. 


6809120095 Forwards Insp Rept 50-416/08-18 on 880008-12 No violations or devi- 
ations noted, 

HEROT.AR, Region 3, Ofc of the Director. 88/08/29. KINGSLEY.O.D. System Energy 
Resources, Inc. 2pp. 46025 001-46825 015 


-8809120097 Insp Rept 50-416/88*18 on 800008-1 2, No violations or deviations 
noted,Major areas inspected'areas of fire protectlon/prevention.Slrengths In Imple- 
mentation of fire protection program listed. 

WARD.D., CON LON, T. Region 2, Ofc of the Director 88/08/25. 12pp. 46825:003- 
46025:016. 


-0009080191 Application for amend to License NPF-29,elimlnatlng requirement that fuel 
transfer canal gate be removed during Operational Condition 5 w/no ECCS or sup- 
pression pool operable 

CLONINGER,T.n. System Energy Resources, Jnc 80/08/31. Document Control 
Branch (Document Control Desk). 7pp. 46790*176-46790,182 

-6809080198 Proposed Tech Specs re limiting conditions for operation for suppression 
pool & ECCS during Operational Condlllon 5 
* System Energy Resources, Inc, 88/08/31, 2pp 46790. 183*46790' 184 


6809130219 Ack receipt of scenario for pfant radiological emergency preparedness ex- 
ercise scheduled for 681004. „ 

COLLINS, D,M. Region 2, Ofc ot the Director 88/08/29, KINGSLEY.OD, System 
Energy Resources, Inc. 2pp 46033.328-46833*329 


8809060322 Summary of 880728 meeting w/util on licensing actions re third fuel 
reload. List of attendees ft vjowgraphs end 

KINTNER.LL Project Directorate 11-1. 88/09/01. Project Directorate IM , 26pp, 
46768:032-46768*061. 
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-8809060324 Notification of 860915 meeting w/Jicenseo m Rockville, MD to discuss 
problem areas in licensee procedures for 10CFR50 59 reviews identified In NRC sum- 
ma ry of 880425 29 audit dtd 880711 8 licensee proposed corrective actions 
KINTNERL U Project Directorate 11-1 68/09/01 ADENSAM.E G Project Directorate 
II t 5pp 46758 057 46758 061 


-8809070417 Partially withheld Insp Rept 50 416/80-16 on 800725 29No 
noted Major areas inspected security plan & implementation procedure seainj?;? 
gram audti.records & repls, testing A malnt & access control-personnel ' y ^ 
STANS BERRV,W W , MCGUIH£d Roglon 2, Ofc of the Director. 88/08 /m , 
46784 256 46784 256. ? P 


8909190064 Notification of revised date to 880928 for meeting w/util In Rockviile.MD to 
discu$3 problem areas in licensee procedures for 10CFR50 59 reviews. 

KINTNER.L L Project Directorate 11-1 88/09/01 ADENSAM.E G Project Directorate 
fl*1 2pp 46885 346 46805 349 


8009120095 Forwards Insp Rept 50-416/08 18 on 080808 12 No violations or 
atione noted 

HERDT.A R Region 3, Ofc of the Director 00/08/29 KINGSLEY.O D System 
Resources. Inc. 2pp 46825 001-46025 015 ysiflm 


8809140082 Provides response to NRC 880728.29 & OBI 8 Itrs & schedule for addl Info 
re transfer of mgl/operabng responsibilities News releases wifi be utilized to assure 
public & applicable local & stale agencies kepi informed ru consolidation 
KINGSLEY^ D System Energy Resources, Inc 88/09/09 Document Control Branch 
(Document Control Desk) 5pp 46336 062-46836066 


-8809120097 fnsp Rept 50 416/66-18 on 000800 12 No violations or deviate 
noted Major areas Inspected areas of fire protection/prevoniion Strengths in imSl 
mentation of fire protection program listed J ^ 

WARD.D. CONLON.T. Region 2 t Ofc of the Director 60/08/25 12pp 48825003. 


8809190075 Summary of B80815 meeting w/utiJ re plans for third refueling outage Major 
activities during outage include chemical cleaning of standby svc water sys, low pres- 
sure turbine Insp & Insennce insp of RCS 

KINTNER.LL Project Directorate I1 1 68/09/14 Project Directorate N 1- 19pp 
46895 204-46895 222 

8809190086 Summary of 880815 meeting w/utJI re potential changes (0 Tech 
Specs Other actions discussed includes, status of completion of conditions in operating 
license & actions taken re problems identified In info notices 

KINTNER.LL Project Directorate 11-1. 88/09/14 Project Directorate ll-l 7pp. 
46893 114 46693 120 

8809260049 Forwards notice of consideration of Issuance of amend to License NPF- 
29, per 880631 application to revise Tech Spec 3 812 

KINTNER.LL, Project Dtfectorata U-l 68/09/15 KINGSLEY.O D, System Energy Re- 
sources, Inc 2pp 46957 341-46957 342. 

-8809220036 Notice of consideration of Issuance of amend to License NPF-29 & pro- 
posed NSHC determination & opportunity for hearing Amend changes Tech Specs 
3612, "Containment Leakage" a 3 6 4-1, "Containment & Drywelf Isolation " 
KINTNER.L L Project Directorate 11-1, 88/09/15 5pp 46957 343 46957 346. 

0809230024 Forwards Amend 47 to License NPF-29 & safety evaluation Amend 
changes position of one of nine members on plant safety review committee from tech- 
nical support superintendent to manager, performance & sys enginoenng 
KINTNER.LL Project Directorate 11*1. 86/09/21 KINGSLEY.O D System Energy Re- 
sources, fnc 2pp 46943 226-46943 236. 

-8809230043 Amend 47 to License NPF-29,changmg position of one of nine members 
on plant safety review committee from technical support superintendent to 
manager, performance & sya engineering. 

ADENSAM.E G Project Directorate 11-1 88/09/21. 4pp 46943 230 46943-233. 

-8009230047 Safety evaluation supporting Amend 47 to License NPF-29 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 68/09/21. 3pp 
46943 234-46943 236 


Q. Inspection reports. IE Bulletins & correspondence 


8808300312 Forwards Jn9p Repl 50-416/88-15 on 880718 22 No violations or devi- 
ations noted 

HERDT.A R Region 2, Ofc of lha Director 68/08/17 KINGSLEY.O D, System Energy 
Resources, Inc 2pp 46692 1 03-46692' 1 11, 

-8808300315 Insp Rept 50 416/88 15 on 880718-22 No violations or deviations 
noted Major areas Inspected previously identified findings In area of environ qualifica- 
tion of electrical equipment Important to safety. 

PAULK, C , CONLON.T E Region 2, Of c of the Director. 86/08/10. 7pp 46692.105- 

AARQ9 1 i 1 1 


8808190195 NRC Info Notice 80 069, "Movable Contact Finger Binding in HFA Relay 
Mfg by GE." Svc fist enc| * 0 7 

R055t.CE Division of Operational Events Assessment (Post 670411) 08/08/ U 
Consolidated Edison Co. of New York, Inc 125pp. 46690 054-46690 1 78 

8808160451 NRG Info Notice 88-068, "Setpoint Testing of Pressunzer Safety Valves W 
Riled Loop Seals Using Hydraulic Assist Devices ” Svc list encl 
ROSSI.CE. Division ot Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co, of New York, Inc 121pp. 46702 31 1-46703,070, 


8808260492 NRC Info Notice 00 0/1, "Posslblo Environ Effect of Reentry of CQSMm 
1900 & Request for Collection of Llconseo Radioactivity Measurements Attnbutwn* 
That Event Svc list encl, ™ w 

ROSSLC.E. Division of Operational Events Assessment (P09I 870411) ftH/M/m 
Consolidated Edison Co of Now York, Inc 121pp. 46712 244-46713 004 g ' 

080830001 B NRC Info Notice 08 072, "Inadequacies In Ooslgn of DC Mo lor Operated 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 
Consolidated Edison Co of New York, Inc 122pp 46720 001-46726.123, 

8809150233 Provide response to NRC Bulletin 08 005 & suppls re review & teshnoot 
accessible flangea & fittings supplied by Piping Suppliers, Inc & West Jersey MfoAfl 
components evaluated on Unit 1 determined to be acceptable, 9 

KINGSLEY.O D System Energy Resources, Inc 80/09/09, Document Control Branm 
(Document Conlrol Desk). 6pp 40B64 202-46064 287 

8809150220 Forwards summary of deviations from procedures generation packaMn 
response to Insp Repl 50 416/08 oe.Utll Intends to moko human factors & emerqenc 
procedure writers guide Improvements upon upgrading Rev 4 of procedure guidelines 
KINGSLEY, O.D. System Energy Resources, Inc 06/00/12, Document Control Branch 
(Document Control Desk), 6pp, 46866,322-46056 327 


Potentially Inadequate Performance 0! ECCS n 
Following LOCA ‘ Svc list encl 
Events Assessment (Post 670411) BB/09D4 
Inc. 122pp 46624 215 46824 336 

8809190075 Summary ot 060015 mooting w/util re plana for third refueling outage Major 
activities during outage Incfudo. chomlcal cleaning or standby svc water sys. low pres- 
sure turbine Insp & Inservlco insp oi RCS, 

KINTNER.LL Project Directorate 111, 06/00/14, Project Directorate IM 10pp 
4 6 BOS' 204.4 60 05 922 rr 


0809080339 NRC Info Notice 88 074, " 
PWRs During Recirculation Operation I 
ROSSI.CE Division of Operational I 
Consolidated Edison Co of New York, 


8809200112 Responds to NRC Bulletin 00 007, "Power Oscillations (n DWRs" Oper 
ations personnel briefed on listed revised procedures until formal classroom tralnrng 
conducted 4 


KINGSLEY.O D System Enorgy Resources, Inc 06/09/15 Document Control Branch 
(Document Conlrol Oesk) 5pp, 46905-239 46906'243 


8809120197 NRC Info Notice 08 076, "Disabling of Dlosef Generator Oulput Grcut 
Breakers by Ant! Pump Circuitry." Svc list oncf 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/09/18 
Consolidated Edison Co or New York, Ino 124pp, 46946, 133-46946-252, 

8809200060 Forwards NIS 2 summary repl9 reflecting revs to Inservlce Insp sumnm 
repts for Refueling Oulagos 1 A 2 

KINGSLEY.O.D, System Energy Resources, fnc 08/09/16 Document Control Branch 
(Document Control Desk). 14pp 46910 347-46910,360 

8809130350 NRC Info Notice 08-076, "Recent Discovory of Phenomenon Not Previous- 
P 0sf 9 n °* Secondary Containment Pressure Control " Svc fist end 
R0SSI,C,E Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co of New York, Inc. 12Gpp 46946-253-46947 013 


R. Periodic operating reports & related correspondence 


■ ~r~ c’vyr,:. — 1 ““v-w, Licensee Rept of Defectrve Refu 

bished Vflfves 1 Svc list and 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1) ea/08/2 
Consolidated Edison Co of New York, fnc 122pp 46713 215 46713,219 


“SKSK?. 1 ’’ Semi annual Radioactive Effluent Release Repl, Jan June 1988," W/ 
B BOB 30 Hr. 

•JiyOSLEYAD. System Energy Resources, (nc 08/06/30 109pp 40752316* 

40 / 63 : 091 . 


8BQ916TO44 Forwards response to SALP rept for Nov 1086 - Apr 1988 Comments tL 
NRC concern over Issues oi human error 4 failure to follow procedures being a 
ftSSS 1 ln tja|,v ® s Implemented & subject to continuing monitoring 

KINGSLEY/) a Systam Energy Resources, Inc 88/0B/24. GRACE, J N. Region 
Ofc 0? the Director 14pp. 46B97*265-46897,270 ^ 


°P 0fa(ln a rept for Aug 19QQ for Grand Guff Nuclear Station Unit 

l«YY/o80914 |lr 

jG^n^no'^RQnnftrSft 8 ^^ s V 8,em Energy Resources, Inc 80/08/31 5pp 


^ Ref>l 50 ' 416/88 ' 17 on 0^16 08l9.No violations or de< 

VERRELU.D M Region 2, Ofc of the Director, 88/08/26. KINGSLEY.O D, Syste 
Energy Resources, Inc. 2pp, 46773.173-46773.162. * 

-*8809070380 fnsp Rept 50-416/80-17 on 880716-0819 No violations or devlatioi 
noted Major areas Inspected licensee action on previous enforcement matters malnt 
surveillance observallons.operationfll safety verification & ESF svs 1 

e^3 TC 48773 R | 75 467 ™ 82 L ' 0ANCE ’ H ' G ne 9 lQ " 2 ' Ofe of IhB Olroolor. aa/08/5 

N0llS6 8B ' 070, ‘’ ctl0<:k Valve lnselvice Te8 * n 9 Pf OQ«m Dellclo 

ROSSI.CE, Division of Operational Events Assessment fPosl 8704 in ftn/nn/o 
Consolidated Edison Co. of New York, Inc. 123 pp. 46713 0*«SSl7. 

M iStXi 0WBrdS lmp ROf " 5O ' ,le/0fM8 on 680725.29 No violations or da 

CLINE, W E, Region 2, Ofc of tho Dlroctor, 88/08/29. KINGSLEY.O 0 Svslem Ener, 
Resources, Inc. 2pp 46784 254-46784,256, 1 u t ^ 8Wm Ener ' 


8609070565 Forwards quarterly status rept, “Degraded Coro Accident Hydrogen Control 
Program for Apr- June 1988,Planned activates (or Third Quarter I960 Include contuiu 
*S r J< ° n j^pment survivability analysis repl 
KINGSLEY.O D. System Energy Resources, Inc. 68/09/01 Document Control Branch 
(Document Control Desk), 5pp, 46780,342-46780 346 


S. Reportable occurrences, LERs & related correspondence 


8808260004 Final special repl on events re Interaction of activities associated w/Unils2 
4 unclud ng control of chlorine stored In Unit 2 controlled area & leakage of corsl 
water sys In control bldg 

ni* ?L EV # ,D t S ^L 0m Ener 0y Resources, Inc 00/06/09, GRACE, J N Region 2, 
Ofc of the Director. 13pp. 46656 244-46666 265. 


88 5i^?<u 3 ^ fecial Rept 80 005/0 on 880629, post-accident monitoring Instrument or 
standby gas treatment B subsystem exhaust declared Inoperable & felt Inoperable lor 

EniTqi cw?n 9 au ? ed time !P 0nt 10 pwpure replacement part . 

KINGSLEY.O D. System Energy Resources, Inc, 88/09/12 Document Control Branch 
(Document Control Desk). 2pp, 46899:299-46899,300 
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9009190311 LER 88 012-00 on O0O815,plant kipped on APRM neutron (lux high 
sianal Caused by electrical storm w/llghtning strike In general site area Actual root 
cause not found Engineering task fource established W/880914 llr 
DIFFERENT, P.M , KINGSLEY, O.D System Energy Resources, Inc 88/09/14 4pp 
46098 343 46098,346 


V, Operator Examinations 

8809060283 Forwards response to Generic Ur 88 13, "Operator Licensing Exams 11 re 
needs (or FY69-92 &. (^qualification exam schedules for same period 
KINGSLEY.O.D. System Energy Resources, Inc 88/08/31 HANNON J Operator Li- 
censing Branch 4pp. 46760 160-46750*159 

DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 

A. Applies tHon/eonttructfon stage documents * correspondence 

8808120294 Generic Llr 88 14 to all holders of OLs or CPs for nuclear power reaotors 
ra instrument atr supply svs problems affecting safety-related equipment Svc fist end 
MIRAGLIA F J Associate Director for Projects (Post 870411) 88/00/08. Consolidated 
Edison Co of New York, Inc. 41 pp 47O05 , OO1 -47065 006 

0800140082 Provides response to NRC 080720,20 & 0018 Itrs & schedule for addl Info 
re transfer of mgt/oporatlng responsibilities. Nows releases will be utilized to assure 
nubile A applicable local & state agencies kept Informed re consolidation 
KUNGSLEViO D. System Enemy Resources, Inc 88/09/09 Document Control Branch 
(Document Control Desk). 6pp. 40036,062-46830 066 


F. Security, medical, emergency 8. fire protection plana 

8609130219 Ack receipt ol scenario for plant radiological emergency preparedness ex- 

OOLUNsISm^ R egion 2, Ofc of the Director. 80/00/29 KINGSLEY.O D. System 
Energy Resources, Ino, 2pp. 46033*328 48833.329 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8804250267 Forwards temporary change to physical security plan re protected area 
bouncfary.Rev withheld (ref l0CFR72,790(a)) 

MROCZKA.EJ,, ROMBERG, W.D. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.EJ Northeast Utilities. 98/04/22 Document Control Branch 
(Document Control Desk) 2pp 45281 286 45201,207 

0609020155 Responds to 800607-15 regulatory effectiveness review rept Schedule for 
closure of findings not yet developed Rept detailing open Info to be forwarded In 6 
months Enel withheld (ref 10CFR73 21) 

MROCZKA,E J Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
MROCZKA.EJ, Northeast Utilities 88/08/26 Document Control Branch (Document 
Control Desk) Ip 48745’2O0-46745,21O 

8809090003 Forwards Safety Insp Rept 50-423/80-12 on 800706 O016.No violations 
noted 

BETTENHAUSEN,L Region 1, Ofc of the Director 88/08/31 MROCZKA.EJ North 
east Nuclear Energy Co, (subs of Northeast Utilities) 2pp. 46806,306 46806,336 

-8809090006 Insp Ropt 60 423/86-12 on B8O7O0O016No violations noted. Major 
areas InspectaapJant operations, root cause of FWLI solenoid valve failure, lack of 
thermal overload bypass feature tor svc water Pump & physical security. 

MCCABE, E.C Region 1, Ofc of (he Director. 88/08/31 29pp. 46806,308 46800336. 


J, Insurance & Indemnity Information 


8809200166 Informs NRC that util cognizant of 001004 deadline re Insurance reporting 
requirements of 10CFR50,54fw) UIH understands NRC pending actions & assurance 
(hat util will be relieved from 881004 deadline, 

MROCZKA.EJ Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 88/09/15 
Document Control Branch (Document Control Desk) 2pp 46918:101-46916,102 


I, Financial Information 


P, Operating license stage documents & correspondence 


88083 1C060 Forwards executive summary of US Supremo Court decision on Mississippi 
Power & Light Grand Gulf Unit 1 rate litigation Federally mandated wholesale rates 

through retail rate structure upheld. „ „ 4 „ 

KINGSLEY.O D. System Energy Resources, Inc. 08/00/26, Document Control Branch 
(Document Control Desk) 5pp, 46723.354-40723 358. 


CL Inspection reports, IE Bulletins & correspondence 

8808190196 NRC Info Notice 80 069, "Movable Contact Finger Binding In HFA Relays 
Mfa bv GE " Svc list end, 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 80/00/19. 
Consolidated Edison Co. of New York, Ino 126pp. 46690 054-46690.170 


ROSSI.CE, Division of Operational Events Assessment (Post 0/U411 
Consolidated Edison Co of Now York, Inc. 121pp. 46702,31 1-46703'070. 

0808100368 Suppt 1 to NRC Info Notice 08 048 t "Licensee Rept of Defective Refur- 

ROS 9 S LC^ S, * * 8 Divf slo n of Operational Events Assessment (Post 870411). 88/08/24, 
Consolidated Edison Co of New York, Ino 122pp. 46713:210-46713.219. 

8009230112 NRC Info Notice 88-070, "Check Valve Insorvlce Testing Program Deflclen- 

ROSSlfcE ,iS DMsion of Operational Events Assessment (Post 870411) 0O/OB/29. 
Consolidated Edison Co. of New York, Ino. 123pp. 46713.095-407 13'21 7, 

8808280492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Svc list end. 

ROSS I, C E, Division of Operational Evonls Assessment (Post 870411) 80/09/01. 
Consolidated Edison Co. ofNew York, Inc. 121pp. 46712:244-46713.004, 

8808300010 NRC Info Notice 88-072, "Inadequacies In Design of DC Motor-Operated 

ROSsl.C E^DJvlBkm of Operational Events Assessment (Post 870411), 88/09/02. 
Consolidated Edison Co, of New York, Ino. 122pp 46726.001-46726:123, 

8609080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
FWRs During Recirculation Operation Following LOCA. Svo fist encl. , , 

ROSSLC.E, Division of Operational Events Assessment (Post 870411). 88/09/14. 
Consolidated Edison Co. of New York, Inc 122pp. 46824:216-46824*336. 


8800120294 Genorlc Llr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment Svc list encl 
MtRAGUA.F.J. Associate Director lor Projecls (Post 070411) 08/08/08, Consolidated 
Edison Co of New York, Inc, 41pp. 47005,001-47065 006 

6608310064 Advises that valve test table re testing of auxiliary feedwater check valves 
revised to reflect testing of valves from open to close position on sieggered basis 
each refueling outage, per NRC 860817 roquesl Related Info encl. 

MROCZKA.EJ Northeast Nuclear Energy Co. (subs of Northeast Utilities), 

MROC2KA,E J, Northeast Ullliilos 00/00/26. Document Control Branch (Documenl 
Conlrol Dosk). 6pp 40724.001 -46724-005, 

8B09070346 Forwards copy of 800023 llr io Town of Wa(orford t providing Ifsl of hazard 
ous chemicals used at facilities In quantities exceeding min threshold for reportable 
quan lilies, 

MROCZKA.EJ, Northeast Nuclear Energy Co (subs of Northeast Utilities), 

MROCZKA.EJ. Northeast Utilities. 86/09/01. Documenl Control Branch (Document 
Control Desk), 4pp. 46700.070-40788:082, 

8009140149 Application for amend to License NPF-49, revising Tech Specs to stale thal 
penalty for undetected fouling of feedwater venturis of 0.1% Is added lo flow meas- 
urement uncertainty values If venturis not cleaned every 10 months Fee paid. 
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs of Northeast Utilities) 

MROCZKA.EJ, Northeast Utilities 88/09/02 Document Control Branch (Document 
Control Desk), 4pp 46037 023-46037:030. 

-BB09140166 Proposed Tech Spec changes stating that penalty for undetected fouling 
of feedwater venturis of 0 1% is added to flow measurement uncertainty values If ven 
turls not cleaned at least once per 18 months. 

* Northeast Nuclear Energy Co (subs, of Northeast Utilities) 88/09/02 4pp. 
46837:027-46037:030. 

8009140166 Application for amend lo License NPF-49,deletlng Tech Spec Table 3 6-2 
listing containment Isolation valves 6 replacing w/FSAR Table 6,2.05 ro containment 
penetration valves.Fee paid 

MROCZKA.EJ. Northeast Nuclear Energy Co (subs, of Northeast Utilities). 
MROCZKA.E J. Northeast Utilities, 88/09/02. Document Control Branch (Document 
Control Desk). 3pp. 46839.320 46039.347. 

-8809140170 Proposed Tech Specs re containment Isolation valves. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 90/09/02. 25pp, 
46839:323-46039,347 


6809120107 NRC Info Notice 88-075, "Disabling of Diesel Generator Oulput Circuit 
Breakers by Anti-Pump Circuitry,’' Svc list encl. . QO)Mt4a 

ROSSi, C.E. Division of Operational Events Assessment (Post 870411), 08/09/16. 
Consolidated Edison Co. of New York, Ino. 124pp. 46946:133-46946:252 

0699160350 NRC Info Notice 86-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Conlrol JJJLSlS 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co. ofNew York, Inc. 126pp f 46946:253-48947:013, 


S, Reportable occurrences, LERs & related correspondence 


8809220056 Forwards Amend 22 to License NPF-49 & safety evaluation. Amend 
changes Tech Specs 3 3.3.9, "Radioactive Liquid Effluent Monitoring Instrumentation" 
& 3,3.3.10, "Radioactive Gaseous Monitoring Instrumentation." 

JAFFE.D.H. Project Directorate I 4 88/09/09 MROCZKA.EJ. Northeast Nuclear 
Energy Co, (subs of Northeast Utilities). 2pp 48928:165*46928:175. 

-8809220083 Amend 22 to License NPF-49 revising Tech Specs 3.3.3.0 & 3.3 3 10. 
STOLZ J.F. Project Directorate M 88/09/09, 7pp. 46928,167-46920:173. 

-8009220065 Safety evaluation supporting Amend 22 to License NPF-40. 

* Projeot Directorate 1-4. 88/09/09. 2pp 46928:174-46928:175 


6908200004 Final special rept on events re Interaction of activities associated w/Unlts 2 

& 1, Including control of chlorine stored In Unit 2 controlled area & leakage of const 
water sys In control bldg, 4 141 « , * 

KINGSLEY.O.D, System Energy Resources, Ino. 8B/06/09. GRACE, J.N. Region 2, 
Ofc of the Director. 13pp. 46656,244-46650:265, 


8809200225 Informs that 880527 response to Generic Ltr 08-06, "Boric Acid Corrosion 
of Carbon Steel Reactor Boundary Components In PWR Plants" acceptable. 

WANG, A. B. Project Directorate (-4. 80/09/13, MROCZKA.EJ, Connecticut Yankee 
Atomic Power Co, MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast 
utilities) 4pp. 4691 1 :01 5-4891 1 .01 8. 
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Q, Inspection reports, JE Bulletins fc correspondence 

6008300162 Notation of Significant Licenses Meeting 88 120 on 880901 fn Berlin, CT 

MCCAbI!e C L Region 1 ■ Ofc of the Director 98/09/15. Region 1, Ofc of the Director. 
2pp 46698 309*46698 310 

6808190195 NRC Info Notice 80 069, "Movable Contact Finger Binding in HFA Relays 

flC?SSLcl Dfvlsion Operational Events Assessment (Post 870411) 86/06/19 
Consolidated Edison Co of New York, fnc 125pp 46690 054-46690 178. 

8808160451 NRC Info Notice 08-068, “Selpoint Testing ot Pressurize/ Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices 11 Svc list end 
ROSSlCE Drviston of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co of New York, Inc 121 pp 46702 311-46703,070 

880S18D36B Suppl 1 to NRC Info Notice 88 048, “Licensee Repl of Defective Refur- 
bished Valves Svc list end .... .. 

ROSSlCE Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co, of New York, Inc. 122pp 46713 218 46713 219 

8609020064 Discusses Equipment Qualification hsp Rept 50-423/88-04 on 880314-18 
& forwards notice of violation One violation discussed at enforcement conference re 
qualification of cable has been reclassified to unrosotved item W/o notice 
JOHNSTON, WV Region 1. Ofc of the Director 8B/O0/24 MflOCZKA.E J. Northeast 
Nuclear Energy Co, (subs of Northeast Utilities) 2pp. 46744 358 46744 360 

8808310064 Advises that valve test table ro testing of auxiliary feedwater check valves 
revised to reflect testing of valves from open to close position on staggered basis 
each refueling outage, par NRC 880817 request Relaled info enc) 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities), 
MROCZKAJE J Northeast Utilities 88/08/25 Document Control Branch (Document 
Control Desk) 5pp 48724 001-46724 005 

8008230112 NRC Info Notice 88 070, “Check Valve Inservice Testing Program Dehcien 
cfes ” Svc list and 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/00/29, 
Consolidated Edison Co of New York, Inc, 123pp 46713 096-46713 217, 

8809090083 Forwards Safety fnsp Rept 50 423/88-12 on 880706 0816 No violations 
noted 

BETTENHAUSEN.L Region 1, Ofc of the Director 06/08/31. MROCZKA,EJ North- 
east Nuclear Energy Co (subs of Northeast Llti lilies), 2pp 46806 306 46606 336 

-8809890005 Insp Rept 50-423/68-12 on 860706 091 5.No violations noted Major 
areas inspected] plant operations, root cause of FWLI solenoid valve failure, rack of 
thermal overload bypass feature for svc water pump & physical security, 

MCCABE.EC, Region 1, Ofc of the Director, 68/06/31. 29pp 46806 308-46606 330. 

8808260492 NRC Info Notice SB 071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event 7 * Svc list end 

ROSSI, C E„ Division of Operational Events Assessment (Post 870411) 68/09/01 
Consolidated Edison Co of New York, Inc. 121pp. 40712 244 46713.004 

BBD8300016 NRC Info Notice 88-072, "Inadequacies in Design of DC Motor Operated 
Valves." Svc llslencl 

ROSSLCE Division of Operational Events Assessment (Post 870411), 83/09/02 
Consolidated Edison Co of New York, Inc 122pp, 46726 001-46726*123 


8009130285 Forwards response to NRC Bulletin 88 005, "Nonconforming Mails Sup 
piled by Pipings Supplies.lnc. at Folsom.NJ & West Jersey Mtg Co at 
Williams town.NJ* No significant deficiencies discovered & no mail replaced 
MROC2KA.E J Connecticut Yankee Atomic Power Co 63/09/02. Document Control 
Branch (Document Control Desk) 17pp. 46836'231 46336'247 

06Q92QQO49 Forwards response to NRC Bulletin No 68-009, "Thimble Tube Thinning In 
Weslmghouse Reactors." Informs that eddy current testing of flux mapping thimbles 
successful In proving that at present time thimbles sound, 

MROCZKA.E J, Connecticut Yankee Atomic Power Co MROCZKA.E.J Northeast Nu* 
claar Energy Co (subs, of Northeast Utililres). MROCZKA.E J Northeast Utilities. 96/ 
09/09 Document Control Branch (Document Control Desk) 6pp 46905*298- 
469 05,309. 


8009200882 Forwards insp Repts 50-245/60*13,50-336/86-19 &. 50-423/8B 13 on 
880726-29 No violations noted 

BELLAMY, RR Region 1, Ofc ot the Director. 88/09/09 MROCZKA,E.J Northeast 
Nucfear Energy Co. {subs, of Northeast Utilities) 2pp, 46911.348-46911*354, 


-0009200091 Insp Repta 50-245/80-13,50-336/80*18 & 50-423/88-13 on 680726- 
29 No violations noted Major areas inspecled'Lfmt 2 radiation protection 
achvitiesjrcluding status of previously identified items & station ALARA practices, 
THOMAS, W, SHANBAKY.M Region 1, Ofc of the Director 88/09/0B 6pp. 
4691 1:350-4691 1:354. 


8009080339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI.C.E Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Ed es on Co of New York, Inc 122pp 46824-215-46824,336, 

6609120197 NRC Info Notice 8B-075, "Disabling of Diesel Generator Oulpul Circuit 
Breakers by Anti-Pump Circuitry." Svc fist end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/16. 
Consolidated Edison Co of New York, Inc, 124pp. 46946,133 46946 252 

8BO913O350 NRC Info Notice 88 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control," Svc list end, 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 08/09/19 
Consolidated Edison Co of New York, Inc. 125pp 46946.253 46947.013 


R. Periodic operating reports & related correspondence 

B809060001 "Semiannual Radioactive Effluents Release Rept.Jan June 198B/ 1 W/ 
880830 ||r. 

MROCZKA.E.J, Northeast Nuclear Energy Co. (subs of Northeast Utilities). 
MROCZKA.E J Northeast Utilities. 68/06/30. 66pp, 46747.163-46747 247 


8809220103 Monthly operating rept tor Aug 1988 lor Millstone Unit 3 W/ 8BD912 ltr 
ELMS.A L , SCACE.S E , STETZ.J P Northeast Nuclear Energy Co (subs of North- 
east Utilities) 80/08/31. 5pp 46930 129-46930 133 


S. Reportable occurrences, LERs & related correspondence 

8809150346 Special rept on 860804,notecf insufficient documentation to substantiate 
compliance w/Reg Guido 11 06 Caused by personnel error Engineering calculator 
performed to verify trip setpoint of thermal overload protection devices 
SCACE.S.E, HAYNES, HF Northeast Nuclear Energy Co (subs of Northoast Utik 
ties) SCACE.S.E. Northeast Lftililies 80/09/06 Document Control Branch (Oocumenl 
Control Desk), 2pp 46848 316 46848 317 

8809260342 LER 00-021*00 on 8B0819,area temp for environ zone ABOG nol laVcn 
within required 12 h surveillance Interval Caused by personnel error Manual area temp 
data retrieval In Zone AB 06 reinitiated W/880919 Hr 

JOSEPH, V R„ SCACE.S E Northeast Nuclear Energy Co (subs of Northoasl Untilicst 
SCACE.SE Northeast Utilities 88/09/19 4pp 46956211 46956 214 


V. Operator Examinations 

8809230037 Forwards updated schedules for operator licensing exams for FYQ9 02 In 
response to Generic Ltr 80-13 

MROC2KA.E J„ SEARS.CF Connecticut Yankee Atomic Power Co, SEARS.CF. 
Northeast Nuclear Energy Co. (subs of Northeast Utilities) 88/09/16 HANNQN.-J 
Operator Licensing Branch, lOpp 46945 297 46945 306. 


DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plane 

0000290299 Rev 3 to Emergency Plan Implementing Procedure EPII 04, "Duties ol Nu 
clear Operations Duty Officer " 

MCDONALD, R P , MCHENRY.TJ. Georgia Power Co, 88/08/22 7pp 46664 059 
46684 065 

0808290344 Rev 2 to Emergency Plan Implementing Procedure 91701 C, "Preparation 
& Conlrol of Emergency Planning Documents ” W/890822 ltr 
MCOONALD.R P. Georgia Power Co 08/08/22 32pp 4 6 803 *292-4 66 B3 323 

0008310068 Forwards Insp Repts 60-424/08-20 & 50 425/08-39 on 880710 22 Viola- 
tions noted Notice of violation withheld (ref 10CFR2 790(d) & 73 21) 

CLINE, W E Region 2, Ofc of the Director 08/08/25 HAIRSTON, W G Georgia Power 
CO, 3pp 467 1 9 082-4671 9, 085 

-08083 10078 Partially withheld Insp Repts 50-424/80-29 & 50 425/00 3D (rol 
10CFR2 790(d) & 73 21). Violations noted Major areas Inspected security plan & Jmplo 
mentlng procedures, testing & malnt.secunty sys power supply, fighting & assessment 
aids. 

TILLMAN A PERNY.C, MCGUIRE.D.R Region 2, Ofc of Iho Director 08/00/23 Ip 
46710 085-46719.085. 

8009140006 Forwards changes to physical security & contingency plan Changes wth 
held (ref 10CFR73 21 & 2,790) 

HAIRSTON.W.G Georgia Power Co 08/09/06 Document Conlrol Branch (Documonl 
Control Desk] 2pp. 46039*265-46039 266 

8009150321 Rev 6 (o Emergency Plan Implementing Procedure 91001 C, "Emergency 
Classification & Implementing Instructions *' VV/8809D6 Hr 
HAIRSTON, W.G. Georgia Power Co 88/09/06 15pp 46856 320 46856 342 

8B09190221 Forwards FEMA analysis of prompt alert & notification ays lor planl con 
ducted on 87071 4, Notification sys satisfies requirements of NUREG 0654/FtMA-flCP- 
t.Rev 1 & FEMA-REP-tO 

COLLPNS.D.M Region 2, Ofc of the Director. 80/09/06 HAIRSTON, W.G Georgia 
Power Co. 2pp 4689O.0B9-488&O 312 


K. Utility Final Safety Analysis Report (F5AR) & amends 

0809010027 Amend 37 to PSAR for Vogtle Electric Generating Plant W/ 800026 ltr, 
RICE.P D. Georgia Power Co 88/08/26 1,400pp 46714 001-46710.320 


P. Operating license stage documents & correspondence 

8006120294 Generic Ltr 08-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affeclmg safety-related equIpment.Svc fist oncl 
MIRAGLIA.F J, Associate Director for Projects (Post 870411) 80/08/08 Consolidated 
Edison Co of New York, fnc 41pp 47065 001-470Q5 006 

8809010225 Confirms 880725 telcon re mgl meeting to be conducted on 880901-02 1o 
discuss plant performance Proposed agenda end 

GRACE.J N, Region 2, Ofc of the Director 80/08/22 HAIRSTON.W.G. Georgia 
Power Co, 3pp 46718.353-46718 355 

8806300202 Forwards Amend 10 io License NPF-60 & safety evaluation. Amend modi 
fles Tech Specs to allow surveillance of thermal overload protection bypass devices 
to be performed during plant conditions olher than shutdown 
HOPKI NS, JB, Project Directorate II 3 8Q/0D/24 HAIRSTON.W.G Georgia Power Co 
3pp. 46691 .320-46691. 329. 

-8808300205 Amend 10 to License NPF- 68, modifying Tech Specs to allow surveillance 
of thermal overload protection bypass devices to be performed duung plant conditions 
other lhan shutdown 

MATTHEWS, D,B Project Directorate f 1-3 66/08/24 5pp 46691 323 46691.327 

—8800300208 Safety evaluation supporting Amend 10 to License NPF-68. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 68/0B/24 2pp 
46691.320 46691.329. 
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£$09010083 Requests exemption from 10CFR20 501, App A, Footnote d 2(c) to allow 
use of aJr purifying respirators fn lieu of supplied air or self-contained breathing 
eppara luses, Fee paid. 

HAIRSTON.W.G, Georgia Power Co 80/00/26 Document Control Branch (Document 
Control Desk) 6pp 4 674 2 >284- 4 674 2 353 


8009080102 Forwards Insp Rept 50-424/08 28 on 880712-14 & notice of violation Addl 
violation identified but because criteria tor categorization of licensee identified viola 
tions were met, violation not being cited 

COLLINS, D.M, Region 2, Ofc of the Director. 80/08/26 HAIRSTON, WG Georgia 
Power Co 2pp 46797 151-46797 164 


-8809010163 "Mine Safety Appliances GMR-1 Canister for Use Against Radio Iodine & 


Organic Iodides " 
MCKEE.E S. Mine 


Safety Appliances Co. 84/04/25 21pp 46742.290 46742 353 


6609070305 Forwards fourth suppl to summary rapt of startup test program, 
HAIRSTON.W.G Georgia Power Co. 88/08/29. Document Control Branch (Document 
Control Desk) 3pp. 46772*103-46772 105 


6809070399 Requests withdrawal of 880519 application for amend to Licenso NPF- 
OS.due to listed reasons, During fuel Cycle 1, util will continue to operate plant using 
FQ of 2.25 until NRC has completed review of revised analysis 
HA1RSTON.W G. Georgia Power Co 88/08/30 Document Control Branch (Document 
Control Desk) 2pp 46784.273-46784.274. 


B0O9 f 40400 Forwards comments on proof & review of Tech Specs, for consideration in 
developing final draft 

BAILEY.J A Georgia Power Co BAILEY.J A Southern Company Services, Inc 80/09/ 
02. Document Control Branch (Document Control Desk) 35pp 46845 240 46046 090 


-8309140403 Proposed Tech Specs for Unit 1 & 2 
* Georgia Power Co 08/09/02 200pp 46045:276-46046 090 


6609160134 Notification of 800920 meeting w/ulll In Atlanta, GA to discuss status of li- 
censing actions, 

HOPKINS.JB Project Directorate 111-3 80/09/12. MATTHEWS, DB Project Director- 
ate 1 11-3. 2pp 46064:236-46004.237. 


66092C0273 Forwards updated listings of outstanding licensing requests for plant for 
NRC review & approval 

HAIRSTQN.W.G. Georgia Power Co. 68/09/12. Document Control Branch (Document 
Control Desk). 4pp 46916 166-46916*169 


8909220098 Forwards environ assessment & finding of no significant Impact re 000026 
request (or exemption from 10CFR20,App A 

HOPKINS.JB Project Directorate 11*3. 60/09/16 HAIRSTON, WG Georgia Power Co 
2pp 46930103 46930*107 

-6809220 1 1 1 Environ assessment & finding of no significant Impact supporting exemp 
lion from requirement of Footnote d-2(c) of App A to 10CFR20. 

MATTHEWS.DB. Project Directorate 11-3. 88/09/16 3pp 46930.105-46930 107 


-9809060100 Notice of violation from insp on 880712-14 Violations noted failure to 
label as radioactive matl conlrol room radiation monitor containing 1 1 uCi Sr*90 
source, subsequently shipped w/o complying w/DOT regulations. 

COLLINS, D.M Region 2, Ofc of the Director 88/08/20 2 pp 46797.153 46797,154 

-0809080110 Insp Rept 50-424/88 28 on 0B071 2-14 Two violations noted Major areas 
inspected.radiotogical safety (raining, external & internal exposure ccntro Lprogram for 
maintaining radiation exposure ALARA & control of radiactive mails 
WEDDINGTON.R E , G[OERSEN,WB, HOSEV.C M. Region 2, Ofc of the Director 
00/08/28. 10pp 46707.155 46797 164 

0808230112 NRC Info Notice 80 070, "Check Valve Inservice Testing Program Deflcien 
cies 11 Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/00/29 
Consolidated Edison Co, of New York, Inc 123pp 46713 095 46713 217 

0809160337 Ack receipt of 080510 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50 424/00 09 Violation occurred as stated In end evaluations & 
conclusions 

REYES, L A Region 2, Ofc of the Director. 88/08/31, HAIRSTQN.W.G Georgia Power 
Co 5pp. 46048 353 46040 357 


8808260492 NRC Info Notice 00 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 8704111 88/09/01 
Consolidated Edison Co of Now York, Inc 121pp 46712 244-46713*004. 

0000300010 NRC Info Notice 80 072, "inadequacies in Design of DC Motor-Operated 
Valves " Svc list encl 

ROSSI.C.E Division of Operational Events Assessment (Post 070411V BB/09/O2 
Consolidated Edison Co, of New York, Inc 122pp. 46726 001-46726 123, 

8B09200175 Discusses Voglle Unit 2 readiness roview program status rept through 
000816 Status of modules & roview schedule ond, 

REYES.LA. Region 2, Ofc of the Director. 08/09/07. ROE.JW, Division of Licensee 
Performance & Quality Evaluation (Post 07041 1). Opp. 46900 202 4b900:209. 


G. Inspection reports, IE Bulletins & correspondence 


8808190105 NRC fnfo Notice 88 069, "Movable Contact Finger Binding in HFA Relays 


Mfg by QE " Svc list end , _ ^ JJA 

HOSSI.CE. Division of Operational Events Assessment (Post 070411) 80/00/10, 
Consolidated Edison Co of New York, Inc, 126pp 46690 054 46690*170. 


8808160461 NRC Info Notice 80 008, "Setpoint Testing of Prossurlzer Safety Valvos W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end, 

ROSSLCE. Division of Operational Events Assessment (Post 070411) 08/08/22, 
Consolidated Edison Co of New York, Ino. 121pp, 46702.311-46703 070 


8809010192 Ack receipt of 880622 & 0727 responses to violations noted In Insp Rapt 
50-424/88-18. 

HERDT.AR Region 2, Ofc of the Director. 00/08/22 HAIRSTON, WG Georgia 
Power Co. 2pp. 46742:069-46742,070 


8809070061 Forwards tnsp Repts 50 424/80-27 & 50-426/08-37 on 880627-30 & notice 
of violation 

HERDT.A R. Region 2, Ofc of the Director. 88/08/23 HAIRSTON.W G, Goorgla 
Power Co, 2pp 46770*352 46778*361. 

-8809070071 Notice of violation from Insp on 080827-30. Violation noted, damaged sec- 
tion -of pipe covered w/plastlc & prepared for application of Insulatfon prior to detec- 
tion of damage by Inspector. 

HERDT.A R Region 2, Ofc of the Director. 88/08/23, 2pp. 46778 364-46770 355, 


—8809070088 Insp Repta 60-424/88-27 & 60 425/88-37 on 880627-30, Violation 
noted Major areas Inspecledms-built verification of RCS pressure boundary piping & 
safety-related piping, open Items & activities re NRC Bullelln 08-005 
GLASMAN.M., BLAKE,J,J. Region 2, Ofc of the Director, 08/00/10. 6pp. 46778*366- 
46776361. 


0903100368 Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Valves. Svc Hat encl. 

ROSSLCE Division of Operational Events Assessment (Post 8704 11). 80/00/24 
Consolidated Edison Co, of New York, Inc. 122pp 46713*218 46713*219 


8808310068 Forwards Insp Repts 60 424/80-29 & 50 426/B8-3G on 000710- 22 Viola 
lions noted Notice of violation withheld (ref 10CFR2 790(d) & 73.21). 

CLINE.W.E. Region 2, Ofc of the Director 88/08/25. HAIHSTON.W G Georgia Power 
Co 3pp. 46719 082-46719 065. 


-6608310078 Partially withheld Insp Repts 5Q-424/0B-29 & 50 425/88-39 (ref 
1OCFR2.70O(d) & 73 21), Violations noted.Major areas Inspected-security plan & Imple- 
menting procedures.testing & malnl, security sys power supply, lighting & assessment 
aids 

TILLMAN, A, PERNY,C„ MCGUIRE.D.R. Region 2, Ofo of the Dlreotor. 80/08/23. Ip. 
4671 9 0B5-4671 9.085. 


8809060341 Forwards Insp Repts 60-424/88-32 & 50-425/88-40 on 0BO718-22.No vio- 
lations or deviations noted _ rttlulA 

HERDT.A R Region 2, Ofo of the Director. 80/00/25. HAIRSTQN.W.G. . Georgia 
Power Co 2pp. 48790:199-46790:208. 

-8609080346 tnsp Repts 50-424/88-32 & 50 425/88-40 on B80718-22.No violations or 
deviations noted.Major areas inspected: unresolved Item, const deficiency repts, IE bul- 
letins A work observation, , , 

MILLEaMN, CONLONJ.E Region 2, Ofo of the Director 08/08/23. 8pp. 
46790*201-40790.200. 


8809140139 Responds to NRC Bulletin 08 005, "Nonconforming Matl Supplied by 
Piping Suppllos.lnc at Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ. Further 
testing of mails suspended per Suppl 2 to Bulletin 

HAIRSTON.W G. Georgia Power Co, 80/09/00, Document Control Branch (Document 
Control Desk). 7pp 46840.097-46040 103, 

0809220196 Forwards Insp Rept 50*424/80 30 on 080711-15, No violations or devi- 
ations noted 

HERDT,A R Region 2, Ofc of the Director 88/00/09 HAIRSTON.W G Georgia 
Power Co 2pp, 46930:1 59 46930* 1 69, 

-8009220196 insp Rept 60 424/80-30 on 08071 1-16 No violations or deviations 
noted Major areas inspected'local leak rate testing & verification of containment Inleg 
rity. 

WHITENER.H.L,, JAPE.F. Region 2, Ofc or the Director. 08/09/01, 9pp. 46930161- 
46930:169 

8809200323 Responds to NRC 880131 Itr ro violations noted In Insp Rept 60 424/88- 
31,Correctivo actions, penetration soal repair effort completed & personnel changes 
made to improve coordination of future penetration seal repair activities. 

HAIRSTON.W G Georgia Power Co 88/09/12. Document Control Branch (Document 
Control Desk). 4pp. 4691 1*327-4691 1.330. 

0809080339 NRC Info Notice 00 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Reclrculallon Operation Following LOCA. Svc list encl. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co, of New York, Ino 122pp 46B24:215 46024.336. 

8009260229 Responds to violations noted in Insp Rept 50 424/88-24 Silicone sealant 
applied to Interface, control rool panels Inspected for water damage & prototype of test 
assembly simulating foam penetration to be water tested, 

HAIRSTONW-G. Georgia Power Co 88/09/15. Document Control Branch (Document 
Control Desk) 8pp 40957 229 46957,236, 

8809120197 NRC Info Notice 88 076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svo list encl 

ROSSLCE. Division of Operational Events Assessment (Post 870411) 88/09/16. 
Consolidated Edison Co of New York, Inc, 124pp. 46946*133 46946 252. 

8609130350 NRC Info Notice 80 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control." Svc fist and 
ROSSLCE Division of Operational Events Assessment (Post 870411) 80/09/19 
Consolidated Edison Co of New York, fnc. 125pp. 46948*253 46947.013. 


R, periodic operating reports & related correspondence 


8809010009 Forwards "Semiannual Radioactive Effluent Release Rapt for Jan-June 
1988 " Corrected copies of Table 2-2a also encl 

HAIRSTON.W G Georgia Power Co. 88/08/26. Document Control Branch (Document 
Control Desk). 2pp. 46722*126-46722 200. 

-0809010094 "Semiannual Rept, Plant Radioactive Effluent Releases, Jan- June 19B8. M 
* Georgia Power Co. 08/06/30. 1 54pp. 46722*128 46722 280. 


S. Reportable occurrences, LERb & related correspondence 
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8808300052 LER 98-024 00 on 880730, reactor trip occurred Caused by generator trip 
signal Initiated by protective relays due to fault on phase A, Failed ft damaged parts 
replaced & mfrarea scan performed on other connection pomt3 W/880022 Itr 
SWARTZWELOER.J , MCDONALO.R P Georgia Power Co 80/08/22, 6pp 
46708 290-46706 295 


••8800310078 Partially withheld Insp Repls S0-424/BB-29 & 60 425/88-39 Per 
10CFR2 790(d) & 73 21), Violations noted Major areas Inspected security plan & fmie 
meriting procedures, testing ft m a! nt .security sys power supply, lighting & assessment 
aids 

TILLMAN, A Region 2, Ofc of the Director 88/08/23. Ip 46719 085 <18719 005 


8809010176 LER 88 023-00 on 870707,overfoad protection deficiencies created condi- 
tion prohibited by Tech Specs Caused by inadequacy of design specifying overload 
protection Affected circuits de energized until corrected W/880825 Itr 
SWARrZW£LOEFU , MCDONALD, R P, Georgia Power Co. 88/08/25 5pp, 

46741.288-46741 292 

8009070021 LER 88-025-OO.on B80731 .lightning struck containment bldg ft reactor tnp 
occurred Caused by lightning strike Circuit board replaced In security sys backup 
compuler.W/880329 Itr 

SWARTZW6LDER.J , HAIRSTON, WG Georgia Power Co 88/08/29. 6pp 

46787 332-46787.337. 

8809208295 LER 86-021-01 on 88071 2, discovered that procedure for performing sur- 
veillance ro Tech Spec resistance values of 125 volt dc battery sys 
inadequate.Causod by inadequate procedure Procedure revised W/8B09 12 Itr 
SWARTZWELDEfl.J., HAIRSTON.WG Georgia Power Co 88/09/12. 5pp 

46911:336 46911 340 


80091 40006 Forwards changes to physical security ft contingency plan. Changes with 
held (f of 10CFR73 21 & 2,790) 

HAIRSTON, W G, Georgia Power Co 88/09/06 Document Control Branch fDowma-m 
Control Desk) 2pp. 46939,265 46839,266 


8809150321 Rev 6 to emergency Plan Implementing Procedure 91001 C, "EmoraGrcY 
Classiticatfon & Implementing Instructions " W/880906 Hr. a T 

HAIRSTON.W.G. Georgia Power Co. 80/09/06 15pp, 46856 328-46866.342 


8809190221 Forwards FEMA analysis of prompt alert & notification sys for plant con- 
ducted on 87071 4. Notification sys satisfies requirements of NUREG 0654/Ft MA PEP- 
1,Rev 1 ft FEMA-REP-10. 


COLLI NS, DM, Region 2, Ofc of the Director, 88/09/06 HAIRSTON.WG. Gooraa 
Power Co, 2pp 46890.089*46890,312. y 


J, Insurance ft indemnity Information 


V, Operator Examinations 

6809080365 Advises that MJ Rowe no longer employed in licensed position at plant 
under License SOP-20500 

MCOONALD.R P Georgia Power Co 68/08/22, MUNRO.J. Region 2, Ofc of I he Di- 
rector. tp 46792,341 46762 341 

8809060051 Concurs w/recommendation that NRC not administer plant differences 
exams for dual unit licensfng,per 880624 memo. Concurrence contingent upon Region 
II proceeding w/plan to ob servo sampling of plant walk-through exams, 

HANNON ,J N, Operator Licensing Branch 88/03/30. JtlLIAN.C.A. Region 2, Ofc of 
the Director. 3pp. 46764.332-46764*334 

8809080015 Requests that NRC conduct operator licensing exam through Sept 1992, as 
indicated on end schedules ,in response to Generic Llr 88-13., 

MCDONALD, RfV Georgia Power Co, 68/08/31, HANN0N.J. Operator Licensing 
Branch. 6pp, 46789 097-46789,102, 


6006300019 Forwards executed Amend 3 to Indemnity Agreement B-IO^per tWC 
B80713 reauesl for signature 

MCDONALD.R.p, Georgia Power Co, 88/08/22. Document Control Branch (Document 
Control Desk), Ip 46693,284-46693 286. 


-6808300023 Executed Amend 3 to Indemnity Agreement B*107,revislng Item 3 ro ii 
cense numbers as stated. 

THOMASX3.0 Policy Development ft Technical Support Branch (Post 870411) 
HAIRSTON, WG. Georgia Power Co, STOKELY.DL, Municipal electrical Aulborlty of 
Georgia 80/07/13 2pp. 46693,285 46693,286 


K. Utility Final Safety Analyst Report (FSAR) & amends 


8609010027 Amend 37 to FSAR for Voglle Electric Generating 
RICE.P D Georgia Power Co, 88/08/26. 1,400pp. 46714.001 


Plant W/ 880926 Hr, 
-46716.320. 
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M. Antitrust correspondence 


A. Appllcatlon/conatructlon slags documents ft correspondence 

8808120294 Generic Hr 88-14 to all holders cf OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety-related equipment.Svc list end. 
MIRAGLIA.F J Associate Director for Prefects (Post 670411) 68/08/08 Consolldatod 
Edison Co of New York, Inc 41pp 47065 001-47065 006, 

9009010225 Confirms 880725 tolcon ra mgl meeting to be conducted on 880901-02 to 
discuss plant performance, Proposed agenda end. 

GRACE.J.N. Region 2, Ofc ol the Director, 06/08/22 HAIRSTON, W.G Georgia 
Power Co. 3pp. 46718-353 48718.355 

9809140400 Forwards commenls on proof ft review of Tech Specs.for consideration In 
developing final draft 

BAILEY, J, A, Georgia Power Co BAILEY, J A Southern Company Services, Inc 68/09/ 
02, Document Control Branch (Document Control Desk), 35pp 46845 240-46Q48 090, 

—8809140403 Proposed Tech Specs for Unit 1 & 2. 

* Georgia Power Co. 88/09/02 20Opp 40045:276-46046.096. 

8909160134 Notification of 880920 meeting w/irtil In Atlanta.GA to discuss status of li- 
censing actions. 

HOP KINS, JB. Project Directorate ill-3 88/09/12 MATTHEWS.D.B, Prefect Director- 
ate 111-3, 2pp. 46964-238 46804.237. 


supplemental Reg Guide 9.3 Info in response to Mathews 
880623 Itr to WG Hairston. 

EDWARDS.R.P. Troutman, Sanders, Lockerman ft Ashmore. 88/08/23 LAMBE.WW 
Office of Nuclear Reactor Regulation, Director (Post 870411), SOOpp 46670 010 


Q. Inspection reports, IE Bulletins ft correspondence 


8009310052 Forwards Insp Rept 60 425/88-19 on 0BO51 1-22,0600-10 ft 0711-14 ft 
notice of violation, 

BROWNLEE.V.L. Region 2, Ofc of the Director. 88/08/18, HAIRSTON.WG, Georgia 
Power Co 2pp 46699.193-46699-219, V 


-0608310054 Notice of violation from Insp on 980511-0714 Violations nolod.PMD A 
pipe support drawing found to have discrepancies between actual condition In Held A 
8U PP° rt drawings lacked proper fooailng dimensions. 

BROWNLEE, V.L. Region 2, Ofc ol the Director 08/08/18 4pp, 46699,105 40009 109 


-0000310098 Insp Rept 50 425/88-19 on 80051 1-071 4.Vlolatfons noted.MaJor areas 
mspected.safety-rela ted supports & Readiness Review Module 11, “Pipe Slros9 ft 
Supports," 

VlAS,SJ . SiNKULEpM.V. Region 2, Ofc of the Director. 88/08/18 21pp. 40690,199- 


8009200273 Forwards updated listings of outstanding licensing requests for plant for 
NRC review A approval, 

HAIRSTON.WG Georgia Power Co 88/09/12 Document Control Branch {Document 
Control Desk). 4pp 4691 6:1 66-48916, 1 69 


8008190195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE ,J Svo list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 68/08/19 
Consolidated Edison Co of New York, Inc 125pp. 46690,054-46690.170. 


6809230013 Notification of 881003 06 meetings w/ulil Jn Waynasboro.GA lo perform 
review of structual analyses supporting spent fuel pool racks. 

HOPKINS, J.B, Project Directorate ||-3. 80/09/21. MATTHEWS.D.B, Project Directorate 
11-3. 3pp 46944*33 1 -4694 4,333, 


8900300352 Forwards Insp Rept 60.425/80-38 on 800627-0803 No violations or devi- 
ations noted 

BROWNLEE, V.L Region 2, Ofo ol the Director, 08/08/19. HAIRSTON, W.G, Georgia 
Power Co. 2pp, 46782 002-46782 024 W 


F. Security, medical, emergency ft lire protection plana 

8808300352 Forwards Insp Rapt 50 425/88-38 on 880627-0003 No violations or devi 
at Ions noted 

BROWNLEE, V.L. Region 2, Ofc of the Director. 88/08/19. HA1RSTON.W.G. Georgia 
Power Co 2pp 48782,002-46702.024. 

-8808300353 Insp Rapl 60 425/88-38 on 8B0827-0603 No violations or deviations 
noted, Major areas Inspected.flre protection, reactor vessel & Interna Is, piping sys ft 
supports, safety- related components ft raceways ft Instrumentation, 

SuHEPENS.R J., BURGER .C.VV.,, SfNKULE.M.V Region 2, Ofc of the Director 08/08/ 
19. 21pp. 48792:004-46782 024. 

8808290299 Rev 3 to Emergency Plan Implementing Procedure EPII-04, "Dulles of Nu- 
clear Operations Duty Officer ” 

MCOONALD.R P. Georgia Power Co 68/08/22, 7pp 46664 059-48684-065, 


8808310068 Forwards Insp Repts 50 424/88-29 ft 50 425/88-30 on 880718- 22 Viola- 
tions noted Notice of violation withheld (ref 10CFR 2 .790(d) ft 73,21). 

CL! NE,WX Region 2, Ofc of the Director 88/0B/25, HAIRSTQN.W.G, Georgia Power 


-0808300353 Insp Rept 60-425/88 38 on 880627-0003 No violations or davfalfOM 
noted Major areas Inspected, fire protection, reactor vessel ft Internals, piping sya ft 
supports, safety- related components ft raceways ft Instrumentation, 

SCHEPENSjR J , BURGER.C.W., SINKULE.M.V, Region 2, Ofc of the Director, 86/08/ 
19, 21pp 46702,004-48782-024. 

6809160451 NRC Info Notice 08-008, "Setpoint Testing of Pressurizer Safety Valves WV 
Filled Loop Seals Using Hydraulic Assist Devices H Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/00/22. 
Consolidated Edison Co. of New York, Inc 12lpp 46702-311-46703 070 

8009070061 Forwards Insp Repts 60-424/88-27 ft 60-425/88*37 on 880627-30 ft notice 
of violation, 

HERDT.A.R. Region 2, Ofo of the Director. 88/08/23 HAIRSTON.WG, Georgia 
Power Co. 2pp 46778 352-46778:361. 

—8809070071 Notice of violation from Insp on 880627-30,Vlolatfon noted- damaged sec- 
ton of pipe covered w/plastic & prepared for application of Insulation prior lo detec- 
tion of damage by inspector. 

HERDT.A R, Region 2, Ofo Of the Director. 88/08/23 2pp. 46778,354-46778-355, 

-.0009070089 Insp Repts 50-424/80-27 ft 50 425/88-37 on 880627-30, VlolftliOfl 
noled.Major areas Inspected, as-built verification of RCS pressure boundary piping ft 
safety-related piping, open Items ft activities re NRC Bulletin 88 005. 

GLASMAN.M,, BLAKE.J J, Region 2, Ofc of the Director. 88/08/18, 6pp. 46778.35ft- 
46778.361. rr 
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8-909070090 Forwards Insp Rept 50-425/88-27 on 080504-26 No violations or devi 
ations noted List of unresolved items Identified in Module 6 end 
HERDT.AR Region 2, Ofc of the Director 88/08/23 HAIRSTON.WG. Georgia 
Power Co 3pp 46774 212*46774 247 

-8009970091 litsp Rept 60 425/88 27 on 800504-26 No violations noted Major areas 
inspected evaluation for one of 1 1 readiness review modules as part of pilot readiness 
review program, Two unresolved items identified 

HUNT.M D , MCCORMICK.R D , CONLON.T E. Region 2, Ofc of the Director 88/08/ 
19 33pp 46774 215 46774 247, 

B0Q918O36& Suppl 1 to NRC Info Notice 88 048, "Licensee Rept of Defective Refur- 
bished Val ves . ' ' S vc ti st a net 

ROSSI, CE Division of Operational Events Assessment (Post 070411), 00/08/24 
Consolidated Edison Co, of Now York, Inc 122pp 48713 218-46713 210 

8806310218 Responds to violations noted in Insp Rept 50-425/80-35 Corrective 
actions Involved test personnel retrained on contents & requirements of SUM-12C, 
"‘Preoperatlonal Tost Procedure '* 

R1CE.P D Georgia Power Co 08/08/24. Document Control Branch (Document Con- 
trol Desk) Ip 46699 143 46699 143 

0009070365 Forwards Insp Rept 50-425/88-26 on 080504-26 No violations or devi- 
ations noted. 

HERDT.AR Region 2, Ofc of the Director 80/08/24 HAIRSTON, W G, Georgia 
Power Co 3pp 40773 134-46773.168 

-8809070397 Insp Rept 50 425/80 20 on 880518-26 No major weaknesses or verifica- 
tion errors noted Major areas inspocted.revfew of modulo repl.including exam of sup 
porting documentation & insp of associated hardware 

HUNT,M D , CONLON.T, E Region 2, Ofc of the Director 88/00/10 32pp 46773.137- 
46773*168, 

8008310027 Forwards Rev 3 to IS1 P-010, "Preaervlco Insp Program," Incorporating Ro 
quests for Relief 1 through 45 & reformatted line list which Includes nonsafety related 
lenes w/snubbers requiring testing Responses to NRC 000811 questions encL 
BAILEY.J A Georgia Rower Co BAILEY, J A. Southern Company Services, Inc 80/00/ 
25- Document Control Branch (Document Control Desk) Gpp 46703,201 46708,114 

-8608310033 Ftov 3 to ISt P 010, "Prosorvlco Insp Program." Portions of Rev 2 to ISI- 
R-009. "Pre service Insp Plan" one I . 

* Georgia Power Co 88/07/25 S.OOOpp 46703 299*46706,114 


S, Reportable occurrences, LERe & related correspondence 

8G i l n^ 2 l 3 Part 21 & dof,cienc y re Pl re ESP Miration unit bolt9 Initially reported on 
880620 Contractor conducted training session for personnel to stress importance of 
clarifying Incomplete drawing info & requirements of bolting procedure 
RICE.PD Georgia Power Co 66/09/01 Document Control Branch (Document Con- 
trol Desk) 5pp 46750,214 46758 218 


V. Operator Examinations 

B600080365 Advises that MJ Rowo no longer employed in licensed position at plant 
under license SOP-20500 v 

MCDONALD.R P Georgia Power Co 88/00/22 MUNRO.J Reqion 2, Ofc of the Dl 
rector Ip 46792 341-46792 341 

8009060051 Concurs w/recommondatlon that NRC not administer plant differences 
exams for dual unit liconsing.per 880624 memo Concurrence contingent upon Reqion 
II proceeding w/plan to observe sampling of plant walk-through exams 
HANNON.J N Operator Licensing Branch, 88/08/30 JULIAN.C A Region 2, Ofc of 
the Director 3pp 46764,332 46764 334 

0609000015 Requests that NRC conduct operator licensing exam through Sept 1992,a9 
Indicated on end schedules.ln responso to Generic Ltr 06-13 
MCDONALD, RP Georgia Power Co 86/00/31 HANNON.J Operator Licensing 
Branch, 6pp, 46789 097-48709 102 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Appllcatlon/conslrucllon stage documents & correspondence 


0600120294 Generic Ltr 08-M to all holders of OLs or CPs for nuclear power reactors 
Instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGUA.F J Associate Director for Projects (Post 070411) 08/00/08, Consolidated 
Edison Co of New York, Inc 41 pp 47065,001 47065 006, 


Q, Inspection reports, IE Bulletins & correspondence 


8600310068 Forwards Insp Ropts 50-424/00-29 & 50 425/80-39 on 880710- 22, Viola 
lions noted Notice of violation withheld (ref 10CFR2 790(d) & 73,21). 

CLINE, WE. Region 2, Ofc of the Director 88/08/26 HAIRSTON, W.G. Georgia Power 
Co 3pp. 40710 002-46719:085 

-0608310078 Partially withhold Insp Repts 50 424/08-20 & 50 425/00 39, (ref 
10CFR2.79Q(d) & 73 21) Violations noted Major areas Inspected security plan & implo 
mentlng procedures, to sting & malnt, security sys power supply, lighting 6 assessment 
aids 

TILLMAN, A, PERNY.C , MCGUIRE, D.R, Region 2, Ofc of the Director, 88/00/23 Ip 
40719.085-46710,005. 

8809080341 Forwards Insp Ropts 50-424/80-32 & 50-425/00 40 on 000718-22 No vio- 
lations or deviations noted 

HERDT.A R Region 2, Ofc of the Director. 00/00/25 HAIRSTON, W.G Georgia 

Power Co 2pp 46790.199 46790 208 

—0009060346 Insp Repts 50 424/88-32 & 5O-425/8B-40 on 8007 10-22, No violations or 
deviations noted Major areas Inspected unresolved Item, const deficiency ropts.lE bul- 
letins & work observation 

MILLER.MN, CONLONJE. Region 2, Ofc of the Director. 88/00/23 Gpp. 
467G0'201»46790 208 

8008230112 NRC Info Notice 08 070, "Chock Valve Inservice Testing Program Doflcien 
cies." Svc list end. 

ROSSf.CE. Division of Operational Events Assessment (Post 870411), 80/08/29 
Consolidated Edison Co of New York, fnc 123pp. 40713.095 46713:217. 

00QB26O462 NRC Info Notico 88 071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Uconseo Radioactivity Measurements Attributed to 
Thai Event ** Svc list end 

ROSSI ,C E, Division of Operational Events Assossmont (Post 870411) 88/09/01 
Consolidated Edison Co. of New York, Inc 121pp. 46712-244-46713,004 

6306300018 NRC Info Notice 88-072, "Inadequacies in Design of DC Motor-Operated 
VfltVQSi^ SVC lifil GHCl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/09/02. 
Consolidated Edison Co of New York, Inc, 122pp. 46726 001-46726,123. 

0009220191 Ack receipt of 880719 Ur Informing NRC of steps taken to correct devi 
atlorva noted In Insp Rept 60 426/80-32, 

HERDT.A.R. Region 2, Ofc of the Director 08/09/09 HAIRSTON.WG. Georgia 
Power Co 2pp 46928.085-46928 066 

BB09260224 Ack receipt of B80824 ltr informing NRC of slops taken to correct violation 
noted in Insp Rept 50 426/88-35. 

HERDT.AR. Region 2, Ofc of the Director 80/09/10 HAIRSTON.WG Georgia 
Power Co. 2pp, 46957.21 1 46957:21 2 

6809060339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA, M Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 80/09/14 
Consolidated Edison Co of New York, (no. 122pp, 46024:215-46824:336 


8800190195 NRC Info Notico 88 0G9, "Movebfo Contact Fmgor Binding In HFA Relays 
Mfg by GE * Svc list oncl 1 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/08/19 
Consolidated Edison Co of Now York, Inc, 125pp. 46090 054-46690*178 

8000160451 NRC Info Notico 00 060, “Setpoint Testing of Pros9urlzor Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assisi Devices," Svc list end 
ROSSI.C.E Division of Ope rational Events Assessment (Post 870411) 88/0B/22 
Consolidated Edison Co of New York, Inc 1 21 pp 46702 311-46703,070, 

8G08 180360 Suppl 1 lo NRC Info Notico 60 048, "Licensee Rept of Defective Refur- 
bished Valves.* 1 Svc list end 

ROSSI.CE Division of Operational Events Assossmont (Post 070411). 80/00/24 
Consolidated Edison Co. of Now York, Inc. 122pp, 46713 218 46713-219 

0800230112 NRC Into Notice 00 070, "Chock Valve Insorvico Testing Program Deficien- 
cies." Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/08/29 
Consolidated Edison Co of Now York, Inc. 123pp 46713, 095-46713.217. 

8000260492 NRC Info Notice 00 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collodion of Licensee Radioactivity Measurements Attributed to 
That Event 11 Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411). 80/09/01, 
Consolidated Edison Co. of Now York, Inc. 121pp. 46712,244-46713,004. 

8000300010 NRC Info Notice 08 072, "inadequacies In Design of DC Motor-Operated 
Valves. 1 * Svc list end 

ROSSI.CE. Division of Operational Evenls Assessment (Post 870411). 08/09/02 
Consolidated Edison Co of Now York, Inc 122pp 46726 001 48726 123, 

0009080339 NRC Info Notico 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA Svc list end 
ROSSI.CE, Division of Operational Events Assessment (Post 870411) 80/09/14. 
Consolidated Edison Co of New York, Inc, 122pp 46824*216-46824 336 

6809120197 NRC Into Notice 08 076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 08/09/16 
Consolidated Edison Co, of New York, Inc, 124pp 46946-133 46946 252. 

8809130350 NRC Info Notice 88-078, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control," Svc list end. 
ROSS1.C.E Division of Operalional Events Assessment (Post 070411) 88/09/19 
Consolidated Edison Co. of New York, Inc. 125pp 46946 253-46947 013. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A, Appllcation/constructlon stage documents & correspondence 


8-0C9 120197 NRC Info Notice 80-076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post B70411). 68/09/16. 
Consolidated Edison Co of New York, Inc. 124pp 46948:133 46946*252. 


0008120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety-related equipment, Svc list end, 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411) 80/08/08 Consolidated 
Edison Co of New York, Inc. 41pp, 47065,001-47065,006 


6609130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control Jl Svc (1st end 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 80/09/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 46946:283-46947.013. 


0808290133 Advises that revised process for review of correspondence lo NRC has re- 
duced util requests re extension of response time. 

GRIDLEY.R Tennessee Valley Authority. 08/08/23, Document Control Branch (Docu 
ment Control Desk) 2pp, 46677*267-46677:268. 
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9809160006 Informs of decision to defer const at plant indefinitely Two hundred per- 
sons will be maintained to perform essential maint & environ activities 
SCHMIERBACH.M Tennessee Valley Authority. 88/09/07 HORN.C Alabama, State 
of. 1 1pp 46848 197-46846 207, 


H. General correspondence 


H. General correspondence 


8608300038 Informs that RA Pedde & CC Mason assigned add) responsibilities as 
directors of facilities to replace JP Darling & HP Pomrehn 9 5116 

WHITE, 8, A. Tennessee Valley Authority 88/08/19 PARTLOW.J G, Ofc of Snivel 
Projects 4pp 46698 292-46698 204 0 bpeclal 


9808300038 Informs that RA Pedcfe & CC Mason assigned add! responsibilities as site 
directors of facilities to replace JP Darling & HP Pomrehn 

WHITE.S A Tennessee Valley Authority, 88/OB/ 19 PARTLOW.J <3 Ofc of Special 
Projects 4pp 46698 292-46698 294 


K. Utility Final Safety Analysis Report (FSAR) & amends 

fi8J9140302 Corrected pages to Amend 20 of FSAR for Bellefonte Nuclear Plant W/ 
880907 Itr 

GRIDLEY.R, Tennessee Valley Authority 88/09/07 10pp. 46840,293 46840,307. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


Q. Inspection reports, IE Bulletins & correspondence 


9809140302 Corrected pages to Amend 29 of FSAR far Bellefonte Nuclear Plant W/ 
880907 Itr. 

GRIDLEY.R Tennessee Valley Authority 88/09/07 10pp 46840 293 46840,307. 


Q. Inspection reports, IE Bulletins & correspondence 

8808190195 NRC Info Notice 88 069, ’“Movable Contact Finger Binding in HFA Relays 
Mlg by GE" Svc Ifst end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/0B/19 
Consolidated Edison Co. of New York, Inc, 125pp. 46690 054-46690 178 

6809160451 NRC Info Notice 88-068, "Setpoint Testing of Pressurizer Safely Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
HOSSLCE. Division of Operational Events Assessment (Post 870411) 88/08/22, 
Consolidated Edison Co of New York, Inc, 121pp, 46702 311 46703 070 

8608190368 Suppl 1 to NRC fnlo Notice 88 04B. "Licensee Repl or Defective Refur- 
bished Valves. Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 08/OB/24, 
Consolidated Edison Co. of New York, Inc 122pp, 46713.218 46713 219 

B 809230112 NRC fnlo Notice B8 070, "Check Valve tnservice Testing Program Deficlen- 
clos 11 Svc li&l end 

ROSSI.CE Division Of Operational Events Assessment (Post 8704111 88/08/29 
Consolidated Edison Co of Now York, Inc, 123pp. 46713 095 46713 217. 

9808260492 NRC Info Notice 86-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list end. 

ROSSLCE Division of Operational Events Assessment (Post 870411). 88/09/01, 
Consolidated Edison Co of New York, Inc. 121pp 46712 244-46713 004 

9808300018 NRC Info Notice B8 072, "Inadequacies In Design of DC Motor Operated 
Valves ” Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 670411) 88/09/02, 
Consolidated Edison Co of New York, Inc. 122pp. 46726 001 46726-123 

8909 mi 31 Forwards list of TVA suppliers for fasteners over fast to yrsjn response to 
NRC Bulletin &7-0O2,Suppls 1 & 2. 

GRIDLEY.R L Tennessee Valley Authority. 88/09/12 Document Control Branch 
(Document Control Desk) IBOpp 46896 336 46897 165 

8009080339 NRC Info Notice 0B-O74, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Tallowing LOCA ” Svc list end 
ROSSI,C,E. Division of Operational Events Assessment (Post 870411), 88/09/14 
Consolidated Edison Co of New York, Inc 122pp. 46824 216 46824,336 

6009120197 NRC Info Notice 68 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry.” Svc list end, 

ROSS 1,0 E. Division of Operational Events Assessment (Post 670411) 68/09/16 
Consolidated Edison Co. of New York, Inc 124pp, 469 4 6" 133 46946 252. 


8808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding in HFA Beta vs 
Mfg by GE. ’ Svc list end r 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 60/08/ IB 
Consolidated Edison Co of New York, fnc I25pp 46690.054 46690,170. 

6806160451 NRC Info Notice 88 068, "Setpoint Testing of Pressurizer Safety Vatvoa W 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end, 7 

ROSSLCE Division of Operational Events Assessment (Post 870411). 60/08/22 
Consolidated Edison Co. of New York, Inc. 121 pp 46702 31 1-46703 070. 

8808180368 Suppl 1 to NRC Jnfo Notice 80 048, "Licensee Rept of Defective Refur- 
bished Valves 11 Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411}, 88/00/24 
Consolidated Edison Co. of New York, fnc 122pp. 46713 218 46713 210, 

6900230112 NRC Info Notice 08 070, "Check Valve Inservico Testing Program Doficion 
cles " Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 60/00/20 
Consolidated Edison Co. of New York, Inc 123pp. 46713.095 46713,217. 

88 ?£S? 0 D 49 ,? NRC N° ,fce 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed (o 
That Even! 1 Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 60/00/91 
Consolidated Edison Co, of New York, Inc, 1 21pp. 46712-244-46713 004 

8800300018 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Op ornlcd 
Valves, Svc list end. 

ROSSICE Division of Operational Evenls Assessment (Post 870411), 08/00/02, 
Consolidated Edison Co. of New York, Inc, 122pp. 46726 001-46726,123. 

® loi h°87 a oo2 SupplsT* | Upp1i0rs for fa8,en0ra OV0f lasl 10 yrejn response lo 

GRIDLEY.R L. Tennessee Valley Authority. 88/09/12 Document Control Branch 
(Document Control Desk) 180pp. 46896.336-46097 155. 

NRC Notice B8 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA n Svc list end 
ROSSICE Division of Operational Events Assessment (Post 870411) 00/09/14 
Consolidated Edison Co, of New York, Inc 122pp. 46824'215 46824 330 

9809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry," Svc list end 

ROSSLCE, Division of Operational Events Assessment (Post 870411) 00/09/ to 
Consolidated Edison Co of New York, Inc. 124pp 46946,1 33-46946’252. 

8 B09 130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous 
Kil 0 o n , s i d6red in Desl 9 n of Secondary Containment Pressure Control" Svo fist end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/09/10 
Consolidated Edison Co, of New York, Inc 125pp. 46946 253 46947.013 


R, Periodic operating reports & related correspondence 


8809130359 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411), 8B/09/19. 
Consolidated Edison Co. or New York, Inc, 125pp 46946 253-46947 013, 

Ri Periodic operating reports & related correspondence 

8809060248 "Environ Radioactivity Levels, Bellefonte Nuclear Plant Annual Rent 
1987." W/880826 Itr 

GRIDLEY.R Tennessee Valley Authority. 87/12/31, 34pp 46757 301-46767-334 

DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 

A. Appl I call on/co nstructlon stage documents A correspondence 

8800120294 Generic Ltr 88-14 lo all holders of OLs or CPs for nuclear power reactors 
A s«PR>y ©v® problems affecting safety-related equipment Svc list end 
MIRAGUA.FJ Associate Director for Projects (Post 070411) aB/08/08, Consolidated 
Edison Co, of New York, Inc 41pp 47065 001-47065 066, 

8808290133 Advises that revised process for review of correspondence lo NRC has re- 
duced util requests re extension of response time. 

GRIDLEY.R Tennessee Valley Authority. 88/08/23. Document Control Branch (Docu- 
ment Control Desk). 2pp 46677.267-46677 268. 1 

8809150006 Informs of decision lo defer const at plant indefinitely. Two hundred per- 
l i 0d t0 p 0rforrn essential maint A environ activities. 

Valley Authority 86/09/07. HORN.C Alabama. State 


S8 ?9B7" S W*8B0826 C Ilr ^ adloao,Mt ^ Levels, Bsllalonte Nuclear Planl Annual Rap I . 
GRIDLEY.R, Tennessee Valley Authority 07/12/31. 34pp, 46757:301 46767 334 

DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 

F- Security, medical, emergency & fire protection plans 

6809130166 Rev 6 to App B to Emergency Public Info Organization Implementing In* 
SKS&EJ ^ anu ?A "Emergency Public Organization Personnel Lists.” W/000008 Itr 

KAPLAN, A. Cleveland Electric Illuminating Co 88/08/17 15pp 
46830.134 46830-148 

6609010134 Advises that Change 1 to Rev 8 of Emergency Plan conslstonl w/rcqwre* 
of 10CFR50 64(q) & does not decrease effectiveness of plan. 

SHAFER, W D Region 3, Ofc of the Director. 88/06/25, KAPLAN, A Cleveland Electric 
Illuminating Co. 2pp. 46720 352-46720.353 

8609140434 Revised emergency plan Impfemenlmg procedures.lncludlng Temporary 
Change Notice 2 to Rev 3 to EPI-A1. "Emergency Action Levels" & Rev 4 to EPIA7, 
Operations Support Ctr Activation," W/860902 Itr. 

KAPLAN, A Cleveland Electric Illuminating Co. 88/09/02. 77pp 46841-269-46842015 

0809230283 Forwards Safety fnsp Rept 50-440/88-12 on 880701-0023 & notice of vio- 
lation 

KNOP.R.C Region 3, Ofc of the Director 68/09/14. KAPLAN, A. Cleveland Electric 
Illuminating Co 2pp. 46943:360-46943-353. 

-8809230269 Jnsp Rept 50-440/88-12 on B80701-0823.Vlolatlons noted Major area* 
fnspected-NRC bulletlns J 10CFR21 repts.NRC generic Itrs, operational safety, nonroulm* 
events , L E R s, ESF sys wal kdown & physfca! security, 

COOPER, R. Region 3, Ofc of the Director, 88/09/14 20pp. 46943:354 40944 013 
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8809230010 Advises that 890030 is acceptable date to reschedule next exerclse.in re- 
sponse to 880822 Itr 

SHAFER.W.D Region 3. Ofc of the Director 88/09/16 KAPLAN.A Cleveland Electric 
Illuminating Co Ip 46944 33S 46944 335 


technical evaluation rept for 


0809260205 Forwards responses to questions listed In 
evaluation of Rev 2 to offsite dose calculation manual 
KAPLAN ( A Cleveland Electric Illuminating Co 00/09/20 Document Control Branch 
(Document Control Desk) Bpp 46955,353 46955 360 


G. Adjudicatory correspondence 

6909140193 Licensee answer to Concerned Citizens Itr re FEMA memoranda on 
10CFR2208 petition * Citizens 070922 petition .relying on FEMA & EPA recommenda- 
tions as basis for enforcement action should be denied Third affidavit of DD Hutbert 
end 

RiOGWAY.DA Cleveland Electric Illuminating Co R1DGVYAY.DA Shaw, Pittman, 
Polls S Trowbridge #388 7057 08/08/31 Commissioners 29pp. 46706,183 
46786,219 

-8009140202 Third affidavit of DD Hulbert * Discusses issues raised by Concerned Citi- 
zens lire re emergency planning W /Certificate of Svc 

HULBERT, DD Cleveland Electric Illuminating Co 80/08/31. Opp 46786 212- 
46786 219. 

6809160040 Advises that time for Commission to review Director's Decision 00-13 
expired Commission declined review & decision became final agency action on 
660906 Served on 000913, 

CHILK.SJ Office of the Secretary of the Commission #300 7061 00/09/13 

POCH.D* Energy Probe SCHLEMMER.D.L Western Reserve Alliance Ip 46813.009 
46813,009. 


hi. General correspondence 

6809150064 Requests that plant svc fist be updated w/lisled Info 
KAPLAN.A Cleveland Electric Illuminating Co. 00/09/02 Document Control Branch 
(Document Control Desk), Ip 46847.139 48847.139 


J, Insurance A Indemnity Information 

8009079458 Forwards Endorsements 25,18,6 & 6 to NELIA Policy NF-291, MAELU 
Policy MF-1 24, NELIA Certificate N-102 & MAELU Certificate M- 102, respectively, 
ERTLE.R F Centerlor Energy, 80/00/31 DINITZJ Office of Nuclear Reactor Rogula 
lion, Director (Post 870411) 7pp 46704,264-46704 270 


M. Antitrust correspondence 

8600300125 Forwards FR notice granting request to oxtend time until 000013 lo com- 
ment on suspension of license antitrust conditions 

LAM8E.W.M, Policy Development & Technical Support Branch (Post 070411). 00/08/ 
25. ALBERT, K.M, Goldberg, Fleldman & Letham, PC 3pp, 46601*346 46601,347. 


P. Operating license stage documents & correspondence 

8806120294 Generic Ur 80-14 to ell holders of OLs or CPs for nucloar powor reactors 
re instrument air supply ays problems affecting safety rolalod equipment, Svc list end, 
MIRAGUA.RJ, Associate Director for Projects (Post 87041 1) 80/08/00 Consolidated 
Edison Co of New York, tnc. 41pp. 47066 001-47086 006 

8809120091 Final response to FOtA requo9l for documents, Forwards documents listed 
In App A Documents also available In PDR. Aop B documonls totally withheld (rof 
FOIA Exemption 5) App C documents partially withhold (rof FOIA Exemption 6) 
GRIMSLEY.OH NRC - No Dotalfod Affiliation Given. 00/00/17 CONNOR.L Doc- 
Search Associates, 5pp 46770 060 46770.009 

-0BO912O137 Forwards assessments by Enforcement Staff of roglonal performance In 
enforcement area from Jut-Nov 1905 

AXELRAD.J.A, Enforcement Staff, IE (Pro 070413). 86/12/13 BLAHA.J.L Program 
Support & Analysis Staff, IE (Pre 070413). 13pp 46770.211-46770.223. 

0809070513 Advises that 860223 response to NRC 071107 roquesl tor addl info re Info 
re Hems 3.1 3 & 3 2.3 of Generic Ltr 03 28, "Posl-Malnt Tasting for Reactor Trip Sys 
& Alt Other Safety- Related Components for Perry Nuclear acceptable. 

COLBURN, TG Project Directorate 111-3. 08/08/31 KAPLAN.A. Cleveland Electric Illu- 
minating Co. Opp 46704*325 46784*327 

0809140019 Forwards test results from BNL re fastners removed from equlpmonbpGr 
NRC 880008 request Bolts suitable for Intended applications w/no further action re- 
quired. 

KAPLAN, A Cleveland Electric Illuminating Co 08/09/07 Document Control Branch 
(Document Control Desk) 4pp 46037,252-46837*255 

8309190136 Forwards notice of consideration of Issuance of amend to OL & proposod 
NSHC de ter min alio n & opportunity for hearing, revising Tech Spec Table 3,0 4 1-1 to 
delete circuit breakers that are not containment penetration devices 
COLBURN, T.G. Project Directorate 111-3 80/09/07. KAPLAN.A. Cleveland Electric Illu- 
minating Co. 2pp 46895*251-46895:262. 

-8809190102 Notice of consideration of issuance of amend to License NPF-BB.deletlng 
circuit breakers & correcting typos. 

COLBURN, T.G. Project Directorate llt-3 08/09/07. Bpp 46095 253-46B95:259, 

6609200155 Forwards revised Tech Specs Pages 8-1 ,6-2 & 6 6 to Amend 13 to License 
NPF-58, emitted during reproduction of package Amend deleted organization charts & 
refs & added clarifying language to Section 6 2.1. 

COLBUFINJ.G Project Directorate 111-3 88/09/14 KAPLAN.A Cleveland Electric Illu- 
minating Co. 2pp. 46915*1 19 46915,123 

-8809200170 Revised pages to Amend 13 to License NPF-BB.conslating of revised 
Tech Specs Pages 6-1, 6-2 & 8*6, deleting organization charts, 

* NRC - No Detailed Affiliation Given 80/09/14. 3pp 46915.121-46915:123 

0009269047 Concludes that licensee adequately met acceptance criteria for leakage re- 
duction program in response to TMl Action Item III D 1.1 re leakage reduction program 
of potential orlmary coolant sources outside containment, 

COLBURN.T.G Project Directorate II 1-3 08/09/20 KAPLAN.A, Cleveland Electric Illu- 
minating Co. 3p, 46966.231-46966*233, 


Q. Inspection reports, IE Bulletins & correspondence 


... . iT-l/Lr*' 11 uu ivmvMuie uomacr rmgur emaing in MM he ays 

Mlg by GE " Svc list end * 7 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/08/19 
Consolidated Edison Co of New York, Inc 125pp 46690 054 46690,178, 

8008260245 Responds to NRC 880721 Itr re violations noted In fnsp Rept 50 440/8B 
09, Error did not result In violation & should be retracted Issue will bo discussed during 
licensed operator requallflcatlon training program 

KAPLAN.A. Cleveland Electric Illuminating Co BB/QB/10 Documont Control Branch 
(Document Control Desk) 4pp. 46653 357-46653 360 

8808160451 NRC Info Notice 86 068, "Setpoint Testing of Pressurizer Safety Valves W / 
Filled Loop Seals Using Hydraulic Assist Devices ” Svc list end 
ROSSI, C.E Division of Operational Evenls Assessment (Post 870411) 88/08/22 
Consolidated Edison Co. of New York, Inc 121pp. 46702 31 1-46703 070 

0808100368 Suppl 1 to NRC Info Notice 8B-048, "Licensee Rept of Defective Refur- 
bished Valves '* Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/24. 
Consolidated Edison Co. of New York, Inc. 122pp 46713,218 46713 219 


8808230112 NRC Info Notice 00 070, "Check Valve Inservice Testing Program Deficien- 
cies," Svc list end, 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 88/08/29 
Consolidated Edison Co. of Now York, Inc. 123pp 46713 095 46713,217 

33 response to SALP Board rept for May 1987 - Apr 1980 Response 
on SALP 8 rept expressed during 860802 meeting w/NRC 
Hand Electric Illuminating Co 86/06/30. Document Control Branch 
Dl Desk), 2pp. 46779,201-46779 202 


8809070353 Provid' 
suppls comments 
KAPLAN.A. Clew 
(Documont Contn 


0808260492 NRC Info Notice 66 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radloacllvlty Measurements Attributed to 
That Event Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 00/09/01, 
Consolidated Edison Co of New York, Inc, 1 2lpp 46712*244-46713 004. 

8808300010 NRC Info Notice 80 072, "Inadequacies In Design of DC Motor Operated 
Valves " Svc list end 

ROSSI, C.E Division of Operational Evenls Assessment (Post 870411) 08/09/02. 
Consolidated Edison Co. of New York, Inc 122pp 46726,001 46726 123. 

8809140265 Responds to NRC Bullelm 80 005 re nonconforming piping matINUMARC 
formed ad hoc Industry commilteo to address gonorlc aspects of bulletin In early June 
& util dedicated mechanical design senior project engineer to committee 
KAPIAN.A Cleveland Electric Illuminating Co 86/09/07 Document Control Branch 
(Document Control Desk). 4pp. 4BB39, 237-46630.240. 


0009200115 Responds to NRC Bulletin 88 007, "Power Oscillations In BWRs." Licensed 
reactor operators & shift technical advisors briefed on event described In 
bullotin.onhancemenls made lo operating procedures & procedures reviewed. 
KAPLAN.A. Cleveland Electric Illuminating Co. 68/09/ i 2, Document Control Branch 
(Document Control Desk). 3pp. 46916 160 46916*162 

8009080339 NRC Info Notice 86 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCAr Svc list end, 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/09/14 
Consolidated Edison Co. of New York, fnc 122pp. 46624 215-46824 336, 

8609230283 Forwards Safoty Insp Rept 60-440/88-12 on 000701-0823 & notice of vio- 
lation 

KNOP.R.C. Region 3, Ofc of the Director 88/09/14 KAPLAN.A Cleveland Electric 
Illuminating Co. 2pp. 46943,350 46943.353, 


-8809230280 Notice of violation from Insp on 880701-0823 Violations noted licensee 
personnel performed venting & tilling of RHR sys w/o written procedural guidance on 
880322-23 & overtime guidelines exceeded w/o approved overtime deviation request. 
KNOP.R.C Region 3, Ofc of the Director 88/09/14 2pp. 46943 352-46943*353 

-8809230269 Jnsp Rept 50 440/88-12 on 880701 -0823, Violations noted Major areas 
lnspected:NRC bulletins, 1QCFR21 repts.NRC generic llrs, operational safely, non routine 
events, LER$,ESF sys walkdown & physical security. 

COOPER, R. Region 3, Ofc of the Director 88/09/14. 20pp 46943.354 46944:013. 

6809120197 NRC Info Notice 88 076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry," Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 870411) 88/09/16, 
Consolidated Edison Co, of New York, fnc 124pp 46946.133 46946.252 

8609130350 NRC fnfo Notice 68 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control," Svc list end 
ROSSI.C, E Division of Operational tvents Assessment (Post 870411) 80/09/19 
Consolidated Edison Co of New York, Inc 125pp, 46946*253-46947 013 


R. Periodic operating reports & related correspondence 


8809060038 "Semiannual Radioactive Effluent Release Rept.Jan-June 1988" W/ 
000030 Itr, 

KENSICKI.S.F,, KAPLAN.A, Cleveland Electric Illuminating Co. 88/06/30. 200pp 
46759,040-46759:241. 

8809010196 Forwards "Seventh Quarterly Rept Cleveland Electric Illuminating Seismic 
Monitoring Network.Apr-June 1900." 

KAPLAN,A, Cleveland Electric Illuminating Co. 88/00/26. Document Control Branch 
(Document Control Desk) 2pp. 46720.046-46720 065 
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-8803010207 "Seventh Quartorty Repl Cleveland Electnc Illuminating Seismic Monitor- 
ing Notwo(k>Apr-June 1988 " 

' Weston Geophysical Corp 88/06/30 18pp 46720048-46720 065 

B8Q9080030 Forwards annual rept of 10CFR50 59 safety evaluations for 1987V8nous 
categories of safety evaluations & summary of safety evaluations re HilU holt mods & 
definition of acronyms & format description end, 

KAPLAN.A Cleveland Electnc Illuminating Co 88/08/31 Document Control Branch 
(Document Control Desk) 375pp 46786 341-46787 317 


8809160040 Advises that time for Commission 1o review Director rw , 
expired Commission declined review & decision became final 86 13 

880908 Served on 880913 ,,nai 8 9 0n °y action on 

CHILK.S J Office of the Secretary of the Commission. #38B 7n R i 

^3'oo9 Ener0yProb8 SCHL “' DL Wosta '" SS»“i4S!58 


H. General correspondence 


8809200128 Monthly operating rept for Aug 1988 for Perry Unit 1 W/ 880915 fir, 
DUNN.GA., KAPLAN.A Cleveland Electric Illuminating Co 88/08/31 6pp 
46900146 46900 151 


8809150064 Requests that plant svc list be updated w/llsted info 
KAPLAN, A. Cleveland Electric Illuminating Co, 88/09/02 Documom „ 
(Document Control Desk), Ip. 46047.13M6847.138 uooumo '’t Control Bran* 


8, Reportable occurrences, LERs & related correspondence 

8808250304 Special Rept NP-38 04 on 080805, primary containment area gross radiation 
monitors had less than min required channels due to failed monitor Caused tiy high 
voltage Failure due to defective voltage power supply circuit board Board replaced 
KAPLAN.A Cleveland Electnc Illuminating Co 86/08/19 Document Control Branch 
(Document Control Desk) 2pp 46648 101-46648102 

8809140418 PNO III 86 078 on 8B0904,firo occurred In two charcoal adsorber tanks in 
offgas sys Cause under investigation Nitrogen purge of tanks performed & temps re- 
duced 

COOPER, R , KNOP.R Region 3, Ofc of the Director. 8B/09/06 2pp 46841*165- 
46841 166 


8809140467 LER 88 029 00 on 88081 2, standby liquid control pump B suctional manual 
Isolation valve Inadvertently left closed resulting In trams being inoperable, Caused by 
personnel ertor Counseling session will be held W/B8Q909 llr 
DUNN.GA, KAPLAN, A Cleveland Electnc Illuminating Co 88/09/09 Sod 
46839 232-46639*236 


8809260339 PNO-III 88-08 t on 88091 6,reactor operators observed decrease In flow 
through offgas sys.coupled w/drop in generator electrical output & decrease in main 
condenser vacuum Plant shut down for Investigation Into offgas problem 
COOPER.R W , KNOP,RC Region 3, Ofc of the Director, 8B/Q9/19. 2pp, 469S6 209 
48956 210. ^ 


V. Operator Examinations 

8808260245 Responds to NRC 880721 llr re violations noted In Insp Rept 60-440/68- 
09 Error did not result In violation 4 should be retracted Issue will be discussod during 
licensed operator requalificatlon training program. 

KAPLAN.A Cleveland Electnc Illuminating Co 08/08/19 Document Control Branch 
(Document Control Desk) 4pp 46653 357-46653 360. 

8808300002 Requests that util furnish end ref mail requirements for reactor/senior re- 
actor operator licensing exams scheduled for wks of 881205 & 12, 

ihK So% n e8/08/24 - Clsveland 

DOCKET 50-441 PERRY NUCLEAR POWER PUNT, UNIT 2 


A, Application /construct Ion stage documents & correspondence 


8808120294 Generic Llr 88-14 to all holdera of OLs or CPs for nuclear power reactors 
P^tem® affecting safety-related equipment Svc list end, 
MiflAGUA.F.J Associate Director for Projects Rost 870411) 88/08/08, Consolidated 
Edison Co of New York, nc 41pp 47065,001-47065 006 1108100 


F. Security, medical, emergency & fire protection plans 

6 f »c App B 10 ^? f 9® nc y Public Info Organization Implementing In- 
Manual, Emeroency Public Organization Personnel Lists” W/800906 k?. 
4^To N 1345eB30148^ N,S Cfov0 * and Electric Illuminating Co 88/08/17. 15pp. 

8809010134 Advises that Change 1 to Rev 8 of Emerqencv Plan eonskinni w/r^nnim 
SJSag 10CFR50 54(g) & does not decrease aSIKl pfan ” 1 W/r&qUire ' 

aey08/25 ' KAPW ^' Cla * a ’ a " d E ' a ^ 

81 ®Sno&*s 

"Ogerattons Support Clr Actuation.'' W/B809t>2 llr Rw 4 10 SPM * 

KAPLAN, A Cleveland Eleeinc Illuminating Co. 88/09/02. 77pp 46841 299-46842,015. 

SSSSEfftP 890830 acC8p,abl6 «• * f ^»edule next exeidae.V, re’ 

ihS "MSS" 88/W1S KAPtANA C,BTO,and *■*•» 


G. Adjudicatory correspondence 

8809140193 licensee answer to Concerned riibanc hr ecu a 
10CFR2 206 petition * Ctoens mSSESul M 
tons as basts (or entorcemenl action should be ZedThk5uiMwjfo7oD® 

^s da « p s p p «» 

"HEw lsfiuea ,a,sed by conc8msd ° 

467W2t9 ° 9Vel9nd El8cUt0 llluminall '*fl ^ 88/08/3) B pp. 46780 21: 


J. Insurance & Indemnity Information 


8809070458 Forwards Endorsements 26,18,5 & 5 to NELIA Police wf oo< 

P#jJW MF-124.NEUA Certificate N-102 & MAELU Certificate V « .Si MElW 
EHTLE.R.F. Canterlor Energy 80/08/31. OINITZ.I O((loe o( Nuclear fPeaitt . 

hnn nir/SMnr fPncl -1 V* "7nr\ 4R7Q4 404 4rt<>ii 1 Ain ’ CieAf H6aCt0f R$gU|a 


tion, Director (Post 870411), 7pp. 46704,264-46784.270. 


• r ~ . - r w. 


81 Mfato'al " 1 SwSit iici ! 09 B8 ' 0fi9, '‘ M0Vflblfl Coma0 ' Eln90 ' B,ndln B ln HFA Beley, 
ROSSI.CE, Division of Operational Events Assessment (Post 8704111 sr/m/iq 
Consolidated Edison Co, ofNew York, Inc 125pp, 46690:054*46690,178 88/03/19 

8806160451 NRC Info Notice 88 068, '‘Setpoint Testino of Prassurlzar 
£« Loop S n 9 l 5 i Usln0 , t ir drau,i0 KvlUs/'Svollalend Salety VaIves w 

,. ,nf ° NOllM 88 088 ’ " Uca " aaa Rapl «» «»»•** Rsks 

ROSSI,C,E. DMsIon of Operational Events Assessment (Post 870411) 88/M/94 
Consolidated Edison Co of New York, Ino. 122pp. 46713,218-46713,219, /03/24 

88 cto 8 °sJo iBUnd 0 NO " OS 88 ° 70, " ChSC '' Valvo lnse ' vi<!8 Taslin 9 P'oaram Detoee- 

n?n S 3S* ? j D i!i? lon /?* Operational Events Assessment (Post 870411) 88/08/29 
Consolidated Edison Co of Now York, Ino, 123pp. 46713*095-46713 217 m 29 

,nfo No,lce QB-071, "Possible Environ Effect of Reentry of COSMOS 
Tha? Events Immcr" 08 °' L|oenaes Radlonollvily Measurements AtSdto 

rSSeL?? 1011 Operational Events Assessment (Post 870411) 88/09/0t 
Consolidated Edison Co. of New York, Inc. 121pp, 46712.244 46713,004. 

fl ^Va1V0s^Svc^l8t encl.^°^ Ce 68 U|nad0 ^ uaclG8 ln design of DC Motor Opera led 

r?^ii5 a f^ i t:^T 8fon ^ Gppraffohat Events Assessment (Post 87 0 411) 88/09/02. 
Consolidated Edison Co of New York, Inc. 122pp, 46726:001 46726,123 

8fl /crrmed 2 arf S 006 re unconforming piping mall NUM ABC 

& ? 0 0 a ? drea3 9 e nerlc aspects of bulletin In earty June 

kap an a rilEffiSf Sf 1 11 , d , 08 8 , enlor P ro ^ ct engineer to committee. y 

^3tc^ff6tkj e 5^° feaar Doo,, ' nBn ' con " 01 B,a ^ 



ae Sb V « ° f Diaaai 

Con M !i5aL^^^l«Y n o a rV E |r^ 89, ° 9 '’ 6 

86 |v 9 ^nsld 0 aroH?JnL^n O n tf M o 0 ‘ 076 ^ l,R °cent Discovery of Phenomenon Not Previous 
fcssi r f riwi 8 rf So ?. ond ?fy Containment Pressure Control." Svc fist end 
nl Opo^onal Events Assessment (Post 870411) B8/09/19 
consolidated Edison Co, 01 New York, Ino 126pp. 46946:253 46947*013. 


R, Periodic operating reporta & related correspondence 

88 fflt°o!| 9 g N“Apf B un2’i988'^ rly Repl C,eve,and Eleo,rio lllurn,natl,1s SaWc 
»n.&Jr| tt StkJ e ^ C 467 m 20.M6 Q W 2 0 8 0 e 65 8/28 ' D ° CUrn8n ' COn ' , ° l **"* 

-8 fig 9 N£k,Ap^une h 1988 r i' erly R “ Pt Clavaland Ele0lfl0 Illuminating Selamlo Monitor 
Weston Geophysical Corp. 88/06/30. 18pp. 46720.048-46720:065, 


V. Operator Examinations 


MJfSHSS Til ,aa0,0,/60nw "■ 

88/08/24 ' KAPLAN * A ' clavelBndElwlrte 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 



DOCKETED ITEMS 181 


E NRC Safety Evaluation Report (SER), supple & correspondence 

S8O9C0O331 Forwards SSER 8 for review & concurrence Suppl intended to support issu- 
ance of 5% license for Unit 1 Concurrence requested by Q80915 W/o end 
BOGER.B A. Region 1, Ofc of the Director 80/09/01 THADAN1.A C Assistant Direc- 
tor for Systems, RICHARDSON, J E Assistant Director for Engineering, CONGEL.F J, 
Division of Radiation Protection & Emergency Preparedness (Post 870411), Ip 
46792.340-48702.340. 


F. Security, medical, emergency & fire protection plane 

8809090037 Final response to FOIA request for records re Shore ham offsite emergency 
planApp G documents available in PDR App H documents withheld (rof FOIA Exomp 
bon 5 No further action being taken on appeal Itr did 800613 
GRIMSLEY.D.H NRC - No Detailed Affiliation Given 80/08/11 BELAIR.R R Kirkpat- 
rick a Lockhart. 4pp. 48766.310 46706 326 

-6805040309 Requests regional ofcs, except Region I, to provide stafr necessary to sup 
port FEMA exercises at Shoreham on 080607-00 & at Soabrook on 800628-20 Nomi- 
nations requested by 080509. Guidance end 

JOFIDAN.E.L Office for Analysis & Evaluation of Operational Data, Director 80/04/ 
27 GRACE, J.N, Region 2, Ole of the Director DAVIS, A B Region 3, Ofc of the Direc- 
tor. MARTIN, R D Region 4, Ofc of the Director 3pp 46766 314-46766:318 

0609680137 Recommends approval of draft final rule on emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power test- 
ing 

STEUO.V. Ofc of the Executive Director for Operations SECY-Q8-246 00/09/01 
32pp 46919.068-46910.089. 


8809260040 Request to file reply of Commonwealth of MA atty general to applicant 
answer to motion to amend basis filed by Commonwealth of Ma ally general w/re- 
spoci to siren contentions * Supporting Info & Certificate of Svc end. 

JONAS.S A Massachusetts, Commonwealth of #388 7119. 88/09/21 Atomic Safety 
and Licensing Board Panel 14pp 46908 209 4690B 222 


8609260040 Town of Hampton A New England Coalition on Nuclear Pollution emergen- 
cy planning contentions on 060628-29 exercise * Supporting documentation & Certifi- 
cate of Svc end 

MCEACHERN.P. Hampton, NH. MCEACHERN.P Shalnes A McEachern BROCK, M T 
New England Coalition on Nuclear Pollution 0388 7120 B8/09/21 Atomic Safety 
and Licensing Board Panel. 11pp. 46900 223 46908 233 


G. Adjudicatory correspondence 


8609070009 Requests that notices of appearance, did 880609, be disregarded & re 
placed w/encl notices due to incorrect info submitted. 

TALBOT, P Massachusetts, Commonwealth of 0388 6938. GB/08/15 Docketinq & 
Services Branch 6pp 46695 275-46695-280, 


8009020013 Soabrook OL ca9o onsite emergency planning & technical Issues* For- 
wards New England Coalition on Nuclear Pollution notice re summary disposition 
motion & answers to applicant interrogatories re RG-58 cable Related correspond 


CURRAN,D. New England Coalition on Nuclear Pollution CURRAN.D Harmon & 
Weiss. 0388 6968. 80/08/10 WOLFE, S J , LUEBKE.E A , HARBOUR.J. Atomic 
Safety and Licensing Board Panel, Ip 46666.167*46686170 


8609120136 Motion to amend bases * Requests that bases to amendod contention of 
Ally General JM Shannon on notification sys be amended as stated Supporting docu 
mentation & Certificate of Svc end 

JONAS.S A. Massachusetts, Commonwealth of 0368 7036. 88/09/08. Atomic Safety 
and Licensing Board Panel. 14pp 46752-230-40752-243. 


-8809020020 New England Coalition on Nuclear Pollution (NECNP) answers to appll 
cant first set of Interrogatories A first request (or production of documents re NECNP 
contentions re RG-5Q cable * Related Info & Svc list end Rotated correspondence 
CURRAN.D. New England Coalition on Nuclear Pollution, CURRAN.D Harmon & 
Weiss 88/08/19, Public Service Co o( New Hampshire 13pp. 46666,158-46666 170. 


6809140099 Forwards decision by US First Circuit Court of Appeals denying various po 
tillona for review of Commission Incorporation of realism doctrine in emergency plan- 
ning regulations where govts deefino to participate fn planning 
TURK.S.E. Assistant General Counsel for Hearings 0308 7045. 88/09/09. 
SMITHJ.W., HARBOUR.J, LINENBERGER.G. Atomic Safely and Licensing Board 
Panel 16pp. 46788.262-45706 279. 


8809020038 Soabrook OL casoioffslto emergency planning Issues * Forwards corrected 
Pago 12 to Now England Coalition on Nuclear Pollution proposed findings of fact A 
conclusions of I aw, correcting typo on Line 1 1.Svc list end, 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN.D Harmon A 
Weiss. 038Q 6967. 06/08/19. SMITH.LW, HARBOUR.J, LINENBERGER.G, Atomic 
Safely and Licensing Board Panel 3pp, 46666.208 46666.210 


6609106014 Forwards RW Krlmm 800902 memo to NRC A RW Donovan 060006 Itr to 
RH Strome of State of NH.served on svc list for hearing Certificate of Svo end. 
FLYNN, H J. Federal Emergency Management Agency. 0388 7067, 88/09/12. Docket 
in-g & Services Branch, 1 1pp 46812 323-4601 2'333, 

8809280065 Forwards applicant motion for summary disposition on amended contention 
on notification sys of atty general for Commonwealth of MA.memo in support of appll 
cant motion & affidavits of listed indivlduals.includlng TN Board. 

TRODT.J P. Public Service Co, of New Hampshire TROUT, J P. Ropes A Gray 0388 
7131 08/00/17. Docketing A Services Branch 2pp, 46910.001-46910.317, 

-8009260627 Memorandum in support of applicant motion for summary disposition of 
Commonwealth of MA atty general amended contention on notification sys * Motion 
should be allowed Mail facts not In dispute onci, 

TROUT, J.P , SMITH, J B. Public Service Co. of Now Hampshire. TROUT, J P Ropes A 
Gray, 88/09/17. Atomic Safety and Licensing Board Panel, 58pp. 46910 005- 
46910062 

-8609260041 Affidavit of TN Board,' Addresses allegations In Contention BaBes A 5 A 
B.3 re time required to get vehicles dispatched A setup. Supporting info end 
BEARD.TN. Public Service Co of New Hampshire 8B/09/17. 16pp. 46910 063- 
46910.076 

“8609260050 Affidavit of SN Caruso * Discusses allegations In Contention Bases A 4 A 
A.6 re vehicular alert A notification sys vehicles Supporting info end. 

CARUSO.S.N. Public Service Co of Now Hampshire. 98/09/17 17pp, 46910.077- 
46910092. 


0809020010 Soabrook OL case onsite emergency planning A technical issue,' Advises 
that filings sent to ASLB on 880019 should be captioned under OL-1, onsite emergen- 
cy planning issues.W/ Certificate of Svc.Rolated correspondence, 

CURRAN.D. Now England Coalition on Nuclear Pollution CURRAN.D. Harmon A 
Weiss. 0300 6974, 88/00/24. WOLFE, SJ., LUEBKE,E.A„ HARBOUR.J. Atomic 
Safety and Licensing Board Panel. 4pp. 46666:136 46666-139 

0809020015 Now England Coalition on Nuclear Pollution notice of appeal of ASLB ao 
650-0 1-OLR/ Svc list end. 

CURRAN.D , TOUSLEY.D R New England Coalition on Nuclear Pollution CURRAN.D. 
Harmon A Weiss 0388 6971 88/08/24. 3pp 46666,171-46666.173, 

8809020044 Soabrook OL caso, offsite emergency planning issues ' Forwards second 
corrected Pago 12 to Now England Coalition on Nuclear Pollution proposed findings 
of fact A conclusions of law 

CURRAN.D. New England Coalition on Nuclear Pollution CURRAN.D. Harmon A 
Wolss 0368 6972 88/00/24 SMITH.I W , HARBOUR.J , LINENBERGER.G Atomic 
Safety and Licensing Board Panel, 2pp 46660 221-46686.222, 

0809020056 Advlsos ol NRC official hours for persons wishing 1o servo 
pleadings, papers or documents on NRC attya in Hearing Dlv of Ofo of General Coun- 

SCINTO.J.F, Assistant General Counsel for Hearings. 0300 6091. 86/00/24. 
ANRENS.P., AM1RIANAN, ARMSTRONGS. Affiliation Not Assigned. 3pp 
48666.260-46666 262, 


“8009260069 Affidavit of GJ Catapano * Addresses allegations in Contention Bases A, 5 
A A, 14 re vehicular alert A notification sys Supporting info end. 

CATAPANO.G.J. Public Service Co. of Now Hampshire. CATAPANO.G.J. AllComm, 
Inc. 88/09/17. 23pp. 46010,093-46910 1 14. 

-*009280077 Affidavit of EW Desmarais/ Addresses allegations in Contention Bases 
AAA 6AMAOA 1 A B.4 Related fn/o end. 

DESMARAIS, E,W. Public Service Co. of New Hampshire 88/09/17, 51 pp. 46910:115- 
46910:164. 

-8909260007 Affidavit of RJ Faix,* Addresses allegations In Contention Bases A.1 & 
A.7 re vehicular alert A notification sys Supporting info end 
FAIX.R J. Public Service Co. of New Hampshire. FAIX.RJ, Westinghouse Electric 
Corp. 08/09/17. 9pp. 40910:165-46910*172, 

“8009260142 Affidavit of DE Johnson.* Adrosses allegations In Contention Contention 
Bases A.4 A A 6 re applicant vehicular alert A notification sys vehlclas.Supportlng 
documentation end 

JOHNSON, D.E Public Service Co of New Hampshire. JOHNSON, D.E, Yankee Atomic 
ElectricCo.ee/09/17 27pp. 46910,186-46910-211. 

-*909260149 Affidavit of ON Keast 4 Discusses Contention Bases A, 7 re hearing 
damage to anyone within 100 ft of siren during ope ration. Supporting Info end. 
KEAST.D.N, Public Service Co, of New Hampshire, KEAST.D.N. Warning System 
Services. 80/09/17. 18pp. 46910.212-46910-226. 

“*809260193 Affidavit of E Stusnlck.* Addresses allegations In Contention 
A.1, Supporting documentation end. 

STUSNICK.E, Public Service Co. of New Hampshire. STUSNICK.E.. Wyle Laborato- 
ries. 88/09/17 44pp, 46010:264-40910,306. 

8000280033 Commonwealth of MA atty general exercise contenlloi.s submitted In re- 
sponse to June 1988 plant initial full- participation exercise,* Supporting documenta- 
tion A Certificate of Svc end. 

FIERCEAR. Massachusetts, Commonwealth of. 0388 71 17. 88/09/21. Atomic Safety 
and Licensing Board Panel 129pp. 46908.067-46908*195. 


8809020024 Informs that time provided for Commission to review ALAB 896 
expIred.Commisslon declined review & decision became final agency action on 
080024 Served on 08QB25. 

CHILK.S.J. Office of the Secretary of the Commission, 0388 6973. 88/08/25. Atomic 
Safety and Licensing Board Panel. Ip, 46666:174-46666-174. 

8809020042 Memorandum A order (denying applicant motion for referral) * Applicant 
motion for referral A cross motion for referral by Commonwealth of MA atty general A 
New England Coalition on Nuclear Pollution denied Served on 680629, 

SMITH, liw Atomic Safety and Licensing Board Panel. 0388 8983. 88/00/26. Public 
Service Co. of New Hampshire. 10pp 46666,21 1-46666:220. 

8809020054 Notifies of NRC official hours.AII necessary legal A support staff of organl 
zailons should be advised of procedures Served on 880026. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel 0368 6977. 88/08/20 
Office of the General Counsel Ip 46666 259-4 6660*269. 

8809020058 Motion for acceptance of addl reply to Commission order of 880714 re 
A LAB-895 (petition for waiver of rules precluding financial qualification Inquiry)/ Re- 
quest seeking info on Unit 1 financial qualification end W/Svo list 
BACKUS, R A. Seacoast Anti-Pollution League. BACKUS, R A, Hampton, NH 
BACKUS.R.A Massachusetts, Commonwealth of. 0368 6988, 88/08/26. Commission- 
ers. 12pp. 46666:283-46666274 

8809120004 Forwards NRC proposed findings of fact A conclusions of law re sheltering 
Issues, per 2-day extension of time granted by ASLB, 

TURK.S.E. Assistant General Counsel for Hearings 0388 7003 88/00/26. 
SMITH, I, W„ HARBOUR, J., LINENBERGER.G. Atomic Safety and Licensing Board 
Panel Ip. 46752.083-46752:125. 

“8609120012 NRC Staff proposed findings of fact A conclusions of law w/ respect to 
sheltering Issues/ W/Certilicate of Svc, 

TURK.S.E Assistant General Counsel for Hearings 88/08/26, 41pp. 46752-004- 
46752:126, 
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6609020034 Order * Advises lhal copies of submissions & correspondence re proceed- 
ing should bo senl to author at stated address Served on 880031 
VVOLFE.S J Atomic Safety and Licensing Board Panel #388 6989 88/08/30 Office 
of the General Counsel Ip 46666 332 46666 332 

6609120014 Applicant reply to proposed findings of (act & conclusions of law of other 
parties on shelter contentions * Certificate of Svc end 

LEWALD.G H , SELLECK.K A Public Service Co of New Hampshire LEWALD.G H 
Ropes & Gray #388 7015, 88/08/31 30pp 46752 199 46752 220 

8809120032 Applicant first set of interrogatories & first request for production of docu- 
ments to all parties & participating local govts re contentions on Seabrook plan for * 
W/ Certificate of Svc Related correspondence 

TROUT, J P Public Service Co of New Hampshire TROUT.J P, Ropes & Gray #388 
7006 86/06/31 Office of the General Counsel 10pp 46752 29B-46752 307 

8809120019 New England Coalition on Nuclear Pollution Supplemental answer to appli- 
cant first set of interrogatories & first request for production of documents re RG 68 
cable ‘ Svc list end Related correspondence 

CURRAN.D New England Coalition on Nuclear Pollution CURRAN.D Harmon & 
Weiss #388 7016 08/09/01 Public Service Co of New Hampshire 4pp 46752 253 
46752 256 

6809120033 Offsite emergency planning issues # Advises that FEMA will respond lo ap- 
plicant first set of interrogatories & first request for production of documents re Sea- 
brook plan after 881014 Related correspondence 

FLYNN.H J Federal Emergency Management Agency #388 7020 08/09/01 
TROUT.JP Public Service Co of New Hampshire TROUT.J P Ropes & Gray Ip 
46752 295 46752 295 

0609120039 Requests that RR Donovan be added to & EA Thomas be deleted from 
plant litigation svc fist Certificate of Svc end 

FLYNN, HJ Federal Emergency Management Agency #388 7022 88/09/01 
SMITH,! W, HARBOLfR.J, LlNENBERGbR.G Atomic Safety and Licensing Board 
Panel 6pp 46752 308 46752 313 

8809120050 Memorandum * Advises that RR Pierce appointed a$ legal counset to 
AS LB for proceeding to assist parties Served on 880906 

SMITH.IW Atomic Safety and Licensing Board Panel #388 7010 88/09/02 2pp 
46752 136-46752 137 

0809120049 Commonwealth of MA atty general addl responses lo interrogatonss & pro 
dudion of documents * W/Certificate of Svc Related correspondence 
TALBOT, P Massachusetts, Commonwealth of #3B8 7028 88/09/06 Public Service 
Co of New Hampshire 9pp 46752 138-46752 146 

8B09 120134 Joint Intervenofs application for stay of order authorizing Issuance of low 
power license * Severe environ & financial consequences will result from fow power 
testing W/ Certificate of Svc, 

JONAS, S A Massachusetts, Commonwealth of JONAS.S A Seacoast Antt Pollution 
League JONAS.S A New England Coalition on Nuclear Pollution, #388 7035 88/09/ 
06 Commissioners 8pp 46752,244 46752 251 

8809140135 NRC Staff first sat of in terrog atones & first request for production of docu- 
ments to towns of Amesbury, Newbury, Salisbury .West Newbury, Merrimac & city of 
Newburyport * Certificate of Svc end Related correspondence 
BERGQUIST.SA Assistant Genera) Counsel for Hearings #388 7047, 00/09/06 
Amesbury, MA 18pp 46788 243-46788 260 

8809140141 NRC Staff first set of Interrogatories & first request for production of docu- 
ments to atty general of Commonwealth of MA, executive ofc of public safety ft Essex 
County Certificate of Svc end Related correspondence 

BERGQUIST.SA Assistant General Counsel for Hearings #386 7048, 0B/09/06 
Massachusetts, Commonwealth of. IBpp 48786 126-46786.143 

8809120136 Motion to amend bases * Requests that bases to amended contention of 
Atty General JM Shannon on notification sys be amended as stated, Sucnortlna docu- 
mentation & Certificate of Svc end a 

JONAS.S A Massachusetts, Commonwealth of #388 7036 88/09/08 Atomic Safetv 
and Licensing Board Panel 14pp 46752 230 46752 243 y 

8809140108 Forwards floppy disk containing NRC proposed findings of fact & conclu- 
sions of (aw re sheltering issues W/o disk. 

Assistant General Counsel for Hearings, #386 7046 88/09/08 

Parl™ip «^l6°ii67 J («y6 N | ENBEnQEn,G Al ° m, ° Sa,8ty a " d Ucen8,n9 8(mrd 

8809140169 Applicant motion for sanctions against Commonwealth of MA atty general 
for failure to comply w/Board discovery order, 1 Board should dismiss Bases A3 A 5 & 

A 2 of amended contention on notification sys, W/Certificate of Svc 

CuRSK 1 ® ?, 6fV l Ge £°; ot Naw Hampshire TROUT.J P. Ropes & Gray. #388 
46786 i 0 0 8 2° 9/08 Aomto Saety and licensing Board Panel 37pp 46786 146- 

8809120126 Memorandum & order (ruling on Commonwealth of MA atty general offer of 
PS.f'JI 1 f " reconsideration) 1 Motion denied Served on B80909 
k "i ^ Atom,c Sa ** ® nd ^censing Board Panel #388 7033 88/09/09 Massa 
chuselts, Commonwealth of 8pp 46752 127-46752 134 ssa 

Forwards applicant motion for summary disposition of New England Coali- 
tion on Nuclear Pollution Contention j,B2, memorandum in support of 
nwbon.slatoment of matt facts ft affidavits of NK Woodward.GA KolkowskJ^R Be?! 

?52^L£!L EH? 1 ?: Serv}cQ Co. of New Hampshire TROUT.JP. Ropes A Grav 
7056 08/09/09 Docketing & Services Branch Ip 46785 101-46786*103, V * 88 

^land Coalmen on 

09/09. Atomic Safety and Licensing Board Panel 21 pp 46785-1 04-4l?8 5- 124 


-8809140041 Affidavit of NK Woodward 1 Discusses environ aualificaimn in*< - 
for RG-58 coaxial cable Supporting documentation end les pro 9 r *m 

WOQDWARD.N K Public Service Co of New Hampshire WOODWARD ki v tc,,,-* 
Corp (subs ofTERACorp) 00/09/09 200pp 46705 125 46766007 ERA 

-8809140052 Affidavit of GA Kotkowskf 1 Discusses technical adequacy of n n « 
axial cable as substitute for RG 56 cabte Supporting documentation «nri 53 
KOTKOWSKI.G A Public Service Co ot New Hampshire 80/09/09 10™ 

46786 028 ,a rv> ‘♦wroutK)!} 

-8809140061 Affidavit of R Bergeron 1 Discusses meaning of color codlno nf 
coaxial cable in facility ft reasoning for assigning Operability Code A SuoDomnn h *. 50 
mentation & Certificate of Svc end 7 supporting doeg 

B EFTG E RON , R Public Service Co of New Hampshire 60/09/09 69pp 46786029 

8809140064 Motion of MA Atty General JM Shannon for leave to file documem mu 
thorized by Commission rules of practice • Requosts leave to file end sued to Si?!!, 
re waiver or exception from util exemption to financial qualification p 0 

DEAN.GB Massachusetts, Commonwealth of #308 7042 8B/09/09 Commit 
ers 3pp, 46785 010 46785 100 y U0mmj ssion- 

-6809140068 Third suppl to MA Attv General JM Shannon polition under 10CFR>7«a 
or waiver of or exception from public util exemption from requirement of demonstm 
tion of financial qualification. 1 Supporting info & Certificate of Svc end DMIun&lfa 
DEAN.GB Massachusetts, Commonwealth of 08/09/09 Commissions aw 
46785 021 46785 100 " mi55lonefS 81 PP 

0009140099 Forwards decision by US First Circuit Court of Appeals denying various oe 
litions for review of Commission incorporation of realism doctrine In emeraenev 
ning regulations where govts docltno to participate In planning 3 y p an 

TURK.S E Assistant General Counsel for Hearings, #386 7045 88/no/no 

PaneMBpp aad 

JONAS S A Massachusetts, Commonwealth of #300 7069 00/09/09 Public Service 
Co of New Hampshire Opp 46013 031-46813 030, 

8809160°14 Forwards RWKrimm 000902 memo to NRC & RW Donovan 880906 Hr to 
°r s } a,0 .?. f NH « serve d on svc list for hearing. Certificate of Svc enc! 
FLYNN, H J Poderel Emergency Management Agoncy #3QB 7067, 08/09/12 Docket 
ing & Services Branch 1 1pp 46012 323-46012 333 

8809160032 Seacoast Anti Pollution League answers to applicant first set of interrogate 
ries re Seabrook plan for Commonweallh of MA & motion for protective order 1 Svc 
list 0 n c 1 

0ACK y?;5 'L™ acoa9t Antl Pollutlon Longue. BACKUS, R A Backus, Meyer & Solo 
4661 3%08* 7060 QB/09/12 - Publlc Service Co of Now Hampshire 7pp 46813 002 

8809160079 Applicant answer to motion to amend basis filed by Commonwealth ot MA 
ally general w/respect to sirens contention * Motion should bo denied on basis of fail 
K r £!?A 3ati8 ty P^quisltos for late filing, W/Certlficato of Svc. 

« Now Hampshire DIGNAN.TG Ropes A Gray 
fftftiVS 0 M/09/12 Atomic Safety and Licensing Board Panel 9pp 46012 349 

*?uO 1 C. oD r ♦ 

a8 AlQ 6 * O S 9 !?,^ N0W ^ E^ S la u nc, Coali1lon on Nuclear Pollution petition for review of ALAB 
2?!.ffSS!? n . 8h0U i ld , b ^ ra "‘ Gd ?, n basis that intG 9 ri( y of significantly paramount 

to safe operation of plant W/Certiflcate of Svc 

Soilin’? 1 SFP STE 2^ rt Now En a |Qnd Coalition on Nucloar Pollution CURRAN.D 
46812°322 & W ° 58 ^ 90 ° 707 DQ/ °0/12. Commissioners 61 pp 46812 242- 

8809190028 Forwards corrected first pago of 080900 motion to amend bases of Com 
monwealth of MA atty general on amended contention of Atty General JM Shannon 
SRuSSlStf 0 ?.** 8 for Commonwealth of MA W/Cerllficate or Svc 
JONAS.S A, Massachusetts, Commonwealth of #308 7072 80/09/12 Docketing A 

Services Branch, 6pp, 46829 243-46829,240 

to intervenors motion for acceptance of addl reply to Com 
mission order of 000714 ro ALAB-895 (pelltion for waiver of rules precluding financial 
fluallflcalion Inquiry),* Certificate of Svc end 

Serv f ic< ? Co of Nbw Hampshire TROUT.J P Ropes & Gray #3BB 
7089 06/09/12 Commissioners 48pp 46029 002-46020-137 

8809190074 Commonwealth of MA atty general further response to Interrogatories 6 & 
* C 0 rt ideate ° f Svc end Related correspondence 

JUNAb b, A, Massachusetts, Commonwealth of #300 7076 88/09/13 Public Service 
Co, of New Hampshire 7pp 46B29 163-46829 169 

8809160067 NRC Staff response to Intervenors motion for acceptance of addl reply fa 
of , U ro ALAB - 695 • Motion should be granted ft Common 
SA 1 MA Del tioi n ro financial qualification rules denied. W/Certlficate of Svc 

A !l j ® ant General Counsel for Hearings, #300 7066 88/09/14 Commis 
sioners 18pp 46813 013-46813 030 

' 9 T ™ n Ames bury motion for protective order,* Order requested prohibit 

mg applicant from obtaining certain discovery, per applicant first set of Interrogatonos 

SmJSSmJ ?? 1 for communities, W/Certificate of sVb, 

AfT10sbur y. MA MCEACHERN.P Shalnes & McEa 
46829 236*4602g 7 24l 88/097 14 ‘ Atomfc Sa ^ B 'y and Licensing Board Panel 6pp 

88 r°«m,?S? fi iL T S °J. Amesbury answers to applicant first set of Interrogatories & first 
fi f0d u uctiGn Of documenls to alt parties & participating local govts re con 
or?? ’ a™ Seabrook ...* W/Certiflcate of Svc Related correspondence. 

»Wpp^&^W 75 ' 88/09/14 pob,,c Sen<ce Co - 01 New Hamp 

8 ^°2? . c °rnni on wealth of MA Atty General JM Shannon for leave to file 

n?A U w ra n n n u au,ho i izod by Commission rules of practice * 
nro qnS^ CQ nn^ h y seUs ' Commonwealth of #388 7079. 88/09/15 Commission 
era opp. 46629-1 70-46829' 193. 
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—8609190105 Fourth Suppl lo Commonwealth of MA Ally General JM Shannon petition 
under 10CFR2 758 for waiver of or exception from public util exemption from require- 
ment of demonstration of financial qualification ’ Certificate ol Svc end 
DEAM.GQ Massachusetts, Commonwealth of 00/00/ 15 Commissioners 21pp 
46830 173 46820 193 

8 8 09190170 Order,* Period In which Commission mav review ALA0-895 extended to 
80 K>i 7 ,per 10CFR2.772 Served on 880910 

CHILK.SJ Office of the Secretary of the Commission #308 7080 88/09/16 Com- 
missioners Ip 46B29 162-46829 162 

6809-199293 Advice to Com miss Ion, Boards & partlos * Forwards press release ro 
changes in util mgt.W/Certlticate of Svc. 

D IGNAN.T G Public Service Co of New Hampshire #308 7008 88/09/15 6pp 
4 SS 2 9 083 46029 088 

86992 10083 Forwards motion of EA Thomas for leavo to file response to applicant reply 
Id proposed findings of fact & conclusions of law & NRC proposed findings of fact A 
co n elusions of law 

BASRSAHK.EJ Public Service Co of Now Hampshire #300 7098 80/09/15 
SMITH,! W , HARBOUR, J., LINENBERGER.G Atomic Safety and Licensing Board 
Panel Ip. 46643 001-46843,025 

— 8609210004 Motion of EA Thomas for leave to lile response to applicant reply to pro 
posed findings of fact & conclusions of law & NRC Staff proposed findings of fact & 
co n elusions of law * 

BA Ft SHAK.E J , NETSKI,C.M Federal Emergency Management Agency 

BARSHAK,EJ. Sugarman & Associates 60/00/15 Atomic Safety and Licensing 
Board Panel 3pp 46843.002 46843 004 

— 8 BO 02 10006 Response of EA Thomas to applicant reply to proposed findings of fact & 
conclusions of law & NRC Staff proposod findings or fact A conclusions of law * Cer- 
tificate of Svc end 

BARSHAK, E.J , NETSKI.CM Federal Emergency Management Agency 

BARSHAK, EJ Sugarman & Associates 88/09/15 Atomic Safety and Licensing 
Board Panel 21pp. 46B43 005*46843 025 


OB09230039 Town of Newberry (TON) motion for protective order * Order requested to 
prohibit applicant from obtaining certain discovery to extent objected to by TON in first 
set of interrogatories & request lor production of documents 
HILL-WHILTON.R Newbury, MA HILL-WHILTON.R Lagoulis, Clark, Hill Whitton & 
00/09/16 Al omtc Safety and Licensing Board Panel 2pp 

4CG94 003 46804 093 


I own gi iNBWDury answers to applicant first set of Interrogatories 
re contentions on Seabrook plan lor Commonwealth of MA communities * W/Cortifi 
cate of Svc 

MA 69709/1 4 Public Service Co of New Hampshire Bpp 

40094 00b 46004 093 

0809230105 New England Coalition on Nuclear Pollution answers to applicant first set 
of interrogatories & first request for production of documents to all parties & participat- 
ing local govts re Seabrook ,* W/Svc list Related correspondence 
CURRAN,D New England Coalition on Nuclear Pollution CURRAN.O Harmon & 
W^iss < 7112 88/09/16 Public Service Co ol New Hampshire 5pp 46B94 154- 

4BB94< i50< 

8B09260039 Tov/n of Salisbury answers to interrogatories propounded by applicant * 
Certificate of Svc end Related correspondence 

GRAHAM.CP Salisbury, MA #388 7118 80/09/16 Public Service Co of New 
Hampshire 13pp 46900 196 46908 208 

0809260005 Foiwards applicant motion for summary disposition on amended contention 
on notification sys of atty genera! for Commonwealth of M A, memo in support of appli 
cant motion 8 affidavits of listed Individuals, including TN Beard 
TROUT.J P Public Service Co of Now Hampshire TROUT.J P Ropes & Gray #3B8 
7131 00/09/17 Docketing & Services Branch 2pp 46910 001-46910 317 

-0009260017 Applicant motion for summary disposition on amended contention on noli 
fication sys of atty general for Commonwealth of MA * Decision in favor of applicant 
requested rr 

TROUT.JP Public Service Co of Now Hampshire TROUT.J P Ropes & Gray 08/ 
09/14 Atomic Safety and Licensing Board Panel 2pp 46910 Q03 46010 004 


8609230015 Applicant supplemental responses to certain interrogatories of Common- 
weatth of MA atty general ro amended contention on notification sys * Certificate of 
Svc end Related correspondence 

FEIGENBAUM.TC., TROUT, J.F. Public Service Co of New Hampshire TROUT.J F 
Rop«s & Gray #300 7105 08/09/15 Massachusetts, Commonwealth of 7pp 
46894 016 46894.022 


-0009260027 Memorandum in support of applicant motion for summary disposition of 
Commonwealth of MA atty general amended contention on notification sys* Mollon 
should bo allowed Mail facts not In dispute end 

TROUT.J P , SMITH. J B Public Service Co of New Hampshire. TROUT.J P. Ropes & 
Gray 00/09/17 Atomic Safety and Licensing Board Panel 58pp 46910 005- 
46910 062 


6809230025 Applicant motion to withdraw applicant motion for sanctions against Com- 
monwealth of MA atty gonoral for failure to comply w/ Board discovery order,* Permis- 
sion lo withdraw 880000 motion requested 

TRQUT,JP Public Service Co of Now Hompshlro, TROUT, J P Ropes & Gray #300 
7VQ6 88/09/16, Atomic Safety and Licensing Board Panel 3pp 46094 063- 
46094072 

—8 609230028 Memorializes parties statements between Board & counsel (or 
applicanUtty general of Commonwealth of MA & NRC on 000912 Certificate of Svc 
end 

TROUT, J P Public Service Co of New Hampshire TROUT.J p Ropes & Gray 88/ 
00/15 WOLFE, SJ„ HARBOUR, J, LUEBKE.E A Atomic Safely and Licensing Board 
Pa nsl 7pp. 468941006 46094 072 

6 600190177 Order ‘ Period In which Commission may review ALAB 692 extended until 
GGlOITServed on 080916 

BATES, A L Office of the Secretary ol tho Commission #308 7081 08/09/10 Com- 
missioners, Ip. 40020.161 46829-181, 

8809210017 City of Haverhill motion for protective order * 

A Ml RIAN, AN. Haverhill, MA. #300 7101 88/09/1 0. Atomic Safety and Licensing 
Board Panel, ip 46843 030-46843.030 

—8 609210019 City of Haverhill answers lo applicant flrsl set ol Interrogatories & first re 
quest for production ol documents to all parties & participating local govts re conten- 
tions on Seabrook Plan for Massachusetts communities 

AMI RIAN, A, N. Haverhill, MA 06/09/ 16. Public Service Co of Now Hampshire. 0pp 
■4 6843 031 46643.030, 

a BO 9 2 1001 B Motion to admit exorcise contention or.ln alternatlve.lo reopen record* 
Board should admit contention set forth as Exhibit 1 Affidavit of RD Pollard oncl 
TR AFI CONTE, J Massachusetts, Commonwealth of BROCK, MT. Hamplon, NH 
BROCK.MT. Shaines & McEachorn. #3B8 7092, 86/09/16. Atomic Safety and Li- 
censing Board Panel 14pp, 46043.039 46843 075 

—6609210020 Affidavit of RD Pollard * Affidavit ro adequacy of onsite omergency 
preparedness Certificate of Svc end 

POLlARD.R D Union of Concerned Scientists 08/00/16 23pp, 46043 053- 

46643.075 

8809-210021 Town of Merrimac motion for protective order.* 

AMIRIAN.AN, Merrimac, MA #308 7102, 08/09/16 Atomic Safety and Licensing 
Board Panel Ip 46843-076-40043.084 

—8809210025 Town of Merrimac answers to applicant first set of Interrogatories & first 
request for production of documents to all parties & participating local govts re con- 
tentions on Seabrook Plan for Massachusetts communities. 

AMIRIAN.AN Merrimac, MA 88/09/16 Public Service Co of New Hampshire Bpp, 
46843, 077-46843 , 084 

6809210023 Intervener motion to permit response to applicant reply findings * Board 
should reject applicant 880831 reply to proposed findings of fact & conclusions of law 
of other parties on shelter contenllons.W/Certlflcalo of Svc 

BACKUS, R A Seacoast Anti-Pollution League. BACKUS.R.A Backus, Meyer & Solo- 
mon BROCK, M.T. Hampton, NH. #380 7093, 08/09/16 Atomic Safety and Licensing 
Board Panel 24pp 46843 085-46843-108. 

8809210032 Forwards motion & newly filed contention In proceeding submitted by vari- 
ous Intsrvenors Including atty general of Commonwealth of MA.NRC should direct 
onsite Licensing Board to accept motion in first Instance. 

TRAFICONTE.J Massachusetts, Commonwealth of #380 7103, 88/09/16. 
ZeCH,LW. Commissioners 39pp. 46843.119-46843-167. 


■0009260041 Affidavit of TN Beard * Addresses allegations In Contention Bases A 6 & 
B,3 ro limo required lo got vehlctes dlspatchod & solup, Supporting info oncl 
BEARD, T.N Public Sorvico Co of Now Hampshire. 88/09/1? 15pp 46910.063 

dRQin 1 


-0009260050 Affidavit of SN Caruso ‘ Discusses allegations In Contention Bases A 4 & 
A, 6 ro vohlcular alert & notification sys vehicles Supporting Info oncl 
CARUSO.S N Public Service Co. of New Hampshire, 00/00/17, 17pp 46910 077- 
n no 


-6009260069 Affidavit of GJ Catapano * Addressog allegations In Contention Bases A 5 
& A 14 ro vehicular alert & notification sys Supporting Info oncl, 

CATAPANO.GJ Public Service Co. of Now Hampshire CATAPANO, G J AllComm. 
Inc 00/09/17 23pp 46910 093 46910 114 

”8600260077 Affidavit of EW Dosmarais,* Addresses allegations In Contention Bases 
A 1 ,A 5,A 9,A 10, A 1 1 ,B,1 ,0 3 & B, 4, Related Info end. 

DESMARAIS.E W Public Service Co, of New Hampshire 88/09/17 51pp. 46910.1 16- 
46910-164 

-6009260087 Affidavit of RJ Falx * Addresses allegations In Contention Boses A.1 & 
A.7 re vehicular alort & notification sys Supportlnglnfo end. 

FAIX.RJ Public Service Co of Now Hampshire FAIX.RJ Westlnghouse Electric 
Corp 00/09/17 Opp 46910,165 40910 172 

”8009260104 Affidavit of QA Harper * Discusses analysis to develop fastost-mlle wind 
speed data used In structural analysis of vehicular alert & notification &ys truck/crane 
combination 

HARPER.G A Public Service Co of New Hampshire, HARPER, G A Yankee Atomic 
Electric Co 08/00/17 Opp 46910*173 46910 180 

“6009260134 Affidavit of LM Jacobson* Discusses vehicular alert & notification 
sys Prof qualifications end 

JACOBSON.LM, Public Service Co of Now Hampshire 0B/09/17 6pp. 46910-161- 
46910.105 

-6809260142 Affidavit of DE Johnson,* Adressos allegations In Contention Contention 
Bases A, 4 & A 6 re applicant vehicular alert & notification sys vehicles Supporting 
documentation end 

JOHNSON.D.E Public Sorvico Co of Now Hampshire. JOHNSON, D E Yankee Atomic 
Electric Co 80/09/17 27pp 46910-186 46910.211 

”8809260149 Affidavit of DN Keast * Discusses Contention Bases A 7 re hearing 
damage to anyone within 100 ft of siren during operation Supporting Info end 
KEAST, D.N Public Service Co of New Hampshire. KEAST, D.N. Warning System 
Services 88/09/17, 16pp. 46910 212-46910,226. 

“8809260168 Affidavit of KD Kryler.' Addresses allegations In Contention Bases A, 7 re 
hearing damage from siren operallon 

KRYTER.K D. Public Service Co of New Hampshire KRYTER.KD, SRI International 
88/09/17 14pp. 46910 227-46910.239, 

”8809260168 Affidavit of EB Lleberman,* Addresses allegations In Contention Bases 
A 5 re effect of heavy Iraffic.nlghttlmo conditions & snow & Ice associated w/adverso 
winter conditions on vehicle speed in general 

UEBERMAN.E.B Public Service Co of New Hampshire, LIEBERMAN.E B. KLD Asso- 
ciates, Inc. 88/09/17 18pp. 46910-240 46910-266 

”0009260178 Affidavit of J Story * Discusses allegations In Contention Bases A 3 re ve- 
hicular alert & notification sys vehicles Prof qualifications end, 

STORY, J. Public Service Co of New Hampshire. 88/09/17 7pp 46910-257- 
46910 263, 
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-8609260133 Affidavit of E Stusntak * Addresses allegations In Contention 
A 1 Supporting documentation end, 

STUSNICK.E Public Service Co, of New Hampshire STUSNICK.E. Wyle Laborato- 
ries 08/09/17 44 pp 46910 264-46910 306 

-8809260208 Affidavit of LC Sutherland * Addresses allegations In Contention Bases 
A 7 & A 8 re hearing damage to anyone within 100 ft of siren during 
operation Certificate of Svc end 

SUTHERLAND, LC Public Service Co of New Hampshire, SUTHERLAND, LG Wyle 
Laboratories 88/09/17 llpp 46910 307-46910 317 


8809160067 NRC Staff response to fnlervenors motion for acceptance of add! reply to 
Commission order of 880714 re ALAB-095 * Motion should be granted & Comrijr 
wealth of MA petition re financial qualification rules denied W/CertTflcate of Svc 
BERRY.GA Assistant General Counsel for Hearings #388 7066 86/09/14 Comrms- 
sionBrs. 18pp. 46813 013 48813 030 

8809190099 Motion of Commonwealth of MA Ally General JM Shannon for feavo to file 
document not authorized by Commission rules of practice * 

OEAN.G D Massachusetts, Commonwealth of #388 7079. 86/09/15, Commission 
ers 3pp 46B29170 46829 193 w 


8809230035 Applicant answer to joint fnlervenor application for stay of order authorizing 
Issuance of low power license * Application should ba denied Certificate of Svc encf 
DIGNANJ.G Public Service Co of New Hampshire. DIGNAN.T.G, Ropes & Gray 
#380 7107 68/09/19 Commissioners. 10pp 46894 073-46094 082 

8809230061 Town of West Newbury motion for protective order.* Order requested to 
prohibit applicant from obtaining certain discovery set forth in applicant first set of In- 
terrogatones & request for production of documents 

MJ2NER.JH, West Newbury, MA. #388 7109 8B/09/19 Atomic Safety and Licensing 
Board Panel Ip. 46894 094-46694 100 

-8809230067 Town of West Newbury answers to applicant first set of Interrogatories & 
first request for production of documents to all parties & participating local govts re 
contentions on Seabrook plan for Commonwealth * Certificate of Svc encf 
PULKKINEN.T.E, West Newbury, MA 86/09/19, Public Service Co of Now Hamp 
shire. 0pp 48694.095 40894:100, 

6809260109 Forwards stipulation to Seabrook plan on Commonwealth of MA 
communities.consolldating & clarifying applicant jniervenora & NRC contentions admit- 
ted by AS LB in 880722 8 0619 memoranda & orders Contentions J17 & J18 not In- 
cluded 

CHAN, El Assistant General Counsel for Heanngs #388 7126. 88/09/10. 
SMITH, LW, HARBOUR, J„ LINENE3ERGEH,G. Atomic Safety and Licensing Board 
Pane!, Ip. 46908,244 46908 265 

-8809260119 Stipulation as to contentions* Submits hnaf wording on contentions on 
Seabrook plan for Commonwealth of MA communities, 

CHAN.EI Assistant General Counsel for Hearings TRAFJCONTE.J. Massachusetts, 
Commonwealth of DIGNAN,TG Public Service Co of New Hampshire 0B/O9/19. 
41 pp 4690B 245 4 6908,285 

8809300043 Seacoast Anti Pollution League contentions on graded exercise,* Svc list 
end 

BACKUS, R A, Seacoast Anti-Pol lutlon League 8ACKUS*R A Backus, Meyer & Solo 
mon #388 7116 08/09/20 Atomic Safety and Licensing Board Panel 21pp. 
46944 164 46944,184. 


-8809190105 Fourth Suppl to Commonwealth of MA Atty General JM Shannon peliUon 
under 10CFR2.756 for waiver of or exception from public util exemption from require- 
ment of demonstration of financial qualification ' Certificate of Svc end 
DEAN, G 8 Massachusetts, Commonwealth of 80/09/15 Commissioners 2too 
46829-173 46829 193. 


P, Operating license stage documents & correspondence 

8808120294 Generic Ltr 88*14 to all holders of OLs or CPa for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGUA.FJ. Associate Director for Projects (Post 670411) 88/06/00 Consolidated 
Edison Co of New York, Inc, 41pp 47065 001-47065 006 

8809070146 Partiaf response to FOIA request for documents App A document avail- 
able in PDR.NRC reviewing Item F of request 

GRIMSLEY.D NRC - Nq Detailed Affiliation Given 88/08/10 KUDLICK.M MH& 
Technlcar Associates 2pp 46713 007 46713 008, 

-8005270825 Forwards technical assignment control form far review of 790124 G&W- 
FSO 2538 "Nuclear MSIV Sys Ir 

BAER,R L Light Water Reactors Branch 2 80/03/25 MATTSON ,R J Division of Sys 
terns Safety. 2pp, 48713 009 46713.010 

8909120091 Final response to FOIA request for documents Forwards documents llsled 
In App A.Documents also available In PDR App B documents totally withhold (ref 
FOIA Exemption 5} App C documents partially withheld (ref FOIA Exemption 5), 
GRIMSLEY.D H NRC - No Detailed Affiliation Given 80/08/17 CONNOR, L Doc- 
Search Associates. 5pp 46770-060-46770,089 

-0809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1985, 

AXELRAD.JA Enforcement Staff, IE (Pre 870413), 80/12/13 BLAHA.J L Program 
Support & Analysis Staff, IE (Pre 070413). 13pp 46770 21 1-46770.223 


8809260033 Commonwealth of MA atty general exercise contentions submitted In re- 
sponse to June 1 99B plant Initial full- participation exercise,* Supporting documenta- 
tion & Certificate of Svc end 

FIERCE, A R Massachusetts, Commonwealth of #388 7117, B8/09/21 Atomic Safety 
end Licensing Board Panel 129pp. 4690B.OQ7 46908 195. 

8809260040 Request to file reply of Commonwealth of MA atty general to applicant 
answer to motion to amend basis filed by Commonwealth of MA atty general w/re- 
spect to siren contentions * Supporting Info & Certificate of Svc encL 
JONAS, S A. Massachusetts, Commonwealth of, #388 7119 88/09/21, Atomic Safety 
and Licensing Board Panel 14pp 48908 209 46908 222 

8809260048 Town of Hampton & New England Coalition on Nuclear Pollution emergen- 
cy planning contentions on 880628-29 exercise ' Supporting documentation & Certifi- 
cate of Svc end, 

MCEACHERN.P Hampton, NH MCEACHERN.P Shalnes & McEricharn. BROCK, M.T 
New England Coalition on Nuclear Pollution #3B8 7120, 88/09/21. Atomic Safety 
and Licensing Board Panel, 11pp. 46908-223 46900-233. 


8808300287 Concurs w/util 080527 response to Generic Ltr 88 05, "Boric Acid Corro 
slon of Carbon Steel Reactor Boundary Components in PWR Plants " Assurance pro 
vlded that program fn place dealing w/borlc acid leakago 

BRfNKMAN.D.S Project Directorate J 3, 80/00/23 HARRISON.R J Public Service Co 
of New Hampshire, 3pp 46692-115-46692.117, 


6009020105 Forwards safety evaluation accepting licensee control room habitability 
sys Concludes that proposed mod whon Implemented will satisfactorily eliminate 
single .failure problem described in SSER 7 

NERSES.V Project Directorate 1-3. 88/08/24. HARRISON.R J Public Service Co, of 
New Hampshire, 2pp 46747-112-46747,117 


-8809020113 Safety evaluation accepting llcensoee proposed mod to control room hab- 
itability sys 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/08/24 4pp 
46747 114 46747:117 v 


0809260054 Order CLI-08-07.* Applicant requested to provide basis for reasonable as- 
surance that adequate funding for decommissioning will be available In event that full 
power license not granted within 30 days.Served on 680922 
CHILK.S.J. Office of the Secretary of the Commission. #368 7121. 80/09/22. Office 
of the General Counsel 3pp. 46906-234-46908.236 


8809140419 Confirms schedule for Issuance of FEMA findings & determinations on off 
site emergency plans. NRC understands that FEMA 881014 p!an review rapt will 
FEMA findings on Seabrook Plan for Massachusetts Communities 

J. DwWon of Radiation Protection & Emergency Preparedness (Post 
KRIMM.R.W Federal Emergency Management Agency, tp 

46848 145 46840,145 


J. Financial Information 

8809020056 Motion for acceptance of addl reply to Commission order of 080714 re 
ALAB-895 (petition for waiver of rules precluding financial quallfecatlon Inquiry).* Re- 
quest seeking fnfo on Unit 1 financial qualification encl.W/Svc list, 

BACKUS.RA. Seacoast Anti Pol fullon League BACK US, R A Hampton, NH. 
BACKUS, R A. Massachusetts, Commonwealth of, #388 6968 85/08/26, Commission- 
ers 12pp. 46666-263-46666-274. 

8809020233 Forwards detailed responses to NRC 000891 questions re util ability to pro- 
vide financial coverage for cost of low power operation of facility & cost of any perma- 
nent shutdown of facility.Joini owners Interim financial statements end. 

HARRISON.R J. Public Service Co of New Hampshire, 88/00/31, Document Control 
Branch (Document Control Desk). 63pp. 46734 003 46730-009 

8609140064 Motion of MA Atty General JM Shannon for leave to file document not au- 
thored by Commission rules of practice,* Requests leave lo file end suppl to petition 
re waiver or exception from util exemption to financial qualification, 

DEAN.G B, Massachusetts. Commonwealth of #388 7042 06/09/09. Commission- 
ers 3pp. 46705 018-46785,100 

-8009140068 Third suppl to MA Atty General JM Shannon petition under 10CFR2.758 
for waiver of or exception from public util exemption from requirement of demonslra- 
tlor> of financial qualification * Supporting Info & Certificate of Svc end. 

.Mamchusatts, Commonwealth of. 00/09/09 Commissioners 81 pp 
46705, Q21 -46785l 1 00, 

8809190230 Applicant reply to Interveners motion for acceptance of addl reply to Com- 
misslon order of 880714 re ALAB-895 (petition for waiver of rules precluding financial 
qualification Inquiry).* Certificate of Svc ancl. * 

TSSyMkfJra Serv / C ® Co * of Naw Hampshire, TROUT, J p. Ropes & Gray. #386 
7009,88/09/12 Commissioners. 4 6pp 46829,092-46629.137, 1 


O. Inspection reports, IE Bulletins & correspondence 

aeoafSfHJS NRC Info Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Mlg by GE " Svc list end, 


■ wng ww |ig( tJIJVjh 

RQSSI CE. Division of Operalionat Events Assessment {Post 870411). 08/08/19 
Consolidated Edison Co. of New York, Inc. 125pp. 46690 054-46690 178. 


B®08160451 NRC Info Notice 88-068, "Setpoint Testing of Pres surizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end 
ROSSI.C.t, Division of Operational Events Assessment (Post 870411). 88/08/22 
Consolidated Edison Co of New York, Inc 121pp 46702,311-46703.070, 

0 0061 80 368 Suppl 1 to NRC Info Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves " Svc list end 

ROSSI CE. Division of Operational Events Assessment (Post 870411). 08/08/24. 
Consolidated Edison Co. of New York, Ino 122pp. 46713,218 4671 3-210. 

8908300055 Responds to NRC Bulletin 88-005, "Nonconforming Malls Supplied by 
Piping Supplies.lnc at Folsom.NJ & West Jersey Mfg Co at Wi I IIam8town,NJ. ,r Descrip- 
tion of program established to support bulletin aotions end 
FEIGENBAUM.T.C Public Service Co. of New Hampshire. 88/08/25. Document Con- 
trol Branch (Document Control Desk) 38pp. 46691.230 46691*31 9. 

“0808300207 Rept for Heat Number L4517, 

* J, Dlrats &Co„ Inc 64342. 88/08/05, Ip, 46691.319-46691-319. 

6608230112 NRC info Notice 88-070, "Check Valve Inservlce Testing Program Deficien- 
cies " Svc list end " * 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 80/08/29. 
Consolidated Edison Co. of New York, Inc 123pp, 46713.095*46713,217. 



DOCKETED ITEMS 185 


88-09060116 Responds to concerns noted in Insp Rept 50 443/00-07 Five allegations/ 
concerns reviewed by employee allegation resolution program Investigation deter- 
mined that allegations Inaccurate or unrelated 

THOMAS.G S. Public Service Co of New Hampshire 08/08/20 Document Control 
Branch (Document Control Desk) 7pp 46709 080 46789 094 


B80-B-26O492 NRC Info Notice 88 071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request (or Collection of Licensee Radioactivity Measurements Attributed to 
That Event ^ Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 80/09/01 
Consolidated Edison Co of Now York, Inc 121 pp 46712 244 46713 004 


3606300016 NRC Info Notice 80-072, "Inadequacies in Design of DC Motor-Operated 
Valves " Svc fist end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 00/09/02 
Consolidated Edison Co, of No '' - '' 


New York, Inc 122pp 46726 001-46726.123, 


6809080339 NRC Info Notice 08-074, “Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York, Inc 122pp 46824,215 46824 336 


8669 120197 NRC Info Notice 08 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry,** Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 88/09/16 
Consolidated Edison Co. of New York, Inc 124pp 46946 133-46946,252 


0609140419 Confirms schedule for Issuance of FEMA findings & determinations on off- 
site emergency plans NRC understands that FEMA 881014 plan review rept will 
present FEMA findings on Seabrook Plan for Massachusetts Communities 
CONGEL,F J. Division of Radiation Protection & Emergency Preparedness (Post 
870411) 08/09/09 KRIMM.RW Federal Emergency Management Agency Ip 
4684B 145 46G4B 145 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


6609080331 Forwards SSER 8 for review & concurrence Suppl Intended to support issu 
anco of 5% license for Unit 1 Concurrence roquested by 88091 5,W/o end 
BOGER.B A Region 1, Ofc of the Director. 00/09/01 THADANI.AC Assistant Direc 
tor (or Systems RICHARDSON, J E. Assistant Director for Engineering CONGEL.FJ 
Division of Radiation Protection & Emergency Preparedness (Post 070411) Ip 
46792 340*46792 340 


F. Security, medical, emergency & fire protection plana 

BB09090037 Final rosponse to FOIA request for records re Shoroham offsite emergency 
plan App G documents available In PD R, App H documents withheld (ref FOIA Exemp 
lion 5) No further action being taken on appeal Itr did 800613 
GRIMSLEY,DH NRC - No Detailed Affiliation Given. 88/08/11. BELAIR.R R Kirkpat- 
rick & Lockhart. 4pp. 46766 310 46760 313. 


8809130350 NRC Info Nollce 88 076, "Recent Discovery of Phenomenon Not Previous 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end. 
ROSSI, C,E Division of Operational Events Assessment {Post 870411), 8B/09/19 
Consolidated Edison Co of Now York, Inc, 125pp 46946 253 46947*013 


.R, Periodic operating reports & related correspondence 


8809070467 Forwards "Seabrook Station, 10CFR5Q 59 Safoty Evaluations, Quarterly 
RepLApr-Jun 1980.” 

THOMAS, GS. Public Service Co of New Hampshire 08/00/31. Document Control 
Branch (Document Control Desk) Gpp, 46773 229 46773.234 


-8605040309 Requests regional ofes, except Region l,to provide staff necessary to sup- 
port FEMA exercises at Shoreham on 000607 09 & at Seabrook on 880628 29 Nomi- 
nations requested by 880509 Guidance ond. 

JORDAN, E L Office for Analysis & Evaluation of Operational Data, Director. 80/04/ 
27, GRACE.J N Region 2, Ofc of the Director MARTIN.J B Region 6, Ofc of the Di- 
rector. 3pp 46766 31 4 46760.318. 

0009060137 Recommends approval of draft (Inal rule on emergency planning & pro 
parodness requirements for nuclear power plant fuel loading & Initial low power test 

sIello.v Ofc of the Executive Director for Operations, SECY 0B 248 08/00/01 
32pp. 46910 050 46919 009 


6309140425 Monthly operating rept for Aug 1980 for Seabrook Station Unit 1 W/000906 

NARDONE.P., THOMAS.G.S Public Servico Co of New Hampshire 80/00/31. 7pp 
46038.169 46838.195 


8009120136 Motion to amend basos * Requests that bases to amended contention of 
Atty General JM Shannon on notification sys be amended as stated Supporting docu- 
mentation & Certificate ol Svc end, 

JONAS.S.A, Massachusetts, Commonwealth of # 30B 7036 80/09/00 Atomic Safely 
and Licensing Board Panel, 14pp 46752 230*46752 243 


S. Reportable occurrences, LERs & related correspondence 


6009*080129 LER 80 003 OO.on 80O729,Toch Spec action statement requirement not ob- 
served during containment manipulator crano area radiation monitor surveillance 
testing Caused by personnel error Surveillanco procoduro rovlsod W/0B0B10 Itr. 
GWINN.R A , THOMAS.G S Public Service Co, of New Hampshire. 08/00/26 3pp. 
4S789, 312-46789*314, 


86 09190187 LER 06-000 OO.on 0705 14, Tech Spec surveillanco requirements not 
satisfied Caused by procedure Inadequacy Change to plant surveillance procedures 
will be made to prevent recurrence of condition W/08091 5 Itr 
GWINN.R A , THOMAS.G S Public Service Co of New Hampshire 08/09/07. 3pp 
46898044 46098*046 

6009140121 LER 0O-OO4-OO*on 080010, vital buses E5 & E6 tripped on loss of offsite 
power causing actuation of diesel generator 1A onto bus ES.Caused by personnel 
error, Addl training will bo oslabllshed.W/00Q909 Hr 

PUCKO.T.G , THOMAS.G.S Publlo Service Co. of Now Hampshire 8B/09/09 4pp. 
4 6037 031-46037.034 


8609190353 Special rept.on 8800 11 .fuel oil leak required engine shutdown & on 
8S0812,Traln B emergency diesel gonorator tripped Caused by incorrect setting of 
water jacket temp con! roller. Adjustment knob protected from misadjustment 
THOMAS.G.S Public Service Co. of New Hampshire 88/09/09 Document Control 
Branch (Document Control Desk), 2pp 46098,042 46090 043, 


U. Congreaafonal/ExecuNve Correspondence 

860 8 260346 Forwards quarterly rept for second quarter of CY00,por H R 97*860. 
ROGERS, K.C. Commissioners. 80/08/23. BEVILLJ House of Rep,, Appropriations 
Upp. 46929 339-46929:340 


DOCKET 50*444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application /con struct I on stage documents & correspondence 

8608120294 Generic Ltr 88*14 to all holders of OLs or CPs for nuclear power reactors 
ra Instrument air supply sys problems affecting safety related equipment Svc list end. 
MIRAGLIA.F J Associate Director for Projects (Post 870411) 80/08/0B, Consolidated 
Edison Co. of New York, Inc 41pp 47065.001 *47065*006 

8809070146 Partial response to FOIA request for documents. App A documents avail- 
able in PDR NRC reviewing Item F of request , „ _ ip%i „ 

GRIMSLEYA NRC - No Detailed Affiliation Given 80/00/10. KUDUCK.M. MHB 
Technical Associates. 2pp. 4871 3*007-467 13,008 

—8005270625 Forwards technical assignment control form far review of 790124 G&W* 

FSO 2538 "Nuclear MS1V Sys." _ _ 

BAER.R L. Light Water Reactors Branch 2. 80/03/25 MATTSON.R J Division of Sys- 
tems Safety. 2pp. 46713 009 40713 010. 

0808300207 Concurs w/utll 000527 response to Generic Ltr 88 05, ‘‘Boric Add Corro 
slon of Carbon Steel Reactor Boundary Components in PWR Plants * Assurance pro 
vlded that program In place dealing w/f>orlc acid leakage t ^ 

BRINKMAN, D.S. Project Directorate 1-3 80/08/23. HARR ISON ,R J. Public Service Co. 
ol New Hampshire, 3pp. 46692*1 1 5-46692:1 1 7. 


8809140099 Forwards decision by US First Circuit Court of Appeals denying various pe 
titions for rovlow of Commission Incorporation of realism doctrine In emergency plan 
nlnn regulations where govts decline to participate In planning 
TURK.S E Assistant General Counsel for Hearings #300 7045 88/09/09 

SMITH, I, W. Atomic Safoty and Licensing Board Panel 1 Gpp 46706 262-46709 279, 

0809260006 Forwards applicant motion for summary disposition on amended contention 
on notification sys of ally general for Commonwealth of MA.memo in support of apptl 
cant motion & affidavits of listed Indivlduats.lncludmg TN Beard. 

TROUT.JP Public Servico Co of New Hampshire #300 7131 00/09/17 Docketing 
& Services Branch 2pp, 46910 001*46910 317. 

-8809260027 Memorandum In support of applicant motion for summary disposition of 
Commonwealth ol MA ally general amended contention on notification sys.* Motion 
should bo allowed Mall facts not In dispute end 

TROUT.J P Public Service Co of Now Hampshire 00/09/17. Atomic Safety and Li- 
censing Board Panel 50pp 46910 005 46910 062 

-8809200041 Affidavit of TN Beard * Addrosses allegations In Contention Bases A 5 & 
B 3 re lime required to get vehicles dispatched & setup, Supporting Info end 
BEARD.T N Public Servico Co of New Hampshire. 80/09/17 15pp 46910 063- 
46910,076, 

••8809260050 Affidavit of SN Caruso * Discusses allegations In Contention Bases A 4 & 
A 6 re vehicular alert & notification sys vehicles Supporting info end 
CARUSO, S.N. Public Service Co. of New Hampshire 00/09/17 17pp 46910 077- 
46910092 

-8809260077 Affidavit of EW Desmarals * Addresses allegations In Contention Bases 
A 1 , A 5,A 9,A.10,A.11,B 1,B 3 & B 4 Related fnfoencl. 

DESMARAIS,E W Public Service Co. of Now Hampshire 88/09/17 51pp. 46910:115- 
46910*164 

-8809260087 Affidavit of RJ Falx ' Addrosses allegations In Contention Bases A.1 & 
A 7 re vehicular alort & notification sys Supportlnglnfo end 

FAIX.RJ, Public Servico Co of New Hampshire. 80/09/17, 9pp. 46910 105- 
46910*172 

-8809260142 Affidavit of DE Johnson.* Adresses allegations In Contention Contention 
Bases A.4 & A 6 re applicant vehicular alert & notification sys vehicles Supporting 
documentation end. 

JOHNSON.D.E Public Service Co, of New Hampshire 88/09/17. 27pp. 40910.186- 
46910*211 

-8809260149 Affidavit of DN Keasl* Discusses Contention Bases A 7 re hearing 
damage to anyone within 100 ft of siren during operation Supporting Info end. 
KEAST.D.N Public Servico Co of New Hampshire 88/09/17 16pp 46910*212- 
46910.226, 

-8809260193 Affidavit of E Stusnlck ' Addresses allegations In Contention 
A.1. Supporting documentation end 

STUSNICK,E Public Sorvlce Co. of New Hampshire 80/09/17 44pp. 46910 264- 
46910.306. 

8809260033 Commonwealth of MA atty general exercise contentions submitted in re- 
sponse to June 1980 plant initial full- participation exercise* Supporting documenta- 
tion & Certificate of Svc end 

FIERCE, A.R, Massachusetts, Commonwealth of #388 7117 88/09/21, Atomic Safety 
and Licensing Board Panel. 129pp 46908.067-46908:195, 
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fifln9?6DQ40 fteauest to file reply of Commonwealth of MA atty general to applicant 
8 aASwl?1S SS to amend J&S filed by Commonwealth of M atty general w/re- 
soect to siren content>ons * Supporting info & Certificate ol Svc entt . . 

J&NASSA Massachusetts, Commonwealth of #368 7119 88/09/2 1 Atomic Safety 
and Licensing Board Panel 14pp 46908 209-46908 222 

8809280048 Town of Hampton A New England Coalition on 
cy pfenning contentions on 680628-29 exercise * Supporting documentation & Certifi- 

McIaCHERn!p Hampton, NH #369 7120 68/09/21. Alomc Safely and licensing 
Panel 11 DO 46908 223-46908 233 


O. Adjudicatory correspondence 

8809070009 Requests that notices of appearance, did B80809,be disregarded A re 
placed w/enct nobces due to Incorrect info submitted n . hn - 

TALBOT, P Massachusetts, Commonwealth of #388 6936 88/08/15 Docketing & 
Services Branch 6pp 46695 275 46695 280 

8809020013 Seabrook OL case onsite emergency planning A technical Issues* For- 
wards New England Coalition on Nuclear Pollution notice re summary disposition 
motron & answers to applicant interrogatories re FIG 58 cable Related correspond- 

CUR RAN, 0 New England Coalition on Nuclear Pollution, CURRAN.D, Harmon & 
Weiss #388 6968 88/08/19 WOLFE,SJ. LUEBKE.E A , HARBOUR, J Atomic 
Safety and Licensing Board Panel Ip 46666,157-46686170 

-8809020020 New England Coalition on Nuclear Pollution (NECNP) answers to appli- 
cant Prat set at mUmogatones A first request for production of documents re NECNP 
contentions re RG-58 cable * Refated Info & Svc list end Related correspondence, 
CURRANT) New England Coalition on Nuclear Pollution CURRAN, D Harmon & 
Weiss 88/08/ 19 Public Service Co ol New Hampshire 13pp 46666156-46666170, 

8809020030 Seabrook OL case offsite emergency planning issues * Forwards corrected 
Page 12 to New England Coalition on Nuclear Pollution proposed findings of fact & 

conclusions of law, correcting typo on Line 11 Svc fist end, 

CURRANT New England Coalition on Nuclear Pollution CU R RAN, D Harmon & 
Weiss #386 6967 80/08/19 SMITH.I W, HARBOUR, J, UNENBERGER.G. Atomic 
Safety and Licensing Board Pane) 3pp 46666 208*46666,210, 

8809020010 Seabrook OL case onsite emergency planning A technical issue * Advises 
that filings sent to ASLB on 880819 should be captioned under OL-1, onsite emergen- 
cy planning Issues W/ Certifica to of Svc Related correspondence 
CURRANT-* New England Coalition on Nuclear Pollution, CURB AN, D. Harmon A 
Weiss #388 6974. 86/06/24. WOLFE.SJ, LUEBKE.E A, HARBOUR, J Atomic 
Safety and Licensing Board Panel. 4pp 46666 136 46666 139 


6809120014 Applicant reply to proposed findings of fact & conclusions of law ofoth* 
parlies on shelter contentions * Certificate of Svc end. * 

LEWAIAG H , SELLECK,K A Public Service Co of New Hampshire LEWRDGu 
Ropes & Gray #308 7015 88/08/31 30pp 40752.199*46752 228 UWaM 

8809120032 Applicant first set of interrogatories & first request for production ol tau, 
ments to all parties Aparticipatlng focal govts re contentions on Seabrook plan for • 
W/ Certificate of Svc Related correspondence, 

TROUT,J P Public Service Co. of Now Hampshire TROUT, J P. Ropes & Gray ow 
7006 88/0B/31, Office of tho General Counsel. 10pp. 46752 298 46752 307 


8809120018 New England Coalition on Nuclear Pollution Supplemental answer tQa W & 
cant first set of Interrogatories A first request tor production of documents re Raw 
cable * Svc list encI.Related correspondence 

CURRAN,D New England Coalition on Nuclear Pollution CURRAN.D Harmon l 
Weiss #368 7016. 88/09/01. Public Service Co of Now Hampshire 4pp, 46752 253 
46752 256 


8809120033 Offsito emergency planning Issues 4 Advises that FEMA will respond to ap- 
plicant first set of interrogatories & first request for production of documents re Sea 
brook plan after 881014.Re(ated correspondence 

FLYNN, HJ Federal Emergency Management Agency #388 7020 B8/09/01 
TROUT, J P. Public Service Co. of New Hampshire TROUT ,J P. Ropes A Gray, ip 
46752 295 46762 295, 


88091 20039 Requests that RR Donovan be added to & EA Thomas be deleted from 
plant litigation svc Ifsi Certificate of Svc end 

FLYNN, HJ Federal Emergency Management Agency. #388 7022. B8/Q9/01 
SMITH, I W„ HARBOUR, J , DnENBERGER.G Atomic Safety and Licensing Board 
Panel 6pp 46752 308*46752.313 

8809120050 Memorandum * Advises that RR Pierce appointed as legal counsel to 
ASLB for proceeding to assist partlas.Served on 680906 

SMITHJ.W. Atomic Safety and Licensing Board Panel #300 7010 88/09/02 2pp 
46752.136 46752 137 


6809 120049 Commonwealth of MA ally general addl responses to f nterroga tones & pro- 
duction of documents * W/Certdlcate of Svc.Related correspondence. 

TALBOT, P, Massachusetts, Commonwealth of. #388 7028, 08/09/06 Public Service 
Co ol New Hampshire 9pp. 46752.138*46752 H6. 

BB09120134 Joint intervenors application lor slay of order authorizing issuance of low 

S license,* Severe environ A financial consequences will result from low power 
W/ Certificate of Svc. 

,S A Massachusetts, Commonwealth of JONAS, S A Soacoast Anti-Pollution 
League JONAS, S A New England Coalition on Nuclear Pollution #3B8 7035 88/09/ 
06 Commissioners. 8pp 46752-244 46762.251 


8809020015 New England Coalition on Nuclear Pollution notice of appeal of ASLB BB* 
558 01 OUR.* Svc list end 

CURRAN.D,, TOUSLEY.D.R, New England Coalition on Nuclear Pollution CURRAN.D 
Harmon A Weiss, #388 6971 8S/0B/24 3pp 46666 171*46666 173. 


6809020044 Seabrook OL case offsite emergency planning issues* Forwards second 
corrected Page 12 to New England Coalition on Nuclear Pollution proposed findings 
of fact A conclusions of law 

CURRAN.D New Engfand Coalition on Nuclear Pollution, CURRAN.D, Harmon A 
Waiss #388 6972. 88/08/24 SMITH, I W , HARBOUR, J., UNENBERGER.G Atomic 
Safety and Licensing Board Panel 2pp 46666 221*46666 222, 


8809140135 NRC Staff first set of Interrogatories A first request for production ot docu 
ments to towns of Ames bury, Newbury, Salisbury .West Newbury.Merrlmac A city of 
Newburyport, 4 Certificate of Svc end, Related correspondence, 

BERGQUIST.S A Assistant General Counsel for Hearings #388 7047, 88/09/06 
Amesbury, MA. 18pp. 46786 243-46780-260. 

8809140141 NRC Staff first set of Interrogatories & first request for production of docu 
ments to atty genera! of Commonwealth of MA.executfve ofc of public safety & Essex 
County * Certificate ot Svc end, Related correspondence. 

BERGQUIST.SA Assistant General Counsel for Hearings. #360 7048 88/09/06 
Massachusetts, Commonwealth of 18pp. 46780.126-46780 143 


8809020056 Advises of NRC official hours for persons wishing to serve 
pleadings, papers or documents on NRC attys in Hearing Div of Ofc of General Coun 

5CINTO.JF. Assistant General Counsel Tor Hearings #388 6991, 88/08/24 
AHRENS.P, AMIRIAN.A N , ARMSTRONG, W. Affiliation Not Assigned 3pp 
46666 269 46666 262 

0809020024 Informs that time provided for Commission to review ALAB-896 
expired Commission declined review A decision became final agency action on 
880024 Served on 880B25 

CHILK.S J Office of the Secrelary of the Commission. #388 6973 88/08/25 Atomic 
Safety and Licensing Board Panel Ip. 46666.174-46666 174, 

9809020042 Memorandum A order (denying applicant motion for referral) * Applicant 
motion for referral & cross motion for referral by Commonwealth ot MA atty general & 
New England Coalition on Nuclear Pollution denied Served on B80629 
SMITH, I W. Atomic Safety and Licensing Board Panel #300 6983 68/09/26. Public 
Service Co of New Hampshire tOpp 46666 211-46666 220 


6809120136 Motion to amend bases.* Requests that bases to amended contention of 
Atty General JM Shannon on nollflcatlon sys be amended as stated Supporting docu 
mentation & Certificate of Svc end, 

JONAS, S A Massachusetts, Commonwealth of. #388 7036 88/09/08 Atomic Safety 
and Licensing Board Panel 14pp 46752 230-46752.243, 


68091 401 OB Forwards floppy disk containing NRC proposed findings of fact & conclu 
sions of law re sheltering lasues.W/o disk. 

TURK.SE Assistant General Counsel for Hearings. #388 7046. 88/09/00 
SMITH.I W , HARBOUR.J , UNENBERGER.G, Atomic Safety and Licensing Board 
Panel Ip. 46786 261-46786,261. 


6009140169 Applicant motion for sanctions against Commonwealth of MA atty general 
for failure to comply w/Board discovery order.* Board should dismiss Bases A 3.A5S 
A 2 of amended contention on notification sys W/Certiflcate of Svc 
TROUT, J.P. Public Service Co. of New Hampshire. TROUT.J P. Ropes A Gray #388 
7055 86/09/06, Atomic Safety and Licensing Board Panel 37pp 46786146 
467BB182, 


8809020054 Notifies of NRC official hours All necessary legal A support staff of organi* 
zatrons should be advised of procedures Served on 880826 
SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel. #388 6977. 88/08/26, 
Office of the General Counsel ip 46666 259-46666 259 

6809020058 Motion for acceptance of add reply to Commission order of 880714 re 
ALAB 895 (petition for waiver of rules precluding financial qualification inquiry).* Re- 
quest seeking info on Unit 1 financial qualification gdcI W/Svc list 
BACKUS, R A Seacoast Anti-Pollution league BACKUS, R A Hampton, NH. 

BACKUS.FI A. Massachusetts, Commonwealth of. #388 6988 8B/0B/26. Commission- 
ers 12pp 46666 263*46666 274 


8809120126 Memorandum & order (ruling on Commonwealth of MA atty general offer of 
proof & motion for reconsideration) * Motion denied Served on CBO909. 

SMITH.I W. Atomic Safety and Licensing Board Panel. #308 7033 88/09/09, Massa* 
chusetts, Commonwealth of. 8pp. 46752 127-46752 134 

8809 140012 Forwards applicant motion for summary disposition of New Engfand Coali- 
tion on Nuclear Pollution Contention IB 2. memorandum in support oi 
motion, statement of mail faots A affidavits of NK Woodward, GA Kotkowski & R Bar 
qerom 

TROUT, J,P. Public Service Co, of New Hampshire TROUT, J.P. Ropes & Gray #38“ 
7056 68/09/09. Docketing & Services Branch. Ip. 46705.1 01 -46786'1 03. 


8809120004 Forwards NRC proposed findings of fact A conclusions of law re sheltering 
issues, per 2-day extension of time granted by ASLB 

TURK.SE, Assistant General Counsel for Heanngs #388 7003 88/08/26, 
SMITH, I.W., HARBOUR, J , UNENBERGER.G Atomic Safety and Licensing Board 
PaneMp 46752 083-46762.125 

-8809120012 NRC Staff proposed findings of fact & conclusions of law w/ respect to 
sheltering issues * W/Certificate of Svc 

TURK.SE. Assistant General Counsel for Hearings. 88/08/26 41pp, 46752 084- 
46752.125. 


-8809140020 Applicant motion for summary disposition of New England Coalition on 
Nuclear Pollution Contention f B.2 (RG-58 coaxial cable) * 

TROUT, JP. Public Service Co, of New Hampshire, TROUT, J.P. Ropes A Gray 89/ 
09/09 Atomic Safety and Licensing 8oard Pane), 2pp, 46785,1 02-46785' 103. 

“89091 40020 Memorandum In support of applicant motion for summary disposition of 
New England Coalition on Nuclear Pollution Contention I.B 2 (RG 50 coaxial cable) 
Board requested to enter summary disposition In favor of applicant. _ oa , 

TROUT.JP. Public Service Co of New Hampshire TROUTJP. Ropes A Gray. 88A 
09/09 Atomic Safety and Licensing Board Panel. 21pp. 46705.104 40785 124 


8809020084 Order * Advises that copies of submissions A correspondence re proceed- 
ing should be sent to aulhor at stated address Served on 880831 
WOLFE.SJ Atomic Safely and Licensing Board Panel. #388 6989, 88/08/30 Office 
of the General Counsel 1 p 46666 332 46666 332 


-00091 40041 Affidavit of NK Woodward * Discusses environ qualification test program 
c °a>cfa1 cable, Supporting documentation end. _ „ Te . ic£ ,» 

WOODWARD, N K, Public Service Co. of New Hampshire. WOODWARD.N K. TENERA 
Corp (subs, of TERA Corp ), 88/09/09. 20Qpp, 46785:125-46786-007. 
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-0809 140052 Affidavit of GA Kolkowski * Discusses technical adequacy of RG-59 co 
axial cable as substitute for RG-58 cable.Supportlng documentation end. 
KOTKOYVSKI.G A Public Service Co of New Hampshire 08/09/09 IGpp 46786 008- 


Order * Period In which Commission may review ALAB 805 extended to 
881017mer 10CFR2 ?72.Served on 880916. 

CHILK.S.J, Office of the Secretary of the Commisaion #306 7060 B8/09/15> Com- 
missioners Ip 46029 162-46829.162 


-8809140061 Affidavit of R Bergeron * Discusses meaning of color coding of RG-56 
coaxial cable In facility & reasoning for assigning Operability Code A Supporting docu- 
mentation & Certificate of Svc encl 

BERGERON.R Public Service Co of Now Hampshire, 88/09/09 69pp 46766 020- 
467S6 103 


8809190293 Advice to Commission, Boards & parties* Forwards press release re 
changes in util mol W/Cortificate of Svc 

dinpank? nAa SerVIC9 Co * of New Ham P shire * 7060 86/09/15 6pp. 


8809140084 Motion of MA Atty General JM Shannon for leave to file document not au 
'horned by Commission rules of practice • Requests leave to file encl suppl to petition 
re waiver or exception from util exemption to financial qualification 
OEAN.GB. Massachusetts, Commonwealth of. #308 7042 08/09/09 Commission- 
ers 3pp 46765.018-46785 100 


8809210003 Forwards motion of EA Thomas for leave to file response to applicant reply 
to proposed findings of fact & conclusions of law & NRC proposed findings of fact & 
conclusions of law * 


Publlc Se rvice Co. of New Hampshire #388 7096 88/09/16 
SMITH.I.W,, HARBOUR, J , UNENBERGER.G Atomic Safety and Licensing Board 
Panel Ip. 46843 001-46643 025 y 


-8809140086 Third suppl to MA Ally General JM Shannon petition under 10CFR2.758 
for waiver of or exception from public util exemption from requirement of demonstra- 
tion of financial qualification * Supporting info & Certificate of Svc oncl 
DEAN.GB Massachusetts, Commonwealth of 08/09/09, Commissioners 01pp. 
46785 021 '46785, 100 

8809140099 Forwards decision by US First Circuit Court of Appeals denying various po 
liflons for review of Commission Incorporation of realism doctrine In emergency plan 
nmg regulations where govts decline to participate In planning 
TURK,S.E Assistant General Counsel for Hearings, #386 7045 88/09/09. 

SMITH J.W , HARBOUR.J, LlNENBERGER,G. Atomic Safety and Licensing Board 
Panel. 18pp. 46706 282-46786,279 

8809160071 Commonwealth of MA atty general further responses to Interrogatories 
12,18 & 20(e) • W/Cerlitlcate of Svc.Related correspondence 
JONAS, S A. Massachusetts, Commonwealth of, #388 7069. 80/09/09 Public Servlco 
Co of New Hampshire. Opp. 46013:031-46013.038. 

8009160014 Forwards RW Krimm 880902 memo to NRC & RW Donovan 860906 llr to 
RH Stromo of State of NH, served on svc list for hearing Certificate of Svc encl 
FLYNN, H.J. Federal Emergency Management Agency. #308 7067 80/09/12. Docket- 
ing & Services Branch 1 1pp. 46812 323 46012.333 

8809160032 Seacoast Anti Pollution League answers to applicant first set of Interrogate 
rles re Seabrook plan for Commonwealth of MA & motion for protective order * Svc 
list encl, 

BACKUS.R.A Seacoast Anti Pollution League BACKUS, R, A Backus, Meyer & Solo 
mon- #308 7066. 80/09/12, Public Servlco Co. of New Hampshire. 7pp. 46813 002- 
46813 006. 

8509160079 Applicant answer to motion to amend basis filed by Commonwealth of MA 
ally general w/rospect to sirens contention.* Molion should bo denied on basis of fail- 
ure to satisfy prequlsitea for late-filing W/Cerllficate of Svc 

DIGNAN.T.G. Public Service Co of Now Hampshire. DIGNAN.T.G. Ropes & Gray. 
#388 7070, 00/09/12 Atomic Safely and Uconslng Board Panel 9pp, 46012.340 
4601 2 357. 

8809160090 New England Coalition on Nuclear Pollution petition for revlow of ALAB- 
699.* Petition should bo granted on basis that integrity of RCS significantly paramount 
to safe operation of pi ant ^/Certificate of Svc. 

CURRAN.D, FERSTER.A New England Coalition on Nuclear Pollution. CURRAN, D 
Harmon & Wefss #388 7071, 80/09/12, Commissioners, Qlpp 40012:242- 
46612 322 


'8809210004 Motion of EA Thomas for leave to file response to applicant reply to pro 
posed findings of fact & conclusions of law & NRC Staff proposed findings of (act & 
conclusions of law/ ° 


“Vnp V 'i « 'icigiM.wm rwuorui emergency management Agency 
BARSHAK, EJ. Sugarman & Associates 88/09/ 15, Atomic Safety and Licensing 
Board Panel 3pp 46043 002-46643 004. 1 y 


-8809210006 Response of EA Thomas to applicant reply to proposed findings of fact & 
conclusions of law & NRC Staff proposed findings ol fact & conclusions of law * Cer- 
tificate of Svc end 

' o NETSKI.C M. Federal Emergency Management Agency 
BARSHAK, E.J. Sugarman & Associates 86/09/15. Atomic Safety and Licensing 
Board Panel. 21pp. 46843.005-46843 025, 


0809230015 Applicant supplemental responses to certain Interrogatories of Common 
wealth of MA atty general re amended contention on notification sys * Certificate of 
Svc encl, Related correspondence 

FEIGENBAUMJ.C., TROUT.J.F. Public Service Co, of New Hampshire. TROUT, J F 
Ropes & Gray. #388 7105. 68/09/15, Massachusetts, Commonwealth of. 7pp 
46894,01 6-46894-022 1 


8809230025 Applicant motion to withdraw applicant motion for sanctions against Com- 
monwealth of MA atty general for failure to comply w/Board discovery order * Permis- 
sion to withdraw 680900 motion requested 

I?£ UT|J p , P , ublfc ? 0fvice Co ' of N0W Hampshire TROUT, J.P. Ropes & Gray. #30B 
7106. 08/09/15. Atomic Safety and Licensing Board panel 3pp 46094 063 
46894.072 


-8809230028 Memorializes parties statements between Board & counsel for 
applicant, ally general of Commonwealth of MA & NRC on 00091 2.Cartl He ate of Svc 
oncl 


TROUTJ.P Public Service Co. ol 
09/16. WOLFE.S.J., HARBOUR.J, 
Panel, 7pp 46694 066 46694 C72, 


New Hampshire. TROUT.J p, Ropes & Gray 66/ 
LUEBKE.fc A. Atomic Safety and Licensing Board 


8809190177 Order.* Period in which Commission may rovlow ALAB-892 extended until 
001017.Sorved on 880916 

BATES.A.L Office of the Secretary of the Commission #366 7061. 08/09/16. Com- 
missioners. Ip. 46620:161 46829.161. 


8809210017 City of Haverhill motion for protective order * 

AMIRIAN,A.N Havochill, MA #380 7101. 80/09/16, Atomic Safety and Licensing 
Board Panel, 1 p 46843 030-46843 038 


6809190028 Forwards corrected first page of 800908 molion to amend bases of Com 
monwealth of MA atty general on amended contention of Atty General JM Shannon 
on notification sys for Commonwealth of MA.W/Certiflcate of Svc 
JONAS,S.A Massachusetts, Commonwealth of. #380 7072, 88/09/12, Docketing & 
Services Branch. 6pp 46829,243-46029,248, 


-8800210019 City of Haverhill answers to applicant first set of interrogator! g$ & first re- 
ouost for production of documents to all parties & participating local govts re conten- 
tions on Seabrook Plan for Massachusetts communities 

AMIR1AN.AN. Haverhill, MA 80/09/16, Public Service Co of New Hampshire. Bpp, 
46843.031-46843 038, 


6609190236 Applicant reply to Intervenors motion for acceptance of addl reply to Com- 
mission order of 880714 re ALAB-895 (petition for waiver of rules precluding financial 
qualification inquiry),' Certificate of Svc encl. 

TROUT.J.P. Public Service Co, of New Hampshire TROUT, J.P Ropes & Gray #30B 
7089. 68/09/12, Commissioners 46pp. 48829 092-46829:1 37. 


8009210018 Motion to admit exercise contention or, in alternatives reopen record* 
Board should admit contention sot forth as Exhibit 1, Affidavit of RD Pollard encl 
TRAFICONTE.J, Massachusetts, Commonweallh of, BROCK, MT Hampton. NH 
BROCK, MT Shalnos & McEachern, #308 7092. 86/09/16, Atomic Safely and Li- 
censfng Board Panel, 14pp. 46843,039 46643.075 


8809190074 Commonwealth of MA atty general further response to Interrogatories 6 & 
7 * Certificate of Svc encl Related correspondence. 

JO NAS, S A Massachusetts, Commonwealth of. #306 7076. 80/09/ 13. Public Servlco 
Co of New Hampshire. 7pp 46829.163-46829:169. 


-8809210020 Affidavit of RD Pollard* Affidavit re adequacy of onsite emergency 
preparedness, Certificate of Svo encl. 

POLLARD, R.D. Union of Concerned Scientists 88/09/16, 23pp, 46043,053 
46843 075. 


8809160067 NRC Staff response to Intervenors motion for acceptance of addl reply to 
Commission order of 860714 re ALAQ-095 * Motion should be granted & Common- 
wealth of MA petition re financial qualification rules denfod.W/Certiflcato of Svc. 
BERRY.G A. Assistant Goneral Counsel for Hearings. #380 7066, 88/09/14, Commis- 
sioners, 16pp. 46813.013-46813.030. 

8609190053 Town of Amesbury motion for protective order * Order requested prohibit- 
ing applicant from obtaining certain discovery, per applicant first set of Interrogatories 
re Seabrook plan (or communities W/Certlflcate of Svc. 

MCEACHERN ,P , BROCK.M.T. Amesbury, MA. MCEACHERN, P. Shaines & McEa- 
chein. #366 7074. 88/09/14 Atomic Safety and Licensing Board Panel, 6pp. 
48029.236-46829:241 

8809190055 Town of Amesbury answers to applicant first set of interrogatories & first 
request for production of documents to all parties & participating focal govts re con- 
tentions on Seabrook. . 4 W/Certlflcate of Svc.Related correspondence. 

LORD.W. Amesbury, MA. #380 7075. GB/09/14. Public Service Co. of New Hamp- 
shire 11pp. 46829'225*46829:235, 

6809190099 Motion of Commonwealth of MA Atty General JM Shannon for leave to file 
document not authorized by Commission rules of practice * 

DEAN.GO. Massachusetts, Commonwealth of #368 7079. 68/OB/ 15 Commission- 
ers, 3pp. 46629:170-46829*193. 

-80091901(05 Fourth Suppl to Commonwealth ol MA Atty General JM Shannon petition 
under 1OCFR2.760 for waiver of or exception from public util exemption from require- 
ment cf demonstration of financial qualification * Certificate of Svc encl. 

DEAN.G.B. Massachusetts, Commonwealth of. 88/09/15, Commissioners. 21 pp 
46829:1 73-46829, 1 93. 


8809210021 Town of Merrimao motion for protective order,* 

AMIRI AN, AN. Merrimao, MA. #388 7102 88/09/16 Atomic Safety and Licensing 
Board Panel ip. 46843,076 46643 004. 

-8809210025 Town of Merrimao answers to applicant first set of Interrogatories & first 
request for production of documents to all parties & participating local govts re con- 
tentions on Seabrook Plan for Massachusetts communities 
AMIRIAN.A N Merrimao, MA, 86/09/16. Public Service Co. of New Hampshire, 8pp. 
46843,077-46043:084. 

8609210023 Intervene^ motion to permit response to applicant reply findings* Board 
should reject applicant 880831 reply to proposed findings of fact & conclusions of (aw 
of other parlies on shelter contentions W/Certlficate of Svc. 

BACKUS, R A, Seacoast Anti-Pollution League, BACKUS.R A Backus, Meyer & Solo- 
mon BROCK, M T, Hampton, NH. #386 7093 88/09/16. Atomic Safety and Licensing 
Board Panel 24pp. 46843*085-46643,108. 

8809210032 Forwards motion 4 newly filed contention In proceeding submitted by vari- 
ous Intervenors Including atty general of Commonwealth of MA NRC should direct 
onsite Licensing Board to accept motion in first Instance 

TRAFICONTE.J. Massachusetts, Commonwealth of. #388 7103, 88/09/16. 
ZECH.L.W. Commissioners 39pp 46843*1 19-46843,167. 

8809230039 Town of Newberry (TON) motfon (or protective order.* Order requested to 
prohibit applicant from obtaining certain discovery to extent objected to by TON.in first 
set of Interrogatories & request for production of documents 
HILL-WHILTON.R. Newbury, MA. H1LL-WHILTON.R Lagoulis, Clark, Hill-WhiUon & 
McGuire. #388 7108. 88/09/16, Atomic Safety and Licensing Board Panel, 2pp 
46894.083-46894 093 
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-8809230056 Town of Newbury (TON) answers to applicant first set of 
re contentions on Seabrook plan lor Commonwealth of MA communities. W/Certin- 

MACHIHOS.A Newbury, MA. 88/09/14 Public Service Co of New Hampshire 8pp 
4 $894 085-46894 093 

8809230105 New England Coalition on Nuclear pollution answers to applicant first set 
of interrogatories & first request for production of documents to all parties & participat- 
ion local govts re Seabrook * W/Svc list Related correspondence 
CURRANT) New England Coalition on Nuclear Pollution CUR RAN, D, & 

Woiss #363 7112 86/09/16 Public Service Co of New Hampshire 5pp. 46B94 154- 
46894 158 

8809260039 Town of Salisbury answers to Interrogatones propounded by applicant * 
Certificate of Svc end Related correspondence , , „ _ , .. 

GRAHAM CP Salisbury, MA. #38 8 7118, 88/09/16 Public Service Co of New 
Hampshire 13pp 46908 196-46908 208 

8809260005 Forwards applicant motion for summary disposition on amended contention 
on notification sys of stty general for Commonwealth of MA,memo In support of appli- 
cant motion & affidavits of listed mdiwJuals.fncludlng TN Beard, 

TROUT, J P Public Service Co of New Hampshire. TROUT.J P Ropes & Gray #388 
7131 88/09/17 Docketing & Services Branch 2pp 46910 001-46910 317 

-8809260017 Applicant motion for summary disposition on amended contention on noti- 
fication S|S of atty general for Commonwealth of MA * Decision in favor of applicant 

TROUT.J P. Public Service Co, of New Hampshire TROUT.J P Ropes & Gray 68/ 
09/14 Atomic Safety and licensing Board Panel 2pp, 46910 003-46910 004 

-8809260027 Memorandum in support of applicant motion for summary disposition of 
Commonwealth of MA atty general amonded contention on notification sys * Motion 
should bo allowed Matl facts not in dispute end , 

TROUTJ P t SMITH .J B. PuWic Service Co, of New Hampshire. TROUT.J P Ropes & 
Gray 68/09/17 Atomic Safety and Licensing Board Panel, 5Qpp, 46910 005- 
46910 062 


-8809260041 Affidavit of TN Beard * Addresses allegations in Contention Bases A 6 & 
B 3 re lime required to get vehicles dispatched & setup Supporting mlo end 
BEARD.T.N. Public Service Co of New Hampshire. 68/09/17. 15pp 46910,063- 
46910 076 


-8809260050 Affidavit of SN Caruso * Discusses allegations in Contention Bases A.4 a 
A.6 re vehicular alert & notification sys vehicles Supporting Info end 
CARUSO.S N. Public Service Co of New Hampshire 88/09/17 17pp 46910 077- 
46910 092, 


“8809260069 Affidavit of GJ Catapano ' Addresses allegations In Contention Bases A 5 
& A H ra vehicular alert & notification sys Supporting Into end, 

CATAPANO, G J Public Service Co of New Hampshire CATAPANO, G J AllComm, 
Inc. 88/09/17 23pp 46910093 46910.114. 

-8809260077 Affidavit of EW Desmarais, 4 Addresses allegations in Contention Bases 
A 1,A 5, A 9,A 10.A.1 1 ,B 1,B 3 & B 4 Related info end, 

DESMARAIS, E.W. Public Service Co of New Hampshire 88/09/17, 51 pp 469 1 0H 5- 
46910 164. 


-8809260087 Affidavit of RJ Farx 4 Addresses allegations In Contention Bases A.1 & 
A 7 re vehicular alert & notification sys Supporting Info end 
FAIX.RJ Public Service Co. of New Hampshire FAIX.RJ Weslinghouse Electric 
Corp 88/09/17 9pp 48910 165-46910 172. 

-8809260104 Affidavit of GA Harper,* Discusses analysis to develop fastest mile wind 
speed dala used in structural analysis of vehicular alert & notification sys tmck/crane 
combination 

HARPER.G A. Public Service Co. of New Hampshire HARPER, G A Yankee Atomic 
Electric Co. 86/09/17. 9pp 46910 173 46910 180 

-8809260134 Affidavit of LM Jacobson, 4 Discusses vehicular alert & notification 
sys Prof qualifications end 

JACOBSON, LM Public Service Co. of New Hampshire 66/09/17. 6pp 46910.181- 
46910 185 


-8809260142 Affidavit of DE Johnson, 4 Adresses allegations in Contention Contention 
Bases A 4 & A 6 re applicant vehicular alert & notification sys vehicles Supporting 
documentation end. 

JOHNSON, D E Public Service Co of New Hampshire JOHNSON.D.E Yankee Atomic 
Electric Co 88/09/17, 27pp 46910*186-46910211, 


8809230035 Applicant answer to iolnl mtervonor application for slay of orde 
issuance of low power license Application should be denied Certificate 
DIGNAN.T.G Public Service Co. of New Hampshire D1GNAN.TG Rqi 
# 388 7107 88/09/10 Commissioners 10pp 46094 073-46894 082 

8809230061 Town of West Newbury motion for protective order 4 Order requested to 
prohibit applicant from obtaining certain discovery set forth in applicant first seiSm- 
terroaatories & request for production of documents 

MIZNER.J H. West Newbury, MA, #308 7109. 08/09/19, Atomic Safety and License 
Board Panel Ip 46094 094*46094 100 ^ 

-8809230067 Town of West Newbury answers to applicant first set of interrogatories & 
first request for production of documents to oil parties & participating local govts ra 
contentions on Seabrook plan for Commonwealth 4 Certificate of Svc end 
PULKKINEN.TE West Newbury, MA, 88/09/19, Public Service Co of New Haro- 
shire 6pp 46894 095-46094.100, v 

8809260109 Forwards stipulation to Soobrook plan on Commonwealth of MA 
communities, consolidating & cfarifying applIcanUntorvonora & NRC contentions admit 
ted by ASLB in 880722 & 0819 memoranda & orders Contentions J17 & jib non* 
eluded, 

CHANGE, l Assistant General Counsel for Roarings, #388 7126 88/09/19 
SMITH.I W, HARBOUR, J, UNENBERGER.G Atomic Safety and Licensing Board 
Panel Ip, 4690B 244 46908 205 



“8809280119 Stipulation as to contentions,* Submits final wording on contentions on 
Seabrook plan for Commonwealth of MA communities 

CHAN.E 1 Assistant General Counsel for Hearings TRAFICONTE.J Massachusetts, 
Commonwealth of DIGNANJ G Public Service Co, of New Hampshire 8B/09/ig 
41pp. 46908*245 46908 2B6, 

8809300043 Seacoaat Anti-Pollution League contentions on graded exercise 4 Svc Osl 
end, 

BACKUS.R A Soacoasl Anti Pollution League BACKUS, R.A Backus, Meyer & Solo- 
mon #368 7116, 08/09/20, Atomic Safety and Licensing Board Panel 21m 
46944 164 46944 184 


8609260033 Commonwealth of MA atty general exercise contentions submitted In re- 
sponse to June 1988 plant Initial full- participation exercise* Supporting documents 
tion & Certificate of Svc end 

FIERCE, A R, Massachusetts, Commonwealth of. #308 7117 08/09/21 Atomic Safety 
and Licensing Board Panel 129pp, 46908:067-46900,196 

8809260040 Request to filo reply of Commonwealth of MA atty general to applicant 
answer to motion to amend basis filed by Commonwealth of MA atty genera! w/re 
sped to siren contentions 4 Supporting Info & Certificate of Svc end 
JONAS.S A, Massachusetts, Commonwealth of, #308 7110. 08/09/21 Atomic Safety 
and Licensing Board Panel 14pp 46908*209 40900.222 

8809260048 Town of Hampton & New England Coalition on Nuclear Pollution emergen- 
cy planning contentions on 080628-20 exercise * Supporting documentation & Certifi- 
cate of Svc end, 

MCEACHERN.R Hampton, NH MCEACHERN.P Shalnos & McEachern. BROCK, MT 
New England Coalition on Nuclear Pollution, #308 7120 88/09/21 Atomic Safety 
and Uconslng Board Panel 1 1pp 46900*223-46908 233. 

8609260054 Order CLI 88-07 * Applicant requested to provide basis for reasonable as 
surance that adequate funding for decommissioning will bo available in event that full 
power license not granted within 30 days.Served on 800922 
CHILK.S.J, Office of the Secretary of the Commission, #308 7121 08/09/2 2 Office 
of the General Counsel, 3pp, 46908,234 46008*236, 


J. Financial information 


8809140064 Motion of MA Atty General JM Shannon for leave to file document nol au- 
thorized by Commission rules of practice 4 Requests leave to file end suppl to petition 
re waiver or exception from ulll exemption to financial qualification 
DEAN,G,B Massachusetts, Commonwealth of, #388 7042. 80/09/09 Commission 
ers 3pp 46705 018 46705.100, 


-6009260149 Affidavit of DN Keasl* Discusses Contention Bases A 7 fe hearing 
damage to anyone within 100 ft of siren during operation Supporting Info end 
KEAST.DN. Public Seivlce Co. of New Hampshire KEAST.DN Warning System 
Services 88/09/17 16pp 46910 212-46010 226 

-8009260160 Affidavit of KD Kryter, 4 Addresses aJIegations in Contention Bases A.7 re 
heanng damage from siren operation 

KRYTER.KD, Public Service Co, of New Hampshire KRYTER.K.D SRI International 
88/09/17 14pp 46910.227-46910 239 

-6009260168 Affidavit of EB Ueberman * Addresses allegations in Contention Bases 
A.5 re effect of heavy traffic, nighttime conditions & snow & lea associated w/adverse 
winter conditions on vehicle speed in general 

UEBERMAN, E B Public Service Co, of New Hampshire, LIEBERMAN.EB, KLD Asso- 
ciates, Inc 88/09/17, 18pp. 46910 240-46910 256 

-8809260170 Affidavit of J Story.* Discusses allegations in Contention Bases A.3 re ve- 
hicular alert & notification sys vehicles. Prof qualifications end. 

STORY.J Public Service Co of New Hampshire. 86/09/17, 7pp 46910 257- 


-0809140066 Third suppl to MA Alty General JM Shannon petition under 1OCFR2750 
for waiver of or exception from public util exemption from requirement of demonstia 
tion of financial qualification * Supporting Info & Certificate of Svc end 
DEAN.GB Massachusetts, Commonwealth of 0B/OD/O9 Commissioners 81pp 
46785 021-46785*100, 

6609190238 Applicant reply to inlervenors motion for acceptance of addl reply to Com- 
mission order of 880714 re ALAB 095 (petition for waiver of rules precluding financial 
cwalKication Inquiry} * Certificate ol Svc end. 

TROUT, J.p Public Service Co of New Hampshire, #388 7089 88/09/12, Commis- 
sioners 46pp 46829.092-46829.137. 

6609160067 NRC Staff response to Inlervenors motion for acceptance of addl reply to 
Commission order of 880714 re ALAB-895, 4 Motion should be granted & Common 
wealth of MA petition re financial qualification rules denied W/Certificate of Svc 
BERRY.G.A Assistant General Counsel for Hearings. #308 7066 88/09/14 Commis- 
sioners, 18pp. 46813.013-46813,030. 


-0809260193 Affidavit of E Stusnfck.* Addresses allegations In Contention 
A 1, Supporting documentation end 

STUSNICK.E. Public Service Co of New Hampshire. STUSNICK.E . Wyie Laborato- 
ries 88/09/17 44pp, 46910 264-46910.306. 1 * ' 


8009190099 Motion of Commonwealth of MA Atty General JM Shannon for leave to file 
document not authorized by Commission rules of practice,* , . 

DEAN.G.D Massachusetts, Commonwealth of. #308 7079. 88/09/16 Commission' 
ers, 3pp, 46829.170-46829:193 


-6009260206 Affidavit of LC Sutherland * Addresses allegations jn Contention Bases 
A.7 A A 6 re hearing damage to anyone within 100 ft of siren dunna 
oewation, Certificate cl Svc end. a 

SUTHERLAND, LC Public Sendee Co of New Hampshire. SUTHERLAND.LC. Wyle 
Laboratories 88/09/17, llpp 46910.307-46910,317. y 


-0809190105 Fourth Suppl to Commonwealth of MA Atty General JM Shannon petition 
under 10CFR2.758 for waiver of or exception from public util exemption from require 
^l?i d i Jm ?, nstralion of financial qualification * Certificate of Svc end. 

DEAN.G.B Massachusetts, Commonwealth of. 80/09/16 Commissioners. 2lpp 
46829:173-46829:193, 
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Q. Inspection reports, IE Bulletins & correspondence 

8 808 ISO 195 NRC Info Notice 88-065), "Movable Contact Finger Binding In HFA Relays 
Mfg by GE ” Svc fist end. 

ROSSI CE Division of Operational Events Assessment (Post 870411). 00/00/10 
Consolidated Edison Co. of New York, Inc 125pp 46690 054-48690.178. 

D&OS160451 NRC Info Notice 88 068, "Setpoint Testing of Pressunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices ” Svc list end. 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 80/00/22 
Consolidated Edison Co. of New York, Inc 121 pp 46702.311*46703 070 

68 08 180368 Suppl 1 to NRC Info Notice 88-04B, "Licensee Rept of Defective Refur* 
bished Valves ''Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post B70411). 08/00/24 
Consolidated Edison Co of New York, tnc 122pp 46713.218 46713 219 


8609070100 Summary of 080810 meeting w/util & Westmghouse In Rockville, MD re ap 
plication of leak-before-break methodology to pressunzer surge line Meeting 
notice.agenda.list of attendees & slides used In presentation end. 

WILSON, J.H, Ofc of Special Projects 88/08/31 Ofc of Special Projects 29pp 
46776.247-46776 278 

8800060302 Notification of 800913 meeting w/util In Glen RoseJX to discuss removal 
of Plasite liner from svc water sys piping 

GRIMES,C I Ofc of Special Projects. 88/09/02. PARTLOW.JG Ofc of Special 
Projects 4pp. 46763 342*46763.345 

8809220042 Notification of 0BO921 forthcoming meeting w/utit in Rockville, MD to dis- 
cuss Chemical Engineering Branch FSAR review for Comanche Peak 
WILSON.J H. Ore of Special Projects. 88/09/02. GRIMES, C.f. Ofc of Special Projects 
4pp, 40930.036-46930 039. 


8808230112 NRC Info Notice 88-070, "Check Valve Inservice Tasting Program Deficien- 
cies." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 80/08/29 
Consolidated Edison Co of New York, Inc. 123pp. 4671 3 095*4671 3.21 7. 


8809150099 Forwards WG Counsil 080906 Hr to S Matthews, transmitting info requested 
by Texas Dept of Labor & Slds W/o end. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co ) 88/09/06 Docu 
ment Control Branch (Document Control Desk) Ip 46064 318-46064,318 


8808260492 NRC Info Notice 08 071, “Possible Environ Effect of Reentry of COSMOS 
1600 6 Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event. Svc list encl 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 88/09/01 
Consolidated Edison Co of New York, Ino. 1 21 pp. 46712 244-46713:004 

8808300018 NRC Info Nolice 80 072, "Inadequacies In Design of DC Motor-Operated 
Valves. 11 Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411), 88/09/02, 
Consolidated Edison Co. of New York, Inc 122pp 46726:001-46726:123. 

8809080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS In 
PWRs Dunng Recirculation Operation Following LOCA Svc list encl. 

ROSSI, C.E. Division of Operalional Events Assessment (Post 870411) 08/09/14 
Consolidated Edison Co. of New York, Inc. 122pp. 46824*215-46824.336, 

8809120197 NRC Info Notice 88 076, "Disabling of Diesel Generator Oulput Circuit 
Breakers by Anil-Pump Circuitry." Syc list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). 88/09/16. 
Consolidated Edison Co of New York, Ino. 124pp. 46946.133-46946-262. 

8809130350 NRC info Notice 88-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Contalnmont Pressure Control M Svc list end. 
ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/09/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 48940.253-46047-013 

U, Congreaalonal/Executlve Correspondence 

8808260346 Forwards quarterly rept for second quarter of CY88,per H.R.97-850 
ROGERS, KC, Commissioners. 88/00/23. BEVILL.T House of Rep, Appropriations. 
1 1pp 48929,339-46929.349. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Applfcatlon/conatructlon stage documents & correspondence 


8608120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instalment air aupply sys problems affecting safety-related equipment Svo list end. 
MIRAGLfA.FJ. Associate Director for Projects (Post 870411). 08/06/08. Consolidated 
Edison Co of New York, Inc 41pp. 47065.001-47005 000 


6608290239 Forwards Rev 1 to ER-ME 01, "RCS Cold Sys Hydrostatic Test Rept 
OOUNS1L.WG. WOODLAND.D R. TU Electric (formerly Texas Utilities Generating 
Co ). 08/06/23. Document Control Branch (Document Control Desk). 2pp. 46677:217- 
46677:225. 


-00062 90245 Rev 1 to ER-ME-01, "RCS Cold Hydrostatic Test Rept. 1 
SKIGGS.M, TU Electric (formerly Texas Utilities Generating Co 
46077,219-46677:225. 


). 88/00/18 7pp, 


8606300043 Notification of 000901 meeting w/ull1,Westinghouse & RL Cloud to review 
plant wessurizer surge line stratification. 

WILSON.J. H Ofo of Special Projects 88/06/25. GRIMES.C.I Ofo of Special Projects, 
5pp. 46693 202-46693:206. 


6609010297 Forwards Corrected Amends 9 & 8 to CPPR-128 & CPPR-127, 
respectively, reflecting reallocation of ownership Interest. Safely evaluation & notice of 
issuance of amends also encl. , , „ 

GRIMES, C.l Ofc of Special Projects 88/08/26. COUNSIL.W.G. TU Electric [formerly 
Texas Utilities Generating Co.). 5pp. 46744.098-48744:109. 


-6909010301 Corrected Amends 9 & 8 to CPPR-126 & CPPR-127,respectively, reflect- 
ing reallocation of ownership interest In plant. j _ 

GRIMES, C.l. Ofc of Special Projects. B8/0B/25 2pp. 46744*103-46744:104. 

-6809010304 Safety evaluation supporting corrections to Amends 9 & 8 to CPPR-126 & 
CPPR 127, respectively, 

* Ofo ol Special Projects 88/08/26. 3pp. 46744.105-46744.107 

-6809010307 Notice of Issuance of corrected Amends 9 & 8 to CPPR-126 & CPPR- 
127 1 respectively l flhowing change in ownership Interest. 

GRIMES, C.l. Ofc of Special Projects, 88/08/25. 2pp 46744*108-46744:109, 


6009020268 Forwards facility Isolator lest procedure for core cooling monllors.ln re- 
sponse to Generic ltr 92-33, "Requirements for Emergency Response Capability. 
Isolators scheduled to be tested as early as 080926. , 

COUNSIL, W.G. TU Electric (formerly Texas Utilities Generating Co,), 80/08/29. Docu- 
ment Control Branch (Document Control Desk) 6pp. 46746:1 13-46745:118, 


6609010330 Change Notice 1 to notification of 880907 meeting w/util, Westlnghouse & 
RL Cloud In Rockville, MD to discuss plant pressurlzer surge line stratification. 
WILSON, J.H. Ofc of Special Projects 86/08/30. GRIMES.C.I, Ofc of Special Projects 
5pp. 40721*226-46721.230, 


8609070156 Notification of 880907 meeting w/licensoe In Rockville, MD to discuss pres- 
surizer surge line thermal stratification. 

TAM.P.S, Project Directorate 14. 88/09/01 MURLEY.TE, SNIEZEK.J, 

CRUTCHFIELD, D NRC - No Detailed Affiliation Given 3pp 46779.169 46779 171. 

8809140340 Forwards util ASME Section XI program presentation from 800729 meeting 
w/NRC in Austin.TX nor NRC request.lnfo should not be viewed as commitments 
COUNS1L.W G , MARSHALL, J S TU Electric (formerly Toxas Utilities Generating Co,) 
80/09/07. Document Control Branch (Document Control Desk). 24pp 46045 029- 
46046,062. 

8809140367 Responds to 00081 5 request for add! info ro qualification of radiation pro 
tectlon manager candidate Util proposes to create new position of assistant radiation 
protection manager Responsibilities of assistant listed 

COUNSJL.W G , MARSHALL, J.S. TU Electrlo (formerly Texas Utilities Generating Co ). 
80/09/07. Document Control Branch (Document Control Desk), 4pp. 46842.292- 
46842.295, 


8809150083 Forwards proprietary overheads re pressunzer surge stratification leak- 
before break from 900907 presentation. End withheld. 

BECK,J,W TU Electric (formerly Texas Utilities Generating Col 88/09/07, Document 
Control Branch (Document Control Desk). 2pp. 40059,354-46059 356 

8809130001 Notification of C00921 meeting wAutll In Rockville, MD to discuss Tech 
Specs for plant 1 

WILSON, J.H. Ofo of Special Projects 88/09/09. GRIMES.C.I. Ofc of Special Projects, 
4pp. 46033:311-46033:314. 

8809160221 Change Notice 1 to notification of rescheduled 880922 meeting in 
Rockvillo.MD to discuss plant Tech Specs 

WILSON, J.H. Ofc of Special Projocls. 00/09/14 GRIMES.C.I. Ofc of Special Projects. 
2pp, 46884:353 46884.354 

0009230123 Advises of completion status of primary portion of S&W engineering func- 
tional evaluation (EFE) & requests NRC approval to integrate other planned EFE ef- 
forts 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co). 00/09/14, Docu- 
ment Control Branch (Document Control Desk). 3pp. 46945:186-46945*188. 

0009260186 Forwards Suppl 3 to "Human Factors CRDR of Comanche Peak Steam 
Electric Station," final rept Provides update of CRDR program activities ra status of 
human engineering deficiencies. 

COUNSIL.W.G., MARSHALL, J.S TU Electric (formerly Texas Utilities Generating Co ) 
08/09/15 Document Control Branch (Document Control Desk). 3pp 46947*329- 
46947:354. 


-BB09260191 Suppl 3 to "Human Factors CRDR of Comanche Peak Steam Electric 
Station." 

• TU Electric (formerly Texas Utilities Generating Co ). 88/09/30. 23pp, 46947.332* 
46947:354 


86092601 69 Forwards current version of CPRT findings & related project commitments 
data base used to coordinate CPRT documents, findings, actions & refatad closure/ 
tracking documents, 

COUNSIL.W.G., BECK.JW. TU Electric (formerly Texas Utilities Generating Co.), 88/ 
09/10. Document Control Branch (Document Control Desk). 165pp 4695Q062- 
46950:226, 


8809230170 Summary of 880907 meeting w/ulll in Rockville, MD re bounding analysis 
for stress condition pressurlzer surge, List of attendees & presentation mail 
encl.Proprletaiy version of presentation slides also encl 

M ALLOY, M. Ofc of Special Projects 88/09/19 Ofc of Special Projects, 56pp, 
46941.209 46941*359. 


8809270004 Notification of 880929 meeting w/utll In Rockville.MD to discuss FSAR 
changes under review by Plant Sys Branch, 

WILSON, J.H. Ofc of Special Projects. 68/09/21 GRIMES, C.l Ofo of Special Projects 
4pp. 46969 017-46969 020. 

8809260166 Notification of 000922 meeting w/utll In Rockville, MD to discuss proposed 
changes to facility Tech Specs, 

MALLOY, M. Ofc of Special Projects. 08/09/22 GRIMES, C.l, Ofo or Special Projects 
4pp. 48966*075-46966:070, 


F. Security, medical, emergency & fire protection plane 

8808260046 Forwards Rev 6 to security training & qualification plan.Rev withheld (ref 
10CFR73.21). 

COUNSIL.WG. TU Electric (formerly Texas Utilities Generating Co.). 86/08/22. Docu- 
ment Control Branch (Document Control Desk). Ip. 46654*305*46654,305. 
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S608260063 Forwards Rev 6 lo plant physical security plan Enel withheld (ref 
10CFR2 780(a)(4)) 

COUNSIL.W G 7 U Electric (formerly Texas Utilities Generating Co) 0B/O8/22 Docu- 
ment Control Branch (Document Control Desk) tp, 46855 359 46655 359, 

8809060159 Notification of B80908 meeting w/util In Rockville.MD to discuss Rev 10 to 
emergency preparedness plan & related issues. 

WILSON. JH Ofe of Special Projects 8S/0B/31. GRIMES, Cl Ofc of Special Projects 
4pp 46748 052-46748 055 

8809140083 Corporate emergency mgt plan Implementing procedures, including Rev 4 
to CERP-100, '‘Release of Emergency-Related Into” & Rev 6 to EPP-204, "Actuation 
of Technical Support Clr (TSC) & TSC Personnel Duties " W/880907 llr 
COUNSIL.W G„ MARSHALL.JS TU Electric (formerly Texas Utilities Generating Co) 
88/09/07 79pp. 46839 346-46840 066 

8809190255 Forwards Insp Rapls 50-445/B8 60 & 50-446/88 56 on 880809 1 1 No vio- 
lations or deviations noted 

WARNICK.RF Ofc of Special Projects B0/D9/Q9 COUNSIL.W G TU Electric (for- 
merly Texas Utilities Generating Co ). 3pp, 46885306 46805,313 

-0809190257 Insp Rents 50-445/88 60 & 50 446/68 56 on 880809 11.No violations or 
deviations noted Major areas inspected operational status of emergency prepared- 
ness program 

TERC.N.M, EVERETT.RJ Region 4, Ofc of the Director 80/09/07 5pp. 46885 309- 
46885313 

8809260267 Summary of 9B090B meeting w/u?11 In Rockville, MD re changes to emer- 
gency plan since Rev 8 was reviewed by staff & results of review documented in 
safety SER Meeting notice & list of attendees end 

WILSON. JH. Ofc of Special Projects 80/09/20. Ofc of Special Projects, llpp 
46956 O&S 46956 110. 


G, Adjudicatory correspondence 

8809020090 Advises of official hours of NRG to serve pleadmgs.papers or document in 
Hearing OEv of Ofc of General Counsel 

SCINTO.JF, Assistant General Counsel for Hearings //38B 6993 8B/0B/24. 
AHRENS, P, AMtRIAN.A N . ARMSTRONGS Affiliation Not Assigned 3pp. 
46697,065 46667 067. 

8809020052 Applicant answer to request for hearing & petition tor leave to intervene by 
Citizens for Fair Util Regulation.* Request should bo denied based on inability to de- 
velop alfogallons. Certificate of Svc end 

EDGAR.G.L TU Electric (formerly Texas Utilities Generating Co) EDGAR, G,L 
Newman & Hollzfnger, #38B 6978 80/09/26, Commissioners 34pp, 46666 225- 
46666 250 

8809020034 Advises that RL Gnffm .counsel for Citizens for Fair Util 

Rogufation.inadvertenlly omitted from svc list for applicant 880829 answer to request 
for nearing & petition for leave to Intervene, W/Certlflcata of Svc 
SCHMUTZ.T.A TU Electric (formerly Texas Utilities Generating Co) SCHMUTZ.T A. 
Newman & Hollzinger, #388 6980 88/08/29, JULIAN, E Dockelfng & Services 
Branch. 4pp 46666 204 46666 207 

8809020111 NRC Staff response In opposition to request for heanng & petition for leave 
to Intervene by Citizens for Fair Utit Regulation * Petitioner request should be 
denied Certificate of Svc end 

MOORE, J.E. Assistant General Counsel for Hearings. #368 7002 8B/08/31. Commis- 
sioners 35pp 46667.060-46667 114 

6809210055 Forwards Citizens for Fair Util Regulation first suppl lo 88031 1 request for 
hearing & petition for leave to Intervene 

GRIPPING L Citizens for Pair Utility Regulation. GRIFFIN.R L, Griffin, R l #380 7097 
88/09/12 Atomic Safety and Licensing Board Panel Ip 46843.168-46843.226. 

-3809210062 Citizen for Pair Util Regulation (CFUR) first suppl to 880811 request for 
hearing & petition for leave to Intervene * CFUR 8B0811 request for hearing & petition 
(or reave lo intervene should be granted.W/Certificate of Svc 
GRIFFIN.R.L Ciltzens for Fair Utility Regulation GRIFFITH L. Griffin, R L 88/09/12 
Atomic Safely and Licensing Board Panel, 10pp 46843 169 46843 177 

-6809210067 Affidavit of JJ Macktal re oppressive terms of settlement agreement for 
addl safety concerns Related Info end 

MACKTALJ J, TU Electric (formerly Texas Utilities Generating Co,)* 8B/09/09. 40pp 
46843-178-46643 226 

8809210015 Forwards amended Certificate of Svc 
CAMP OS. L G TU Electric [formerly Texas Utilities Generating Co) #388 7099 68/ 
09/13 Atomic Safety and Licensing Board Pane!, 2pp. 46843 028 46843 029 


H. General correspondence 

B8C9160103 Advises that HD Burner appointed as senior vice president, effective 
8B0826, 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co,). 88/09/00, Docu 
ment Control Branch (Document Control Desk) Ip 46863 320 46863-320, 


J. Insurance & Indemnity Information 

6808310192 Forwards Endorsement 4 to NELIA Certificate NW-167 & Endorsement 6 to 
MAELLf Certificate MW- 190. 

COUNSIL.W.G , BECK.J.W TU Electric (formerly Texas Utilities Generating Co ) 88/ 
08/26 MURLEY.T Office of Nuclear Reactor Regulation, Director {Post 070411) 3pp, 
46717 356-4671 7'358, 


Q. Inspection reports, IE Bulletins & correspondence 

8808190195 NRC Info Notice fiB-069, “Movable Contact Finger Binding In HFA Relays 
Mfg by GE ” Svc fiat end 

ROSSI, CE Division ol Operational Events Assessment (Post 87041 1) 86/08/19 
Consolidated EdEsonCo of N&w York, Inc 125pp, 46690.054-46690 1 78. 


8808260101 Forwards plant meteorological tower parameters for Jan Apr 1988, per open 
items Irom (nap Repts 50-445/88 07 & 50-446/86 06 

COUNSIL.W G„ TU Etectnc (formerly Texas Utilities Generating Co.) 88/08/19 Docu 
ment Control Branch (Document Control Desk) 3pp 46669 136 46669 140 

8808160451 NRC Info Notice 80 068, "Setpoint Testing of Pressurizer Safety Valves W 
Filled Loop Seals Using Hydraulic Assist Devices *' Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 68/00/22 
Consolidated Edison Co of New York, Inc. 121pp 46702.311-40703 070 

8608290010 Advises that dale for dispositlonmg of DR C-88-03094 revised fo 8G1Q2S 
contrary to commitment made In 880620 Itr responding to notice of violation Item 
A.445/8827-V-01 

COUNSIL.W, G. TU Electric (formerly Texas Utilities Generating Co). 88/09/22. Docu 
ment Control Branch (Document Control Desk) Ip 46680 181 466B0 191 

6006290067 Responds lo NRC 880722 Itr re violalions noted in Insp Repts 50 445/68 
46 & 50 446/88 44 Corrective actions.NCR 88-11506 issued 4 

disposilioned Response to Item A will be provided by 8BO906 
COUNSIL.W, G TU Electric (formerly Texas Utilities Generating Co.). 88/09/22, Docu 
ment Control Branch (Document Control Desk) 4pp 46668 301-46668 304. 

8808180369 Suppl 1 to NRC Into Notice 80 048, "Licensee Rept of Defective Rolur 
blshed Valves Svc list end 

ROSSJ.CE Division of Operational Events Assessment (Post 87041 1) 80/09/24 
Consolidated Edison Co Of New York, (nc 122pp 46713 218 46713 219 

8808310083 Forwards revised response to open Items from NRC Design Validation Pre- 
gram Insps.per addl discussions w/NRC Civil/ Structural Open Item C/S-51 comple- 
tion date changed to 860420 & Design Basis Document will be revised by 880915 
COUNSIL.W G , BECK, J W. TU Electric (formerly Texas Utilities Generating Co). 86/ 
08/24. Document Control Branch (Document Control Desk). 29pp 46726 321- 
46725 349 

8808230112 NRC info Notice 08-070, "Check Valve Inservjce Testing Program PefrcEon 
cles 11 Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 60/00/20 
Consolidated Edison Co. of New York, Inc. 123pp 46713 095 48713 217 

8609080131 Ack receipt of 860822 Itr Informing NRC of steps taken to correct violations 
noted In tnsp Repts 50 445/88-46 & 50-446/08 44 

WARNICK.R.F Ofc of Special Projects 68/08/30. COUNSIL.W, G TU Electric (for- 
merly Texas Utilities Generating Co.)- 5pp, 46789-144-46789.140. 

880B260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list end, 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411) 80/00/01 
Consolidated Edison Co of Now York, Inc. 121 pp 46712:244 46713 004 

8609070555 Provides revised response to violations noted in Insp Repts 60-445/07 27 
& 50-446/ 07-20. Corrective actions, safety- related motors containing unldirocllorval 
fans field checked & verified to have proper fan rotation. 

COUNSIL.W G , WOODLAN.D.R, TU Electnc (formerly Texas Utilities Generating Co) 
89/09/01 Document Control Branch (Document control Desk) 2pp, 48772 096- 
46772 097. 

8809080184 Notifies thal dlspositlonlng of deficiency repts generated as result of review 
will extend beyond Sept 1988 Date when full compliance will be achieved for EA86- 
009, App B.ltem LB 2 revised to be no tater than 881230, 

COUNSIL.W.G , WOODLAN.D R, TU Electric (formerly Texas Utilities Generating Col, 
08/09/01 Document Conlrol Branch (Document Control Desk) Ip 4B792.196 
46792-196. 

8800300018 NRC Info Notice QB 072, "Inadequacies in Design of DC Motor-Opeifttcd 
Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 60/09/02, 
Consolidated Edison Co. of New York, Inc 122pp. 46726-001-46728.123 

8809090105 Forwards Insp Repts 60-445/88 47 & 60 446/80 42 on 880707- 0802.VIO- 
latlons noted under review for appropriate enforcement action. 

GRIMES, C I Ofc of Special Projects. 80/09/02 COUNSIL.W G, TU Eleclnc (formerly 
Texas Utililles Generating Co ) 7pp 46007 015 46807-042 

-8B09090108 Insp Repts 50-445/88-47 & 50-446/80-42 on 880702-0802. Violation 
noted Major areas Inspected applicant actions on const deficiencies, Info Nollco 85* 
024, previously Identified Items & removal of protective coating from piping, 

PHILLIPS, H.S, LIVERMORE.H H. Ofc of Special Projects 00/09/02. 21pp 
46807.022-46807 042 

8609140278 Responds to NRC 880722 Itr re violations noted In Insp Repts 50-445/86- 
46 & 50-446/88 44 Corrective act Ions .Procedure Change Notice PCN MMI-904-R3 3 
written on 8B0627 to correct Step 5.3 10. 

COUNSIL.W G. TU Electric (formerly Texas Utilities Generating Co.). 88/09/06 Docu- 
ment Control Branch (Document Conlrol Desk). 4pp 46840 273-46840 270 

8809150201 Responds lo NRC 800722 Itr re violations noted In Insp Repts 50-445/88- 
44 & 50-446/80 40.Correclive action'appropriate procedures revised lo require verifi- 
cation walkdown of temporary mods on 6-month basis 

COUNSIL.W G, TU Electric (formerly Texas Utilities Generating Co) BB/09/06. Docu- 
ment Control Branch (Document Control Desk). 5pp, 46857 058-46857*062 

8809140162 Ack receipt of 880201 & 0901 Itrs Informing NRC of steps taken lo correct 
violations noted In Insp Repts 50-446/87-27 & 5O-446/07'2O, 

WARNICK.R.F. Ofc of Special Projects 88/09/07. COUNSIL.W G. TU Electric (for- 
merly Texas Ulilllies Generating Co), 5pp 46836 054-46836:058 

8609190255 Forwards Insp Repts 50-445/88 60 & 60-446/88-50 on 080809-1 1. No vio- 
lations or deviations noted, 

WARNICK.R.F Ofc of Special Projects 88/09/09, COUNSIL.W G. TU Electric (for- 
merly Texas Utilities Generating Co ), 3pp. 46805 300-46885*313 

-8809190257 Insp Repts 50-445/80 60 & 50-446/88-56 on 800809 11 No violations Of 
deviations hoted Major areas Inspected: operational status of emergency prepared- 
ness program, 

TERC.N.M., EVERETT.R J Region 4, Ofo of the Director. 88/09/07. 5pp 46886 309- 
46885*313 
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0920 OT 56 Discusses 880B18 telcon re util operating requirements for use of mobile 
ab during radiochemistry confirmatory insp. Requests parking space for lab be provld- 

(VAR NIC K R F. Region 4, Ofc of the Director 88/09/09 COUNSIL.W.G TU Electric 
formerly Texas Utilities Generating Co,). 4pp. 46900 285-46900 280, 


09060339 NRC Info Notice 80 074, “Potentially Inadequate Performance of ECCS in 
a WRs During Recirculation Operation Following LOCA " Svc fist end. 

TOSS1CE Division of Operational Events Assessment (P09I 870411) 88/09/14 
Consolidated Edison Co. of New York, Inc 122pp 46824 215 46824.336 


09120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circullry '* Svc list end 

ROSSI GE. Division of Operational Events Assessment (Post 070411) 88/09/16 
Consolidated Edison Co of New York, Inc 124pp 46946 133-46946 252. 


091 39360 NRC Into Notice 88 076, "Recent Discovery of Phenomenon Not Provious- 
v Considered in Design of Secondary Containment Pressure Control.” Svc list encf 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co. or New York, Inc l26pp 46946 253-46947 013 


09269123 Responds to NRC 880819 Itr re violations noted in Insp Repts 60-445/08* 
51 & 60-446/89 47 Corrective actions Procedure ECE 5 02,Rov 1 revised to assure 
hat pace replacement authorizations reviewed & approved by contractors 
DOUNSIL.W.G TU Electric (formerly Texas Utilities Generating Co) 88/09/19. Docu- 
ment Control Branch (Document Control Desk). 3pp. 46957 170 46957 172 


8809140277 Supplemental Deficiency Rept CP-83-08 re ASME documentation for 
welded brackets on valves supplied by Fisher Controls Initially reported on 
830423 NRC concerns re details of analysis resolved & replacement of valve brackets 
scheduled 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co) 88/09/09 Docu- 
ment Control Branch (Document Control Desk) 2 pp 46837 360 46337 361 

8809200375 Interim Deficiency Rept CP-88-30 re cold overpressure mitigation sys actu- 
ation during accident events. Initially reported on 83071 8,EvaIualion continuing Next 
report will be subm ilted by 08 1 1 02 

COUNSIL.W.G TU Electric (formerly Texas Utilities Generating Co) 80/09/12 Docu- 
ment Control Branch (Document Control Desk) Ip 46916 165 46916,165 

8B09 190201 Supplemental Deficiency Rapt CP-88-07 re reactor coolant pump 
wiring Initially reported on 880111 Unit 1 corrective actions rescheduled for completion 
by 081215 Unit 2 schedule remains unchanged 

COUNSIL.W.G , MARSHALL, J.S TU Electric (formerly Texas Utilities Generating Co) 
00/09/13 Document Control Branch (Document Control Desk), Ip 46899,302- 
46899 302 

8B09230171 Interim Deficiency Rept CP 06 23 re tube stee! mfg defects, Initially report- 
ed on 880314 Evaluation of impact upon safety of plant operations continuing. Next 
rept will be issued by 861116 

COUNSIL.W G , WOODLAN.D.R TU Electric (formerly Texas Utilities Generating Co) 
08/09/14. Document Conlrol Branch (Document Control Desk) ip. 46932,301- 
46932,301 


Reportable occurrences, LERs 6 related correspondence 

09019341 Amend 2 to 870311 rept re potential problem w/stalic exiter voltage regu- 
alor reset design provided as part of DSR/DSRV standby dlosel 
generator Recommends that SEVR control circuits be modified to energize StRV on 
3 signal 

3UNTRUM.BC IMO Delaval, Inc. 80/08/17. NRC - No Detailed Affiliation Given. 3pp 
46720 305 46720.307 

00260123 Supplemental Detictency Rept CP-07-70 re prebond pipe wall 
ihickfiess Initially reported on 871228 Advises that post- bend pipe thickness insps 
cetng conducted under another field verification method 

DOtiNSlL.W.G. TU Electric (formerly Texas Utilities Generating Co] 88/08/10, Docu 
-rent Conlrol Branch (Document Control Desk) Ip 4665B 203-46650 283 

08319165 Supplemental Deficiency Ropt CP-85-49 ro unevaluatod fluid transient In 
sleam supply line for auxiliary feedwater pump Initially reported on 851 220, Comple- 
tion date for Unit 1 mods revised to 881229. „ , „ „ _ t , 

COUNSIL.W.G , BECK.J W TU Electric (formerly Texas Utilities Generating Co] 08/ 
~ ' l - {Document 


38/20. Document 
46717.360 


Control Branch (D 


Control Dosk) Ip. 46717,360- 


09060315 Supplemental Deficiency Rept CP-B6-16 re potential tor zinc embrittlement 
af stainless steel Instrument tubing during fire, Initially reported on 870121 Evaluations 
af issue determine that no fire zones requiro mod r, 

COUNSIL.W G TU Elecldc (formerly Texas Utilities Generating Co.), 88/08/31. Docu- 
-nenl Control Branch (Document Control Dosk) 2pp 40768 , OO8 46760-009 

09060392 Supplemental Deficiency Ropt CP-07-132 re unqualified Llmltorqup 
actuators Initially reported on 880105 Corrective actions for Unit 1 havo boon roschod- 
Jled for completion by 0B1 2 14, Schedule for Unit 2 remains unchanged, 

CQUNSIL t W G TU Electric (formerly Texas Utilities Generating Co.). 08/08/31. Docu- 
ment Control Branch (Document Control Dosk), Ip, 46762 357-46762 357 


8609230249 Supplemental Deficiency Rept CP-86-51 re anchor bolls supplied by 
Hlltl Initially reported on 080204 Applicable design basis document revised to incorpo- 
rate reduction In ultimate tensile capacity (or Hllli bolts, 

COUNSIL.W G„ BECK.J W TU Electric (formerly Texas Utilities Generating Co,). 08/ 
09/14, Document Control Branch (Document Control Desk) 2pp. 40932,144- 
46932-145, 

8809200249 Interim Deficiency Rept CP-80-032 re chemical & vol control sys suction 
stablllzor.lnitlally reported on 88DB1 5 Evaluation conlmuing Next rept will be submitted 
by 890122 

COUNSIL.W.G , WOODLAN.DR TU Electric (formerly Texas Utilities Generating Co.) 
88/09/14. Document Control Branch (Document Control Dosk) Ip 46965.196- 
46965 196 

8009260335 Supplemental Deficiency Ropt CP-GB-li2 re Class IE & Non Class IE cable 
separation. Initially reported on BG01 11. Completion data for rerouting & rede signal Ion 
of Unit 1 Cables E0140291 & EG 140305 as non-Class IE revised 
COUNSIL.W.G , WOODLAN.DR TU Electric (formerly Toxas Utilities Generating Co] 
00/09/14. Document Control Branch (Document Control Dosk), Ip. 46950 340- 
46950.340 

6809260080 Supplemental Deficiency Rept CP-84 017 re flooding concerns Initially re- 
portod on 8406 16, Engineering walkdowns to determine Interactions w/essential 
oqulpmont, based on revised flood level rescheduled for 880915. 

COUNSIL.W G , MARSH ALL, J.S TU Electee {formerly Texas Utilities Generating Co,). 
00/09/15. Document Control Branch (Document Control Desk) Ip 46957.360- 
46957.360 

8809260131 Supplemental Deficiency Ropt CP-B0-15 ro containment max flood 
level Initially reported on 880118 Unit 1 corrective actions rescheduled for completion 
by 000216 & Unit 2 rescheduled for completion prior to fuel toad. 

COUNSIL.W G, BECK.J.W. TU E tec trie (formerly Texas Utilities Generating Co) 08/ 
00/16 Document Control Branch (Document Control Desk) Ip 46950,095- 
46956 095 


09060396 Interim Deficiency Rept CP-68-033 re emergency dlosel generator static 
j xci ter voltage regulation circuitry defictency.lnitfally reported on 00083O.Evaluatlon of 
tractive action required to resolve deficiency conllnuos 

COUNSIL.W.G, TU Electric (formerly Texas Utilities Generating Co,). 86/00/31. Docu 
mont Control Branch (Document Control Desk). 2pp 46764 308-467G4 307 

09070007 Supplemental Deficiency Rept CP-07-23 re conduit unions. Initially reported 
an B70727 Corrective actions for Unit 1, scheduled for completion by 80083 l.reschod- 
jted for completion by 881216.Unlt 2 completion schedule unchanged, 

COUNSIL.W G TU Eloctrlo (formerly Texas Utilities Generating Co). 80/08/31 Docu- 
ment Control Branch (Document Control Desk). Ip. 46703:360-46783.360 

09670332 Supplemental Deficiency Rept CP-B7-122 ro various equipment nozzle load 
nierlaces Initially reported on 880105 Stress calculation determined that no ovarstress 
Mndilion in clip angles exists.Next rept will bo submitted by 091212 „ „ 

DOUNSIUWG., WOODLAN.DR. TU Electric (formerly Texas Utilities Generating Co.) 
38/09/01. Document Conlrol Branch (Document Control Desk). 2pp 46779.192- 
46779:193, 

09070407 Supplemental Deficiency Rept CP-87-27 re condensate storage tank 
sverpressunzalion Initially reported on B71202, Implementation of Unit 1 corrective ac- 
i*ons continuing New completion dale for Unit 1 activities Is 881220, 

DOUNSIL/W.G , WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.) 
38/09/01 Document Control Branch (Document Control Desk), Ip 46779 168- 
46779.168. 

09070416 Supplemental Deficiency Rept CP-87-07 re Items procured w/ Q Code C 
alher than A initially reported on 880219 ^ . 

COUNSIL.W.G , MARS HA LI, J S. TU Electric (formerly Toxas Utilities Generating Co ) 
38/09/01 Document Control Branch (Document Conlrol Desk). Ip. 46713.340- 
46713'348, 

09090143 Supplemental Deficiency Rept CP-87-121 re 6 9 kV/480V transformer bus 
o-ar clearance .Initially reported on 880 foe. Schedule date for modifying transformer 
Jesign for remaining transformers revised New Unit 1 completion date Is 881130. 
DOUNSIL,W.G. ( WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating [Co ), 
38/89/01. Document Control Branch (Document Control Desk) Ip. 46794:357- 
46794:357. 


09130330 Supplemental Deficiency Rept CP-87-130 re svc water sys hammer & 
column separation at Inlet & outlet o? emergency diesel generator Jackal water 
holers Initially reported on 880513 Breakers to be Installed In Unit 1 by 801213. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 08/09/02. Docu- 
ment Control Branch (Document Control Desk). Ip 46830,071-46830 071. 


8009260337 Supplemental Deficiency Rept CP-87-121 ro 6.0KW4BOV transformer bus 
bar clearance Initially reported on 880106. Concludes that transformer mod at 810 ft 
not required based upon calculated clearance 

COUNSIL.W.G. TU Metric (formerly Texas Utilities Generating Co). 88/09/19 Docu- 
ment Control Branch (Document Conlrol Desk) 2pp 46956 227-46956 228 


U, Congresalonal/Execiitlve Correspondence 

8608260346 Forwards quarterly rept for second quarter of CYOO.per H.R 97-850. 
ROGERS.K.C. Commissioners aa/OB/23. BEVILLJ House of Rep,, Appropriations 
11pp. 46929 330-46929,349 


V. Operator Examinations 

8808260061 Notification of 880830 meeting w/utll fn Glen Rose.TX to discuss operator 
training program & operator exam results Meeting agenda end 
GRIMKc.I Ofc of Special Projects 80/08/22 PARTLOW.J.G. Ofc of Special 
Projects. 6pp. 46669.201-46669 206 

8809080176 Forwards proposed schedules for operator licensing & requalilicatlon 
exams, 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co) 80/08/31 
HANNON, J Region 4, Ofc of the Director. 3pp 46797 , 140-46797 150 

8009140255 Summary of 660830 meeting w/ licensee representatives at util site re oper- 
ator training program & license exam results W/llst of attendee s.agenda & vfew- 

SrFmIs.C I. Ofc of Special Projects. 08/09/02 Ofc of Special Projects. 24pp 
46830-241 -46839-264 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A, Appllcatlon/constructlon stage documents & correspondence 

8008120294 Generic Ur 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipmenl.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 879411), 00/08/08 Consolidated 
Edison Co of New York, Inc 41pp 47065.001-47065 006 
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8900290239 Forwards Rev 1 to ER-ME-01, "RCS Cold Sy s Hydrostatic Test Rept ” 
COUNSIL.W.G, WOODLAND, D R TU Electric (formerly Texas Utilities Generating 
Co) 80/00/23 Document Control Branch (Document Control Desk), 2pp 46677 217* 
46877 225 


8909230127 fnforms of B8Q722 distribution of plant ASME Section III Code Control 
Manuals 37 & 36 to NRC. 

COUNSIL.W.G TU Electric (formerly Texas Utilities Generating Co). 88/09/19 Docu 
ment Control Branch (Document Control Desk) Ip. 46945 296 46945 290 


-B808290245 Rev 1 to ER-ME01, "RCS Cold Hydrostatic Tost Rept” 

SKIGGS.M TU Electric (formerly Texas Utilities Generating Co) 88/OB/10 7pp 
46677-219 46677 225 

88GB3Q0043 Notification of 860991 meeting w/uljl,Wes ting house & RL Cloud to review 
plant pressurize/ surge line stratification. 

WILSON, JH Ofc of Special Projects 88/08/25. GRIMES.C I Ofc of Special Projects 
5pp 46693-202-46693.206 

8809010207 Forwards Corrected Amends 9 & 8 to CPPR-126 & CPPR-127, 
respectively.roflectlng reallocalron of ownership interest. Safety evaluation & notice of 
issuance of amends also end. 

GRIMES.C I Ofc of Special Projects. 88/08/25 COUNSIL.W.G TU Electric (formerly 
Texas Utilities Generating Co ) 6pp. 46744 098 46744.109 


8609230170 Summary of 880907 meeting w/utll In Rockville.MD re bounding anaWs 
for stress condition pressurizer surge. List of attendees & presentation mail 
end Proprietary version of presentation 9licfes also end 

MALLOY.M Ofc of Special Projects 80/09/ 19 Ofc of Special Projects 6€co 
46941.269 46941:359. ^ 

B609270004 Notification of 860929 meeting w/util In Rockville.MD to discuss f$AR 
changes under review by Plent Sys Branch 

WILSON, J.H. Ofc of Special Projects 80/09/21 GRIMES.C I Ofc o-f Special Projects 
4pp. 46969 017*46960.020. * 


F, Security, medical, emergency & fire protection plane 


-*8809010301 Corrected Amends 9 & 6 to CPPR-126 & CPPR-1 27, respectively, reflect- 
ing reallocation of ownership interest in plant 

GRIMES.C. I . Ofc of Special Projects 68/00/25. 2pp. 46744 103 46744.104. 

••8609010304 Safety evaluation supporting corrections to Amends 9 & 8 to CPPR-126 & 
CPPR-1 27, respectively. 

* Ofc of Special Protects. 80/08/25 3pp. 46744 105 46744 107. 

-8009010307 Notice of Issuance of corrected Amends 9 & 0 to CPPR-126 & CPPR- 
127,resp©ctively,showing change In ownershpp Interest. 

GRIMES.C I ofc Of Special Projects 8B/08/25 2pp 46744*106-46744 109 

8B0902026B Forwards facility Isolator test procedure for core coolEng momtors.in re 
sponae to Generic Ltr 82-33, *‘R equipments for Emergency Response Capability.’ 1 
Isolators scheduled to be tested as early as B80926 

COUNSfL.W.G TU Electric (formerly Texas Utilities Generating Co,). 8B/0B/29, Docu 
mojit Control Branch (Document Control Desk). 6pp. 46745 113-46745.1 18. 

6009010330 Change Notice 1 to notification of 880907 meeting w/util, Westlnghouse & 
RL Cloud in RocRville.MD lo discuss plant pressurizer surge lino stratification. 
WILSONJ.H. Ofoof Special Projects 68/00/30. GRIMES.C I. Ofc of Spedal Projects. 
5pp 46721:226-46721.230 

8809070100 Summary of 880810 meeting w/utit & Westinghouse in Rockville.MD re ap- 
plication of faak-bofore-break methodology to prossunzor surge line, Mooting 
noUce.agenda.tist of attendees & slides used in presentation end. 

WILSON, J.H. Ofc of Special Projects. 63/00/31. Ofc of Special Projects 20pp 
46776-247-40776 276. 

8809060302 Notification or GBC913 meeting w/utll In Glen Rose.TX to discuss removal 
of Plasite liner from svc water sys piping 

GRIMES.C I Ofo of Special Projects 88/09/02. FARROW, JG. Ofc of Special 
Projects, 4pp. 46763*342-46763:345. 

8809220042 Notification of 880921 forthcoming meeting w/utl In Rockville.MD to dis- 
cuss Chemical Engineering Branch FSAR review for Ccinanche Peak 
WILSON, J H. Ofc of Special Projects 88/09/02 GRIMES.C I Ofc of Special Projects 
4pp, 46930.036 46930 039. 

8809070166 Notification of 8B0907 mealing w/Hcensfie In Rockville.MD to discuss pres- 
surizer surge line thermal stratification. 

TAM.PS. Project Directorate 1-4 60/09/01, MURLEV.T E„ SNIEZEK.J,, 

CRUTCHFIEIO.D NRC - No Detailed Affiliation Given 3pp. 46779 169-46779,171 

8809140367 Responds to B80815 request for addl Info re qualification of radiation pro- 
tection manager candldale.Util proposes to create new position of assistant radiation 
protection managar.Responsibllitias ol assistant listed. 

COUNSIL.W.G., MARSH ALL, J S TU Electric (formerly Texas Utilities Generating Co ) 
88/09/07 Document Control Branch (Document Control Desk), 4pp 46042 292- 
46842.295. 


6809150083 Forwards proprietary overheads re pressurizer surge stratification leak- 
before-break from 880907 presentation. Enel withheld. 

BECK.J.W. TU Electric (formerly Texas Utilities Generating Co). 88/09/07. Document 
Control Branch (Document Control Desk). 2pp, 46659 354 46859 356, 


8609130001 Notification of 880921 meeting w/util In Rockville.MD to discuss Tech 
Specs for plant 

WILSON, J H. Ofc cf Special Projects 88/09/09. GRIMES.C, I. Ofc of Special Projects. 
4 pp. 46833:311-46833 314, 

0809160221 Change Notice 1 to notification cf rescheduled 660922 meeting In 
Rockville.MD lo discuss plant Tech Specs, 

WILSON, J H. Ofc of Special Projects 88/09/1 4, GRIMES.C! Ofc of Special Projects 
2pp. 46884' 353-46884*354, 


a 809230123 Advises of completion statue of primary portion of SAW engineering func- 
tional evaluation (EFE) & requests NRC approval lo Integrate other planned EFE ef- 
forts. 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co,). 68/09/14. Docu- 
ment Control Branch (Document Control Desk) 3pp 46945:186-46945*188. 


80092801 B6 Forwards Suppl 3 lo “Human Factors CRDR of Comanche Peak Steam 
Electric Station," final rept, Provides update ol CRDR program activities re status of 
human engineering deficiencies. 

COUNSIL.W G, MARSHALL, J.S, TU Electric (formerly Texas Utilities Generating Co). 
68/09/15, Document Control Branch (Document Control Desk). Spp 46947:329- 
46947.354. 


-8809260191 Suppl 3 to "Human Factors CRDR of Comanche Peak Steam Electric 
Stalkm.’* 

* TU Electric (formerly Texas Utilities Generating Co). 88/09/30. 23pp. 46947*332- 
46947-354. 


8809250159 Forwards current version of CPRT findings & related project commitments 
data base used lo coordinate CPRT documents, findings, actions & related closure/ 
tracking documents. 

COUNSIL.W G.. BECK.J.W, TU Electric (formerly Texas Utilities Generating Co). 68/ 
09/16, Document Control Branch (Document Control Desk). 165pp. 46950 062- 
46950.226. 


8800260048 Forwards Rev 6 to aecunty training & qualification plan Rev withheld (ref 
10CFR73.21). 

COUNS1L,W G. TU Electric (formerly Texas Utilities Generating Co.). 88/08/22 Docu- 
ment Control Branch (Document Control Desk) Ip 4b654 305 46654,305 

8608260063 Forwards Rev 6 to plant physical security plaaEncI withhold (rcl 
10CFR2,790(a)(41), 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 80/08/22. Docu 
ment Control Branch (Document Control Desk) Ip. 46655 359-46655 359 

0BO9OQO159 Notification of 880908 meeting w/ulil In Rockville.MD to discuss Rev 10 to 
emergency preparedness plan & related issues 

WILSON, J.H. ore of Special Projects, 88/08/31, GRIMES.C I Ofc of Special Projects 
4pp. 46748-052-4674B 055, 

6B091 40083 Corporate emergency mgt plan Implementing procedures, including Rev 4 
to CERP-108, Release of Emergency Related Info” & Rev 6 to EPP-204, "Acluauon 
of Technical Support Ctr (TSC) & TSC Personnel Duties," W/B80907 ltr. 
COUNSIL.W.G., MAR SHALL, J.S. TU Electric (formerly Texas Utilities Generating Co) 
68/09/07. 79pp 46839.348-46840,066 

0809190255 Forwards Insp Repls 50-445/88 60 & 50-446/88-68 op 6BO0O9-1 1 No vio- 
lations or deviations noted 

WARNICK.R.F Ofc of Special Projects, 88/09/09. COUNSIL.W.G. TU Eldclrlo (lof- 
merly Taxes Utilities Generallng Co) 3pp, 46885,306 46885.313. 

-6809190257 insp Repts 50-445/88*60 & 50 446/08-56 on 880809-1 1 No violations or 
deviations noted Major areas Inspected' operational status of emergency prepared- 
ness program, 

TERC.N.M. Region 4, Ofc of the Director. 08/09/07 5pp. 46085 309 46005313 

8809260207 Summary of 860908 meeting w/utll In Rockville, MD re changoa to omei- 
gency plan since Rev 8 was reviewed by staff & results of review documented fcn 
safely SER Meeting notice &, list of attendees end 

WILSON, JH. Ofc of Special Projects. 88/09/20. Ofc of Special Pro|ocls. 1 1pp 
46956,096 46956-110. 


G. Adjudicatory correspondence 

8609020090 Advises of official hours of NRC to serve pleadings, papers or cfocumonls in 
Hearing Div of Ofc of General Counsel, 

SCINTO.J F Assistant General Counsel for Hearings #388 8093 68/00/24 
AHRENS.P., AMIRIAN.A N , ARMSTRONG.W, Affiliation Not Assigned. 3pp 
46667.065-46667.067, 

8809020052 Applicant answer to request for hearing & petition for leave to intervene by 
Citizens for Fair Util Regulation.* Request should be denied based on inabillly to de- 
velop allegations. Certificate of Svo end, 

EDGAR, G.L TU Electric (formerly Texas Utilities Generating Co,). EDGAR, GL 
Newman & Holtzlnger #388 6978 88/00/26. Commissioners 34pp. 46000 226 
46666:250. 

8809020034 Advises that RL Griffin, counsel for Citizens for Fair Utf 
Regulation, inadvertently o milled from svc list for applicant 880820 answer to roquosi 
for hearing 8 petition for leave lo Intervene.W/Certlficale of Svc. 

SCHMUT2.T A. TU Electric (formerly Texas Utilities Generating Co), SCHMUT2.TA 
Newman & Holtzinger. #388 6980 88/08/29 JULIAN, E Docketing & Sorvkos 
B ran ch , 4 pp, 46668- 204-4 6666.207 

8809020111 NRC Staff response In opposition to request tor hearing & petition for leave 
to Intervene by Citizens for Fair Util Regulation.* Petitioner requesl should bo 
denied Certificate of Svo end, 

MOORE.J E. Assistant General Counsel for Hearings. #388 7002. 80/08/31. Commis- 
sioners, 35pp. 46667.080-46667:114. 

8809210055 Forwards Citizens for Fair Util Regulation first suppl lo 860811 requosl tor 
hearing & petition for leave to Intervene. 

GRIFFIN, R L Citizens for Fair Utility Regulation. GRIFF1N.R.L, Griffin, R.L, 0300 7097 
80/09/12. Alomlo Safety and Licensing Board Panel. Ip. 46843:168-46843*226. 

-8009210062 Citizen for Fair Util Regulation (CFUR) first suppl to 880811 request foe 
hearing & petition for leave to Intervene,* CFUR 880811 request for hearing & pfllilion 
for leave to Intervene should be granted.W/Certlflcate of Svc 
GRIFFIN.R.L Citizens for Fair Utility Regulation. GRIFFIN, R.L Griffin, R.L. 88/09/12. 
Atomic Safety and Licensing Board Panel. 10pp. 46843:169-46843:177, 

“8809210067 Affidavit of JJ Macktal re oppressive terms of settlement agreement for 
addl safety concerns, Related Info end 

MACKTAL.J J TU Electric (formerly Texas Utilities Generating Co ). 80/09/09. 48pp, 
46843:178-46843:226. 

8809210016 Forwards amended Certificate of Svo, 

CAMPOS, L.G. TU Electric (formerly Texas Utilities Generallng Co.). #360 7099. 68/ 
09/13, Atomic Safety and Licensing Board Panel. 2pp, 46643:028-46043:020. 
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General correspondence 

19150103 Advises that HD Burner appointed as senior vice president, effective 
30826 

JOUNSIL.WG TU Electric (formerly Texas Utilities Generating Co) 08/09/08 Docu- 
ment Control 8ranch (Document Control Desk) Ip 46863 320 46063,320 


nsurance & Indemnity Information 

18310192 Forwards Endorsement 4 to NELIA Certificato NW-167 & Endorsement 5 to 
AAELU Certificate MW-190 

JOUNSIL.W.G , BECK.J.W TU Electric (formerly Texas Utilities Generating Co,) 00/ 
■6/26 MURLEY.T. Office of Nuclear Reactor Regulation, Director (Post 070411) 3pp 
67 1 7*356-467 1 7 350. 


8009160201 Responds to NRG 800722 Itr re violations noted fn Insp Repts 50 445/88* 
44 & 50 446/00 40 Corrective action appropriate procedures revised to require verifi- 
cation walkdown of temporary mods on 6 month basis, 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co) 80/09/06 Docu- 
ment Control Branch (Document Control Desk) 5pp 46857 058-46057 062. 

8009140162 Ack receipt of 000201 & 0901 lira Informing NRC of steps taken to correct 
violations noted in Insp Repts 50*445/07*27 & 50 446/07*20, 

WARNICK.R F Ofc of Special Projects 88/09/07 COUNSIL.W G TU Electric (for- 
merly Texas Utilities Generating Co,) 5pp 46036 054-46836 058 

0809190255 Forwards Insp Repts 50 445/00-60 & 60 446/80*56 on 000809*1 1.No vio- 
lations or deviations noted 

WARNICK.R F Ofc of Special Projects 08/09/09, COUNSIL.W G. TU Electric (for- 
merly Texas Utilities Generating Co ) 3pp 46B05 306 460B5 313, 


Inspection reports, IE Bulletins & correspondence 

>8190195 NRC Info Notice 88 089, "Movable Contact Finger Binding in HFA Relays 
Ma by GE.* 1 Svc list encl. 

iOSSI.C E Division of Operational Events Assessment (Post 870411) 80/08/ 19 
Consolidated Edison Co. of Now York, Inc. 125pp 46690 054-46690 178 

>8260101 Forwards plant meteorological tower parameters tor Jan-Apr 1908, per open 
ems from Insp Repts 60-445/88*07 & 50 446/80 06 

XXJNSIU.W.G. TU Electric (formerly Texas Utilities Generating Co) 00/00/ 19, Docu- 
pent Control Branch (Document Control Desk) 3pp 4B600.13B-46660 140, 


-8809100257 Insp Repts 50 445/00*60 & 50 446/88-56 on 880809-11 No violations or 
deviations noted Major areas inspected operational status of emergency prepared- 
ness program 

TERC.N M , EVERETT, R J Rogion 4, Ofc of the Direotor, 80/09/07 5pp, 46885 309* 


8809200156 Discusses 080818 telcon ro util operating requirements for uso of mobile 
lob during radiochemistry confirmatory insp Roquoals parking space for lab be provld- 
ed 

WARNICK.R F, Region 4, Ofc of tho Director. 08/09/09. COUNSIL.W G TU Electric 
(formerly Texas Utilities Generating Co.}. 4pp 46900,285*46900 , 288 


>6160451 NRC Info Notice 80 060, "Setpoint Testing of Pressurlzer Safety Vatvog W/ 
Tiled Loop Seals Using Hydraulic Assist Devices ” Svc Hal encl 
10SSLCE Division of Operational Events Assessment (Post 070411) 08/00/22 
Tonsolidaled Edison Co. of New York, Inc 121pp 40702*31 1-46703 070, 

>8290010 Advises that date for dlsposltlonlng of DR C-88 03094 revised to 801028 
.ontrary to commitment made in 880620 Itr responding to notice of violation Item 
1,44 5/8 02 7-V *01. 

XHJNSIL.W.G, TU Electric (formerly Texas Utilities Generating Co ), 80/08/22 Docu- 
nent Control Branch (Document Control Desk), Ip 46680*1 81 -46600*101 


8809080339 NRC Info Notlco 08 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc list encl 
ROSSI, C,E, Division of Operational Events Assessment (Post 870411). 08/09/14, 
Consolidated Edison Co of New York, Inc 122pp, 46824'215 46024.336 

8809120197 NRC Into Notice 08*076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry." Svc list encl 

ROSSI, C E Division of Operational Evonls Assessment (Post 870411) 08/09/16 
Consolidated Edison Co, of New York, Inc 124pp 46946,133-46946 252, 


>3290067 Responds to NRC 880722 Itr re violations noted in Insp Repts 50-445/06- 
16 & 50*44 6 /B8-4 4 .Correc live actlons.NCR 80-11586 issuod & 

Fspositioned Response to Item A will bo provided by 080906 
XXJNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co,). 00/08/22. Docu- 
nent Control Branch (Document Conlrol Desk). 4pp 40660 301*46660 304 

>9190366 Suppl 1 to NRC Info Notice 88 040, "Licensee Rept of Defective Rofur- 
rished Valves. Svc list encl 

tQSSI.C.E. Division of Operational Events Assessment (Post 070411), 08/00/24. 
Consolidated Edison Co, of New York, Inc. 122pp. 46713.210 48713.210 

>9310063 Forwards revised response to open items from NRC Design Validation Pro 
iram Insps.por addl discussions w/NRC.Civll/ Structural Open Item C/S-51 complo 
km date changed to 800428 & Design Basis Document will be revised by 060915. 
X)UNSIL,W.G. ( BECK.J.W. TU Electric (formerly Texas Utilities Generating Co,), 08/ 
16/24 Document Control Branch (Document Control Desk). 29pp 46725 32)- 
16725:349. 

>8230112 NRC Info Notice 80*070, "Check Valve Inservlco Testing Program Detlclon 
Svo list encl. 

10SS1.C.E. Division of Operational Events Assessment (Post 070411). 00/00/20 
Consolidated Edison Co. of Now York, Inc 123pp 46713 095-4671 3*217 

>9060131 Ack receipt of 800822 Itr Informing NRC of steps taken to correct violations 
wted fn Insp Repts 50-445/88-46 & 60-446/08-44, 

IVARNICK.R.F Ofo of Special Projects. 08/00/30. COUNSIL.W G. TU Electric (for- 
nerty Texas Utilities Generating Co.) 5pp. 46789:1 44-46709* 148 

>9260492 NRC Info Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1000 H Request for Collection of Licensee Radioactivity Measurements Attributed to 
[Ml Event. 1 ' Svo list encl. 

1GSSI.C.E. Division of Operational Events Assessment (Post 070411). 88/09/01. 
Consolidated Edison Co. of New York, Inc, 121pp, 46712*244 46713*004 

39070565 Provides revised response to violations noted in Insp Repts 60 445/87*27 
1 50 446/87-20 Corrective actio ns. safety- related motors containing unidirectional 
ana field checked & verified to have proper fan rotation. 

rQUNSlL.W.G., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co). 
>8/06/01. Document Control Branch (Document Control Desk). 2pp, 46772 096- 
16772 097. 


179090194 Notifies that dlsposltlonlng of deficiency repts generated as result of review 
h 111 extend beyond Sept 1980.Date when full compliance will be achieved for EA-0B* 
W&.App B.ltem 1,8.2 revised to be no later than 881230, 

XltJNStL.W.G , WOODLAN.D.R, TU Electric (formerly Texas Utilities Generating Co,) 
>6/09/01, Document Conlrol Branch (Document Control Desk). Ip. 46792 196- 
16792*196, 


96900019 NRC fnfo Notice 80-072, "Inadequacies In Design of DC Motor-Oporatod 
/elves " Svc list encl. 

^OSSI.CE. Division of Operational Events Assessment (Post 870411), 88/09/02. 
Consolidated Edison Co, of New York, Ino, 122pp 46726.001-46726:123 

00090105 Forwards Insp Repts 60-445/80-47 & 50-446/88 42 on 080707- 0802.V1O- 
ationa noted under review for appropriate enforcement action 
3RIMES.C.I, Ofo of Special Projects. 88/09/02. COUNSIL.W.G. TU Eleclrio (formerly 
Texas Utilities Generating Co.). 7pp. 46807.015*46807:042, 

6090901 0B fnsp Repts 60-445/88-47 & 50-446/00-42 on 080702-0802 Violation 
xrted Major areas tnspected*appllcant actions on const deficiencies, Info Notice 05- 
>24,prevlou8ly Identified Items & removal of protective coating from piping, 

FILLIPS, H.S, LIVERMORE.H.H. Ofc of Special Projects 80/09/02, 21 pp 
16687.022-46607.042. 


09H0278 Responds to NRC 880722 Itr re violations noted In Insp Repts 60-445/00- 
16 & 50*4 46/88-44.Correctlve actions Procedure Change Notice PCN MMI-904 R3-3 
#ntteo on 880627 to correct Step 6.3,10, 

IJOUNSll.W.G. TU Electric (formerly Texas Utilities Generating Co.). 88/09/06. Docu- 
ment Control Branch (Document Control Desk), 4pp. 46840:273-46040*276. 


8BQ9130350 NRC Info Notice 00 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list encl 
ROSSI, C.E Division of Operational Events Assessment (Post 670411). 88/09/19. 
Consolidated Edison Co of Now York, Inc. 125pp 46946,253 46947.013 

8009260123 Responds to NRC 000019 Itr re violations noted in Insp Repts 50 445/80* 
51 & 60 446/00 47, Corrective actlons'Procedura ECE 6 02,Rov 1 revised to assure 
that page rep lace mo nt authorizations ro viewed & approved by contractors 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 86/09/19, Docu- 
ment Control Branch (Document Control Desk) 3pp. 46957*170-46957.172 


S. Reportable occurrences, LERb & related correspondence 

0800010341 Amend 2 to 070311 rept re potential problem w/static oxlter voltage regu- 
lator reset design provided as part of DSR/DSRV standby diesel 
gonorator Recommends that SEVR conlrol circuits be modified to energize SERV on 
start signal 

GUNTRUM.B C IMO Dolavat, Inc. 00/08/ 17 NRC - No Detailed Affiliation Given. 3pp 
4B720 305-46720 307. 

8808260123 Supplemental Deficiency Rept CP-87-70 re prebend pipe wall 
thickness Initially reported on 071 228 Advises that post* bend pipe thickness inspa 
being conducted under another field verification method, 

COUNSIL.W G. TU Electric (formerly Texas Utilities Generating Co ) 08/00/19. Docu- 
ment Control Branch (Document Control Desk) Ip 46658*203*46658,203 

0808310105 Supplemental Deficiency Rept CP-85 49 re unevaluated fluid transient In 
steam supply lino ror auxiliary feedwater pump Initially reported on 851220 Comple- 
tion date for Unit 1 mods revised to 881229 

COUNSIL.W G , 8ECK.J W. TU Electric (formerly Texas Utilities Generating Co.) 88/ 
08/26, Document Control Branch (Document Control Desk). Ip, 46717.360- 
46717*360 

8809060315 Supplemental Deficiency Rent CP 86*16 re potential tor zinc embrittlement 
of stainless steel instrument tubing during fire, Initially reported on 0701 21, Evaluations 
of Issue determine that no fire zones require mod. 

COUNSIL.W G. TU Electric (formerly Texas Utilities Generating Co,), 88/08/31. Docu- 
ment Control Branch (Oocumenl Control Desk) 2pp. 46758,008-46760 009 

8809060392 Supplemental Deficiency Rept CP-87-132 re unqualified Limltorque 
actuators Initially reported on 8801 05 Corrective actions for Unit 1 have been resched- 
uled for completion by 881 21 4 Schedule for Unit 2 remains unchanged 
COUNSIL.W.G TU Electric (formerly Texas Utilities Generating Co.) 00/08/31, Docu- 
ment Control Branch (Document Control Desk) Ip, 46762,357-46762.357 

8809070007 Supplemental Deficiency Rept CP-87-23 re conduit unions. Initially reported 
on 870727 Corrective actions for Unit 1, scheduled for completion by 800031, re sched- 
uled for completion by 881216 Unit 2 completion schedule unchanged. 

COUNSIL.W.G, TU Electric (formerly Texas Utilities Generating Co) 88/08/31, Docu- 
ment Control Branch (Document Conlrol Desk). Ip, 48703,360-46783.360, 

8809070332 Supplemental Deficiency Rept CP-87-122 re various equipment nozzle load 
Interfaces. Initially reported on 880105 Stress calculation determined that no overstress 
condition In clip angles exists Next rept will be submitted by 691212, 

COUNSIL.W G , WOODLAN.D.R, TU Electric (formerly Texas Utilities Generating Co) 
88/09/01. Document Control Branch (Document Control Desk). 2pp 46779’192- 
46779.193. 

8809070407 Supplemental Deficiency Rept CP-87-27 re condensate storage tank 
overpressurlzation, Initially reported on 871202, Implementation of Unit 1 corrective ac- 
tions continuing, New completion date for Unit 1 activities Is BB1220, 

COUNSIL.W.G,, WOODLAN.DR TU Eleclrio (formerly Texas Utilities Generating Co.). 
00/09/01, Document Control Branch (Document Conlrol Desk), Ip, 46779:166- 
46779,160 
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05O9O8Q 143 Supplemental Deficiency Rept CP 87-t21 re 6 9 kV / transtormer bu s 
bar clearance Initially reported on 860106 Schedule dale for modilying Uansfdrme 1 
design for remaining transformers revised New Unit 1 completion date is BB1130 
COUNSIL.W G , WOODUN.D FI TU Electric (formerly Texas Utilities Generating Co) 
80/09/01 Document Control Branch (Document Control Desk) Ip 46794 357- 
46794 357 

0809130330 Supplemental Deficiency Rept CP 87*130 re svc water sys Jwnmer & 
column separation at inlet & outlet of emergency diesel generator jacket water 
coolers Initially reported on 880513 Breakers Id be installed In Unit 1 ftfgjjgj. . 
COUNSil.W G TU Efectnc Iformerty Texas Utilities Generating Co ) 88/09/02 Docu- 
ment Control Branch (Document Control Desk) Ip 46830,071-46830 071 

8809140277 Supplemental Deficiency Rept CP-83 08 re ASME documentation for 
welded brackets on valves supplied by Fisher Controls Initially reported on 
830423 NRC concerns re details of analysis resolved & replacement of valve bracket* 
Schcdu ffid 

COUNSIL.W G TU Efectnc (formerly Texas Utilities Generating Co) 8B/O9/09 Docu- 
ment Control Branch (Document Control Desk), 2pp 46B37 360 46837 361 


DOCKET STN-50'454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8808300209 Forwards DRP Section 1A master activities plans for Aug 1988 to 
1 9B9 ( mcludmg in sps. security & radiation control v ^ 

FORNEY.W L Region 3, Ofc of the Director 88/08/22 HAGUE.R L Region 3 Ofcd 
the Director, 11pp. 46698 231*46690-241 y ,Urccl 

8809160165 Revised emergency plan implementing procedures .Including Rev 2 toBZ? 
380 2, “Rad/Chem Response to Personnel Injuries & Serious Contamination or 
sures" & Rev 4 to BZP 380*7, “Estimation of Oflsite Dose From Unplanned R* 

‘ Commonwealth Edison Co. 88/08/22 24pp. 46885 238-46805 261. 

8809260241 Rev 2 to Emergency Plan Implementing Procedure BZP 3B0 20. Atl aA 
ments A & B W/88091 3 Itr. 

MCGUIRE, L Commonweallh Edison Co 08/08/22 3pp 46957 054-46957056 


0809200375 Interim Deficiency Rept CP-B8-30 re cold overpressure mitigation sys actu- 
ation dunng accident events Initially reported on 680718 Evaluation continuing Next 

report will be submitted by 881102 A v ^ , _ 

COUNSIL.W G TU Efectnc (formerly Texas Utilities Generating Co) 88/09/12 Docu 
merit Control Branch (Document Control Desk) Ip 46916 165 46916 165 

0809190201 Supplemental Deficiency Rept CP 88 07 re reactor coolant pump 
winng Initially reported on 880111 Unit 1 corrective actions rescheduled ror completion 
by 881215 Unit 2 schedule remains unchanged ^ m 

COUNSIL.W G , MARSHALL.J S TU Electric (formerly Texas Utilities Generating Co) 
88/09/13 Document Control Branch (Document Control Desk) Ip 46899 302- 
46899 302 

0809230171 Interim Deficiency Rept CP 88 23 re tube steel mfg defects Initially report- 
ed on 880314 Evaluation of impact upon safety of plant operations continuing Next 
rept will be is sued by 881116 

COUNSIL.W G , WOODLAND R TU Electric (formerly Texas Utilities Generating Co) 
88/09/14 Document Control Branch (Document Control Desk) Ip. 46932 301- 
46932 301 

8009230249 Supplemental Deficiency Rept CP-86 51 re anchor bolts supplied by 
Hilti Initially reported on 880204 Applicable design basis document revised to incorpo- 
rate reduction in ultimate tensile capacity for Hilfl bolts 

COUNS1LAY G , 0ECK.JW TU ElecUic (formerly Texas Utilities Generating Co) 88/ 
09/14 Document Control Branch (Document Control Desk). 2pp 46932.144- 
46932145. 

6309260249 Intenm Deficiency Rept CP-88-032 re chemical & vol control sys suction 
stabilizer Initially reported on 880815 Evaluation continuing Next rept will be submitted 
by 890122 

COUNSILW G , WOODLAN.DR. TU Electric (formerly Texas Utilities Generating Co ) 
88/09/14 Document Control Branch (Document Control Desk) Ip 46965 196* 
46965196 


8809010123 Informs of silo visit on 680908 re emergency response facilities, per 880815 
letcon & IE Info Notice 86 018 Outline for evaluating licensee accomodations for NRC 
site team end. 

SHAFER, WO. Region 3, Ofc of the Director 88/08/24 REED.C Commonweallh 
Edison Co 3pp 46742 358-40742 360. 

0809090048 Advises that 800809 Rev 6B to emergency plan consistent w/provisjons of 
10CFR50 84 (q) & acceptable 

SHAFER.W.D. Region 3, Ofc of the Director, 88/08/31 REED.C Commonwealth 
Edison Co. 2pp 46B06 193 46806,194 

0809190342 Forwards Radiological Controls Team Inep Repla 50 454/86-13 & 50-455/ 
88-13 on 8B0801-12 No violations noted. 

SHAFER.W O Region 3, Ofc of the Director 88/09/13 REED.C Commonwealth 
Edison Co 2pp 46899 263 46899-288. 

-8009190345 Team Insp Repts 50-454/08-13 & 60-465/80-13 on 880801-12 No rota 
tlons noted.MaJor areas inspected operation radiation protectlon.radwaste mgl & non- 
radiological chemistry programsjncluding health physics organization 
MILLER.D E . GRANT, W.B., PAUL.R.A. Region 3, Ofc of the Director, 88/09/13 34pp 
46099 255 46899:260, 

6809230109 Forwards FEMA 080728 itr containing offsite emergency preparedness 
findings of Slate of IL for 871014 exercise. No deficiencies & two weaknesses 
fdenlified.involvlng corrective actions determined acceptable 
SHAFER.W.D. Region 3, Ofc of the Director. 88/09/16, REED.C, Commonwealth 
Edison Co 2pp. 46947:198 46947.238. 

-0009230192 Forwards FEMA rept on 871014 exercise of offsite radiological emergen 
cy response plans 

TRAVERS.W.0 Emergency Preparedness Branch 88/08/10 NORELIUS.CE Region 
3, Ofc of the Director Ip, 46947 200-46947,238 


8009260335 Supplemental Deficiency Rept CP-B8-12 re Class IE & Non Class IE cable 
separation Initially reported on 8801 1 1 Completion date for rerouting & radeslgnallon 
of Unit 1 Cables E0 140291 & EG 140305 as non Class IE revised 
COUNSil.W G„ WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co) 
88/09/14, Document Control Branch (Document Control Desk) Ip. 40950.340 
46950 340. 

8009260080 Supplemental Deficiency Rept CP 84-017 re flooding concerns Initially re- 
ported on 840816 Englneenng walkdowns to determine Interactions w/essential 
equipment, based on revised flood level rescheduled for 880915 
COUNSIL.W G , MARSHALL.J S TU Electnc (formerly Texas Utilities Generating Co } 
88/09/15 Document Controf Branch (Document Control Desk) Ip 46957 360- 
48957'360 

8009260131 Supplemental Deficiency Rept CP 88-15 re containment max flood 
level Initially reported on 8801 IS.Unit 1 correcln/e actions rescheduled for completion 
by 890215 & Unit 2 rescheduled for completion prior to fuel load 
COUNSIL,WG , BECK.JW, TU Efectnc (formerly Texas Utilities Generating Co), 88/ 
09/16 Document Control Branch (Document Control Desk) Ip. 46956 095 
46956 095 

6809200337 Supplemental Deficiency Rept CP-87-121 re 6 9KV/4B0V transformer bus 
bar clearance Initially reported on 880106 Concludes that transformer mod at 810 ft 
not required based upon calculated clearance 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ), 88/09/19 Docu- 
menl Controf Branch (Document Control Desk) 2pp 46956 227-46956 228 


U, Congressional/Executive Correspondence 

0000260346 Forwards quarterly rept for second quarter of CY88,per H R 97*850 
ROGERS.KC Commissioners B8/08/23 BEVILL.T, House of Rep, Appropnattons 
llpp 46929339-46929 349 


V. Operator Examinations 


8000200061 Notification of 880830 meeting w/util in Glen Rose.TX to discuss operator 
training program & operator exam results Meeting agenda end 
GRIMES.C.I. Ofc of Special Projects. 88/08/22 PARTLOW.JG, Ofc of Special 
Projects 5pp 46669 201-46669:205 H 


0009080176 Forwards proposed schedules for operator licensing & ^qualification 
exams 


COUNSIL.W.G TU Electro 
HANNON, J. Region 4. Ofc of t 


(formerly Texas Utilities Generating Co) 88/08/31 
ha Director. 3pp 46797 148-46797 150 


P. Operating license stage documents & correspondence 


6000260429 Forwards Amends 22 to Licenses NPF-37 & NPF 66 & Amends 11 to Li- 
censes NPF-72 & NPF-77 & safety evaluation, Amends approves changes to Tech 
Specs to modify existing liquid radwasle effluent line flow monitor 
SANDS, 5 P., OLSHAN.l.M Project Directorate 111-2, 80/08/05. BLISS.HE. Common- 
wealth Edison Co 4pp 46658,235 46658-261. 

-8808260442 Amends 22 to Licenses NPF-37 & NPF-66 & Amends 11 to licenses 
NPF-72 & NPF-77, approving changes to Tech Specs to modify existing liquid rad- 
waste effluent fine flow monitor 

MULLER, D R Project Directorate 111*2. 80/08/05 14pp. 46650:239 46658 252 

-08OB26O461 Safety evaluation supporting Amends 22 to Licenses NPF-37 & NPF 66 i 
Amends 11 to Licenses NPF-72 8c NPF-77 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/05 9pp 
46658 253-46658,261 


8000120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power factors 
re Instrument air supply sys problems affecting safety-related equipment Svc hat wa 
MJRAGLIA.F J Associate Director for Projects (Post 870411) 88/08/00. Consolidated 
Edison Co of New York, Inc 41 pp, 47065,001-47065*006, 


6008310031 Forwards addl info re 860903 application for amends to Licenses NPF 37 
& NPF-66 to increase storage capacity ol spent fuel pit racks, Including Sargent a 
Lundy Rept SAD 522, Rev 0 Info withheld, „ . . 

CHRZan6wSKI,R. Commonwealth Edison Co, 88/08/17 MURLEY.T.E Document 
Control Branch (Document Control Desk) 2pp. 46723 132-46723.134 


B0O912OO91 Final response to FOJA request for documents.Forwards documents hated 
In App A Documents at so avallahle In PDR. App B documents totally withheld [w 
FOIA Exemption 5), App C documents partially withheld (ref FOIA Exemption 5), 
GRIMSLEY.DH, NRC - No Detailed Affiliation Given 88/08/17. CONNOR.L Doc- 
Search Associates. 5pp, 46770.060-46770 089. 


-0809120137 Forwards assessments by Enforcement Staff of regional performances 
enforcement area from Jul-Nov 1685. „ 

AXELRAD.J A. Enforcement Staff, |E (Pre 870413) 86/12/13 BLAHA.J L Program 
Support 8 Analysis Staff, IE (Pre 870413). 13pp. 46770:211-46770 223 


8000260355 Forwards EGG-NTA-8028, “Technical Evaluation Rept.TMl Action - 
NUREG-0737 (II D.1),Byron Units 1 & 2," Util provided acceptable response Rept 
poses one addl requirement.Procedures to Insp valves should be adopted 
OLSHAN.LN Project Directorate 111-2. 88/08/18. BLJSS.H.E, Commonwealth Edison 
Co 3pp 46653:240-46653*269 


0009140255 Summary of 880830 meeting w/licensee representatives at util site re oper- 
ator training program & license exam results W/ltst of attendees, agenda & view- 
graphs 

4M39 ES ’ C 4 ° fC - ° f SpeCiSl Pf0,ecls 88/09/02 0f c of Special Projects. 24pp 


■/i 


-0800170132 “Technical Evaluation Rept.TMl Action - NUREG-0737 (IU . 

Units 1 & 2 ” _. u 

MILlER.e IK , YUAN.C.Y , NALEZNY.C L. EG&G Idaho, Inc (subs, of EG&G, Inc). FIN 
A-6492 EGQ-NTA-8028. 88/01/31 NRC - No Detailed Affiliation Given. 26pP 
46&S3'249-46653 269, 
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803260275 Requests that util analyze allegation re possibility of unqualified contractor 
personnel performing eddy current testing Results of review should be submitted 
within 30 days of Itr receipt.EncI withheld (ref 10CFR2 790) 

GHEENMAN,EQ Region 3, OJc of the Director 88/08/19 REED.C Commonwealth 
Edison Co 2pp 4 66 56.35 7 -46 6 56 350. 

>809010346 Advises that 680707 Rev 51 to QA Topical Rept CE-1-A satisfies 
lOCFRSO.App 8 requirements & acceptable. 

WRIGHT..GC Region 3 L Ofc of the Director 89/08/19 REED.C Commonwealth 


Heglc 

Edison Co. 2pp. 46742.071-46742.072 


0609020179 Forwards Safety Insp Rept 50-454/88-14 on 880810-12 No violations 
noted 

HARRISON.JJ Region 3, Ofc of the Director. BB/08/29 REED.C Commonwealth 
Edison Co 2pp 46750,255-46760 261 

-8809020180 Safety Insp Rept 60 454/88-14 on 0B081O-12Na violations or deviations 
noted Major areas inspected facility mods associated w/snubber reduction.training & 
licensee action on previous insp findings 

GAVULA.J A . DANIELSON.DH Region 3, Ofc of the Director 88/08/29 5pp 
46750 257-46750 261. 


>808290273 Forwards list of mods Incorporated Into vot reduction sys f safety evalua 
iiorts & Feld change notices, per 880520 telcon 

CHRZANOWSKI.R. Commonwealth Edison Co 80/08/23. MURLEY.T E Document 
Control Branch (Document Control Desk) 300pp 46676 212-46677 215 


809130311 Provides human engineering discrepancies & justification for schedule ex- 
tensions per final DCRDR summary rept 

HU’NSADER.S.G Commonwealth Edison Co 00/00/25 MURLEY.T E. Office of Nu 
dear Reactor Regulation, Director (Post 070411) 3pp 46830 056-46030 050 


>809190300 Advlse3 that util has requested State of IL EPA to have Outfalls 001(e) & 
002{e} redesignated from const runoff to site stormwater runoff & to withdraw monitor 
lag requirements for outfalls 

CRRZANOWSKF.F Commonwealth Edison Co 88/09/06 DAVIS.AB Region 3, Ofc 
of the Director. Ip. 46808*333 46098 333 


1009290065 Forwards Rev 52 to Topical Rept CE-1-A, "Commonwealth Edison Co QA 
Program for Nuclear Generating Stations “ Rev made to chance PACS part of charts 
& consolidate PACS organization chart to reflect new organization 
MORGAN, WE. Commonwealth Edison Co. 88/09/13 Document Control Branch 
(Document Control Desk). Ip. 46999:322-46999 336 


-6610050335 Rev 52 to "Commonwealth Edison Co QA Program for Nuclear Genorat- 

S^EWSKI.W. Commonwealth Edison Co CE-1-A R52 80/09/13 12pp 46999 323- 
46999 336. 


1609270009 Forwards safety evaluation supporting util Inservice testing program for 
pumps & valves Integral simulation tost program addressed In rept covers first 10 yr 
intervals from 850916-950916 for Byron 1 & from 870821-970821 for Byron 2, 
OISKAN.L Project Directorate 111-2 86/09/16 BLISS.HE Commonwealth Edison Co 
6pp. 46967:344 46988 020. 


-9009270010 Safety evaluation rept re inservice testing program (1ST) & requests for 
relief 1ST program & relief requosts will provide reasonable assurance of operational 
readiness of pumps & valves, MJ11JJ4 _ 

* Office of Nuaear Reactor Regulation, Director (Post 070411) 80/09/16, 5pp 
46967 350 46966 028. 


8808260492 NRC Info Notice 06 071, ‘‘Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 68/09/01. 
Consolidated Edison Co of Now York, Inc 121pp 46712 244 46713 004 

880B3 00010 NRC Info Notice 06 072, “Inadequacies In Design of DC Motor-Operated 
Valves " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co, of New York, Inc 122pp 46726 001-46726 123 

8009150223 Responds to NRC Bulletin 68 005 & Suppls 1 & 2 re Piping Supplies, Inc & 
West Jersey Mfg Co mails complying w/ASME Code requirements Itemized list of 
components received end 

MORGAN, W E Commonwealth Edison Co 80/09/08 Document Control Branch 
(Document Control Desk) 31pp 46Q57O21-46057O51. 

8809160237 Advises that util 0BO81O proposed alternate schedule for compliance w/ 
NRC Bulletin 80-009, “Thimble Tube Thinning (n Westinghouee Reactors, accepia- 

OLSHAN.L N Project Directorate III 2 00/09/ 13. BLISS, H E Commonwealth Edison 
Co 2pp. 46G04 355 46004.356 

8809190342 Forwards Radiological Controls Team Insp Repts 50-454/88-13 & 50 455/ 
80- 1 3 on 080801-12 No violations noted 

SRAFER.W D Region 3, Ofc of the Director 88/09/13 REED.C Commonwealth 
Edison Co 2pp 46090 253-46899 288 

-8899190345 Team Insp Repts 60 454/06-13 & 50-455/88-13 on 880801-12 No viola- 
tions noted Major areas Inspected operation radiation protection/adwaste mgl & non- 
radiological chemistry programs, Including health physics organization 
MILLER.DE, GRANT, W.B., PAUL.R.A Region 3, Ofc of tho Director 08/09/13 34pp 
48099.255 46099 200 

88090B0339 NRC Info Notice 80-074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA/’ Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411). 60/09/14 
Consolidated Edison Co of Now York, Inc 122pp 46824,215.46824*336. 


1809260160 Forwards request for add) info re Thol roduction program 8 proposod 
amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-75 revising Tech Spoc ro boat 
flux hoi channel factor as function of core hoight. 

OLSHftN,LN. Project Directorate 111-2 88/09/16. BLISS, H.E. Commonwealth Edison 
Co. 6pp. 46945*336-46945*345. 


>. Inspection reports, IE Bulletins & correspondence 


1008260012 Submits alternate schedule for establishing & Implementing Insp program 
as described In NRC Bulletin 80-009, “Thimble Tubo Thinning in Wesllnghouso Reac- 
tors " Justification for deviation provided 

MORGAN.W.E Commonwealth Edison Co. 80/00/18. Document Control Branch 
(Document Control Desk). 3pp. 46654.030 45654*032 

1800190195 NRC Info Nollca B8O09, "Movable Contact Finger Binding in HFA Relays 

ROSSI.C I, DivfJon ^Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co. of New York, Inc 125pp 46690 054-46690:170. 

1400 260 2 50 Forwards Safety insp Repts 50 454/88-11 & 50-455/88-11 on 880701- 
0615 & notice of violation Requests supplemental response to violation re aclions to 
be taken to permanently Improve mod program for documentation 
GREENMAN.EG. Region 3, Ofa of Ihe Director 00/08/19 REED.C. Commonwealth 
Edison Co. 2pp 46670.040-46670:050 

-6008260267 Notice of violation from Insp on QB0701-081 5 Violation noted from 
080610-1 6, Level switch OLS-SX097 for OB basin deenergized, rendering OB essential 
svo water makeup pump Incapable of starting automatically on low water level 
GREENMAN,E.G Region 3, Ofc of the Director. 68/08/19 Ip 46670,042*46670.042, 

-8600260299 Safety Insp Repts 60-454/68-11 & 60 465/08-11 on 880701- 0816 Viola- 
tion noled.MaJor areas inspected, licensee action on previous Insp 
findings. LERs.bullotln followup, ope ratio ns summary, training, refueling, surveillance & 

HINDS. J M. Region 3, Ofc of Ihe Director. 88/00/19 17pp, 46670 043-46670*058 

$806160451 NRC Into Notice 88 068, “Setpoint Testing of Pressurlzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices," Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 80/08/22. 
Consolidated Edison Co. of New York, Inc 121pp. 46702 311-46703*070. 

$806300209 Forwards DRP Section 1A master activities plans for Aug 1988 to Jan 
1989.lncludJng Insps, security & radiation control. . ni _ 

FORNEY, W L Heglon 3, Ofc of the Director. 88/08/22 HAGUE, R.L. Region 3, Ofc of 
the Director llpp- 4669B.231-46698’241. 

3808160368 Stippl 1 to NRC Info Nolice 88 048, "Licensee Rept of Defective Refur- 
bished Valves.’ Svc list end OQ , rtQ .-. 

ROSSI.C E Division of Operational Events Assessment (Post 070411). 80/08/24. 
Consolidated Edison Co. ofNew York, Inc, 122pp 46713.218 46713*219. 


1800230112 NRC Info Nolice 88-070, “Check Valve Inservice Testing Program Deficien- 


cies.’' Svc Hal end. 

ROSSI.C E. Division of Operational Events Assessment (Post 870411) 88/08/29. 
Consolidated Edison Co, of New York, Inc 123pp. 46713*095-46713.217. 


0009200172 Advises of generic Inservice testing concerns Identified by NRC as result of 
Insp on 8B0022-26,Acfdl listed info re pumpa & valves requested 
GREENMAN.E.G Roglon 3. Ofc of tho Dlroctor 08/09/15. REED.C Commonwealth 
Edison Co. 4pp. 46956.056-46956 058. 

8609120107 NRC Info Notice 68 075, “Disabling of Diesel Generator Oulput Circuit 
Breakers by Anti Pump Circuitry." Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 070411) 88/09/16, 
Consolidated Edison Co of Now York, Inc. 124pp 46946 133 40946 252. 

0009130360 NRC Info Notice 00 076, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control/' Svc list end. 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/09/19. 
Consolidated Edison Co, of New York, Inc 125pp 46946 263 46947.013 


R, Periodic operating reports A related correspondence 

0809010002 "Effluent & Waste Disposal Semiannual Rept for Jan-June 1988" W/ 
880012 Hr, 

PLENIEWICZ,R Commonwealth Edison Co 00/06/30. 15pp 46743 092 46743.106 

8609190247 Monthly operating repls (or Aug 1900 tor Byron Nuclear Power Stalion W/ 
880910 Itr 

SPITZER.DJ, PLENIEWICZ.R Commonwealth Edison Co 00/08/31 14pp. 

40097*201-46897 294. 


S. Reportable occurrences, LERb & related correspondence 


8008310084 LER 68-005*00*on 8G0804, stability trip enable annunciatora & unit stability 
generator trip annunciator actuated resulting In reactor trip. Caused by microwave 


noise S tabl I ify generator trips disabled! W/880825 Hr 
TULGN.T, PLENIEWICZ.R Commonwealth Edison 
46699.083. 


Co. 08/08/25. 4pp 46699 080- 


0009140048 LER 87-018 01 *on 870811, main feedwater pump thrust bearing wear an- 
nunciator activated In main control room, Caused by broken wire on proximity 
probe Feedwaler pump supervisory Instrumentation repaired & recallbr W/880907 Hr. 
HIGGINS.T., PLENIEWICZ.R, Commonwealth Edison Co, 08/09/07. 4pp, 46845:117- 
46845*120 

6809 1 40055 LER 88-006-OQ.on 0BOB26,fuel handling bldg booster fan actuated & 
dampers aligned to filter fuel handling bldg monitor sensed undervoltage condition & 
transferred to interlock mode.Caused oy voltage transient W/800907 Itr 
FLAHIVE.R,, PLENIEWICZ.R. Commonwealth Edison Co. 88/09/07 4pp 48840*267- 
46840*270 


V. Operator Examinations 

0009140186 Requests listed ref matl required for reactor/senlor reactor operator licens- 
ing exams scheduled tor wk of 880109, Forwards Instructions 
WRIGHT, GC Region 3, Ofo of the Director. 88/09/09. REED.C. Commonwealth 
Edison Co, lOpp, 46840,117-46840,126. 
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F. Security, medical, emergency & fire protection plans 


88083-00209 Forwards DRP Section 1A master activities pfans for Aug 1988 to Jan 
19B9,ln eluding insps.secunfy & radiation control ftlll<11 , pn i _ , . . 

FORNEY.WL Region 3, Ofc of the Director, 86/00/22 HAGUE,R L Region 3, Ofc of 
the Director llpp 46696 231-46698-241 

8609160165 Revised emergency plan implementing procedures, includina Rev 2 to i BZP 
380 2, "Rad/Chem Response lo Personnel Injuries & Serious Contamination or Expo* 
suras" & Rev 4 to BZP 300-7, "Estimation of Offsite Dose From Unplanned R«a- 

•^Cornmon wealth Edison Co 88/08/22 24p p, 46885 238 48885:281. 


6809260241 Rev 2 to Emergency Plan Implementing Procedure BZP 380 20, Altach- 

MCGUIRE.^CoiTim'oiJwealth Edison Co. 86/08/22 3pp 46957 054-46957,056 

8809010123 Informs of site visit on 030905 re emergency response facilities, per 6B0816 
telcon & IE Info Notice 30 01 3 Outline for evaluating licensee accomodations for NRC 

S | (g (-00_m Q^qI 

SHAFER.W.D. Region 3, Ofc o! the Director, BB/08/24, REED.C. Commonwealth 
Edison Co. 3pp 48742 358 46742,360. 

6809090048 Advises that 680809 Rev 6B to emergency plan consistent w/provisions off 
10CFR 50.54(a) & acceptable. 

SHAFER, W.D Region 3. Ofc of the Director 88 /0B/31. REED.C. Commonwealth 
Edison Co 2pp. 40806,193-46806 194, 

6809190342 Forwards Radiological Controls Team Insp Repts 60-454/S6-13 8 50 455/ 
88-13 on 880a0M2.No violations noted, 

SHAFER.W.D, Region 3, Ofc of the Director 68/09/13, REED.C Commonwealth 
Edison Co 2pp 46399 253 46899-288 


-6609190345 Team Insp Repts 50-454/88-13 & 50-455/8B-13 on 88030M2.No viola- 
tions noted Major areas inspected operation radiation protection, rad waste mgt & non- 
radiological chemistry programs, including health physics organization. 

MILIERD.E,, SUAWINSKLVV J , HOUSE.J E. Reg' 

34pp 40399 255 46899-288, 


jy .11 1 uryaititaumi. 

Region 3, Ofc of the Director. 88/09/13. 


6609230169 Fonvards FEMA 030728 Hr containing offsite emergency preparedness 
findings of State of IL for 871014 exercise. No deficiencies & two weaknesses 
Identified, involving corrective actions determined acceptable. 

SHAFER.WD Region 3, Ofc of the Director, 88/06/16 REED.C, Commonwealth 
Edison Co 2pp, 46947-108 46947 :23B. 


-8809230192 Forwards FEMA rept an B71014 exercise of offsite radiological emergen 

TRAvIhS.MS Emergency Preparedness Branch 80/OB/18 NORELltfS.C.E Region 
3, Ofc of the Director. Ip, 4694/ 200 46947-230 


P. Operating license stage documents & correspondence 

8806200-429 Forwards Amends 22 to Licenses NPF-37 & NPF-66 & Amends 11 to Li- 
censes NPF-72 & NPF-77 & safety evaluation Amends approves changes to Tech 
Specs to modify existing liquid radwaste effluent fine flow monitor. 

SANDS.SP, OlSHAN.LM Project Directorate MI-2. 88/03/05 BLISS, H.E. Common- 
wealth Edison Co 4pp 4805B 235-46658,261 . 

-6806260442 Amends 22 to Licenses NPF-37 & NPF-68 & Amends 11 to Licenses 
NPF-72 & NPF-77,approvlnp changes to Tech Specs to modify existing liquid rad- 
waste effluent lino flow monitor, 

MULLER, DR, Project Directorate 111 2. 36/08/05, 14pp 4665B 239 46656-252. 

-8608260451 Safety evaluation supporting Amends 22 to Licenses NPF-37 & NPF 66 A 
Amends 11 to Licenses NPF-72 & NPF-77. 

* Office of Nuclear Reactor Regulation, Director (Post 670411). 30/08/05. 9pp, 
46656,253 40658:261, 

8606120294 Generic Llr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safely related equipment Svc list end, 
MIRAGLIA,F.J Associate Director for Projects (Post 870411). 88/08/03, Consolidated 
Edison Co of New York, Ino. 41pp. 47065.001-47065-006 

8603310031 Forwards flddl info re 860903 application for amends to Licenses NPF-37 
& NPF-66 to increase storage capacity of spent fuel pit racks, Including Sargent & 
Lundy Rept SAD 522, Rev O.lnfo withheld 

CHRZANOWSKI.R, Commonwealth Edison Co. 88/08/17. MURLEY.T.E, Document 
Control Branch (Document Control Desk) 2pp. 46723.132-46723*134. 

8308260355 Forwards EGG-NTA-B028, "Technical Evalualton Repl.TMl Action * 
NUREG-0737 fll D.IVSyron Units 1 A 2V* Utit provided acceptable response.Rept lm- 
poses one add! requirement Procedures to Tnsp valves should be adopted 
OLSHAN.LN Project Directorate llt-2 88/00/ IS. BLISS.H.E. Commonwealth Edison 
Co. 3pp 48653 240-46653 26B. 

-6606170132 "Technical Evaluation Repl.TMl Action - NUREG-0737 (ij 0.1), Byron 
Units 1 & 2," 

M1LLER.G K , YUAN.C.Y , NALEZNY.C.L, EGAG Idaho, Ino (subs of EG4G, Inc.). FIN 
A-6492. EGG-NTA-6Q2B. 86/01/31. NRC - No Detailed Affiliation Given 20pp. 
46653:243 46653,269. 

6606260275 Requests that util analyze allegation re possibility of unqualified contractor 
personnel performing eddy current testing Results of review should be submitted 
within 30 days of Itr receipt Enel withheld (ref 10CFR2.79G) 

GREENMAN.E.G Region 3, Ofc of the Director 88/06/ 19. REED.C, Commonwealth 
Edison Co. 2pp, 46656:357-46656,358 

6808300209 Forwards DflP Section 1A master activities plans for Aug 1988 to Jan 
198 ^including lnsps,security & radiation control 

FORNEY.W.L Region 3, Ofc or the Director 86/08/22. HAGUE, R.L Region 3, Ofo of 
the Director, llpp 46698*23 1-46698 241. * 


8808290276 Forwards list of mods incorporated Into vol reduction sys, safety evalua 
lions & field change notices, per 860520 telcon 

CHRZANOWSKI.R Commonwealth Edison Co. 00/00/23 MURLEY.TE Document 
Control Branch (Document Control Desk) 300pp 46676 212 46677 215 

8609 1303 11 Provides human engineering discrepancies & justification for schedule ex 
tensions per final DCRDR summary rept 

HUNSADER.SC. Commonwealth Edison Co 60/08/25 MURLEY.TE. Office of Mu 
ctear Reactor Regulation, Director (Post 870411) 3pp 46830 056 46830 058. 

8609 190300 Advises that ulil has requested State of IL EPA to have Outfalls 001 (o) & 
002(e) redesignated from const runoff to site stormwater runoff & to withdraw monitor- 
ing requirements for outfalls 

CHRZANOWSKI.R Commonwealth Edison Co 88/09/06 DAVIS.AB. Region 3, Ofc 
of the Director Ip 46898 333 46898 333 

8809290065 Forwards Rev 52 to Topical Rept CE-1-A, "Commonwealth Edison Co QA 
Program for Nuclear Generating Stations " Rev made to change PACS part of charts 
& consolidate PACS organization chart to reflect new organization. 

MORGAN, WE, Commonwealth Edison Co 80/09/13 Document Control Branch 
(Document Control Desk} Ip 46999 322-46990 336 

-8610050335 Rev 52 (o “Commonwealth Edison Co QA Program for Nuclear Goneral 
Ing Stations. 11 

SHEWSKI.W. Commonwealth Edison Co CE-1-A R52 06/09/13. 12pp. 46909.323 
46999,336 

8009270009 Forwards safety evaluation supporting util Inservice testing program for 
pumps & valves Integral slmulahon test program addressed In rept covers first 10 yr 
Intervals from 950916 950916 for Byron 1 & from 870021*970021 for Byron 2 
OLSHAN,l Project Directorate IJI-2 88/09/15 BLISS.H.E Commonwealth Edison Co 
0p p 46967 344 46960 020 

-8609270010 Safety evaluation rept re inservlce testing program (1ST) & requests for 
relief 1ST program & relief requests will provide reasonable assurance of operational 
readiness of pumps & valvea. 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/00/16. 5pp 
49967 350-46968 028. 

8309260160 Forwards request for addl Info re Thot reduclion program & proposed 
amends to Licenses NPF-37.NPF ee^PF-TS 6 NPF-75 revising Tech Spec re heal 
flux hot channel factor as function of core height 

OLSHAN.L.N. Project Directorate lfl-2 08/09/16 BLISS.H E Commonwealth Edison 
Co 0pp. 46946*338 46945 345. 


Q. Inspection reportB, IE Bulletins & correspondence 

3303260012 Submits alternate schedule for establishing & implementing insp program 
as described in NRC Bulletin 80 009, "Thimble Tube Thinning In Wastlnghouso Reac 
tors." Justification for deviation provided 

MORGAN, W.E, Commonwealth Edison Co 00/00/18 Document Control Branch 
(Document Control Desk), 3pp 46654,030-40654-032, 

8308100195 NRC fnfo Notice 88 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE," Svc list end 

ROSSf.CE Division or Operational Events Assessment (Post 870411) 00/00/19. 
Consolidated Edison Co of New York, fnc. 125pp 46690 054 46690-178, 

3808260250 Forwards Safety Insp Repts 50-454/8B-11 & 50-455/88-11 on 000701- 
0815 & notice or violation Requests supplemental response to violation re actions lo 
be taken to permanently Improve mod program for documentation 
GREENMAN.E.G. Region J Ofc of the Director. 00/08/19. REED.C Commonweal 
Edison Co 2pp. 46670-040-46670 058, 

^8808260267 Notice of violation from insp on 00 070 1-08 15. Violation noted.frem 
66061 0*1 8, Level switch OLS-SX097 for OB basin cfeenerglzed.renderlng OB ossontlal 
svc water makeup oump Incapable of starting automatically on low water level 
GREENMAN.EG, Region 3, Ofc of the Director 88/08/19. Ip. 46670 042-46070 012 

-8808260299 Safety Insp Repts 50-454/88-11 & 50-455/00-11 on 880701- 0016 Viola* 
lion noted Major areas Inspected.licensee action on previous Insp 
findings, LERs, bulletin followup, operatic ns summary.tralnlng.re fueling .surveillance & 
malnt, 

HINDS.J M, Region 3, Ofo of the Director 80/08/19. 17pp 46670 043-46670 050 

3308160451 NRC fnfo Notice 68 068, "Setpoint Testing of PreBSunzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411), aa/08/2? 
Consolidated Edison Co, of New York, fnc. 121pp 48702.311-46703.070 

3803300209 Forwards DRP Section 1A master activities plans for Aug ISO 9 to Jan 
1909,1nckidlng In sps, security & radiation control. 

FORNEY.WL, Region 3, Ofc of the Director, 80/08/22 HAGUE, R L Region 3, Ofc of 
the Director. 11pp. 46698*231-46698-241 

3308180308 Suppl 1 to NRC Info Notice 08-040, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 68/06/24, 
Consolidated Edison Co of New York, Inc 122pp, 46713:210-46713 219 

8808230112 NRC Info Notice 88-070, "Check Valve fnservlce Testing Program Deficien- 
cies." Svc list end, 

ROSSI, C.E Division of Operational Events Assessment (Post 070411), 68/00/20-. 
Consolidated Edison Co, of New York* Inc, 123pp, 46713.095-46713-217. 

8806260492 NRC Info Notice 68 071, "Possible Environ Effect of Reentry of COSMOS 
t&OO & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event rt Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 08/09/91. 
Consolidated Edison Co of New York, Inc 121 pp 46712 244-40713:004 

8006300019 NRC Info Notice 86*072, "Inadequacies In Design of DC Motor-Operated 
Valves ” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment {Post 870411), 88/09/62. 
Consolidated Edison Co, of New York, Inc. 122pp 46726-001-46726 123. 
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&&G9 IS 0223 Responds to NRC Bulletin 8B-Q05 & Suppla 1 & 2 re PJptng Supplies, Inc & 
West Jersey Mfg Co matls complying w/ASME Code requirements Itemized list ol 
compKj nents received end 

MO Roan, WE Commonwealth Edison Co 80/09/08 Document Control Branch 
(. Daou nae nt Control Desk) 3tpp 46857 021-46057 051 

380^160342 Forwards Radiological Controls Team Insp Ropts 50 454/80-13 & 50-455/ 
OB-1 3 on 800801 -1 2 No violations noted, 

SHAFER.WD Region 3, Ofc of the Director 88/09/13 REEO.C Commonwealth 
Edison Co. 2pp 46899 253 46099 280 

-Sa09- 190345 Team Insp Ropts 50 454/80-13 & 60 455/80-13 on OBO0OM2No viola- 
tions noted Major areas inspected operation radiation protection, radwaste mgt & non 
radiological chemistry programs.mctudlng health physics organization 
MILLER p O,E , GRANT, W.B , PAUL.R A Region 3, Ofc of the Director 08/00/13, 34pp 
A 6B9 9, 25 5 46899 288. 

8309060339 NRC Info Notice 00 074, ‘’Potentially Inadequate Performance of ECCS in 
PW R s During Recirculation Operation Following LOCA " Svc list encl 
ROSS IX E Division of Operational Events Assessment (Post B70411) 00/09/14 
Consolidated Edison Co of New York, Inc. 122pp 46824 215-46824:336 

SS09 26Q172 Advises of generic mservlce testing concerns Identified by NRC as result of 
Insp on 860822-26 Addl listed info re pumps & valves requested 
GRHfSNMAN.EG Region 3, Ofc of the Director 08/09/15. IIEED.C Commonwealth 
Edison Co 4pp 46956055 46956 060 

0809*120137 NRC Info Notice 00 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anil Pump Circuitry " Svo list encl 

ROSQIXE Division of Operational Evonts Assessment fPost 870411) 08/09/16 
Consolidated Edison Co of New York, Inc. 124pp. 46946“ 1 33-46946 252 

8809130358 NRC Info Notice 00 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control, " Svc list encl 
ROSSIXE Division of Operational Events Assessment (Post 07041 1) 00/09/19. 
Consolidated Edison Co of New York, Inc 125pp 46946 253-46947 013. 


R. Periodic operating reports & related correspondence 


88090 10002 “Effluent & Waste Disposal Semiannual Rept for Jan June 1060 " W/ 
3BO& 1 2 ir 

PLtcNI ELWICZ.R Commonwealth Edison Co. 00/06/30 15pp 46743.092-46743 106. 

8 909190 247 Monthly operating repls tor Aug 10QB for Byron Nuclear Power Station, W/ 
600910 Ur. 

SPIT2ERD.J, PLENIEWICZ.R Commonwealth Edison Co, 00/00/31. 14pp. 

460 97:281 46897.294 


S* Reportable occurrences, LERs & related correspondence 

0808310093 LER 68 010 00, on 88072 1 , reactor containment fan cooler 2A & essential 
svc water outlet process radiation monitor 2C alarmed On 000727, sample Interval ex- 
ceeded 12 h Tocn Spec Ilmlt.Caused by personnel error.W/000025 Itr 
BARRETT.SP, PLENIEWICZ.R. Commonwaatlh Edison Co 00/08/25 4pp. 
4609 9:242-46609 246 

8809200221 LER 87-016 Ol.on 070029, feedwater isolation (FI) actuatod on high-2 
steam generator level Caused by personnel error In isolating wrong lovol 
Iransmilter.Technfclan disciplined, level transmitter unlsolatod & FI signal reset W/ 

0R6NOLEA, PLENIEWICZ.R Commonwealth Edison Co. 80/09/13 3pp. 46900 265- 
40900:267 


8809090048 Advises that 080009 Rev 6B to emergency plan consistent w/provisions of 
10CFR50 54(q) & acceptable 

SHAFER.WD Region 3, Ofc of the Director. 00/08/31 REED.C Commonwealth 
Edison Co 2pp 46806 193-46006 194 

08091 500 40 Forwards Insp Ropts 50 456/08 20 & 50 457/80-20 re plant Inattentive 
guard issue in response to 000022 Itr Safeguards info removed 
BERSON.B A Region 3, Ofc of the Director 88/09/07 SAUNDERS, B M Common- 
wealth Edison Co Ip 46804,1 13 46864,125 

-8809160061 Insp Repls 50 456/80-20 & 50-457/00 20 on 800620 Violation 

noted Major areas Inspected compensatory measures & access control re NRC Identi- 
fied incident Involving inatlentiveness to duty issue of security officers 
MADEDA.T J . CREE0.J R , MALLETT,B S, Region 3, Ofc of the Director, 00/07/01 
7pp 46064 1 16 46864 122 


-8809150053 Requests for sanitized copy of all repts on util Inattentive guard Issue 
SAUNDERS, BM Commonwealth Edison Co 60/08/22 BERSON.B Heqlon 3. Ofc of 
the Director 3pp 46064,123 46664,125, 


BB09220284 Forwards Safoty Insp Repts 50 456/88-22 & 50-457/88 2 2 on 880710 
0627 No violations noted, 

FORNEY, W.L Region 3, Ofc of the Director 00/09/14 REED.C Commonwealth 
Edison Co 2pp 46920 117-4 6928 132. 

-8809220265 Insp Repts 50 456/00-22 & 50 457/86 22 on 6B0710 0D27.No violations 
or deviations noted Major areas Inspected, LER review, heat wave effect, startup test 
observation, venficallon.radiologlcal protection & physical security 
HINDS.J M Region 3, Ofc ol the Director, 68/09/14, 14pp 46920 1 19-46928 132. 

8809280 198 Forwards notice of violation & proposed imposition of civil penalty from 
Insp Repts 50 456/60 20 & 50-457/68 20 on 060620 Encl withheld (rot 10CFR73 21), 
DA VIS, A B. Region 3, Ofc of the Director GQ/09/16. REED.C Commonwealth Edison 
Co. 3pp 46945 353-46945'355, 


P. Operating license stage documents & correspondence 


0800260429 Forwards Amends 22 to Licenses NPF-37 & NPF-6G & Amends 11 to LI 
censos NPF-72 & NPF-7? & safety evaluation, Amends approves changes to Tecf 
Specs to modify existing liquid radwasto effluent lino flow monitor, 

SANDS, S P„ OLSHANX.M, Projoct Directorate 111-2, 08/08/05 BLISS, H E Common 
wealth Edison Co 4pp 46650 235-46850 261. 

-8800260442 Amonds 22 to Uconses NPF-37 & NPF 66 & Amends 11 to License? 
NPF-72 & NPF-77 l epproving changoa to Tech Specs to modify existing liquid rad 
waste effluent lino ffow monitor. 

MULLER.DR Project Directorate 111-2 60/00/05 14pp. 46650 239-46658 252, 

-8008260451 Safety evaluation supporting Amends 22 to Licenses NPF-37 & NPF-QS t 
Amends 1 1 to Llconsos NPF-72 & NPF-77. 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 80/08/05. 9pp 
46650‘253 46058,261, 

0808120294 Generic Ur 08-14 to all holders or OLs or CPs for nuclear power reactor* 
ro instrument air supply sys problems affecting safety-related equipment Svc list encl 
MIRAGUA.FJ, Associate Director for Projects (Post 870411). O0/O8/OB, Consolidatot 
Edison Co. of New York, Inc 41pp 47065 001-47065 006 

0800310031 Forwards addl info ro 860903 application for amends to Licenses NPF-3, 
& NPF 66 to increase storage capacity of spent fuol pit racks, Including Sargent f 
Lundy Rept 8AD 522, Rev 0 Info withheld 

CHRZANOWSK!,R. Commonwealth Edison Co. 00/00/17 MUR LEY, T E Documen 
Control Branch (Document Control Desk) 2pp 467231 32-46723.134. 


V- Operator Examinations 

880 0140186 Requests listed ref mail required for reactor/sonlor reactor operator licens- 
ing exams scheduled for wk of 800109. Forwards instructions 
WFUGHT.GC Region 3, Ofc of the Director. 00/09/09 REED.C Commonwealth 
Edison. Co. 10pp. 46040 117 46040*126. 
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NRO Safety Evaluation Report (SER), supple & correspondence 

6B09O1OCE1 Informs of changes to emergency planning program Personnel accessing 
si to receive Itr describing expected action. Accountability guidelines provided to sta- 
tion d-opt heads & contractor supervisory personnel for review. 

HUNSADER.SC. Commonwealth Edison Co 8B/08/25, MURLEYJE Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 46719.079-46716 000 


p. Security, medical, emergency & fire protection plana 


8809010348 Advises that 060707 Rev 61 to OA Topical Rept CE-1-A satlstie 
10CFR60,App B requirements & acceptable. 

WRIGHT, QC Region 3, Ofc of the Director 80/00/19 REED.C. Commonwealll 
Edison Co. 2pp 46742 071-46742,072, 

8808290270 Forwards list of mods Incorporated Into vol reduction sye, safety evalue 
lions & field change notlcos.por 800520 lelcon 

CHRZANOWSKI.R Commonwealth Edison Co OS/OQ/23 MURLEY.TE Documer 
Control Branch (Document Control Desk) 300pp 46076 ’2 12-46677 215, 

8809010272 Forwards "Braidwood Unit 1 Cycle 1 Startup Rept Final Suppl,” 
HUNSADER.S.C, Commonwealth Edison Co, 68/08/26, DAVIS, A B Region 3, Ofc c 
Iho Director. Ip 46742.221-46742 270 

-8BQ9010277 “Braidwood UnU t Cycle 1 Startup Rept Final Supor 
r Commonwealth Edison Co 60/00/31 46pp 46742.222 46742.270 

8B09080406 Forwards rept on Llmitorquo operator lubrication for NRC review, Eigf 
valves found w/mixtures of 12 to 33% of Sun EP50 mixed w/Exxon Nebula EPQ 
EP1 Mixed grease maintained lubricating capability & will perform Intended functioi 
HUNSADER.se Commonwealth Edison Co, 68/06/26. MURLEY.TE. Office of Ni 
clear Reactor Regulation, Director (Post 670411) llpp 4676 0'1 85-46790, 195. 


3808300209 Forwards DRP Section 1A master activities plana for Aug 1988 lo Jan 
1089. including Ins ps, security & radiation control 

FORNEY, W.L. Region 3, Ofo of the Director 80/00/22 HAGUE, R,L. Region 3, Ofc of 
the Director. 11pp. 46698.231-46698*241 

6609 '140337 Responds to violations noted In Insp Repts 50-456/08-19 & 60 457/68- 
1 Corrective actionste merge ncy action level being revised to Include addl clarification 
as 4o when unusual event should be declared. 

BLfSS.HE Commonwealth Edison Co. 08/08/22 DAVIS, A B. Region 3, Ofc of the Di- 
rector. 6pp 46B 4 1:262-46041 .267. 

66094310051 Informs of changes to emergency planning program Personnel accessing 
site receive Itr desenbing expected action Accountability guidelines provided to sta- 
tion dept heads & contractor supervisory personnel for review. 

HUNSAQER.SC, Commonwealth Edison Co Bfl/08/25. MURLEYJ.E, Office of Nu- 
clear Reactor Regulation, Director (Post 67041 1). 2pp. 46719 079*46719:080. 


8809290065 Forwards Rev 52 to Topical Rept CE-1-A, "Commonweallh Edison Co Q 
Program for Nuclear Generating Stations “ Rev made to change FACS part of char 
& consolidate FACS organization chart to rafted new organization 
MORGAN, W E, Commonwealth Edison Co 60/09/13. Document Control Branc 
(Document Control Desk) Ip 46999,322-46999:336. 

-8810050335 Rev 52 to “Commonwealth Edison Co GA Program for Nuclear Genere 
Ing Stallona “ 

SHEWSKI.W, Commonwealth Edison Co. CE-1-A R52, 08/09/13. 12pp. 46999.32 
46999.336. r 

8809260160 Forwards request for addl info re Thot reduction program & propose 
amends lo Licenses NPF^NPF-ee.NPF-Za & NPF-75 revising Tech Spec re he 
flux hot channel faclor as function of core height 

OLSHAN,L.N. Project Directorate MI-2 66/09/16. BLISS, H.E Commonwealth Ed!s< 
Co, Opp 49945 330-46945-34S. 
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Q. Inspection reports, JE Bulletins 4 correspondence 


8808190195 NRC Info Notice 88-069, "Movable Contact Finger Binding in HFA Relays 

ROSS^C E Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co of New York, Inc 125pp 46690 054 46690 178 

8008160451 NRC Into Notice 88 068, "Setpoint Testing of Pressunzer Safety Valves W/ 
Filled loop Seals Using Hydraulic Assist Devices " Svc fist end 
ROSSLCE Division of Operational Events Assessment (Post 070411) 88/08/22 
Consolidated Edison Co ofNew York, Inc 121pp 46702 311*46703 070 

8808300209 Forwards DRP Section 1A master activities plans for Aug 1988 to Jan 
1989.includng msps, security A radiation control 

FORNEY,W L Region 3, Ofc of the Director 88/08/22 HAGUE, R L Region 3, Ofc of 
the Director 1 1pp 46698 231-46698 241 

8808300304 Forwards Exam Repl 50 456/OL-B8 01 administered dunng wk of 880718 
22 

WRIGHLGC RegHDn 3, Ofc of the Director 88/08/22 REED.C Commonwealth 
Edison Co 2pp 46691 036-46691 191 


-080830030-9 Exam Repl 50 456/OL B8 01 on 880718-22 Exam results three senior re« 
actor operators & one reactor operator candidates tailed exams 
DAMON, D J , SUNDERLAND.P R , HOPKINS, J A. Region 3, Ofc of the Director. 88/ 
08/18 128pp 4669 1 03 8 46691 191 

8809140337 Responds to violations noted in Insp Repts 50 456/88-19 & 50 457/86 
19 Corrective actions emergency action level being revised to Include addl clarification 
as to when unusual event should be declared 

BLfSS.H E. Commonwealth Edison Co 88/08/22 DAVIS, A 8 Region 3, Ofc of the Di- 
rector 6pp 46841 262 46841 267 

8808180368 Suppl 1 to NRC Jnlo Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/0B/24 
Consolidated Edison Co of Naw York, Inc, 122pp 46713 218 46713 219 


8808230112 NRC Info Notice 8B 070, "Check Valve Insorvlco Testing Program Oeficlen 
cies " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 88/08/29 
Consolidated Edison Co of New York, Inc. 123pp 46713 095 46713 217 


8608260492 NRC Into Notice 88 071, "Possible Environ Effect of Reentry of COSMOS 
1900 A Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event ’’ Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411). 88/09/01. 
Consolidated Edison Co of New York, tnc 121pp 46712 244 46713 004 

8808300018 NRC Info Nolice 88 072, “Inadequacies In Design of DC Motor-Operated 
Valves " Svc list encl 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/02 
Consolidated Edison Co of New York, Inc 122pp 46726 001 46726 123 


-8009220205 Insp Repts 50 456/88 22 & 50 457/80-22 on 880710 
or deviations noted Major areas Inspected LER review, heat wave 
observation, verification, radiological protection & physical security 
HINDS, J M Region 3, QJc of the Director, 88/09/14 I4pp, 46928 1 19 46928 


0827 No violations 
effect, startup i est 


8809260172 Advises of generic inservlce testing concerns Identified by NRC as 
Insp on 880822-26 Addl listed Info re pumps A valves requested. 1 w 

GREENMAN.E G Region 3, Ofc of the Director 00/09/15 REED.C CommonwMi* 
Edison Co 4pp. 46956 055 46956 058 mmonwealih 




SBUyuviS/ iiikj nuutuo oo*vrvi, unatn-Nmy ui L/iestai at 

Breakers by Anil Pump Circuitry " Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/0<i/ifi 
Consolidated Edison Co of New York, Inc 124pp. 46946 133 46946 252 


8809260198 Forwards notice of violation & proposed imposition of civil penaftv from 
Insp Repls 50 456/68-20 & 50 457/88-20 on 880620 Encl withheld (ref 1 0CFR73 sn 
DAVIS, A B Region 3, Ofc of the Director. 80/09/16 REED.C Commonwealth Edison 
Co. 3pp 46945 353-46945 355 


8809130350 NRC Info Notice 88 076, “Recent Discovery of Phenomenon Nol Previous 
ly Considered in Design of Secondary Containment Pressure Control " Svc list emt 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co of New York, Inc. 125pp 46946 253 46947 013. 

8809230007 Advises that NRC 880914 ftr forwarding safety Insp repls Incorrectly identi- 
fied fnsp Repls 50 456/88 22 A 50-457/88 22 as 50 456/87*22 A 50 457/87 22 re 
sportively 

FORNEY.W L. Region 3, Ofc of the Director 88/09/23. REED.C Commonwealth 
Edison Co 2pp. 46942 244 46942 245 


R, Periodic operating reports & related correspondence 


8808300057 "Semlanuual Radioactive Effluent Rept for Jan-June 19B8" W/ 0BO8O8l!r 
QUERIO.R E. Commonwealth Edison Co. 80/06/30 16pp. 46693 159 46693 174 

8809010194 Monthly operating repls for Jul 1988 for Braidwood Nuclear Power Station 
Units 1 A 2 W/860810 Hr 

PETERSON.M.W , QUERIO.R.E. Commonwealth Edison Co. 8B/07/31 14pp 

46740-309 46740 322 

88091902^^Momhly operating repts for Aug 1980 for Braidwood Nuclear Power 

PETERSON, M W., QUERIO.R E Commonwealth Edison Co 86/08/31 14pp 

46896 046 46896 059 


S. Reportable occurrences, LERs & related correspondence 


8809140024 Responds to discussion held dunng 8B0817 enforcement conference re 
grease mix within Lfmi torque valve operators Grease mixtures wifi perform intended 
junction Lubricating capability not reduced 

HUNSADER.S C Commonwealth Edison Co 88/09/02 MURLEY.T E Office of Nu 
clear Reactor Regulation, Director (Post 870411) 2pp 46838 350 46838 351 

8809190186 Forwards addl info requested dunng 880729 telcon re util 880715 response 
to Insp Repl 50-456/68*013 Bnef chronology of moveable Incore detection ays thim- 
ble cleaning & mcore- excore calibr surveillance also end 

BLISS.H E Commonwealth Edison Co 88/09/02 DAVIS.A B Region 3, Ofc of the Di- 
rector 4pp 46896 077-48896 080 

8809130325 Informs that NRC intends to consider Violation B re control room ventila- 
tion sys as modified when reviewing response to notice of violation A proposed impo 
sitwn of civil penalty 

LIEBERMAN.J Region 3, Ofc of the Director 68/09/07 0‘CONNER.J T Common- 
wealth Edison Co Ip 46830,070 46830 070 

8809150046 Forwards Insp Repts 50-456/88 20 A 50 457/88-20 re plant inattentive 
guard issue In response to 880822 ftr Safeguards info removed 
BERSON.B A Region 3, Ofc of the Director B8/09/07 SAUNDERS, B M Common- 
wealth Edison Co Ip 46864,113 46864-125. 

-0009150081 ‘Insp Repts 50 456/88*20 A 50-457/08 20 on 680620 Violation 
noted Major areas Inspected compensatory measures & access control re NRC identi- 
fied incident Involving maltentiveness to duty issue of secunty officers 
MADEDA.TJ , CREED, J R, MALLETT.BS Region 3, Ofc of the Director. 88/07/01. 
7pp 46864 116 46BS4 122. 

—6809150053 Requests for sanitized copy of all repts on util Inaltenlcve guard Issue 
SAUNDERS, 8 M Commonwealth Edison Co 88/0B/22 BERSON.B Region 3 Ofc of 
the Director. 3pp 46064 123-46664,125. 


8809150523 Responds to NRC Bulletin 88 005 A Suppls 1 A 2 re Piping Supplies.lnc & 
West Jersey Mfg Co mails complying w/ASME Code requirements Itemized list of 
components received encl 

MORGAN.WE Commonwealth Edison Co 88/09/08 Document Control Branch 
(Document Control Desk), 31 pp 46857 021-46657 051, 

8809210030 EN 88 074, on 88091 6, notice of violation A proposed Imposition of civil pen- 
alty In amount of $50,000 will be issued based on two examples of Inattentiveness of 
Becuniy officers assigned as compensatory measures to vital area 
ROSANO.R P., LIEBERMAN.J Ofc of Enforcement (Post 870413), 88/09/13, Ip. 

4Dy4Ju > 27&*4o920 275 


lf ! f0 Notic * 86 -° ? 4' "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Fol lowing LOCA ** Svc list encl 
ROSSI.CE DMsIon of Operational Events Assessment (Post 870411), 88/09/14. 
Consolidated Edison Co of New York, Inc 122pp 46824-215 46824 336/ 


W’*" 9 ^ f0ty ,nsp Repls 50-456/88 22 A 50 457/88-22 on 880710- 
no violations noted, 

6Zn% W /pf R S fi 7-46928 ,3S * BC ' 0r 68/09/1 ' i REE0 ’ C 


8808260141 LER 88 017-00 on 880721, two Tech Speo composite samples not included 
In program, Caused by misinterpretation of amended Tech Spec requirements by non 
licensed chemist Correct interpretation of Tech Specs verified W/880B16 Mr. 

CRONIN, J B , QUERIO.RE Commonwealth Edison Co 80/08/17 4pp 46670065 
46670 060, 

8808260243 LER 08 018-00 on 000722, discovered that surveillance requirement for as 
senlial svc water isolation valves not performed after containment chiller returned lo 
svc on 880521 Caused by procedural deficiency W/00081 7 Itr. 

ROBISON.DL, QUERIO.R.E, CommonweaMh Edison Co. 88/08/17. 4pp. 46656 059 


8808300213 LER 8B-019*00‘on 880801 .Train A A B control room ventilation automali 
catty shifted to emergency wake-up mode Caused by momentary fluctuation In line 
voltage that dropped below 90 volts Equipment operation returned to normal W/ 
880822 Itr, 

STANCZAK.P,, QUERIO.RE, Commonwealth Edison Co 80/08/18. 4pp 46693 005- 
46693.008, 

8809090043 LER 88-01 6-OO.on 800811 .reactor tripped due lo Improper administrative 
controls.Caused by cognitive personnel error Stable plant condition established fol 
lowing reactor Irip W/ 880029 Itr, 

CHOVAN.C, QUERIO.R.E Commonwealth Edison Co 08/08/23. 5pp 46804 071- 
46804 075 


V, Operator Examinations 


8808300304 Forwards Exam Rept 50 456/OL-08-O1 administered during wk of 880718 

WRIGHT, G C, Region 3, Ofc of the Director, 0B/O8/2 2 REED.C Commonwealth 
Edison Co 2pp, 46691 036 46691*191 


-8808300309 Exam Rept 5O-456/OL-80-O1 on 880710-22, Exam results.three senior re- 
S. c i l ?fiiR 0 i a ! or8 & one reactor operator candidates failed exams. 

DAMON.DJ,, SUNDERLAND.P R„ HOPKINS.JA Region 3, Ofc of the Director 88/ 
08/10. 1 28pp. 4669 1 ,030-4669 1 : 1 91 . 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 








6809010051 Informs of changes to emergency planning program Personnel accessing 
site receive Jtr describing expeqled action Accountability guidelines provided to sla- 
contractor supervisory personnel for review. . 

HUNSADER.SC. Commonwealth Edison Co, 88/08/26 MURLEYJ.E. Office of Nu 
clear Reactor Regulation, Director (Post 87041 1), 2pp. 46719,079-48719 080, 
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F, Security, medical, emergency & fire protection planB 

6006300209 Forwards DRP Section 1A master activities plans for Aug 1988 to Jan 
13 39 including insps, security & radiation control 

tORNEY.WL Region 3, Ore of the Director 80/00/22 HAGUE.R l Region 3, Ofc of 
the Director 1 1pp 46698 231*46698 241. 

8809140337 Responds to violations noted in Insp Repts 50 456/00*19 & 50 457/68- 
19 Corrective actions emergency action level being revised to include addl clarification 
as to when unusual event should be declared, 

BLISS ,H E. Commonwealth Edison Co 08/08/22 DAVIS, A B Region 0, Ofc of the Di 
rector. 6pp 46841 282-46841.267 

8909910051 Informs of changes to emergency planning program Personnel accessing 
slle receive Itr describing expected action Accountability guidelines provided 1o sta- 
tion dept heads ■& contractor supervisory personnel for review 
HUNSAdER.SC. Commonwealth Edison Co. 88/08/25 MURLEY.TE Office of Nu 
Clear Reactor Regulation, Director (Post 870411) 2pp, 46719 079 46719 080 

8809090048 Advises that 880009 Rev 6B to emergency plan consistent w/provisions of 
I0CFR50 54 (q) & acceptable 

SHAFER, W.D Region 3, Ofc of the Director 88/08/31 REED.C Commonwealth 
Edison Co 2pp. 46806.193-46806.194 

8809150048 Forwards Insp Repts 50-456/88-20 & 50-457/08-20 ro plant inattentive 
guard issue in response to 880822 Hr, Safeguards info removed 
BERSON3A Region 3, Ofc of the Director 68/09/07 SAUNDERS, 8.M. Common* 
wealth Edison Co Ip. 46864:113 46864*125. 

-3609150081 Insp Repts 60-456/80-20 & 50 457/88-20 on 0OO62O.Violation 
noted.Major areas inspected, compensatory measures & access control re NRG identi- 
fied Incident involving inatten liven os s to duty issue of security officers, 

MADEDA.T J. Region 3, Ofc of the Director. 08/07/01 7pp, 46864:116-46864.122. 

“86091 50053 Requests for sanitized copy of oil repts on util inattentive guard issue, 
SAUNDERS, BM Commonwealth Edison Co. 88/00/22 BERSON.B Region 3, Ofc of 
Ilia Director 3pp. 46864:123-46864.125 

6809220284 Forwards Safety Insp Repl9 50-458/88-22 & 50*457/80-22 on 0BO71O- 
0027 No violations noted 

FORNEY ,W.L, Region 3, Ofc of tho Director. 80/09/14, REED.C Commonwealth 
Edison Co. 2pp. 46928:117-46928:132. 

“8309220265 Insp Repts 50-456/88-22 & 60 457/08-22 on 080710*0827 No violations 
or deviations noted Major areas Inspected.LER revlow.heat wave eirecl,startup lest 
observation, verification .radiologic at protection & physical security. 

HINDS, J M. Region 3, Ofc of the Director. 88/09/ 14 14pp. 46928*1 19-46928:132 

6609260198 Forwards notice of violation & proposed Imposition of civil penalty from 
Insp Repts 50-456/00-20 & 50-457/88-20 on 880620.Enc1 withhold (ref 10CFR73.21). 
DAVIS, A.B. Region 3, Ofc of the Director. 00/09/16, REED.C. Commonwealth Edison 
Co 3pp. 46945:353-46945.355 


8809260160 Forwards request for addl info re Thot reduction program & proposed 
amends to Licenses NPF-37,NPF 66.NPF-72 & NPF-75 revising Tech Spec re heat 
flux hot channel factor as function of core height, 

OLSHAN.IN Project Directorate 1112 00/09/16 BLISS, H E Commonwealth Edison 
Co 0pp 46945 338 46945 345 


Q. Inspection reports, IE Bulletins 4 correspondence 

8808190195 NRC Info Notice 88 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/03/19 
Consolidated Edison Co. of New York, Inc 125pp 466S0 054-46690 178 

8608160451 NRC tnfo Notice 00 068, "Selpoint Testing of Pre9suhzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assisi Devices'* Svc list end 
ROSSI, C E Division of Operalional Events Assessment (Post 070411), 8G/08/22 
Consolidated Edison Co. ot New York, Inc 121pp. 46702 311-46703 070 

8808300209 Forwards DRP Section 1A master activities plans lor Aug 1900 to Jan 
19B9 .including insps.secunty & radiation control, 

FORNEY, W.L Region 3, Ofc of the Director 00/00/22 HAGUE.R L Region 3, Ofc of 
the Director, 1 1 pp. 46690 231-4669 0 24 1 

8808300304 Forwards Exam Ropt 6<M56/OL-00 01 administered during wk of 880718- 

22 . 

WRtGHTfG.C. Region 3, Ofc of tho Director 88/09/22. REED.C Commonwealth 
Edison Co 2pp 46691 036-46691.191 

-B 008300309 Exam Repl 50-456/OL*OG 01 on 880718-22 Exam results. three senior re- 
actor operators & one reactor operator candidates failed exams 
DAMON.D J M BURDICK, T.M Region 3, Ofc ot the Director. 88/00/18. 126pp 
46691.039-46691*491 

8BC914Q337 Responds to violations noted in Insp Repts 50-456/80-19 & 50-457/88- 
19 Corrective actions’omergency action level being rovfsed to include addl clarification 
as to when unusual event should bo declared 

BLISS.H.E Commonwealth Edison Co. 08/00/22 DAVIS, A B Region 3, Ofc of the Di- 
rector 6pp. 46641:262-46841:267 

8808180368 Suppl 1 to NRC Info Notice C8-040, "Licensee Ropt of Dofoctlvo Refur- 
bished Valves. Svc list end 

ROSSI.CE. Division of Operalional Events Assessment (Post 870411) 88/O0/24 
Consolidated Edison Co. of New York, Inc 122pp 46713 210-46713 219 

0800230112 NRC Info Notice 88 070, "Check Valve Inservice Testing Program Deficien- 
cies.'’ Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 00/08/29 
Consolidated Edison Co. of New York. Inc 123pp 46713,095 46713.217. 


P, Operating license stage documents A correspondence 

8808260429 Forwards Amends 22 to Licenses NPF-37 & NPF 66 & Amends 11 to Li- 
censes NPF-72 & NPF-77 & safoty evaluation Amends approves changos to Tech 
Specs to modify existing liquid radwasto effluent lino tlow monitor 
SANDS.SP. Profect Direclorate 111-2 88/08/05 BLISS.H.E. Commonwealth Edison 
Co 4pp. 46658*235 46658,261 

-9608200442 Amends 22 to Licenses NPF-37 & NPF-66 & Amends 1 1 to Licenses 
NPF-72 & NFF-77, approving changes to Tech Specs to modify existing liquid rad- 
waste oflfuenl line flow monitor 

MULLER, D R. Project Directorate 111*2 88/08/05. 14pp 46658,239 40650.252, 

“0806260451 Safety evaluation supporting Amends 22 to Licenses NPF-37 & NPF 66 & 
Amends 11 to Licenses NPF-72 & NPF-77. 

* Office ol Nuclear Reactor Regulation, Director (Post 870411) 08/08/05. Opp 
40658 253-46658*261. 

0600120294 Generic Llr 80-14 to all holders ol OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment, Svo list end. 
MiRAGLIA.F.J Associate Director for Projects (Post 870411) 00/08/00 Consolidated 
Edison Co of New York, Ino. 41 pp, 47065.001-47065:006 

9808310031 Forwards addl info re 860903 application for amends to Licenses NPF-37 
& NPF-66 to Increase storage capacity of spent fuel pit racksjncluding Sargent & 
Lundy Rept SAD 522, Rev O.lnfo withheld _ 

CHRZANOWSKI.R. Commonwealth Edison Co. 08/08/17, MURLEY,T,E. Document 
Control Branch (Document Control Desk). 2pp. 46723,132-46723:134, 

B0O9O1O348 Advises that 880707 Rev 61 to GA Topjcat Ropt CE-1-A satisfies 

lOCFRBO.App B requirements & acceptable. 

WRIGHT, GC, Region 3, Ofc of the Director. 88/08/19. REED.C. Commonwealth 
Edison Co 2pp. 46742:071-46742.072 


0600290270 Forwards list of mods incorporated Into vol reduction sys, safety evalua- 
tions & field chance notices.per 880520 falcon. , _ „ „ 

CHRZANOWSKI.R. Commonwealth Edison Co. 88/08/23, MURLEY.TE Document 
Control Branch (Document Control Desk), 300pp. 46076:21 2-46677*2 15. 

6609140050 Forwards Info to support util 80051 1 request for temporary exemption from 
apllcaWe parts of 1QCFR6Q 49.Encl Info addresses lack of insulation resistance meas- 
urements concern A provides legal analysis for meeting environ qualification. 
HUNSAOER.S.C Commonwealth Edison Co. 88/08/31, MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 27pp 46839*191-46839:217 


0609290065 Forwards Rev 52 to Topical Rept CE-1-A, "Commonwealth Edison Co O A 
Program for Nuclear Generating Stations." Rev made to change PACS part of charts 
& consolidate PACS organization chart to reflect new organization 
MORGAN.W.E. Commonwealth Edison Co. 88/09/13 Document Control Branch 
(Document Control Desk), Ip, 46999:322-46999 336 


“801OOW335 Rev 52 to "Commonwealth Edison Co QA Program for Nuclear Generat- 


ing Stations 11 
SHEWSKI.W 


Commonwealth Edison Co. CE-1-A R52. 88/09/13. 12pp. 46999:323- 


46969*336 


8808260492 NRC Info Notice 8Q 071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event r Svo list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/09/01. 
Consolidated Edison Co. of New York, Inc. 121pp 46712 244-46713-004 

8006300010 NRC Info Notice 80 072, "Inadequacies in Design of DC Mo tor- Ope rated 
Valves " Svo list end 

ROSSI.C.E, Division of Operational Events Assessment <Poat 870411) 08/09/02 
Consolidated Edison Co of New York, Inc I22pp 46726 001-46726 123 

6609140024 Responds to discussion held during 800817 enforcement conference re 
grease mix within Llmlterquo valve operators Grease mixtures will perform Intended 
(unction Lubricating capability not reduced 

HUNSADER.S.C. Commonwealth Edison Co, 88/09/02 MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 070411). 2pp, 46838,350 46838:361. 

8809160048 Forwards Insp Repts 60*46 0/08-20 & 50 457/88 20 re plant Inattentive 
guard issue In response to 880022 Ur.Safeguards info removed 
BERSON.B. A Region 3, Ofc of the Director. 88/09/07. SAUNDERS.B.M Common- 
wealth Edison Co. Ip 46864:113 46864' 125. 

—080915000 1 Insp Repts 50-456/88-20 & 50-457/88-20 on 880 620, Violation 

noted.Major areas inspected compensatory measures & access control re NRC identi- 
fied Incident involving Inattentlvenass to duty issuo of security officers, 

MADEDA.T.J., CREED.J.R,, MALLETT.B.S. Region 3, Ofc of the Director 80/07/01. 
7pp. 46064:116 46B84 122. 

-8809150053 Requests lor sanitized copy of all repts on util inattentive guard Issue. 
SAUNDERS, B.M. Commonwealth Edison Co. 68/08/22 BERSON.B, Region 3, Ofc or 
the Director. 3pp. 46864.1 23-46864*126 

8809150223 Responds to NRC Bulletin 06 005 & Suppts 1 & 2 re Piping SupptlesJnc &. 
West Jersey Mfq Co metis complying w/ASME Code requirements, Itemized list of 
components received end. 

MORGAN.W.E. Commonwealth Edison Co. 08/09/08. Document Control Branch 
(Document Control Desk), 31 pp 46857 021-46057.051. 

8809210030 EN 88-074.on 88091 6,notfce of violation A proposed Imposition of civil pen- 
alty In amount of $50,000 will be issued based on two examples of In attentiveness of 
security officers assigned as compensatory measures to vital area 
ROSANQ.R P., LIEBERMAN.J Ofc of Enforcement (Post 870413). 08/09/13. Ip, 
46920:275-46920 275. 

8809080339 NRC Info Notice 00 074, "Potentially Inadequate Performance of ECCS In 
PWRs During Recirculation Operation Following LOCA." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411) 80/09/14, 
Consolidated Edison Co, of New York, Ino 122pp. 46024,215 46824:336. 

0009220284 Forwards Safety Insp Repts 50-456/88-22 a 60-457/88-22 on 880710- 
0827.No violations noted. 

FORNEY, WL. Region 3, Ofc of the Director. 88/09/14 REED.C. Commonwealth 
Edison Co. 2pp 46928:117-46920*132, 
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-8809220285 Inso Reds 50 45 6/88-22 & 50*45 7/88*22 on 880710 0827 No violations 
or deviations noiaf&ajor areas inspected LER review, heat wave effeclslartup test 
observation, venficabon.radiologicat prolec^ & Pjtyacaisewjjy 
HINDS, JM Region 3, Ofc of the Director B0/O9/14 14pp 46928 119-46928,132 

0809260172 Advises of generic mservtce testing concerns identified by NRC as result of 
inso on 880822-2 6 Addl fisted info re pumps & valves requested 
GREENMAN.EG Region 3, Ofc o! live Director 88709/15 REED.C Commonwealth 
Edison Co 4pp 46956055 48958058 

8809120197 NRC Info Notice 88 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry ’’ Svc list encl _ , .. t /AQ /4 

ROSSI CE. Dcvision of Operabonaf Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co ofNew York, Inc 124pp 46946 133 46946252 

8809260198 Forwards notice of violation & proposed imposition of Civil Penalty from 
Inso Repts 50 456/88-20 & 50-457/88 20 on 880620. End withheld (ref 10CFR73.21). 
DAviS.A B Region 3, Ofc of the Director 88/09/16, REED.C Commonwealth Edison 
Co 3pp 46945 353 46945 355 

8609130350 NRC fnfo Notice 88*076. "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control I Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co of New York, Inc 125pp 46946 253-46947 013 

i repts incorrectly fdentf* 
'-22 & 50-457/87-22, f0 


8609230007 Advises that NRC 880914 ftr forwarding sale 
fled Insp Repts 50-456/88-22 A 50-457/88-22 as 50- 

FcKfrJw,L Region 3, Ofc of the Director 88/09/23, REED.C Commonwealth 
Edison Co £pp 46942 244-46942 245 


6809070308 Responds to NRC Itr re violations noted In Insp Rept 60 458/05 67Conec 
live actions revised procedures addressing escort control of visitors within protect 
area to enhance assignment of responsibility 

BOOKER, J.E Guff States Utilities Co 08/08/31 Document Control Branch (Doc* 
ment Control Desk) 2pp. 4B783.151-46783-162. 

0609230222 Forwards Rev 10 to physical security plan Rev withheld (ref 10CFR73 2H 
DEDDENS.J.C. Gulf States Utilities Co 80/09/16. Office of Nuclear Reactor Rm J 
bon, Director (Post 870411) Ip 46942.137-46942:137 ^ 


I Financial Information 

8809020240 Forwards certified cash flow statement & annual rept as required fo 
10CFR140 21 for guarantee of funds in event of retrospective call under secondary 
financial protection program 

BOOKERJ E Gulf States Utilities Co 00/08/25. Document Control Branch (Docu 
menl Control Desk). 4pp 46745.001-46745 048. 


K. Utility Ffnal Safety Analysis Report (FSAR) & amends 

8808300024 Rev 1 to updated SAR (USAR) for River Bend Station Unit 1, reflecting 
changes to facility as described In USAR for Mar 1987 to Mar 19fl8,changes to station 
QA program 4 editorial changos.W/Q8O025 Itr, 

BOOKER, J.E Gulf States Utilities Co, 80/08/25 2,000pp. 46709 001-48712 243 


p, Operating license stage documents & correspondence 


r» Periodic operating reports & related correspondence 

8908300057 "SemiarHJuai Radioactive Effluent Rept for Jan-June 1868” W/ 880808 Hr, 
QUERIO.R B Commonwealth Edison Co. 88/06/30 16pp 46693:159 46693 174 

8809010194 Monthly operating repts for Ju! 1988 Tor Braldwood Nuclear Power Station 
Units 1 & 2 W/800810 Itr 

PETERSON, M W., QUERIO.R E Commonwealth Edison Co 88/07/31. 14pp 
46740 309-46740 322 

8609190208 Monthly operating repts for Aug 1908 for Braicfwood Nucfear Power 
Station W/8809O9 Itr. 

PETERSON, M W , QUERIO.R E Commonwealth Edison Co 88/08/31. 14pp 
46896 046-46896 059 


8808120294 Generic Hr 88-14 to all holders of OLs or CPs for nuclear power readers 
re Instrument air supply sys problems affecting safety-related equipment Svc list encf 
MIRAGLIA.FJ Associate Director for Projects (Post 070411). 88/0B/08 Consolidated 
Edison Co of New York, Inc 41pp 47005 001-47065,006. 

8809010246 Forwards notice of consideration of Issuance of amend lo OL & opportunity 
for heanna re 880812 application for amend to License NPF-47 to reduce mm water 
coverage tor Irradiated fuel & control rods during handling 
PAULSON, W A, Project Directorate IV. 0B/0B/T7, DEDDENS.J.C. Gulf States Utilities 
Co, 3pp 46720: 1 89-48720.1 95 

-8809010252 Notice of consideration of Issuance of amend to License NPF-47 & op- 
portunity for hearing Amend revises Tech Specs lo reduce min water coverage for Ir 
radiated fuel & control rods during handling per licensee 880812 amend application 
CALVO.J A Project Directorate IV. 08/00/17. 4pp. 46720.192-46720:195 


5. Reportable occurrence*, LERs 4 related correspondence 

980831D037 LER 88-019-00 on 080724 .reactor manually tripped due lo decreasing 
steam generator levels Caused by misposiboning of instrument air isolation valve in 
90% closed position. Stated valves stroked & heaters checked W/8806 19 itr 
MELONE.C A, QUERIO.R E Commonwealth Edison Co 08/08/19 Bpp 46782 127- 
46782,132 

1809090093 LER 68-012 01 on 880620, shorting switch on relay casing intentionally 
opened as part of reading on Phase B overcurrent protective refay resulted in vollage 
spike Caused by detective test switch W/880824 Itr 

HILL.HL, QUERIO.R E, Commonwealth Edison Co 88/08/24. 6pp 46806*195- 
46806,199 

1809090096 LER 88 014-01*on 880622,reactor Inp occurred as result of lo lo level on 
steam generator 2B.Caused by low static spnng pretoad.dirt & grease partially block- 
ing valve action Steam generator water level restored W/880824 Itr. 

STROH.D , QUERIO.R E Commonwealth Edison Co 88/08/24 6pp 46600180- 
46606 192 

809190178 RO on 880'803 J dle&al generator 2A began losing speed upon entenng lest 
mode dimng monthly operabrlity surveillance. Caused by abnormally high resistance in 
normally closed test mode contacts of 4EX3 relay. 

HUNSADER.5 C, Commonwealth Edison Co. 88/09/09 DAVIS.A B. Region 3, Ofc of 
the Director 3pp, 46893 064-46893 066, 


. Operator Examination* 

B08300304 Forwards Exam Rept 5O-450/OL-68-O1 administered dunng wk of 880710* 
22 

WRIGHT.GC Region 3. Ofc of the Director, 88/08/22. REED.C Commonwealth 
Edison Co. 2pp 46691*038-46691.191 

0008300309 Exam Rept 50-456/OL-88-01 on 680718 22 Exam results, three senior re- 
actor operators & one reactor operator candidates failed exams 
DAMON, D J , SUNDERLAND, P R , HOPKINS.J A, Region 3, Ofc or l he Director 08/ 
00/18. 128pp. 46691 038-46691 191. 


DCKET 50-450 RIVER BEND STATION, UNIT 1 


Security, medical, emergency k fire protection plan* 


08300139 Forwards Insp Rept 5tM58/B8-14 on 880613*17 & notice of 
violation Notice of violation withheld (ref 10CFR73 21) Add! findings re lack of candor 


when NRC pursuing elated matters lo be discussed in separale correspondence 
MARTIN, RO. Region 4, Ole ol the Director. &8/08/22. DEDDENS JC ~ 


Utilities Co. 3pp 46698 303-46690 306. 


Gulf States 


6809120091 Final response to FOIA request for documents. Forwards documents listed 
In App A Documents also available In PDR. App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOfA Exemption 5) 
GRIMSLEY,D,H NRC - No Detailed Affiliation Given. 88/08/17. CONNOR.L Doc* 
Search Associates. 5pp. 46770 060 46770,009. 

-8609120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1986 

AXELRAD.JA Enforcement Staff, IE (Pra 870413) 80/12/13. 8LAHA.JL Program 
Support & Analysis Slaff, IE (Pre 070413) 13pp 40770:21 1-46770 223, 

8808290326 Summary of 880818 meeting w/utll In Rockville, MD re license amend app6 
cation to parmll performance of leak rate testa obcontalnmenl Isolation valves In par 
allel w/remellng operations, 

PAULSON.W.A, Project Directorate IV. 88/00/25, Project Directorate IV. 17pp 
46683:246-46683,262. , 

860S300144 Summary of 880817 meeting w/util fn Rockville, MD re util 6-yr business 
plan to Improve safety & to reduce operating costs at plant, List of attendees & hand- 
outs end 

PAULSON.W.A Project Directorate IV 8B/08/26 Project Directorate IV. 15pp 
46697.189-46697*203 


8809020207 Forwards Amend 27 to License NPF-47 & safety evaluation Amend de 
fetes organizational charts from Section 6 0 re administrative controls of Tech Specs 
& replaces them w/ functional description of offsite & onsite organizations 
PAULSON, W A Project Directorate IV. 88/00/29. DEDDENS.XC, Guff States IMbes 
Co 3pp 46745 119-46745:136 

-6809020210 Amend 27 to License DPR-47,deletlng organizational charts from Section 
6 0 re administrative controls of Tech Specs & replacing them w/functional desenption 
of offsite & onsite organizations, 

CALVO.J. A, Project Directorate IV. 00/08/29 12pp, 46746 122-46745:133 

-8809020212 Safety evaluation supporting Amend 27 to License DPR-47. 

* Office of Nuclear Reactor Regulation* Director (Post 870411) 88/08/29, 3pp. 
40745*134-46745*136 


8809020210 Forwards Amend 26 to License NPF-47 & safety evaluation Amend adds 
action requirements to Tech Sped 3 1.3,1 In event that scram discharge vol vent or 
drain valves become inoperable. 

PAULSON.W.A Project Directorate IV. B8/08/29, DEDDENS.J.C. Gulf States Utilities 
Co, 3pp 46747:143 46747,155, 


-8809020220 Amend 26 to License NPF-47,addlng action requirements to Tech Spec 
3.1. 3,1 in event that scram discharge vol vent &/ or drain valves become inoperable 
CALVO.J.A, Project Directorate IV. 88/08/29. 7pp, 46747.146-46747:152. 


“ 0 * 0O SS? 0224 Safel y evaluation supporting Amend 26 lo License NPF-47. ^ _ 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 86/08/29. 3PP 
46747.153-46747:155. 


1808300146 Partially withheld Insp Rept 50-458/88-14 on 860613-17 (ref 


6809060400 Forwards Amend 28 to License NPF-47 A safety evaluation Amend delays 

» neniaUon of neutron ffux monitoring sys mods from prior startup from secorw 
oRm « ntil re * ue l Jn 9 outage following NRC Issuance of Rept NEDO-31558 
PAULSON, W A, Profeot Directorate IV. 88/00/29, DEODENS.J.C, Gulf Stales Utilities 
r* — 16765 , 228 , 
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“Baoso604CM Amend 28 to License NPF-47 .delaying implementation ol neutron flux 
monitoring sys mods from prior to startup from second refueling outage until refueling 
outage following NRC Issuance of Topical Rept NEDO-31558,Mar 1908 
CAL.VO.J A. Project Directorate IV 06/00/29 3pp 48755,223 46765 225 

— 9 60 9 0 60404 Safety evaluation supporting Amend 20 to License NPF-47 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 00/00/29 3pp. 
^©75 5 226-48755 228 

6809070179 Advises of concern re prolonged low power operation on reliability of chock 
valves & requests review of subj Experience showed that accelerated wear & failure 

of &ome valves could occur due to undesirable flow operations 

RAULSON.W A Project Directorate IV 06/09/01 DEDDENS.J C Gulf States Utilities 
Go, 4pp 46779,355*46779 358. 

B BO 9 14 0332 Ack granting of enforcement discretion to plant from provisions of Toch 
Spec 3 651, "Secondary Containment Integrity-Operating, " per 880826 

Ur. Enforcement discretion granted by NRC on 880026 

CALLAN L J Region 4, Ofc of the Director 08/09/02 DEDDENS.J C. Gulf States Util- 
ities Co 2pp 46037 057-46837 058. 

38 09190195 Advises that changes included In Rev 1 to QA program description submit- 
ted In 880325 Hr continue to meet requirements of 10CFR50,App B & acceptablo 
CALLAN.L J. Region 4, Ofc of the Director 8B/09/12 DEDDENS.J C Gulf States Util- 
ities Co, 2pp 46885 359 460B5.36O. 

8809 260042 Forwards NRR 880826 Hr ack receipt of petition filed by OGRE under 
l OGFR2 206 & FRN re BWR stability 

PAULSON.WA Project Directorate IV 80/09/20 DEDDENS.J G Gulf States Utilities 
Co. 4pp 46966.220 46966 227, 


Q. friBpQClIon reports, IE Bulletins & correspondence 

6606 260366 Responds to violations noted In Insp Repl 60 45B/8Q-I3 on 000501- 
0039 Correctlvo acllomon 880616,al1 personnel informed via memo re importance ol 
control board awareness & annunciator status. 

BOOKER, JE Gulf States Utilities Co 06/06/18. Document Control Branch (Docu* 
men! Control Desk). 4^p 46654 335*46654’330. 

8 BOB 2603 05 Responds to Action Item 0 to NRC Bulletin 05-003, Suppl 1, "Motor Operat- 
ed Valve Common Mode Failures During Plant Transients Duo to Improper Switch 
Settings." Addl response will be provided Tn rept within 60 days 
BOOtfER.J.E. Gulf States Utilities Co. 00/00/10. Document Control Branch (Docu- 
ment Control Desk). 3pp 46669.071 46009.073 

63OS1G0195 NRC Info Notice 08-069, "Movable Contact Finger Binding in HFA Relays 

ROSsl.CE Division ^Operational Events ABsassmont (Post 870411) 80/00/19. 
Consolidated Edison Co. Of New York, Inc 125pp 46690054-46690*170. 

6608 260106 Forwards Exam Rept 50 450/OL-G0 01 administered on 600812- 13 Two 
candidates passed exams & issued licenses One candidate failed 
CALLAN.L J Region 4, Ofc of the Director. 00/08/10 DEDDENS.J.C. Gulf States Util- 
mas Co. 2pp. 40655*266-46655.325. 

—8 BOB 2601 14 Exam Rept 60 456/OL-OO 01 on 000712-13 Exam rosulls-two candidates 
passed all portions ol exam & have been issued appropriate Ilcensa.Ono candidate 

GRAVES, DN, PELLET, J.L. Region 4, Ofc of the Director, 60/00/10 56pp. 
4 ©G55"268*4 6656*325 

63081 60451 NRC Info Notice B0 060, "Setpoint Testing of Prossurlzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 070411). 80/00/22. 
Consolidated Edison Co of New York, Inc. 121pp. 46702 311-46703.070 

£808300139 Forwards Insp Rept 50 450/88-14 on 060813*17 & notice of 
violation Notice of violation withheld (ref 10CFR73.21) Addl findings re lack of candor 
when NRC pursuing stated matters to be discussed In separate correspondence, 
MARTIN.R □ Region 4, Ofc of the Diroclor, B8/08/22, DEDDENS.J C Gulf States 
Utilities Co. 3pp. 46690*303-46698*306. 

—8 603300146 Partially withhold Insp Rept 50 4 50/ SB- 14 on 060613-17 (ref 
1 OCFR73 21) Violation noted Major areas Inspected, LERs, allegation s.security 

procedures, mg t effectlvQnss, security program audits & records & repl?, 

KELLY.JA., EVERETT.R.J Region 4, Ofc of the Diroclor 00/08/22 Ip. 46690*306- 
46698,306 


-8809060307 Notice of violation from insp on 80001 a.Violatlon noted lest data for STP- 
051 -4210, completed on 871013 incomplete in that Page 24 of 60 page procedure 
contained no test data 

* Region A, Ofc of the Director 06/09/01. 2pp, 46764 296-46764 207 

-8009060316 Insp Rept 50 450/88 18 on 680008-12 Violations noted Major areas 
inspected surveillance procedures & records 

BUNDY.H.F , SE1DLE.WC Region 4, Ofc ol Iho Director BB/08/30 8pp 46764 29B 
46764 305 

8008300016 NRC Info Notice 00 072, "Inadequacies In. Design of DC Motor Operated 
Valves ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411), 80/09/02 
Consolidated Edison Co of New York, Inc. 122pp 46726 001-46726 123 

8B0915Q102 Forwards Rev 3 to "Inservlco Insp Plan First Interval," In response to Ge- 
neric Ltrs 00 01 & 00 03, 

BOOKER.J E Gull Stales Utilities Co. 80/00/02. Document Control Branch (Docu 
ment Control Desk) Ip 46652 010 46854 269 

—8809 150107 Rev 3 to "Inservlco Insp-First Interval** 

LOHlNO,J W , CROWN, W Gulf States Utilities Co Qfi/06/16 1,000pp 46852 019 
46054 280, 


0809140111 Informs that min flow value for RCIC pump verified by pump vendor as 
adequate in rosponso to NRC Bulletin 88 004, "Potential Safety Related Pump Loss" 
BOOKER.J E Gull Slates Utilities Co. 80/09/CB Document Control Branch (Docu- 
ment Control Dosk) 2pp 46641 117 49841 1 10. 

8009140233 Responds to NRC Bulletin 60 007 re power oscillations in BWRs All action 
Items comptolod & implemented at plant. Abnormal Operating Procedure AOP 0024 
revised & operator/ shift technical advisor training session developed 
BOOKER.J E Gulf States Utilities Co. 60/00/08 Document Control Branch (Docu- 
ment Control Desk) 3pp 46046 210-40646.212 

8009150017 Provides uM 120 day response to NRC Bulletin OB 005 Including Suppls 1 
& 2, "Nonconforming Mails Supplied by Piping Supplies, Inc al Folsom.NJ & Wost 
Jersey Mfg Co al Willi amstown.NJ 11 

BOOKER.J E Gulf States Utilities Co, 80/09/08. Documont Control Branch (Docu 
ment Control Desk) 46pp, 46849 160-46049.205, 


8809080339 NRC Info Notice 08 074, "Potentially Inadequate Performance} of ECCS In 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 08/09/14. 
Consolidated Edison Co of New York, Inc 122pp 46024.215-46624.336, 


8009120197 NRC Info Notice 06-076, "Disabling of Dioscl Generator Output Circuit 
Breakers by Anti-Pump Circuitry " Svc list end 

ROSSI.CE, Division of Operational Evonts Assessment (Post 870411). QG/09/16. 
Consolidated Edison Co, of Now York, Inc 124pp 46946,133-46946 262 


8809130350 NRC Info Nolico GO 076, "Recent Discovery of Phenomenon Net Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc list end. 
ROSSI.C.E, Division of Oporational Evonts Assessment (Post 670411), 66/09/19 
Consolidated Edison Co of Now York, Inc. 125pp 46946*253 469*47 013, 


R, Periodic operating reports 4 related correspondence 


8800060150 "Gulf States Ulits Annual Rept Por 10CFR50 69(b)(2), Mar 1907 - Mar 
1060 " W/QG0829ltr 

BOOKER.J E Gulf States Utilities Co. 68/03/01. 78pp 46757*154-40757:232 

8809000064 "Semiannual Radioactive Effluent Release Rept for Jan Juno 1908.*' W/ 
060031 Hr 

FANTACCI.CL, CARGILL, E M , BOOKER.J E. Gulf States Utilities Co 00/06/30. 
32pp. 46793 325-40793*366. 

8009260313 Monthly operating repl for Aug 1G80 for River Bend Station Unit 1 W/ 
880915 Itr 

COLE.R €. Gulf Slates Utilities Co 08/00/31 5pp. 40956 017-46956*021 


S. Reportable occurrences, LERs & related correspondence 


SSOB 160368 Suppl 1 to NRC Info Notice 00*040, "Licensee Rept ol Defective Refur- 
bished Valves.’ 1 r Svo list end. Qn 

ROSSI.C.E Division of Operational Events Assessment (Post B70411) SO/OB/24. 
Consolidated Edison Co. of New York, Inc. 122pp, 46713 210-46713:219. 

£SOa £10137 Ack receipt of 800016 Itr informing NRC of steps taken to correct violations 

Region ^Ofc’of the Director 0B/O8/20 DEDDENS.J C Gulf Statoe Util- 
ities Co 2pp. 46717*336 46717 337 

BBO0 230112 NRC Info Notice 00-070, "Check Valve Inservlce Testing Program Daflclen* 

ROSSI.CE Division of Operational Events Assessment (Post 070411), BA/08/29. 
Consolidated Edison Co. of New York, Inc 123pp, 46713.095-46713 217. 

8B0907030B Responds to NRC Itr ro violations noted In Insp Repl 50*468/85 ^.Correc- 
tive actio ns, revised procedures addressing escort control of visitors within protected 

area to enhance assignment of responsibility . _ . . „ 

BOOKER, J E Gulf States Utilities Co, 88/08/31 Document Control Branch (Docu- 
ment Control Desk). 2pp 46703.151-46703.152 

SSOS26Q492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1 aOO & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event Svc list end. . m 

ROSSI.C.E Division of Operational Events Assessment (Post 070411), 88/09/01. 
Oon sol (dated Edison Co. of New York, Inc 121pp, 46712:244-46713,004. 

0SO9O6O3O4 Forwards Insp Rept 50-458/80-18 on i n 

° CALLARL J. Region 4, Ofc of the Director 88/09/01. DEDDENS.J.C. Gulf Stales Util 
hies Co. 2pp 40764:294*46764:305. 


8809010258 Special rep ton 88053 1,temp in dlasal generators 1A & IB control rooms 
exceeded Toch Spec 3/4 7.8 & 692 limlls.Ulit evaluating various approaches to de- 
crease tom p 

BOOKER.J, E, Gull States Utilities Co 08/08/24, Document Control Branch (Docu- 
ment Control Desk). 3pp 4 6740.095 46740,097 

8008310126 PNO-1V-60 070 on 0BO826,roactor scrammed duo trip of main turbine alter 
brush failure of main generator exciter. Although water level has not dropped to Level 
2,HPCS pump did start & may have Injected Power restored to Div III bus. 

MADSEN, G L, Region 4, Ofc of the Director. 88/00/26 1 p, 46699 046-46099.046. 

8008310152 LER B0 009 02:an 880301, unsealed lira barrier penetrations discovered in 
control bldg fira wall on 70 ft elevation Similar events occured on 8G031 1 ,17,24.0412 
& 14 Addl openings discovered Fire watches imposed, W/880026 Hr. 

ENGLAND.L A,, BOOKER, J.E. Gulf States Utilities Co. 88/08/26 34pp 46706*286- 
46706 319, 


8809010298 Special rept’on 900727, temp fn main steam tunnel rose above Tech Specs 
S/4.7.8 limit of 135 F for more than 8 h Caused by Inoperable unit cooler fan due to 
motor to fan connection mechanical failure Unit coolor driver repaired. 

BOOKER, J.E. Gulf Slates Utilities Co 68/08/20 Document Control Branch (Docu- 
ment Control Dask) 2pp. 48742*271-46742,272, 

8809010306 Special rept.on 080521 .Invalid failure of Div II diesel generator occurred 
during performance of surveillance testing .Caused by operator error, Diesel generator 
successfully retested 

BOOKER.J.E. Gulf States Utilities Co, 80/00/26 Document Control Branch (Docu- 
ment Control Desk). 3pp 46743.158-46743:160. 
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6805020253 ROon 880825,mam generator Upped causing turbine trip & reactor 
scram Cause of initiation being Investigated , _ . _ 

BOOKER.J E Gulf States Utilities Co 88/08/26 Document Control Branch (Docu- 
ment Control Desk) 3pp 46745 131-46745 193 

8809070321 LER 07 030-01 on 671 118, surveillance requirement for Tech Spec 37 8, 
'Area Temp Monitoring/’ not properly performed for reactor plant component cooling 
sys Caused by inadequate procedure Surveillance procedures reviewed W/ 880830 Itr 
ENGLAND, L. A, BOOKER,J E Gulf States Utilities Co 86/08/30 6pp 46781,324- 
46781 329 

86Q9Q8Q276 Summary of Operating Reactor Events Meeting 88 35 on 680830, Including 
summary of reactor scrams for wk ending 880820 Significant event identified for input 
to NRC Performenance Indicator Program 

JAUOON.J P Events Assessment Branch 88/08/30 ROSSf.C E Division or Oper- 
ational Events Assessment (Post 87041 0 15pp 46000 289 46800303 

8809t40G85 ROan 880906 t mam generator topped causing turbine trip & reactor 
scram Following reactor scram, HPCS sys initiated & injected into reactor vessel tor 
approx 48 s HPCS injection terminated on reactor vessel high water level 
BOOKER.J E Gulf States Utilities Co BQ/09/06 Document Control Branch (Docu- 
ment Control Desk) 3pp 46841 098 46841 100 


p. Operating license stage documents & correspondence 


8808120294 Gonenc Ltr 88 14 to all holders of Q[_s or CPs for nuclear power rearw 
re instrument air supply sys problems affecting safety related equipment Svc 
MIRAGUA.F J Associate Director for Projects (Post 070411) 88/08/00 
Edison Co of Now York, Inc. 41pp 47065 001-47065 006, nsQiKJa 


8808290065 Forwards Amend 8 lo License NPF 62 & safety evaluation Amend rev^ 
Tech Spec 4 8 2 1 d 2 b re emergency dc battery loads to accurately reflect 4 h Dr?S 
battery emergency loading profile. u 

STEVENS.JA Project Directorate Hl-2. 88/00/15 SPANGENBERG.F Illinois Pa*. 
Co 12pp 46681 m 460G1 075. " ,n013 


-6808290109 Safety evaluation supporting Amend 8 to License NPF 62 
* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/08/15, 2p& 
46661 065 46681 066. * ™ 


8609140009 PNO-1V 68 075 on 600906. reactor scrammed from 100% power Caused 
by maun generator trip due to toss of normal station transformer, probably caused by 
cat crawling into transformer NGUE declared because HPCS & RC1C sys imbated 
MADSEN.GL Region 4, Ofc of the Director 08/09/06 Ip 46842 042-46842,042 


-8808290126 Forwards environ assessment & finding of no significant impact re 
871030 request to change Tech Specs re emergency dc battery loads 

STEVENS, J A. Pro[ecl Directorate 1112 00/08/15 SPANGENBERG.F Illinois 
Co ip 46681 067-46681 '071 * 


8809140408 Notification of 880915 meeting w/util tn West Feliciana Pansh.LA to dis- 
cuss 880825 reactor tnp & licenses followup actions re spurious RCIC & HPCS initi- 
ation & hot reactor coolant incursion into HPCS piping 

PAULSON.W A Project Directorate IV 88/09/06 CALVO.J A Project Directorate IV. 
4pp 46842355 46842 358 

0809180263 LER 88 016 00 on 60081 5, RWCU sys isolation occurred Caused by not 
performing surveillance test procedure steps In proper sequence Personnel involved 
counseled on event & technicians received training re procedures W/8803 12 Ur 
ENGLAND! A. BOOKER.J E Gulf States Utilities Co 86/09/12 4pp 46805,225 
46835 228 

6809230184 LER 68-017 Mon 8 808 19, ope rations personnel discovered that required 
hourly fire watch fnsp interval for containment bldg exceeded Fire watch Insp group 
will be under direction of efectncal maim shift foreman W/88Q919 ltr 
ENGLAND.LA, BOOKER.J E Gulf States Utilities Co 80/09/19 4pp 46932 163 
46932166 


V. Operator Examinations 

8008260100 Forwards Exam Rept 50-458/QL 80 01 administered on 8B0612* 13 Two 
candidates passed exams & issued licenses One candidate failed 
CALLAN! J Region 4, Ofc of the Director B8/0B/19 DEODENSJ C Gulf States Util- 
ities Co 2pp 46655 266 46655 325, 

-8808260114 Exam Rept 5O-450/OL-88-O1 on 880712-13 Exam results two candidates 
passed all portions of exam & have bean issued appropriate ficense.One candidate 
failed exam 

GRAVES.DN, PELLET.J L Region 4. Ofc of the Director 88/00/18, 58pp 
46655 260 46655 325 H 

8808310057 Forwards results summary sheet for 8BD7H-12 operator licensing 
exams V4 /t>end 

GRAVES.O N Region 4. Ofc of the Director 8B/08/23 ANOREWS.D L Gulf States 
Utilities CO Ip 46700 351-46700 351 


■8008290136 Nolico of environ assessment & finding of no significant impact ro 
cation for amend to License NPF-62 p rovisJng Tech Spec 4 0 2 1 d, 2 b In order to 
rately reflect 4 h Div II battery emergency loading profile 
QLSHAN.LN Project Directorate III 2 80/00/04 4pp 46601.060 46681 


-8008290145 Forwards notice of issuance of Amend 8 to License NPF 62 Amend 
issued in response to 871030 request, 

STEVENS, J A Project Directorate 111-2 08/08/15 SPANGENBERG.F Illinois Power 
Co ip 46681 072-46681 075 


-8800290152 Notice of Issuance of Amend 8 to License NPF* 6 2. revising Tech Spec 
4 8 2,!d 2 b re emergency dc battory loads to accurately raffed 4 h Div II batteiy 
emergency loading profile 

MULLER.DR, Project Directorate IIL2. 80/08/16, 3pp, 46681.073 46681 075. 


otsuuuuuyi nnai response to puia request for documents Forwards documents listed 
in App A Documents also available In PDR App B documents totally withheld (rel 
FOIA Exempllon 5) App C documents partially withheld (ref FOIA Exemption 6) 
GRIMSIEY.D.H NRC - No Detailed Affiliation Given. 88/08/17 CONNOR! Doc- 
Search Associates 5pp. 48770,060 46770 000. 


“8009120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1905 

AXELRAD.JA, Enforcement Staff, |E (Pre 870413). 00/12/13 BLAHA.J.L Program 
Support & Analysis Staff, IE (Pro 070413) 13pp 46770 211-46770 223. 


8808300015 Forwards fisted documents per Sodlon 3 2 of environ protection plan in 
response to provisional variance request submitted to NRC via 000726 Mr 
HOLTZSCHER.D L Illinois Power Co 88/08/10 Document Control Branch (Docu 
ment Control Desk). 13pp 46698 273 46698 285 


8808290167 Informs of final costs for OL review, Including unbilled contractual costs 
HOLLOWAY, C J License Fee Management Branch FIN A 0422. B8/OB/24 
HALL.D D Illinois Power Co 3pp, 46690,221-46690 223 


6809080096 Forwards util estimate for operator licensing exams for FY89 FY92,per Ge- 
nenc Ltr 86-13, "Operator Licensing Exams " 

BOOKER.J E Gulf Slates Utilities Co 88/09/01 Document Control Branch (Docu- 
ment Control Desk) 3pp 46788 321-46788 323 


DOCKET 50-460 WPP5S NUCLEAR PROJECT, UNIT 1 


A. Appllcallon/con struct Ion stage documents A correspondence 


8809060135 Forwards environ assessment & finding of no significant impact re 871030 
appl cation lor emend to License NPF 62 concerning process & effluent radiation 
monitoring sys 

STEVENS.J A Project Directorate ||f-2 88/08/30 SPANGENBERG.F, Illinois Power 
Co. 4pp, 46758. 010-4675B 02! 

-6609060146 Environ assessment & finding of no significant Impact supporting 871030 
application for amend to License NPF-62 

MULLER, D R. Project Directorate 111-2. 88/00/30, 8pp. 46758.014-46750 021, 


8800120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
supp, y P robl0ms affecting safely related equipment Svc list end 
MIRAGUA.F J Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co ol Haw York, Inc 41 pp 47065 001-47065606 


8009060411 Informs thal 88071 1 submittal re amend lo License NPF 62 fails to provide 
adequate technical basis to allow NBC to reach appropriate decision Submittal did not 
Include safety evaluation addressing technical basis 

STEVENS, J A. Project Directorate Ilf-2 08/08/30. HOLTZSCHER.D L Illinois Power 
Co 5pp 46768 009 46768*013 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 
F Security, medical, emergency 4 fire protection plans 


8809080108 Forwards Amend 9 to License NPF 62 & safety evaluation Amend revises 
{0 a lf ' p sel P°fnl & allowable values for turbine bldg temp monitors 
STEVENS.J A, Project Directorate |||.2, 88/09/02. SPANGENBERG,F Illinois Power 
Co 3pp 46792 323-46792 332 


8B091 40190 Forwards SALP Rept 50-461/87-01 for Sepl 1906 . Aug 19B7 
8^^ ^ C,0r 87/1im GER S™Awc Illinois Powe 

-8809140196 SALP Rept 50-461/87-01 for Sept 1906 - Aug 1987 
' Region 3, Ofc ot the Director 87/11/13 3Bpp 48039 270 46039 314 

8809120042 Informs that review of results of Invocation of allegations fe turnover < 
secunq/ supervisors completed Investigation sufficient to support conclusions 4 dele 
mine that turnover has no impact on effectiveness of security 

tSSS^SSSlAuRt*^ “ fle/09/02 ' G[ *STN£RW.C fllinoi 

~»mnms Responds to NRC 880705 10 re violations noted In Insp Rent 50-461/8* 
Mn^S'nn i Ctl iS nS W^Vaoart I positions filled w/qoalilied personnel 

SwKS 00 68/08/04 DAVIS ' Aa R °#° n 3 ‘ 0,0 «' D 


P,0ced “' e RA -' 7 - 

469424>38 HALL.SP, WADDELL.OW Illinois Power Co 68/09/09, 20pp, 46942.060 


■8809080199 Amend 9 lo License NPF*62,revlslng Tech Specs re trip setpoint & allow 
fbfe value (or (urblno bldg temp monitors. 

MULLER.D R. Project Directorate llf-2 88/09/02. 4pp 46792 326-40792 329. 


----- , I --IMU.IUI. uu^yiitny rtMinriu O IU nn i/ti 

46792a e 30°46792 332 ReaCt0f Reflulfltiar) ' Di ^ cto ^ fP«t *70411) 88/09/02 3pp 


08O912°1O 7 Application for amend to License NPF-62, revising Tech Spec to support 
bycle 2 in max extended operallng domain & w/ reduced feedwater temps Support 1 .* 1 *} 
?£TO5! a i ,on 8ncl Fee P a ' rf NEDC-31646P withheld, 

HALC.D.P rffjnofs Power Co 8B/09/06, Document Conlro! Branch (Document Controf 
Desk). 9pp 4681 3- 164-4881 3*257. 


* mi , Vr* rroposea teen bpecs re max extended operating domain. 
Illinois Power Co, 88/09/06, 66pp 4681 3:1 72-4681 3.239 


“88001 20111 Rev 0 to "Supplemental Reload Licensing Submittal for Clinton Power 
Stallon Unit 1 Reload i.Cycle 2," 

LAMBERT.P A. PENT2IEN,D C. 4 CHARNLEYJ.S, General Electric Co. 23A591 R00 
88/08/31 18pp 46813-240-46013*257 
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*809130009 Advises that util 070723 changes to initial test program described in Chap 
ter 14 of FSAR acceptable, per discussion provided 

STEVE NS, J A Project Directorate 111*2 88/09/06, HOLTZSCHER.D L Illinois Power 
Co 5pp. 46B28'287-46820<291 

8809190302 Ack receipt of 800015 response to NRC 880707 Itr concerning allegations 
re radiation protection activities at plant 

NOftELIUS.C.E Region 3, Ole of the Director 00/09/06 GERSTNER.WC Illinois 
Power Co 2 pp 46899,036 46809 041 

-8009190363 Forwards summary of results of Investigation of Allegation Rtll*8B A 0050 
r« radiation protection practices at plant, per NRC 800701 request 
HOLTZSCHER.D L Illinois Power Co. 80/00/15. DAVIS.A B Region 3, Ofc of the Di- 
rector. 4pp 46899.038-40890.041, 


6809280337 Informs that Rev 2 to offsite dose calculation manual acceptable as Interim 
ref.based on review by EG&G Final rev should address dlscrepancles.suggestions & 
technical issues. 

STEVENS.J.A Project Directorate llt*2. 80/09/06 HOLTZCHER.DL Illinois Power 
Co 3pp 46910 318*46910 346 

Evaluation Rept for Evaluation of Offsite Dose Calculation 
Clinton Power Slation.Unlt 1 " 

W., FREEMAN, A L EG&G Idaho, Inc. (subs of EG&G, Inc.) 
>6097 88/06/30 NRC - No Detailed Affiliation Given, 26pp 


•■*800310095 "Technical 
Manual Through Rev 2,< 
0OHN.T.S, SERRANO, 
FIN D 6034. EGG -PHY 
40910 321-40910.346, 


a&092t0047 Forwards Amend 10 to Llconse NPF 62 & safety evaluation, Amend revisoB 
Tech Spec Sections 3/4.3.7 1,3/4 3.7 11 & 3/4 3 7 12 re radiation monitoring Instru 

STEVENS.JA Project Directorate 111*2 06/09/14 SPANGENBERG.F Illinois Power 
Co 4pp. 46920*128 46920*164 


-8809210052 Amend 10 to License NPF 62 l revlslng Tech Spec Sections 3/4 3 7 1,3/ 
4,3,7,11 & 3/4.3.7.12 re radiation monitoring instrumentation, 

MULLER, D.R Project Directorate 111-2 68/09/14, 10pp 46920 129 46920 146. 


**8009210057 Safety evaluation supporting Amend 10 to License NPF 62 
* Olfice of Nuclear Reactor Regulation, Director (Post 870411), 88/09/14 3pp 
46920 147*40920.149. 


8808300018 NRC Info Notice 88-072, '‘Inadequacies m Design of DC Motor Operated 
Valves" Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 08/09/02. 
Consolidated Edison Co or New York, Inc 122pp 46726 001 -46726 1 23 

8809090161 Advises that selection of applicable safety related valvos, volves max dif- 
ferential pressures & program to assure valve operability requested by Item e of IE 
Bulletin 65-003,found acceptable 

GREENMAN.E G, Region 3, Ofc of the Director. 88/09/02 GERSTER.W C Illinois 
Power Co 2pp 46004,095 46804 096 

8809200074 Responds to IE Bulfolm 86 007, ‘'Power Oscillations In BWFts " All licensed 
reaclor operators & shift technical advisors performing shift duties have been briefed 
on Lasalle Unit 2 event 

HALL.DP Illinois Power Co 88/09/13 Document Control Branch (Document Conlrol 
Desk) 3pp 46912 355 46912 357 

8B09080339 NRC Info Notice 60 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411). 00/09/14 
Consolidated Edison Co of New York, Inc 122pp, 40824-215 46024 336 

0809220144 Responds to NRC Bulletin 80 005,Suppl 2, "Nonconforming Mails Supplied 
by Piping Supplies, Inc at Fotson.New Jersey & West Jersey Mfg Co at 
Wllljamstown.Now Jersey ” 

HALL.DP Illinois Power Co 88/09/14, Document Conlrol Branch (Document Control 
Desk) 10pp, 46920 330-46920 339. 

8809120197 NRC Info Notice 88-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list end 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 08/09/16 
Consolidated Edison Co of New York, Inc 124pp, 46946.133-46946 252 

6009260280 Forwards Safety Insp Rept 50 461/88-21 on C80810 0906 & notice of vio- 
lation 

KNOP.R C. Region 3, Ofc of the Director, 08/09/16 GERSTNER.WC. Illinois Power 
Co 2pp 46966 297-46966 313, 


-*909210063 Forwards notice of Issuance of Amend 10 to Liconse NPF 62, por util 
071030 request 

STEVENS J. A. Project Directorate 111-2. 00/09/14 SPANGENBERG.F. Illinois Power 
Co. Ip 46920.160-46920.154 

-9909210068 Notice of Issuance of Amend 10 lo License NPF-62, changing Tech Spec 
Sections 3/4.37.1,3/4.3 7 11 & 3/4.3.7.12 re radiation monitoring Instrumentation 
MULLER, DR Project Directorate llt-2. 08/09/14. 4pp. 46920. 15 1-46920' 154 

8809220214 Responds to request for NRR assistance on allegation re containment In 
legrity & insorvlce testing program Safety significance of not performing fnsorvico tost 
ing of certain affected valvos during first yr of plant operation minimal. 

STEVENS.J.A. Project Dlrectorato IJI-2. 00/09/16. MILLER.HJ. Region 3, Ofc of the 
Director. 7pp, 4691 8 1 102-4691 8; 180. 


-8009260264 Notice of violation from Insp on 060010 0906 Violations noted condition 
adverse to quality Identified but not promptly corrected & NRC no* notified within 4 h 
of spill of 79 gallons of sulfuric add (n waste wator sys on 800804. 

KNOP.R C Region 3, Ofo of the Director 08/09/16 2pp 46906 209 40966.300 

-0809260287 Safety Insp Rept 50-461/00 21 on 080010 0906 Violations noted Major 
areas inspectodonslto followup of written repts of nonroutlno events, operational 
safely verification, monthly malnt & surveillance observation & training effectiveness 
COOPER, R W. Region 3, Ofc of the Director. 80/09/16, 13pp 46966.301-40966,313. 

8809130350 NRC Inlo Notice 80-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control " Svc (1st oncl 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/09/19. 
Consolidated Edison Co of New York, Ino 125pp. 46940 263 46947:013 


q, Inspection reports, IE Bulletins & correspondence 

6*09140190 Forwards SALP Ropt 60-461/07-01 for Sopt 1906 - Aug 1007. 

DAVIS, A 0 Region 3, Ofc of the Director. 07/11/13, GERSTNER.WC. Illinois Power 
Go 2pp. 46839.276-46839.314, 

-8009140196 SALP Rept 50-461/87-01 for Sept 1006 - Aug 1987. 

* Region 3, Ofo of the Director. 87/11/13. 36pp. 46839,270-46039 314 

8000190195 NRC Info Notice 80-069, "Movable Contact Finger Binding in HPA Relays 
Mfg by GE," Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 070411), 88/00/19. 
Consolidated Edison Co. of New York, Inc. 125pp. 46690.054*46690,170 

8*00160451 NRC Info Notice 88-068, "Setpoint Testing of Pressurlzer Safety Valves W/ 
Filled Loop SealB Using Hydraulic Assist Devices " Svc list end 
ROSS1.C E. Division of Operational Events Assessment (Post 070411) 88/08/22 
Consolidated Edison Co. of New York, Inc. 121 pp 46702:31 1-46703-070 

8808180368 SUppi 1 to NRC Info Notice 08-048, "Licensee Rept of Defective Refer- 

ftOSSI .C^PIvlsion of operational Events Assessment (Post 870411) 60/08/24 
Consolidated Edison Co. of Now York, Inc. 122pp, 46713,210-46713 219. 

*008230112 NRC Info Notice 80-070, "Check Valve Insorvlce Testing Program Deficlen 

ftOSS| S aE ,iS Dh?sion of Operational Events Assessment (Rost B70411). 80/08/29 
Consolidated Edison Co. or New York, tnc, 123pp, 40713,095-46713:217 

*(*9070546 Forwards Safety Insp Rept f>0 461/08-18 on 880707-20 & 0810- 17. No vlo* 

KARRI SON J.J. Region 3, Ofc of the Director. 88/08/30. GERSTNER.WC Illinois 
Power Co, 2pp. 46768 050*4676Q'058, 

“8809070550 Insp Rept 50-461/80-18 on 880707-28 & 0810-17 No violations 
noted Major areas Inspected .allegations made by former employees of util 
co nlraclor.em ployed during const of plant, Indicating that certain requirements of 

SCHAPK^R^Rf DANIELSON.D H Region 3, Ofc of the DIreotor 80/00/30 7pp. 
46768.052-46760.050 

0B99O6O147 Ack receipt of 880601 Itr re environ qualification violations noted In Insp 
Rept 50-461 /00-IO.Provldes clarification of points In insp rept re enforcement confer- 
ence held on 680331 to discuss butt splice testing, t 4 1 1 _ ^ 0 

DAVIS, A B. Region 3, Ofo of the Director. 80/08/30. HALL.D.P. Illinois Power Co 2pp. 
46769.04 7-46789.063. 

(800260492 NRC Info Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection or Licensee Radioactivity Measurements Attributed to 
That Event. Svo list encl . o0 ,* 0/n < 

ROSSLC.E, Division of Operational Events Assessment (Post 870411). 88/09/01 
Consolidated Edison Co. ofNew York, Ino, 121pp. 46712:244-46713:004, 


R. Periodic operating reports & related correspondence 


8B09070130 "Cllnlon Power Station Semiannual Radioactive Effluent Release Rept.Jan- 
June 1980 " W/8BQ829 Itr 

HOLTZSCHER.D.L Illinois Power Co 88/06/30. 46pp 46776:174 46776:220, 

8*09200140 Monthly operating rept for Aug 1088 for Clinton Power Station Unit 1 W/ 
880914 ttr. 

HOLTZSCHER.D L. Illinois Power Co, 00/00/31, 6pp 46600 234-46600:239 


S. Reportable occurrences, LERe & rotated correspondence 

8800290308 Special ropl on 880aQ3,accident monitoring instrumentation for HVAC slack 
declared inoperable lor more that 72 h.Caused by underway work to perform routine 
channel calibr.Planl condition rept Initiated 

HOLTZSCHER.D L, Illinois Power Co, 88/08/22 DAVIS.A B Region 3, Ofc of the Di- 
rector. 2pp 46684 057-46684.058 

0009130061 LER 88 020 00 on 80O8O6,dlscovered that Div II shutdown svc water radio- 
active liquid effluent monitor Incorrectly declared operable Caused by vague communi- 
cations. Departmental responslbiiltas clarified W/880902 Itr. 

MILLER.D.W, HOLTZSCHER.D, L Illinois Power Co. 00/09/02. 6pp 46039.053- 
46839-058 

8809140153 RO.on 080901 ,HPCS Initialed & Injected water Into reactor (or 28 s during 
malnt surveillance activities on reactor water level transmitter Injection valve & HPCS 
pump secured Notification of unusual ovent fasted approx 10 minutes 
HOLTZSCHER.D.L. Illinois Power Co. 88/09/02 Document Control Branch (Docu- 
ment Control Desk). 2pp. 46837:209-46037 210 

8809160284 LER 88'021*00,on 88001 1,RWCU high differential flow signal caused div II 
RWCU containment Isolation valves to close, isolating RWCU sys Caused by failure of 
bypass switch Switch replaced & faulty switch returned lo mfg W/80091 1 Itr 
CAMIU-ERI.T.J., HOLTZSCHER.D, L Illinois Power Co. 88/09/11, 5pp 46885-203- 
46885.207, 

0809150164 LER 80 01 7-01. on 880624, Agaslat GP relay failed resulting to relay contact 
oxide buildupjoas of control signal & reactor scram.Caused by GE design error.Relay 
contacts cleaned or replaced & tested Reported per Part 21 W/80091 2 Itr, 
FREEMAN.R D , HALL.D.P, Illinois Power Co 88/09/12 llpp 46849,206-46849-218. 

8809270055 Requests Investigation rept re potential equipment tampering of non-safety 
related equipment reported on 880812 lo evaluate adequacy of Investigation. 
MALLETT.B.S, Region 3, Ofc of the Director, 88/09/16. GERSTNER.W.C, Illinois 
Power Co, 2pp, 46950.045-46950,046, 
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Vi Operator Examinations 

8609140190 Forwards SALP Rept 50-461/87-01 for Sept 1986 - Aug 1987 
DAVIS, A B Region 3, Ofc ol the Director B7/11/13. GERSTNEfiW C. Wwvote Power 
Co 2pp 46839 276 46839 314 

-8809140196 SALP Rept 50 461/87-01 for Sept 1986 ; Aug 1887 
• Region 3, Ofc of the Director 87/11/13 36pp 46839 278 46839 314 

8809140157 Forwards schedules reflecting exam dates to support !mtfalficenslno& up- 
grade exams in response to Genenc itr 8B 13, “Operator Licensing Exams, Sched- 
ule for reuual location exams also encl _ . . . 

HOLTZSCHER.D.L, Illinois Power Co 88/09/02 HANNON, J Operator Licensing 
Branch 3pp 46839 317-46839 319 


8809260008 Forwards u 1988 Radiological Emergency Preparedness Exerr.^ rw, 
lives " Provides util .local & state objectives ^ 

WITHERS.B D Wolf Creek Nuclear Operating Corp, 88/09/19 Document Co^ 
n'ron/'h /rWumanl rnnlrnl Daskt Id 4696? 178-46967 201 m 


-8609260014 “1988 Radiological Emergency Preparedness Exercise Objectives" 
MOLES, KJ Wolf Creek Nuclear Operating Corp 88/09/19 23pp. 46957 
46957 201. . 


8809260088 Revised radiological emergency response plan implement™ 
procedures, Including Rev 3 to EPP 01-1.0, Conlrol Room Organization" aRevaiA 
Epp 01-3 2, “Followup No! ifl cations." W/B80919 ltr 

WITHERS.B O Wolf Creek Nuclear Operating Corp, 88/09/19 200pp 46943001 
46948:338, 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 


P, Operating license stage documents & correspondence 


A Appllcatlon/constructlon slage documents A correspondence 

8808290157 Informs of final costs for OL revlew.fncludmg unbilled contractual costs 
HOLLOWAY.CJ License Fee Management Branch FIN A-0422 88/08/24 

HALL,DD Illinois Power Co 3pp 46690 221-46690 223 


DOCKET STN-50-470 CE8SAR SYSTEM 80 

A. Appllcatlon/constructlon stage documents A correspondence 

8809050061 Informs of finalizing review of GA program description of Rev 5 to CESSAR 
Topical Rept CENPD-210 A anticipates transmitting review to NRC by third quarter 
1986.Submlttal wifi address remaining Q A questions in “road map ' 

SCHERER, A E Combustion Engineering, Inc 80/08/02 VISSING,G Standardization 
& Special Project Directorate, Ip 46792 183-46792,183 

8809190298 Forwards addl info re CESSAR-DC, Chapter 4,!n response |o NRC 080628 

SCHERER, A.E. Combustion Engineenng, Inc, 88/09/09. VISSING.G S Standardiza- 
tion A Non-Power Reactor Project Directorate, 5pp 46908 355-46908'359. 


8808120294 Generic Ltr 88-14 to all holders of OLs or CPa for nuclear power reactors 
re instrument air supply ays problems affecting safety- related equipment Svc iiitevi 
MIRAGLIA.F J Associate Director for Projects (Post 870411). 08/08/08. Consolidated 
Edison CO of flew York, Inc. 41pp. 47065.001-47065 006 w 


8809120091 Final response to FOfA request for documents Forwards documents Ested 
in App A.Documents also available in PDR App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOIA Exemptions) 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given. 88/08/17 CONNOR, L, Doc 
Search Associates, 5pp 48770 060 46770.089. 

-8809120137 Forwards assessments by Enforcement Staff of regional performance u 
enforcement area from Jut Nov 1985. 

AXELRAD.J.A. Enforcement Staff. IE (Pre 870413). 86/12/13 BLAHA.J l Program 
Support A Analysis Staff, IE (Pre 870413). 13pp, 46770.211-46770 223 

8808260390 Forwards notice of consideration of Issuance of amend to License flPF-42 
& opportunity for hearing re 880226 request to revise Tech Specs 3/4 76, “Conlrot 
Room Emergency Ventilation Sys/’ 3/4 7 7 & 3/4.9 13. 

O'CONNOR, P.W Project Directorate IV. 80/08/10 WITHERS.B D Wolf Creek Nude 
ar Operating Corp. 4pp. 46656.002-46656’091 


F. Security, medical, emergency A fire protection plane 

8809210116 Forwards summary of sabotage protection considerations & draft require- 
ments for sabotage design from EPRI advanced LWR requirements document, per 
NRC 871208 ltr Basis for program listed 

SCHERER, A E Combustion Engineering, Inc, 88/09/14 VISSfNG.GS, Standardiza- 
tion & Non Power Reactor Project Directorate 4pp, 46920 112-46920:115 


DOCKET STN-50-4B2 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


8800260090 Requests plans for addressing Issue of trespassing onto owner controlled 
property at site & to provide assurance that unauthorized persons warned or advised 
ot protective actions per NUREG-OB54, Section 11 J 

O’CONNOR, P W. Project Directorate IV, 68/08/19 WITHERS.B 0, Wolf Creek Nucle- 
ar Operating Corp 4pp, 46654 048-46654 051, 


8808300244 Advises that B80707 changes to emergency plan meet provisions of 
10CFR50 54(q) & acceptable, 

CALLAN.L J Region 4, Ofc d the Director. 88/08/24 WITHERS.B D Wolf Creek Nu- 
clear Operating Corp 2pp. 46698.299 46696 300. 


8009060205 Responds to NRC 880729 Itr re violations noted In Insp Rept 50 482/86- 
19 Corrective actions Fire Protection Impairment Conlrol Procedure ADM 13-103 re- 
vised to Identify requirement for obtaining fire Impairment permit when door left 
opened. 

WITHERS.B D, Wolf Creek Nuclear Operating Corp 88/08/29 Document Control 
Branch (Document Control Desk) 2pp 4675&'30Q-467 58*301 


8809060323 Forwards Insp Rept 50-402/88-21 on 86071 M5 A notice of violation, 
CALLAN.LJ Region 4, Ofc of Ihe Director 88/09/02 WITHERS.B D, Wolf Creek Nu- 
clear Operating Corp. 2pp 46767:348-46768,008 

-0809060327 Notice of violation from Insp on 8807 11-1 S.VTolation noted, fire Impair- 
ment permit not Issued for fire dampers undergoing post mod testing 
* Region 4, Ofc of Ihe Director 8B/09/02. 2pp 46767,350 46767.351. 

8809190206 Forwards final SALP Rept 50-482/88-14 for period Mar 1987 - Mar 
1988, Corrective actions discussed In 860720 SALP mgt meeting & 880819 written re- 
sponse to SALP board rapt responsive to NRC concerns & recommendations. 
MARTIN, R D Region 4, Ofc ol the Director 86/09/12, WITHERS.B D. Wolf Creek Nu- 
clear Operating Corp 3pp. 46887: 130-46B87‘224, 

-0809190214 Responds to SALP Insp Rept 50-4B2/8B-14 Response reflects discussion 
held between NRC A util during 880720 SALP conference Mgl support for fire protec- 
tion program remains strong* 

WITHERS.B.D Wolf Creek Nuclear Operating Corp. 88/08/19 MARTIN, R.D. Region 
4, Ofc of Ihe Director, 21pp. 46887*204-46807:224. 


0009210092 Forwards Insp Rept 50-482/8B 200 on 880606-1 7. Weak nesses in organiza- 
tion ability to determine causes of planl sys & component problems, six potential en- 
forcement findings A two observations noted 

HOLAHAN.G M. Division of Reactor Projects * JII,IV,V A Special Projects (Post 
070411), 80/09/16 WITHERS.B.D, Wolf Creek Nuclear (grating Corp. Qpp 
4691 9,300-469 19.333 


-8600260391 Notice of consideration of Issuance of amend to License NPF-42 6 op- 
portunity for hearing on 080226 request to revise Tech Specs 3Z4.7.6, “Control Room 
Emergency Ventilation Sys" A 3/4.7 7. “Emergency Exhaust Sys " 

WIGGINTON.DL Projoct Directorate IV. 06/00/10. 6pp. 46656.006 46656091. 

8008260500 Advises that util 880531 response to Generic Hr 88-06, "Boric Acid Corro- 
sion of Carbon Steel Reactor Boundary Components In PWR Plants" provided assur- 
ance that program will be In placo by 800930 dealing w/borlc acid leakage. 
O'CONNOR, P.W Projoct Directorate IV. 88/00/19. WITHERS.B D Wolf Creek Nucle- 
ar Operating Corp. 3pp. 46649.071-46649,073. 

6606280352 Responds to 850515 submittal A 860531 amend, on behalf of Nuclear 
Awareness Network requesting enforcement action concerning facllity.Request denied 
for reasons slated In end director's decision under 10CFR2.206 
MURLEYJ.E Office of Nuclear Reactor Regulation, Director (Post 870411) 88/081 
22 GARDE, B,P. Government Accountability Project 5pp, 46666*201-46656 231 

6808260352 Responds to 850516 submittal A 850531 amend.on behalf of Nuclear 
Awareness Network requesting enforcement action concerning facility Request denied 
for reasons stated In end director's decision under 10CFR2.206 
MURLEYJ.E, Office of Nuclear Reactor Regulation, Dlreclor (Post 879411), #388 
6965, 08/08/22, GARDE, B P Government Accountability Projecl 3pp. 46749 257 
46749:300. 


-6009080321 Director's Decision DD-88- 14, denying 850516 petition for enforcement 
action for safety allegations at planl.per 10CFR2 206. 

MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411) 88/00/ 
22. 1 2pp, 48749:260-40749-271 , 


-8809080324 Notice of issuance of Director's Decision DD-88-1 4, denying 10CFR22W 
petition for NRC to take possession of util quality files A to Investigate other salary 
allegations. k 

MURLEYJ.E. Office of Nuclear Raaolor Regulation, Director (Post 870411) 88AW 
22 3pp, 46749*272-46749,300 

6009140202 Forwards notice of consideration of Issuance of amend to License NPF 42 
& proposed NSHC determination A opportunity for hearing lo revise Tech Spec 53 1 
re fuel assemblies 

O’CONNOR.P.W. Project Directorate IV. 68/08/29. WITHERS.B D Wolf Creek Nucte 
ar Operating Corp 3pp, 46841-206 46841*296. 


-0609140284 Notice of consideration of Issuance of amend to License NPF 42 A pro* 
posed NSHC determination A opportunity for hearing, Amend revises Tech Speco3.i 
re fuel assemblies. 

CALVO.J A. Project Directorate IV. 88/06/29. 7pp. 46841:290-46041:296 


6809060368 Forwards safety evaluation accepting util program for equipment class Jca- 
lion A vendor Interface based on review of 891115,840229 & 87052B submittals re 
Generic Ltr 83-28, Item 2 1, "Equipment Classification," ^ » 

O'CONNOR, P.W. Project Directorate IV. 88/09/01. WITHERS.B D, Kansas G*s 5 
Electric Co. 4pp 46750 001-46750.007, 


-8809060390 Safety evaluation accepting licensee program for equipment classJllcato* 1 
A vendor interface. 

Office of Nuclear Reactor Regulation, Dlreclor (Post 070411). 88/09/01. 
46758.005-46756,007. 


-80O921OO9S Insp Rept 60-482/88-200 on 060806-17 Potential enforcement findings A 
observations noted Major areas Inspected line organization support A contribution to 
plant duality A quality verification organization abilities re deficiencies. 

CORRBA.fi ,P. Office ot Nuclear Reactor Regulation, Director (Post 870411), 
HOPKINS.P.C, MOORE.R.L Region 2, Ofc of the Director, 88/09/16 26pp. 
4691 9.306-4691 9 333. 


8809070338 Provides addl Info re pump A valve Inservice testing program flslief R 
quest 11, per PW O'Connor 880016 request.Pump curve for fuef pool cooling 
01 A A ref differential pressure (d/p) va actual d/p data used to trend pump tesl w 

WITHERS.B.D, Wolf Creek Nuclear OperaUng Corp. 86/09/01. Document Control 
Branch (Document Control Desk). 7pp. 46776:163-46776:159. 
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8309140279' Discusses impact of prolonged low power operation on reliability of check 
valves as result of 851121 water hammer event at San Onofre Unit 1. Review of plant 
configuration to preclude similar occurrence revested. 

O’CONNOR.P w Project Directorate IV, 88/09/06 WITHERS, 8 D. Wolf Creek Nucle- 
ar Operating Corp 4pp 4603B 127-46838 130 


8809210092 Forwards Insp Rept 50 482/80 200 on 880606-1 7 .Weaknesses In organize 
tion ability to determine causes of plant ays & component problems.slx potential en 
forcemeat findings & two observations noted 

HOLAHAN.G M Division of Reactor Projects - IIIJV.V A Special Projects {Post 
070411) 08/09/16 WITHERS, BD Wolf Creek Nuclear Operating Corp 8pp 
46919,300 46919,333, 


Q. Inspection reports, IE Bulletins & correspondence 

6808260168 Forwards payment of $100,000,per NRC 880317 notice of violation & pro- 
nosed imposition of civil penalty. 

WITHERS, 8.0 Wolf Creek Nuclear Operating Corp 88/00/18. L1EBERMAN.J Ofc of 
Enforcement (Post 070413) Ip 46056O48 46656O48 

8808 190195 NRC Info Notice 88 069, “Movable Contact Flngor Binding in HFA Relays 
Mlfo by GE " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 08/00/19, 
Consolidated Edison Co of New York, Inc, 125pp, 46690 054-46690 178. 

8806160451 NRC Info Notice 88-068, “Setpoint Testing of Pressunzer Safety Valves W/ 
FJlfed Loop Seals Using Hydraulic Assist Devices " Svc list end. 

ROSSLCE Division ot Operational Events Assessment (Post 070411), 80/08/22. 
Consolidated Edison Co. of New York, Inc. 121pp 46702*31 1-46703.070 

6806180388 SuppI 1 to NRC Info Notice 88 040, “Licensee Rept of Defective Refur- 
bished Valves, Svc list end. 

HOSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/00/24 
Consolidated Edison Co of New York, Inc 122pp. 46713 218-46713*219 

6808230112 NRC Info Notice 88-070, "Check Valve Inservice Testing Program Deficlon- 

R OSSLC.E^DMsio n of Operational Events Assessment (Post 870411) 08/08/29 
Consolidated Edison Co, of New York, Inc. 123pp. 46713 095-46713:217. 

0009060205 Responds to NRC 880729 Hr re violations noted In Insp Rept 50*482/88 
tO.Corrective actions Firo Protection Impairment Control Procedure ADM 13-103 re 
vised to Identify requirement for obtaining lire Impairment permit when door left 
opened, 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 80/00/29 Document Control 
Branch (Document Control Desk) 2pp, 4676O*3OO-46760'3O1. 

0008260492 NRC Info Notice 80 071, “Posslblo Environ Effect of Reentry of COSMOS 
1000 A Request for Collection of Uconseo Radioactivity Measurements Attributed to 
Thai Event/’ Svo list encl , 

ROSSLCE. Division of Operational Events Assessment (Post 070411) 80/09/01. 
Consolidated Edison Co. of New York, Inc, 121pp. 40712:244-46713,004. 

8808300018 NRC Info Notice 88 072, "Inadequacies In Dosjgn of DC Motor-Operated 

R OsIsLC JIL ° Oivi sk>n ' ' of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co. of Now York, Ino, 122pp. 46726.001-46726:123 

6-609060323 Forwards Insp Rept 50-482/88 21 on 080711-15 & notice of violation 
CALLAN.L J Region 4, Ofc of the Director. 80/09/02 WITHERS, B,D Wolf Creek Nu- 
clear Operating Corp. 2pp. 46767:348*40700:008, 

-860 90603 27 Notice of violation from Insp on 80071 MS.Vlolatlon noted: fire Impair- 
ment permit not Issued tor firo dampers undergoing post mod testing. 

* Region 4, Ofc of the Director 80/0G/O2. 2pp 46787‘35O-40767‘351 

-8809060332 Insp Rept 60-482/08-21 on 88071 MS.Vlolatlon noted.Major areas 
Inspected nonllcensed staff training program.llcensed operator training program A re 

himTEFLD.'f?,, 1 pISk.G A , GAGLIARDO.J E. Region 4, Ofc of Ihe Director, 80/00/17. 
17pp. 46767:352-46768 008. 

8009100206 Forwards final SALP Rept 50-402/80-14 for period Mar 1907 - Mar 
1986 Corrective actions discussed In 800720 SALP mgl mooting A 860019 written re- 
sponse lo SALP board rept responsive lo NRC concerns A recommendations. 
MARTIN, R O. Region 4, Ofc of the Director 08/09/12 WITHERS, B.D Wolf Creek No- 
dear Operating Corp. 3pp. 46887:130*46007,224. 

“6-609166212 Final SALP Rept 50-482/88-14 for Mar 1987 - Mar 198B. Overall perform- 
ance acceptable. 

* Region 4, Ofc of the Director. 00/03/31 70pp. 46807:1 33-468B7:203. 

-6609190214 Responds to SALP Insp Rept 50-482/00-14 Response reflects discussion 
held between NRC & util during 880720 SALP conference Mgt support for fire protec- 
tion program remains strong. ^ 0 . 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp 80/00/19 MARTIN.R D Region 
4, Ofoof the Director 21pp. 46887*204-46887:224. 

6609200080 Advises that malnt team Insp scheduled to be performed during wks of 
880919 A 1030 

CALLAN.L.J Region 4, Ofc of the Director. 88/09/12. WITHERS.B.D, Wolf Creek Nu- 
clear Operating Corp. 2pp. 46900:160-46900:161 

6009190289 Responds to NRC Bulletin 08*005, "Nonconforming Matts Supplied by 
Pmirg Supplies, Inc at Folsom.NJ A West Jersey Manufacturing Co al 
wlllamstowri.NJ/ 1 Provides results of record review, testing A analysis of llanges sup 

&AILEY.J A Wolf Creek Nuclear Operating Corp. 08/09/13 Document Control Branch 
(Document Control Desk), 15pp 40895*286 46095:300 

6609089339 NRC Info Notice 88-074, "Potentially Inadequate Performance of ECCS In 
PWRs Du ring Recirculation Operation Following LOCA." Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/09/14. 
Consolidated Edison Co of New York, fnc. 122pp 46024:21 S-46824'336. 

6609(20197 NRC Info Notice 80-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti-Pump Circuitry." Svo list encl, ...... 00/no/<fl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 88/09/16, 
Consolidated Edison Co, of New York, Inc. 124pp. 46946,133-46946:262. 


-8809210095 Insp Rept 50 482/08 200 on 800606 17.Potential enforcement findings & 
observations noted Major areas Inspected lino organization support A contribution to 
plant quality A quality verification organization abilities re deficiencies. 

CORREIA, R.P, Office of Nuclear Reactor Regulation, Director (Post 070411) 
HOPKINS.P C , MOORE.R L Region 2, Ofc of Ihe Director 88/09/16 26pp 
46919,308 46919 333 

8809130350 NRC Info Notice 80 076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control" Svc list encl 
ROSSI,CE Division of Operational Events Assessment (Post 070411) 08/09/19 
Consolidated Edison Co of New Yo/k, fnc, 125pp. 46946 263-46947 013 


R, Periodic operating reports A related correspondence 

8809070085 “Semiannual Radioactive Effluent Release Rept for Jan June 1988" W/ 
080029 Itr, 

WITHERS, B D Wolf Creek Nuclear Operating Corp 88/00/30 86pp 46781.205- 
46781*290. 

8809200133 Monthly operating ropt for Aug 1900 for Wolf Creek Generating Station, W/ 
000914 Itr. 

WILLIAMS.MG , WITHERS.BD, Wolf Creek Nuclear Operating Corp. 00/00/31. 7pp 
46919*279 46919,285 


S, Reportable occurrences, LERs & related correspondence 

B809260068 LER 00 014 00 on 000021, ESFAS auxiliary feedwater pump low suction 
pressure instrumentation channel chock procedure found not to moot Tech Spec 
4, 3.2.1 requirements, Caused by contractor A personnel error procedure changed, W/ 
000919 fir. 

WILLIAMS.MG , WITHERS, B D WoK Crook Nuclear Operating Corp. 88/00/21 4pp. 
46966 071-46960.074. 

8809010355 LER 88 012-00'on 880728, control room ventilation Isolation signal 
occurrod.Causqd by failed photocell resulting In low signal output condition Photocell 
assembly replaced W/ 800829 Hr 

WILLIAMS, M.G., WITHERS, B D. Wolf Crook Nuclear Operating Corp. 89/06/29, 6pp, 
46721.061-46721 066, 

8809060232 LER 80 013 OO.on 08O8O2,con1rol room ventilation Isolation signal occurred 
duo to chlorine monitor.Caused by paper tape bunching up on chlorine monitor Paper 
lapa replaced A no further problems Identified w/monltor W/000029 Itr 
WILLI AM S,M G , WITMERS.BA Wolf Crook Nuclear Operating Corp 08/08/29 7pp. 
46767.335 40757:341, 

8809200015 PN04V OO 076 on 800913, one electrician died A one Injured after receiving 
electrical shock while pulling 480 volt cables in overhead on second level of auxiliary 
bldg.Cauaed by electrician slipping A grabbing conduit for support 
CHAMBERLAIN, D Region 4, Ofc of the Director 86/09/13. 2pp. 46919 288- 
46919*209, 

8809190141 PNO IV-B8 O70Aon 0BQ913 ( movemenl of conduit apparently cut energized 
cable A junction box became energized eleclrocutlng contract electrician Licensee 
continuing Investigalion of event A Inspectors monitoring actions 
CHAMBERLAIN, D Region 4, Ofc of the Director. 88/09/15. Ip. 46093 108- 
46893*106. 


V. Operator Examinations 

8809060359 Forwards proposed operator licensing exam schedule, per NRC 880008 Ge- 
neric Ltr 88-13 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp, 80/08/30 HANNON.J, Operator 
Licensing Branch 3pp, 46755,249 46755 251 

8809070352 Forwards ref matl requirements, written exam administration requirements A 
NRC rules & guidelines for operator licensing exams scheduled for wk of 881128 Ap- 
proved ref matl listed In Encl 1 to be forwarded by 880928 

CALLAN.L J. Region 4, Ofc of the Director, 88/09/01 WITHERS.B D Wolf Creek Nu- 
clear Operating Corp. 11pp. 46774*260 46774,260, 

8809060323 Forwards Insp Rept 50-402/00 21 on 880711-15 A notice ol violation. 
CALLAN,L J Region 4, Ofc of the Director 88/09/02, WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 46767:348-40768.000 

“0809060327 Notice ot violation from Insp on 8807 11 -15, Violation noted, tiro impair- 
ment permit not Issued for fire dampers undergoing post-mod testing. 

* Region 4, Ofo of the Director. 88/09/02 2pp 46767:360-46767*351 

“8809060332 Insp Rept 60-482/88-21 on 88071 1-1 5. Violation noted Major areas 
inspected. nonllcensed staff training program, licensed operator training program A re- 
lated followup Items 

HUNTER, O.R., PICK,G A, GAGLIARDO.J.E. Region 4, Ofc of the Director. 80/08/17, 
17pp. 46707.352-46766,008. 


DOCKET STN-SO-403 CALLAWAY PUNT, UNIT 1 


F, Security, medical, emergency A fire protection plana 

8808300074 Temporary Change Notice 88-0482 to Rev 9 to Emergency Plan Imple- 
menting Procedure ElP-ZZ-00230, "Accountability A Evacuation." 

HARVEY, S,P. Union Electric Co. 88/08/10, 3pp, 48703*208-46703,270. 
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8609090014 Forwards Rev 14 to physical security plan Rev withheld {ref 1 <K5FR73 21) 
SCHNELL.D F Union Electric Co 86/08/24 DAVIS.A B Region 3, Qfc of the Direc- 
tor 2pp. 46833 151-46833 152 

880913Q037 Informs that util will accept listed documented training unbl NRC-wide train- 
ing program for unescorted access becomes established 

SCHNELL D F Union Electric Co 68/08/31 Document Control Branch (Document 
Control Desk) 4pp 46835338-46835 341 

8809260236 Temporary Change Notice TCN SB-0615 to Rev 6 to Emergency Plan fm 
pie men ting procedure EIP-ZZ-A0020, "Maintaining Emergency Preparedness, 

LEWIS, DR Union Electnc Co 88/09/13 3pp 46556, 149 46955152. 

8809230252 Advises that 880824 Rev 14 to physical secunty plan consistent w/provi- 

MALL ETT?^S^R 3^ Ofc^o f I he Direc tor 88/09/15 SCHNELL.D F Union Electric 

Co 2pp 46944 017 46944 018 


H. General correspondence 

0808290197 Requests info re changes expected fn 1,000 MWe reactors In which fuel 
design a operating life changed. m ^ „ ec 

DReYK Drey. K 88/0B/1 8 ALEXION.TW Project Directorate 1113 3pp 46685 265* 
46685 266 


P. Operating license stage documents 4 correspondence 


8809140316 Responds to NRC request for determination of eligibility for inclusion in 
Natf Register □( Histone Places Recommends procedures followed under 36CFR63.3 
4 800 4(c) & seek eligibility w/Missouri Slate Historic Preservation Officer. 

• Into nor, Dept of, National Park Service 88/06/09 PERKINS.K E Division of Reac- 
tor Protects - I/If (Post 870411) 3pp 46841 197-46841 199 


8809070056 Suggests that NRC propose to slate historic preservation officer that prop- 
erties identified! by util are eligible for inclusion in Naif Register re properties threat- 
ened w/damage from operations & maJnt activities W/o ends, 

KING ,T F Advisory Council on Histone Preservation, 88/07/22 PERKINS.K E , 
ALEXION.T, Project Directorate III 3 3pp. 46783 307-467B9 309 


8808120294 Genenc Llr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related equipment Svc fist end 
MiRAGLIA.F.J Associate Director for Projects {Post 870411), 86/08/08. Consolidated 
Edison Co of New York, Inc. 41pp 47065001-47065.006 


8809120091 Final response to FOfA request for documents.Foiwards documents listed 
In App A Documents also available in PDR App B documents totally withheld (ref 
FOIA Exemption 5) App C documents partially withheld (ref FOfA Exemption 5) 
GRIMSLEY.DH NRC - No Detailed Affiliation Given 68/08/17 CONNOR, L Doc- 
Search Associates 5pp 40770.060 46770 089 


“8809120137 Forwards assessments by Enforcement Staff of regional performance In 
enforcement area from Jul Nov 1985 

AXELRAD.JA. Enforcement Staff, IE (Pro 870413] 86/12/13 BLAHA.JL Program 
Support & Analysis Staff, JE (Pro 870413), 13p p 46770 21 1-46770 223 


6809010186 Advises that Rev 11 to operating QA manual consistent w/ provisions of 
10CFH50,App B & acceptable, 

WfifGHT.GC Region 3, Ofc of the Director 88/08/26 SCHNELL.D F Union Electric 
Co Ip 46720 360 4 6720 360 


8809010326 Advises that 8B0527 response lo Generic Ltr B8-05 describing commitment 
to boric add leakage momtonng & preventative program fulfills requirement 
ALEXtONJW Project Directorate llf-3 8B/06/30. SCHNELL.D.F, Union Electric Co 
2pp 46743 207-46743 208 

8809120073 Application for amend to License NPF-30, changing steam generator low 
fow level tno circuitry by adding environ allowance mocwier.W/safety 
evaluabon.WCAP-11884 & WCAP-118B3 Proprietary WCAP-11883 withheld (ref 
10CFR2 790). 

SCHNELL.D F Union Electric Co 88/OB/30 Document Control Branch (Document 
Control Desk) 32pp 46825 055-46825 319 


-8809120077 Submits application for withholding propnetary WCAP-11883, "Implemen- 
tation of Steam Generator Low Low Level Reactor Trip Time Delay & Environ Allow 
ance Modifier in Callaway Plant" from public disclosure (ref 10CFR2 790) 
WlESEMAN.R A Westinghouse Electric Corp 88/08/26 MURLEV.T.E Olftce of Nu- 
clear Reactor Regulation, Director (Post 870411) 2pp, 46826 087-46825 098. 

“0BO9 120083 Affidavit of Wosimghouse requesting that proprietary info be withheld 
from public disclosure (ref 10CFR2 790), 

W1SEMANN.R A Westinghouse Electnc Corp 76/07/13 10pp. 46825 089 46B25 098 

“8809120090 Proposed Tech Specs re steam generator level reactor tnp mod 
* Union Electnc Co 88/08/30 77pp. 46825,099-46825 201 


“8609120094 "Implementation of Steam Generator Low Low Level Reactor Trip Time 
Delay & Environ Allowance Modifier fn Callaway Plant," 

LEACH.C E , GONGAWARE,B L, TULEY.CR Westinghouse Electnc Corp WCAP- 
1 1084. 88/08/31 1 1 9pp 46825 202-46825 319 


8809190018 Forwards "Semiannual Radioactive Effluent Release Real, Jan- June 1986" 
& Rev 5 to "Caflaway Plant Offsite Dose Calculation Manual " 

SCHNELL.D F. Union Electric Co, 88/08/31. Document Control 8ranch (Document 
Control Desk). 3pp 46827 310-46828 088, 


“880919<N)25 "Callaway Plant Offsite Dose Calculation Manual," 

* Union Electric Co, 80/02/29 H9pp 46027:328-46828.088 

B809070369 Forwards requested response to NRC questions re plant post-accident 
noble gas monitoring sys Info lo justify location of nobfe gas efffuent monitoring sys 
end 

SCHNELL.D F Union Electric Co, 80/09/02 Document Control Branch (Document 
Control Desk) 7pp. 46776: 1 60-4 6776 . 1 66, ' 0 


Q. Inspection reports, IE Bulletins & correspondence 


8808190195 NRC Info Notice 88 069, "Movable Contact Finger Binding in hfa. 

Mfg by GE " Svc list end u 

ROSSI, C.E Division of Operational Events Assessment (Post 8704 in 
Consolidated Edison Co of New York, Inc 125pp. 46690 054-46690 178 

8808160451 NRC Info Notice 00 068, "Setpoint Testing of Pressure Safety Vat^v-i 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end * 

ROSSI.Ct Division of Operational Events Assessment (Post 870411) na/n am 
Consolidated Edison Co of Now York, fnc 121pp. 46702.31 1 46703 070 a 


8B0B1 80360 Suppl 1 to NRC Info Notice 08 048, "Licensee Rept of DofecLva R fi r„ 
bished Valves ,r Svc list end w 

ROSSf.CE Division of Operational Events Assessment (Post 870411) ea/08/5i 
Consolidated Edison Co of Now York, Inc 122pp. 46713.218*46713 219 4 


8808230112 NRC info Notice 08 070, "Chock Valve inservice Testing Program Deltoen. 
cies " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/08/20 
Consolidated Edison Co of New York, Inc 123pp 46713*095 48713 217 


8800260492 NRC Info Notice 88 071, "Possible Environ Effecl of Reentry of COSMOS 
1900 & Request for Collection ol Licensee Radioactivity Measurements Attributed to 
Thai Event A Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 86/09/01 
Consolidated Edison Co. of Now York, Inc 121pp. 46712.244 46713 004. 


6608300018 NRC Info Notice 08 072, "Inadequacies In Design of DC Motor Operated 
Valves ,J Svc fist end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 6B/09/0? 
Consolidated Edison Co, of Now York, Inc 122pp. 46726*001-46726 123 

8809140107 Forwards response lo NRC Bulletin 88 005 & Suppls 1 & 2 re mails sup. 
plied by West Jersey Mfg & Piping Supplies Inc No mails found subj to bulletin 
SCHNELL.D F. Union Electric Co 00/00/09. Document Control Branch (document 
Control Dosk) 19pp 46844 299 46044.317, 

6009080339 NRC info Nollco 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA. Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York, Inc 1 22pp. 46824 215-46824 336, 

0809120197 NRC tnfo Notice 80 075, "Disabling of Diesel Generator Oulput Circuit 
Breakers by Anti Pump Circuitry " Svc fist end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co, ol New York, Inc, I24pp 46946,133 46946252 

6809230268 Forwards Safety Insp Rept 50-483/60 16 on 880815-10 No violations 
noted 

HARRISON.J J Region 3, Ofc of tho Director 08/09/16 SCHNELL.D.F Union Elec 
tncCo. 2pp 46943,249-46943-261 

“6B09230261 Insp Rept 50 4Q3/00-16 on 000016 19.No violations noted Major areas 
inspected, malnt activities using selected portions of Insp Modules 62700,62702,62705 
& 62720 

EICK.S D , CARTER.T H , REYNOLDS, S A, Region 3, Ofc of the Director 80/09/16 
11pp. 46943 251-46943 261 

8009130350 NRC Info Notice 08 076, "Recent Discovery of Phenomenon Not Previous 
ly Considered In Design of Socondarv Containment Pressure Control" Svc list one! 
ROSSI.C.E Division of Operational Events Assessment (Post 670411) 09/09/19 
Consolidated Edison Co of New York, Inc, 126pp 46946*263 46947-013 


R. Periodic operating reports & related correspondence 


8809150161 Monthly operating rept for Aug 1088 for Callaway Plant Unit 1 W/830906 
ltr, 

MOSER.T A , BLOSSER.J D, Union Electric Co 80/06/31. 6pp 46657 016 46857020 

0809190018 Forwards "Samlannual Radioactive Effluent Release Repl.Jan- June 1988” 
& Rev 5 to "Calfaway Plant Offslto Dose Calculation Manual." 

SCHNELL.D F. Union Electric Co. 80/08/31 Document Control Branch (Documanl 
Conlrol Desk) 3pp 46827 310 46828 008 

-8809070082 "Semiannual Radioactive Effluent Release Rept.Jan-June 1988" 

* Union Electric Co 80/00/30. 16pp 46827.313-46827 327. 

“8609190025 "Callaway Plant Offsite Dose Calculation Manual " 

* Union Electric Co 00/02/29. 1 1 0pp 46027 328-46B20 088. 


V. Operator Examinations 


8609140127 Forwards proposed operator licensing oxam schedule formal fn rasponsa 
to 860808 Generic Ur 80-13, . 

SCHNELL.D F. Union Electric Co 88/09/07, HANNON. J. Office of Nuclear Reaclor 
Regulation, Director (Post 870411) 4pp 46844,340-46844-352 


8809140334 Requests end listed ref mall by 60 days prior to operator & senior operator 
licensing exams scheduled for wk of 890 1 23 f Cl/Wri , 

WRIQHT.G.C Region 3, Ofc of the Director, 88/09/09. SCHNELL.D.F Union Elactrtc 
Co 10pp. 46844,140 46044.167, 


DOCKET STN-50-496 SOUTH TEXAS PROJECT, UNIT 1 
F. Security, medical, emergency & fJre protection pfana 
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6808260057 Responds to NRC concerns re emergency operating procedures Proce- 
dure OPGP03-ZA-O027 will be revised by 080901 & will include listed items, Including 
formaSizing process for conversion of Unit 1 to Unit 2 procedures. 

VAUGHN.G E. Houston Lighting & Power Co, BB/ 00/22 Document Control Branch 
(Document Control Desk) 3pp 46656 040-46656 042, 

6609300011 Forwards response to notice ol violations from Enforcement Action EA OB- 
165 Action taken to address two violations Response withheld 
VAUGHN.G E Houston Lighting & Power Co 8B/08/23 Document Control Branch 
(Document Control Desk), 2pp. 46692,007-46692 008, 

aa 09026275 Forwards app to SALP Board Repts 50*498/07-65 & 50 499/87-65 for 
1987 App contains summary of 880413 meeting at plant to discuss rept, 

MAFTflNlR D Region 4, Ofc of the Director 00/08/26 GOLDBERG, J H Houston 
lighting & Power Co 2pp 46746*340 46747 010 

-680 9020279 App to SALP Board Repts 50-490/07-65 & 50-499/87-65 for 1987 
* Region 4, Ofc of the Director, 08/08/26 20pp 46746 342-46747 010 

8609-140094 Ack receipt ol 080715 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-498/87-52, 50-490/07-54,50-490/87-59,50 498/87-66,50-499/ 
87*52, 50-499/87-64,50-499/07-59 & 50 499/87-66 Enel withheld 
CALLAN.LJ Redon 4, Ofc of the Director 80/09/07 GOLDBERG, J.H Houston 
Lighting A Power Co 2pp, 46037 017-46037 010 

8609 150169 Notification of 080915 enforcement conference w/llcensoe In Arlington, TX 
to discuss Improper fire watches described In NRC Investigation Rept Case 4 08 004 
A violation re Improper close out of main! work request 

HOLLER, E. Region 4, Ofc of the Director. 80/09/00 Region 4, Ofc of the Director 
2pp. 46849 350 46849 351. 

8609 190253 Confirms 680915 enforcement conference in Region IV ofc to discuss vio- 
lation noted In Investigation Rept Case 4-08 004 re improper fire watches & failure to 
fnclude appropriate acceptance criteria In closing malnl work request. 

CALLAN,L J Region 4, Ofc of the Director 88/09/09. GOLDBERG, J.H, Houston 
LSghllng A Power Co. 3pp, 40898.067-46080 069 

0609200202 Responds to NRC 080811 Hr re deficiencies noted In Insp Repts 50 498/ 
80-42 & 50 499/68 42.Correctivo actions procedures governing use of Quintron com 
munlcatlons consoles will bo modified to provide accurate operating Instrucllons, 
VAUGHRG.E. Houston Lighting & Powor Co 80/09/14 Document Control Branch 
(Document Control Desk) 3pp 46913*346-46913 340 


J, Insurance & Indemnity Information 

6809080052 Requests exemption from lOCFR6D,54(w), “Property Insurance " Support- 
ing Into end Fee paid 

GOLDBERG, J.H. Houston Lighting & Power Co. 80/00/30, Document Control Branch 
(Document Control Desk). 8pp. 48701.255-46791 262 


--BB09 130077 Notice ol consideration of Issuance of amend to License NPF-76 & op 
portunlly for hearing re revising Tech Specs re toxic gas monitoring sys, 

CALVO,J A. Project Directorate IV. 08/09/05, 4pp 46839.156 46039.159 

8809130169 Forwards notice of consideration of Issuance of amend to License NPF-76 
& opportunity for hearing re 080224 application to modify radiation monitor logic 
DICK,GF Project Directorate IV 80/09/05 GOLDBERG, JH. Houston Lighting & 
Power Co 3pp. 46035 324-46835 331 

--BB09 130176 Notice of consideration of Issuance of amend to License NPF-76 & op- 
portunity for hearing on 000224 request to modify Tech Specs re radiation monitor 
logic. 

CALVO, J A Project Directorate IV 08/09/05 4pp 46635 328-46835*331 

8609180301 Forwards notice of consideration of issuance of amend to License NPF-76 
& opportunity for hearing re 880308 & 26 requests for oxpanslon of spent fuel pool 
storage capacity by using high density spent fuel racks 

DICK.GF, Project Directorate IV 00/09/09 GOLDBERG.J H. Houston Lighting & 
Powor Co 6pp. 46885 208-46885 219 

-■0009160304 Notice of consideration of Issuance ol amond to License NPF-76 & op 
porlunity for hearing Amend would permit expansion of spent fuel pool storage capac- 
ity by using high- density spent fuel racks 

CALVO, J A Project Directorate IV. 88/09/09, 6pp 46805*214-46805.219 

8009270059 Advises that util completed rev of RCS (tow rate surveillance process on 
080902 & that Weslinghouse revising & finalizing analyses to support Tech Spec rev 
to RCS flow rate value. 

VAUGHN.G E Houston Lighting & Power Co. 00/09/09, Document Control Branch 
(Document Control Desk) 3pp. 46971 252 46971 254. 


Q. Inspection reports, IE Bulletins & correspondence 


880B0300B5 Forwards Insp Repts 50 498/00 35 & 50-499/08-35 on 0GO516 0624 No 
violations or deviations noted, 

CALLAN.LJ. Region 4, Ofc of the Director. 08/07/20 GOLDBERG, J H Houston 
Lighting & Power Co 3pp 46774.070 46774,100. 

“0000030091 Insp Repts 50 490/08 35 & 50-499/08 35 on 08051 B-0624.No violations 
or deviations noted, Major areas Inspected* preoperalional testing OA 

program, including control of rocords.audits, design control & maint of equipment 
ELLERSHAW.L E , TAYLOR, R.G., BARNES.I, Region 4, Ofc ol the Director. 88/07/ 
14 IGpp 46774.002-46774.007. 

0008190195 NRC Info Notice 80 069, “Movable Contact Finger Binding In HFA Relays 
Mfg by G6. M Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) BB/OB/19 
Consolidated Edison Co. of New York, Inc. 125pp 46690 054-46690*170, 


p, Operating license stage documents & correspondence 

6808120294 Generic Ltr B8-14 to all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys probloms affecting safely-rotated equipment Svo list oncl, 
MIRAGUA.FJ Associate Director for Projects (Post 070411) 60/00/00 Consolidated 
ErifSOnCo of New York, tnc 41pp 47065*001-47065 006 

0BO63QO316 Forwards addl Info ro NRC questions on uso of high density spent fuel 
racks W/ three proprietary drawlnns.Proprietary drawings withheld 
MCBURNETT.MA Houston Llnbllng & Powor Co 00/08/19, Document Control 
Branch (Document Control Desk) IBpp 46703*146 46703*177 


-800a 300340 Rev 1 lo Procedure 8709 00 0500, "Rack Handling & Installation Inslruc- 


UVIIZli 

LINDER, R. U.S. Tool & Die, Inc, 88/07/28 12pp 46703* 164-46703* 177 


80090-10035 Forwards requested addl info re thermowell mountod RTDsjn response to 
671218 t-elcon Response revised lo clarify Qffoct of change In RTD time response on 
both fine break analyses, x ^ t 

MC BURNETT, M A Houston Lighting & Power Co. 08/00/24 Document Control 
Branch (Oocumant Control Desk) 4pp 46721*312-46721:315. 

0699020225 Summary of BB0Q10 meeting w/utll.Wostinghouso & BNL re status of stud 
ies on BMI thlmbla tube wear problems Discussions & licensee handout withheld. 
MILANO, P.D. Project Directorate IV 08/08/26, Project Directorate IV 6pp 
46746,222-46745:226. 


0808160451 NRC Info Notico 08-066, "Setpoint Testing of Pressurfzar Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices 11 Svo list end 
ROSSI.C.E, Division of Operational Evenls Assessment (Post 870411) 88/08/22 
Consolidated Edison Co. of New York, Inc. 121pp 46702,31 1-46703 070. 

8B0630001 1 Forwards response to nolice of violations from Enforcement Action EA-OG- 
165 Action taken to address two violations. Response withheld, 

VAUGHN.G, E, Houston Lighting & Powor Co 80/08/23 Document Control Branch 
(Document Control Desk). 2pp 46692:007-46692 008 

8808310073 Responds to NRC 880812 Itr re violations noted In Insp Rept 50 498/08 
39 Events addressed In end LERs Surveillance scheduling procedure to require gen- 
eration of test packages will be revl9od by 0B0826. 

VAUGHN, G.E Houston Lighting & Power Co 88/0B/23. Document Control Branch 
(Document Control Desk). 6pp. 46702 096 46702.120 

8806160366 Suppl 1 to NRC Info Nofico 8B-048, "Licensee Rept of Defecllva Refur- 
bished Valves. Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/0S/24. 
Consolidated Edison Co, of New York, Inc. 122pp 46713*218 46713 219 

6800310104 Ack receipt of 880805 Itr informing NRC of steps taken lo correct violations 
noted in Jnsp Repts 5O-498/0G'36 & 50 499/08 36 

CALLAN.LX Region 4, Ofc Of the Director. 80/08/25, GOLDBERG, J H Houston 
Lighting & Power Co 2pp 46699.309-46699*310, 


6809060395 Advises that 800715 request for NRC concurrence lo uso optical disk doc- 
ument imaging sys for storage & retrieval of record copy of licensee OA records ac- 
ceptable based on licensee commitment to follow listed duidelines. 

DIGK V G.F Project Directorate IV. 80/00/29, GOLDBERG, J H. Houston Lighting & 
Power Co. 6pp 46755:018-46765*022, 


6609060014 Forwards revised responses to NRC questions re uso of high density spent 
fuel racks & Info from US Tool & Die re addl forces on rack walls due to reduced 
rack-to wall distance at north end of spent fuel pool . _ , , 

MC BUR NETT, M A. Houston Lighting & Power Co. 80/08/30, Document Control 
Branch (Document Control Desk). 107pp. 46791.149 46791,254. 


8009090023 Defines scope & responsibilities & provides timetable for completion of 
review of emergency operating procedures, per 000822 commitment 
VAUGHN.G E Houston Lighting & Power Co 08/09/02. Document Control Branch 
(Document Control Desk) 3pp. 46816 331*46815.333. 


8099140220 Corrected Itr providing suppl to response to NRC concerns re emergency 
operating procedures, Suppl defines scope & responsibilities for review & provides 
timetable lor completion Task 1 will be completed by 880930 
VAUGHN.G E Houston Lighting & Power Co. 80/09/02. Document Control Branch 
(Document Control Desk), 4pp, 46845:207-46845*210 



6809020162 Forwards Insp Repts 50-490/08-50 & 50-499/00-58 on 000808-12 No vio- 
lations or deviations noted. 

CALLAN.LJ Roglon 4, Ofc of the Director 08/08/25, GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 46747*103-46747:111. 

-0609020163 Insp Rapla 50 49B/88 58 & 50-499/80-58 on 880808-12.No violations or 
deviations noted Major areas inspected testing of pipe supports & restraint sys 
JOHNSON.CE, STETKA.T.F. Region 4, Ofc of the Director. 88/08/24. 7pp 
46747:105 46747:111 

8809020275 Forwards app to SALP Board Repts 50-498/87-65 & 50 499/87-65 for 
1987 App contains summary of 080413 meeting at plant to discuss rept, 

MARTIN, R.D. Redon 4, Ofc of the Director, 08/08/26 GOLDBERG, J.H Houston 
Lighting & Power Co, 2pp. 46746 340 46747,010. 

-8009020279 App to SALP Board Repls 50-498/87-65 & 50-499/87-65 for 1687 
* Region 4, Ofc of the Director. 80/08/26. 29pp. 46746*342-46747,010, 

8808230112 NRC Info Notice 88 070, “Check Valve Inservlce Testing Program Deficien- 
cies.” Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 80/08/29, 
Consolidated Edison Co. of New York, Inc, 123pp. 46713 095-46713.217. 

8009060376 Forwards fnsp Repts 50 498/80 56 & 60-499/88-56 on 800808-1 2, No vio- 
lations noted. 

CALLAN.LJ, Region 4, Ofc of the Director. 88/08/29. GOLDBERG, J.H. Houston 
Lighting & Power Co 2pp. 46764*312-46764 319. 
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-8509090380 Insp Repts 50 458/88*56 & 50-499/88*56 on 630808*1 2 No violations or 
deviations noted Major areas Inspected exam & review of preape rational test program 
& procedure verification . JU _ _ 

MURPHY.ME, SEIDUE.WC Region 4, Ofc of the Director 88/08/25 6pp 
46764 314*46764 319 


8809060363 Forwards Insp Repts 50*498/86 47 & 50 499/83*47 on 860701*31 & notice 

SJffiEj. flocion 4, Ofc oi tho Director 86/08/31 GOLDBERG, J H Houston 
Lighting & Power Co 3 pp 46753 067*46758 081 


-8809060366 Notice of violation from msp on 060701 *-31 Violations noted failure to per- 
form surveillances in accordance w/Tech Specs & failure to maintain nitrogen gas 
pressure on electrical penetrations in Unit 2 alter equipment lurnover 
* Region 4, Ofc of tho Director 88/00/31 2pp 46750070 46758,071 


-8809060370 Insp Repts 50 498/36*47 & 50 499/88 47 on 680701*31 Violations 
noted Major areas inspected E5F sys walkdown, monthly surveillance observation & 
operational safety verification 

BESSJE, GARRISON, D,L , HOLLER ,E Region 4, Ofc of the Oirector. 88/06/29 
lOpp 46758 072-46758 081 


8609130013 Forwards Insp Repts 50-498/86*49 & 50-499/06*49 on 800815*19 No vio- 
lations or deviations noted 

CALLAN.L J Regfon 4, Ofc of the Director, 80/08/31 GOLDBERG.J H Houston 
Lighting 5 Power Co, 2pp 46830 039 46830 044 


-8800130015 Insp Repts 50 496/06 49 & 50 499/88 49 on B80815-19N0 violations 
noted, Major areas laspected.plpiag sys for as built verification in Unit 2 Unit 1 not in 

Albert, UO„ GARRISOHOL , BARNES.I Region 4, Ofc Of the Director. 88/08/26 
4pp 46330041-46839044 


8808260492 NRC Info Notice 86-071, "Possible Environ Effect oi Reentry of COSMOS 
1900 & Request tor Collection of Licensee Radioactivity Measurements Attributed to 
That Event 3 Svc list end. 

ROSSI, C.E. Division of Operational Evenie Assessment (Post 67041 1) 88/09/01. 
Consolidated Edison Co ofNew York, Inc 121 pp 46712 244*46713,004 


8008300010 NRC Info Notice 68 072, "Inadequacies In Design of DC Motor-Operated 
Valves " Svc list end, 

ROSSLC e Division of Operational Events Assessment (Post 870411) 80/09/02 
Consolidated Edison Co, of New York, fnc. 122pp 46726 001 46726 123 


6009060346 Forwards insp Repts 50*498/88*50 & 5O-499/0G-5O on 060711*16 & 25* 
29 No violations or deviations noted, 

CALLAN.L J. Region 4, Ore of the Director. flB/09/02, GOLBERGJ H Houston Light- 
ing £ Power Co* 3pp. 46764.011-48764 032, 


-8009060354 fnsp Repts 50 490/08*50 & 60-499/80-50 on 800711*15 & 630725-29 No 
viotalfon noted Major areas Inspected review or LERs,10CFR2l repts, generic Itr acllon 
item followupJMI action item followup & observation of planned trip 
HUNNfCUTT t O M , MCKERNONJO, BUNDY, H.F. Region 4, Ofc of the Director. 36/ 
09/01 19pp. 46764.014 46764*032 


0809140067 Forwards Insp Repts 50-490/68 46 & 50 409/80 40 on 800711*15,25*29 & 
0008 12 Enforcement conference scheduled for 880915 to discuss understanding of 
violation noted, reasons for occurrence & corrective actions 

CALLAN.L J. Region 4, Ofc of the Director 88/09/02 GOLDBERG, J H, Houston 
Llghllng & Power Co, 2pp. 46B38, 207*46636 218. 


-6009140070 Insp Repts 50*493/06*46 & 60*499/86 46 on 800711.15,25*29 & 0808 
12 Violation noted, Major areas Inspected operational safety verifications, electrical as* 
built, electrical components/sys work observation & records review. 

VICKREY.R.B , EVANS.R , GAGLIARDQ.J.E, Region 4, Ofc of the Director. 80/09/01 
lOpp 48B38 209 46836 218. 


0809140975 Forwards insp Repts 60-499/8B-53 A 50 499/88 53 on 860725*29 No vio- 
lations or deviations noted, 

CALLAN.L J. Region 4, Ofc of (he Director. 80/09/02 GOLDBERG.J.H Houston 
Lighting & Power Co 2pp 46836 219 46836*227, 

-8809140076 Insp Repts 60-498/68-53 & 60 499/60 53 on 080725 29, No violations or 
deviations noted.Major areas inspected, review of onsite & offsite safety review cam- 
miitoes & review of licensee program for audits A Implementation, 

JOHNSON, C.E., STETKA.T.F. Region 4, Ofc of the Director. 88/09/31. 7pp 
46836 221-46836.227 


8809140084 Ack receipt of B80715 Itr Informing NRC of steps laken to correct violations 
noted in Insp RoptS 50-49B/87-52, 50 493/67-54,60-498/07*59,50-498/87-66,60-499/ 
87-52, 50 499/67 54,60-499/87-50 & 50-499/87 66 Enel Withheld. 

CALLAN.L J Region 4, Ofc oi the Director 88/09/07. GOLDBERG, J,H. Houston 
Lighting & Power Co 2pp 46837 017-46037 018, 

8809140171 Ack receipt of 880023 Itr Informlmg NRC of steps taken lo correct viola- 
tions noted in Insp Repts 60-490/68-39 & 50 499/88 39. 

CALLAN.L J. Region 4, Ofc of lha Director, 68/00/07 GOLDBERG , JH Houston 
Lighting A Power Co. 2pp 46841.297*40341*296 

8809190209 Forwards response to NRC Bullelin flB-OOS.SuppIs 1 A 2 re malls supplied 
by Weal Jersey Mfg Co, Piping Supplies Jnc& Chews Landing Meta) Mfgs Inc. 
GOLDBERG, J H. Houston Lighting & Power Co 8B/09/08, Document Control Branch 
(Docu me nl Control Desk), 17pp 46693 249-46893,205 

8809150168 Notification of 880915 enforcement conference w/IIcensee in Arlington, TX 
to discuss Improper fire watches described in NRC Investigation Rept Casa 4*88-004 
& violation re Improper close out of malnt work request 

HOLLER, E Region 4, Ofc of the Director. 38/09/09 Region 4, Ofc of the Director 
2pp 46849.350-46849*351. 

8609190253 Confirms B80915 enforcement conference in Region IV ofc to discuss vlo 
fallen noted in Investigation Rept Case 4-30-004 re improper lira watches & failure to 
Include appropriate acceptance criteria in closing malnt work request. 

CALLAN.L J Region 4, Ofc of the Director. 80/09/09, GOLDBERG.J.H, Houston 
Lighting & Power Co. 3pp, 46096.067*46996 069, 

9809190197 Ack receipt of 8S0810 fir informing NRC of steps taken lo correct violations 
noted in Insp Repts 50-498/68-38 & 50-499/88-38, 

CALLAN,LJ. Region 4, Ofc of the Director. 36/09/12, GOLDBERG, J.H Houston 
Lighting & power Co 2pp, 46899-305-46899 312 


8809000339 NRC Info Notice 68 074, "Potentially Inadequate Performance of ECCS in 
PWRb During Recirculation Operation Following LOCA " Svc fist end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/14 
Consolidated Edison Co of New York, fnc 122pp 46824 215-46824 336 

8B092002G2 Responds to NRC 08081 1 Hr re deficiencies noted In Insp Repte 60 49SV 
88 42 & 50 499/88-42 Corrective actions procedures governing us© of Qumtrcn com 
munfealfons consoles will bo modified to provide accurate operating instructions 
VAUGHN.G E Houston Lighting & Power Co. 06/09/14. Document Control Branch 
(Document Control Desk) 3pp 46913 346 46913 340 

B809120197 NRC Info Notice CD 075, "Disabling of Diesel Generator Output Circml 
Breakers by Anil-Pump Circuitry " Svc list end 

ROSSI.C.E Division of Operational Evenls Assessment (Post 870411), 86/03ft8 
Consolidated Edison Co of New York, Inc 124pp, 46946,133 40946 252 

8809130350 NRC Info Notice 00-076, "Recent Discovery of Phenomenon Not Previous 
hr Considered In Design of Secondary Containment Pressure Centro?" Svc listencl 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 86/09/19 
Consolidated Edison Co. of Now York, Inc 125pp, 46946 253-46947 013 

8009230298 Ack receipt of 080803 Itr re violations noted in Insp Repls 50-498/60 
24,50 493/80 11 & SO 499/08-11 

CALLAN.L J Region 4, Ofc of the Director. 80/09/19 GOLDBERG.J K Houston 
Lighting & Power Co, 2pp 46942 057-46942 067 

6009260034 Ack receipt of 880803 response to violation noted Insp Rept 50*496/88 
24 Revaluation of Violation 49B/88 24 01 Indicated licensee documentation of station 
problems & failures adequate Related notice ot violation cancelled 
CALLAN.L J. Region 4, Ofc of the Director 80/09/19 GOLDBERG.J.H Houston 
Lighting & Power Co 2pp 46966 079 46966,080 


R, Periodic operating reports & related correspondence 

0008310047 "Semiannual Radioactive Effluent Release Rept for 800308 0B30/' W/ 
060823 Hr. 

VAUGHN, GE, Houston Lighting & Power Co 8B/06/3D 300pp 46700073 
46700 344 

8009220035 Monthly operating rept for Aug 108B for South Texa9 Project Eloctnc Gen 
eratlng Station Unit 1 W/8B0912 Hr 

FORSYTH, M , MCBURNETT.M A Houston Lighting & Power Co, 88/00/31 10pp 
46920 314 46920 320. 


S. Repcrtabie occurrences, LEFts & related correspondence 

8808260003 LER 88 045 00 on 88071 9, reactor trip on over temp/della tomp 
occurred Caused by personnel error Detailed Inductions on qualified display process 
ing sys reset to applicable procedures & technicians trained W/88081 9 Itr, 

AYALA, C, VAUGHN, G.E Houston Lighting & Power Co 00/00/18 6pp 46654 168 
466541163. 

0808300301 PNO IV 08-069 on 800824, util 100 h NSSS acceptance tost 
completed Upon completion of review of startup teal results by plant operations 
review commlltoe.utll will bo In position to begin commercial operation State of TX In 
formed 

HOLLER, E Region 4, Ofc of the Director. 00/08/24 Ip 46782 001 40782001. 

0809010240 LER 88 046 00 on 860729, reactor containment bldg purge high radiation 
alarm received In control room, resulting In containment ventilation Isolation Caused by 
failure of purge isolation monitor Power supply replaced W/080826 Itr 
AYALA.C A .VAUGHN, G E Houston Lighting & Power Co 88/08/20 6pp 40740.162 
46740,166, 

8009010362 LER 88*047*00 on 080802, automatic actuation of control room vonhlatlon 
to recirculation mode occurred Caused by momentary high lovel reading on HC1 chan- 
nel of single toxic gas analyzer Subcommittee studying problem W/88O028 Itr. 
AYALA.C A , VAUGHN, G E Houston Lighting & Power Co 80/00/26, Spp 46742 048* 
46742 052, 

8609060399 PNO-IV-B0 072,on 860830, shutdown began from approx 45% power to 
repair main steam venl lino teak coming from a sock weld Licensee will insp similar 
socket welds on main steam & main feed lines Inside contalnmenl during shutdown 
HOLLER, E, Region 4, Ofc of the Director 80/00/30 Ip. 46750 352-46768 352. 

8809160371 Special rept on 0608113 & 26,nonva!ld failures occurrod on standby dwell 
generator 13 Caused by spurious failure of jacket water temp shutdown switch to 
reset when Generator 13 started Trip & reset setpoint for jacket water recalibr. 
VAUGHN, G E Houston Lighting & Power Co 80/09/12 Document Control Branch 
(Document Control Desk) 4pp, 46098 050-46B98.053 

8009200264 LER 00-048-00, on 8808 16, reactor tripped as result of main turbtrto 
tnp.Caused by failure of stator cooling water pump discharge check valve to 
close, Slator cooling water pump discharge check valve packing repJaced.W/OBdMO 
Ur. 

AYALA.C A, VAUGHN, G.E Houston Lighting & Power Co, 80/09/13 5pp 46995255* 
46905,259 


V. Operator Examinations 

8806260053 Forwards ref matt requirements, written exam administration requirements 3 
NRC rules & guidelines for license exams & facility review requirements for operator 
license exams scheduled during wks of 881107 & 14 

CALLAN.L J Region 4, Ofo of the Director, 88/08/17. GOLDBERG.J.H. Houston 
Lighting & Power Co. 11pp. 46654.170 48654:180, 

8809020275 Forwards app to SALP Board Repts 50 498/87-65 & 50-499/87 65 for 
1907.App contains summary of 080413 meeting at plant to discuss repl, 

MARTRRD. Redon 4, Ofc of Ihe Director 88/08/26. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp, 46746 340 48747.010, 

—8809020279 App to SALP Board Rep(s 50-498/87-65 & 50-499/87-65 for 1087, 

* Region 4, Ofc of the Director 88/08/26 29pp. 48746:342-46747.010. 
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A, Appllcatlon/conatructfon stage documents & correspondence 


8B0S1 20294 Generic Ur 66-14 to all holders of OLs or CPs for nuclear power reactors 
ro Instrument air supply ays problems affecting safety related equipment Svc list one I 
MIHAGLIA.F J Associate Director for Projects (Post 87041 1) 00/08/00 Consolidated 
Edison Co of New York, Inc 41pp 47065 001-47085 006 


8809300316 Forwards addl Info re NRG questions on use of high density spent fuel 
racks W/tbree proprietary drawings Proprietary drawings withhold 
MCBURNETT.MA Houston Liontlng & Power Co 08/08/19 Document Control 
Branch (Document Control Desk) 10pp 46703 148-46703.177 

«Ba08300340 Rev 1 to Procedure 8709 00-0500, "Rack Handling & Installation Instruc- 
tions " 

UNDER.R. U.S Toot & Die, Inc. 88/07/28 12pp 46703.164 46703 177 


8809010035 Forwards requested addl Info re thermowell mounted RTDs,ln response to 
871218 telcon. Response revised to clarify effoct of change fn RTD lime response on 
both line break analyses 

MCBURNETT.M A Houston Lighting & Power Co. 86/00/24. Document Control 
■Branch (Document Control Desk) 4pp 4G721 312-46721 315 

6B09020226 Summary of 860610 meeting w/ulil.Westmghouse & BNL ro status of stud 
ies on BMI thimble tube wear problems Discussions & licensee handout withheld 
MILANO.PD, Project Directorate IV 08/08/28. Project Directorate IV. 6pp, 
48745-222 46745.226. 


8909060396 Advises that 000715 request for NRC concurrence to use optical disk doc- 
ument imaging sys for storage & retrieval of record copy of licensee QA records ac- 
ceptable based on licensee commitment to follow listed guidelines 
DICK.GF Project Directorate IV. 68/08/29 GOLDBERG, J.H, Houston Lighting & 
Power Co 5pp, 40765 018 46755 022 


6909089914 Forwards revised responses to NRC questions re use of high density spent 
fuet racks & info from US Tool & Dio re addl forces on rack walls duo to reduced 
iack*to wall distance at north end of spent fuel pool 

MGBURNETT.M.A. Houston Lighting & Power Co. 80/08/30 Document Control 
Branch (Document Control Desk). 107pp, 46791,149 46791.254. 


6809099023 Defines scope & responsibilities & provides timetable for completion of 
review of emergency operating procedures, per 000022 commitment. 

VAUGHN.G E Houston Lighting & Power Co 00/09/02, Documonl Control Branch 
(Document Control Desk) 3pp 46015.331-4Q015.333. 


-6808030091 Insp Repts 50 490/88-35 & 50 499/80-35 on 880516 0624 No violations 
or deviations noted Major areas Inspected, pfeoperational testing QA 
program.including control of records, audlts.design control & malnt of equipment 
ELLERSHAW.L E , TAYLOR.R G„ BARNES,) Region 4, Ofc of the Director 80/07/ 
14 16pp 46774 002 46774 097. 

6808190195 NRC Info Notice 08-069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/19. 
Consolidated Edison Co of New York, fnc 125pp 46690 054-46690 178 

8808160451 NRC Info Notice 00 068, "Setpoint Tesllng of Pressunzer Safely Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc list end 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 00/00/22. 
Consolidated Edison Co of New York, Inc. 121 pp 46702 311-46703 070 

8806180368 Suppj 1 to NRC Info Notico 00 048, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co of New York, Inc. 122pp 46713 218-46713 219 

8806310104 Ack receipt of 060805 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50 490/88-36 & 50 499/80-30, 

CALLAN.LJ Region 4, Ofc of tho Director. 88/08/25 GOLDBERG, J H Houston 
Lighting & Power Co 2pp. 46699 309 46699 310, 

8809020182 Forwards Insp Repts 50 498/88-56 & 60-499/08-58 on 880008-12 No vio- 
lations or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director 80/08/25 GOLDBERG.J H, Houston 
Lighting A Power Co, 2pp. 46747.103 46747,111. 

-8809020103 Insp Repts 60-498/B6-50 & 50 499/0B 68 on 880808-12 No violations or 
deviations noted Major areas Inspected testing of pipe supports & restraint sys, 
JOHNSON, C E , STETKA.TF Region 4, Ofc or the Director 88/08/24 7pp. 
46747.105-46747.111. 

8009020276 Forwards app to SALP Board Repts 60-490/87-65 & 50 499/87-65 for 
1907.App contains summary of 880413 meeting at plant to discuss ropt 
MARTIN, R.D Region 4, Ofc of the Director 08/08/26. GOLDBERG.J H, Houston 
Lighting & Power Co 2pp. 46746 340-46747 010 

-8809020279 App to SALP Board Repts 50 408/07 65 & 60 499/07 65 for 1987. 

* Region 4, Ofc Of the Director. 08/08/26 29pp. 40746 342-46747 010 


8809 140220 Corrected Itr providing suppl to response to NRC concerns ro emergency 
operating procedure s.SuppI defines scope & responsibilities for review & provides 
timetable for completion task 1 will be completed by 880930 
VAUGHN.G E. Houston Lighting & Power Co 89/09/02 Document Control Branch 
(Document Control Desk) 4pp 46845,207-46845,210, 


F. Security, medical, emergency & fire protection planB 

8808260057 Responds to NRC concerns re emergency operating procedures. Proce 
dura 0PGP03-ZA-0027 will bo revised by 8Q09D1 A will Include listed I toms, In eluding 
formalizing process for conversion of Unit 1 to Unit 2 procedures 
VAUGHN, G,E. Houston Lighting & Power Co. 08/00/22. Document Control Branch 
(Document Conlrol Desk), 3pp 46656 , 040-46656 , 042 

9809020275 Forwards app to SALP Board Repts 50 490/87-65 & 50 400/87-65 for 
1907. App contains summary of 880413 meeting at plant to discuss rept 
MARTIN.R.D, Region 4, Ofc of the Director, 00/08/26 GOLDBERG.J.H. Houston 
Lighting & Power CO 2pp. 46740, 340-46747-010 

-6909020279 App to SALP Board Repts 50-498/Q7-65 & 50 499/67-65 for 1087 
* Region 4, Ofc Of the Director, 8B/G0/26, 29pp 46746-342-46747-010. 

8909140130 Requests meeting w/Reglan IV to discuss schedule for lock down security 
schedule of faclIlty.Meetlng tentatively scheduled for 080908. 

B AILEY.J N. Houston Lighting & Power Co 88/09/02 Document Control Branch 
(Document Control Desk). 2pp, 46039 315 46030.31 6. 

8809140084 Ack receipt of 880716 Itr Informing NRC of steps taken to correct violations 
rtClod In fnap Repts 50 498/07-52, 60 498/07-54,60 498/87-59,50-400/87 66,60-499/ 
87*52, 50 409/87-54,60-490/87-59 A 50 499/87 66 Enel withhold 
CALLAN.LJ. Region 4, Ofc of the Director. 00/09/07. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp, 46837:017-46837.018, 


8806230112 NRC Info Notice 00 070, "Chock Valve Insorvice Tesllng Program Doficlen 
clos," Svc list end, 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411), 80/09/29 
Consolidated Edison Co. of New York, fnc. 123pp 46713.095-46713,217, 

8809060376 Forwards Insp Repts 60 498/08-56 A 50 499/88 66 on 800806 12 No vlo 
latfons noted. 

CALLAN.LJ. Region 4, Ofc of tho Director 08/08/29, GOLDBERG.J H Houston 
Lighting A Power Co. 2pp. 46764,312-46764,310, 

-0009080380 Insp Repts 50 498/00-56 & 50 499/00-56 on 000000-12 No violations or 
deviations noted Major areas ins pec tod, exam & review of preoporatlonal teal program 
& procedure verification 

MURPHY, M E , SEIDLE.W.C Region 4, Ofc of tho Director. 88/08/26 6pp 
46764:314-46764.319. 

0809060363 Forwards Insp Repts 50-490/00 47 A 50 499/00*47 on 880701-31 A notice 
of violation. 

CALLAN.LJ. Region 4, Ofc of the Director, 88/08/31, GOLDBERG.J H Houston 
Lighting A Power Co. 3pp. 46758-067-46758 001. 

-8809060366 Notice of violation from Insp on 680701-31 .Violations noted, failure to per- 
form surveillances In accordance w/Tech Specs A failure to maintain nitrogen gas 
pressure on electrical penetrations in Unit 2 after equipment turnover, 

* Region 4, Ofc of the Director. 88/00/31 2pp. 46768-070-46768:071. 

-8009060370 Insp Repts 50-49B/88 47 & 50-409/B8-47 on 800701-31. Violations 
noted Major areas Inspected.ESF sys walkdown, monthly surveillance observation A 
operational saloly verification. 

BESS.J.E, GARRISON, D.L , HOLLER.E Region 4, Ofc of the Director. 80/00/29 
lOpp 40758,072-46758-081. 


0809100253 Confirms 880915 enforcement conference in Region IV ofc to discuss vlo- 
ration noted In Investigation Rept Case 4-88 004 re Improper fire watches A failure to 
include appropriate acceptance criteria In closing malnt work request 
CA1LAN.L J Region 4, Ofc of the Director. 80/09/09. GOLDBERG.J H. Houston 
lighting a Power Co 3pp. 46696.067-46896,069 


3809200202 Responds to NRC 880B1 1 Itr re deficiencies noted In Insp Repts 50-498/ 
86-42 & 60-499/88-42 Corrective actions, procedures governing use of Qulntron com- 
munications consoles will bo modified lo provide accurate operating Instructions. 
VAUGHN.G E Houston Lighting & Power Co. 0B/O9/14. Document Control Branch 
(Document Control Desk) 3pp 46913:346-46913-346 


J, Insurance 8 Indemnity Information 

8809009052 Requests exemption from 10CFR60,54(w), "Property Insurance," Support- 
Inglnfo encLFee paid ^ ^ 4 _ 

GOLDBERG, J.H. Houston Lighting & Power Co. 88/08/30 Document Control Branch 
(Document Control Desk). 8pp. 46/91:265 46791:262 

Q, Inspection reports, IE Bulletins & correspondence 


0909130013 Forwards Insp Repts 50-498/80 49 A 50 499/88-49 on 8Q0816 19, No vio- 
lations or deviations noted 

CALLAN.LJ, Region 4, Ofc of the Director. 88/08/31 GOLDBERG.J H. Houston 
Lighting & Power Co 2pp 46830,039-46830 044. 

-8000130015 Insp Repts 50 498/08 49 A 50 499/80-49 on 00081 5-1 9, No violations 
noted, Major areas Inspeoted-piplng sys for as-bullt verification in Unit 2 Unit 1 nol in* 

GILBERT, LD, GARRISON, D L, BARNES, I. Region 4, Ofc of the Director, 88/00/26 
4pp, 48830:041-46830:044. 

0900260492 NRC fnfo Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Even I. 1 ’ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 80/09/01. 
Consolidated Edison Co, otNew York, Inc. 121pp. 46712,244 46713-004 

8808300018 NRC Info Notice 08-072, "Inadequacies In Design of DC Motor-Operated 
Valves," Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/02 
Consolidated Edison Co, ol New York, Inc. 122pp 46726.001-46720-123 


880*030085 Forwards Insp Repts 50-498/88-35 & 50-499/88*35 on 000516 0624, No 
violations or deviations noted. t , , , 

CALLAN.LJ. Region 4, Ofo of the Director 80/07/20. GOLDBERG.J. H. Houston 
Lighting A Power Co 3pp, 46774:079-46774:100, 


8809060348 Forwards Insp Repts 50-498/68-50 & 60-499/88-50 on 880711-15 A 25- 
29, No violations or deviations noted. 

CALLAN.LJ- Region 4, Ofc of the Director 88/09/02. G0L8ERG.J H. Houston Light- 
ing A Power Co, 3pp, 46764.011-46764 032 
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-*804060354 fnsD fleets 50 498/88 50 A 50 499/88 50 on 880711-15 A 880725 29 No 

° f L f Rs '\^ R M' genenc a 

item followuPpTMl action item followup & observation of planned WP 
HUNNICUTtOM, MCKERNON.TO; BUNDY, H F Region 4, Ofc of the Director, 88/ 
09/01 19pp 46764 014-46784 032 

{Document Control Desk) 2pp 46798 346 46799 074 

**8609090145 "Preservice fnsp Summary Rept of Steam Generator Tubing , nR/ 

HANfNGJL, BEVERLY.Ft L, MClNTYRE.AC Houston Lighting A Power Co 88/08/ 
31 75pp 46798 348-46799 074 

8809 H 0067 Forwards fnsp Repts 50-498/88 46 A 50 499/80 46 on 80071 1 - 1 5,25-29 & 
0806-12 Enforcement conference scheduled tor 880915 to discuss und&TStandmg of 
violation noted, reasons for occurrence & corrective ac[|on s w Mnuatn _ 

CAL LAN. LJ Region 4, Ofc of the Director 89/09/02 GOLDBERG, J H Houston 
Lighting & Power Co 2pp 46836,207-46836 219 

-6809140070 Insp Repts 5Q 498/88 46 A 50-499/88 46 on 880711-15,25-29 & 0808 
12 Violation noted Major areas inspected operational safely venflcations.eleclrical as- 
builbelectocal components/sys wort: observation A records reymw, 

VtCKREY R B . EVANS, R . GAG LIAR DO. J E Region 4, Ofc of the Director 88/09/01 
lOpp 46836209-46836 218 

8809140075 Forwards Insp Repts 50 498/88-53 & 50 499/88-53 on 880725-29 No vio 

CALLA^LJ^R^on^rOfc ol the Director 88/09/02 GOLDBERG, JH Houston 
Lighting & Power Co 2pp 46836 219 46836 227 

-6809140076 Insp Repts 50-49B/88 53 & 50 499/88-53 on 880725-29 No violations or 
deviations noted Major areas inspected review of onsite A offsite safety review com- 
mittees & review of licensee program for audits & implementation 
JOHNSON.C E , STETKAJF Region 4, Ofc of the Director 88/08/31 7pp. 
46836 221-46836 227 


8809140084 Ack receipt of 880715 Hr informing NRC of steps taken to correct violations 
POted in tnsp Repts 50-493/87-52, 50-498/87 54,50-498/87-59,50 496/87-66,50 499/ 
07-52 50 499/87-54,50-499/87 59 & 50 499/87-66 Enel withheld 
CALLAN.L J, Region 4, Ofc of the Director 88/09/07 GOLDBERG,J H Houston 
Lighting & Power Co 2pp 46837 01 7-46837.01 B 

0809140171 Ack receipt of 800823 ftr Infomumg NRC of slops taken to correct viola 
tions noted in fnsp Repts 50 498/08-39 & 50 499/68-39, i ■ i - 

CALLANiLJ Region 4, Ofc of the Director B8/09/07 GOLDBERG, J H Houston 
Lighting & Power Co 2pp 46841 297-46841 298, 

8609190209 Forwards response to NRC Bulletin 8B-005,Suppls 1 & 2 re matls supplied 
by West Jersey Mfg Co, Piping Suppllesjnc & Chews Landing Metal Mfgs Inc, 

GOLD BERG, JH Houston Lighting & Power Co, 88/09/08. Document Control Branch 
(Document Control Desk) 17pp 46893 249 46893 265 


0809190253 Confirms 880915 enforcement conference in Region IV ofc to discuss vio 
lalion noted in Investigation Rept Casa 4 88 004 re improper fire watches & failure to 
include appropriate acceptance cniena in closing maint work request 
CALLAN.L J Region 4, Ofc of the Director 88/09/09, GOLDBERG, JH. Houston 
Lighting & Power Co, 3pf> 46896 067-46B96069 


8809190 197 Ack receipt of 680819 Jlr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-498/88 3B A 50 499/88 38 

CALLAN.L J Region 4, Ofc of the Director. 8B/09/12, GOLDBERG, JH Houston 
Lighting A Power Co 2pp 46899 305 46899,312 


8809080339 NRC Info Notice 86-074, “Potentially Inadequate Performance of ECCS fn 
PWRs During Recirculation Operation Following LOCA *' Svc list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/09/14, 
Consolidated Edison Co of Naw York, fnc 122pp 46824 215 46824.336 


8809200202 Responds to NRC 8B0B11 Itr re deficiencies noted in Insp Repts 50 498/ 
B8-42 & 50 499/88-42 Corrective actions procedures governing use of Qulntron com- 
munications consoles will be modified to provide accurate operating instructions 
VAUGHN, G E Houston Lighting A Power Co 88/09/14 Document Control Branch 
(Document Control Desk) 3pp 46913,346*46913 348, 


8809120197 NRC Info Notice 88-075, "Disabfing of Diesel Generator Output Circuit 
Breakers by Anti -Pump Circuitry 11 Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411). 68/09/16. 
Consolidated Edison Co of New York, Inc I24pp 46946 133-46946 252 


0809130350 NRC Info Notice 88-076, ‘'Recent Discovery of Phenomenon Nol Previous- 
ly Considered Jn Design of Secondary Containment Pressure Control." Svc list end, 
ROSSI.CE Division of Operational Events Assessment (Post 870411), 88/09/ 19. 
Consolidated Edison Co Of New York, Inc 125pp 46946,253 46947 013 


V. Operator Examinations 


8808260053 Forwards ref mall roqulrements.written exam administration requirement* * 
NRC rules & guidelines for license exams & facility review requirements for 
license exams scheduled during wks ol 881107 A 14 

CALLAN.L. J, Region 4, Ofc of the Director 08/08/17. GOLD0ERG.J H Hovy* 
Lighting & Power Co lip p 46654 170 46054 180 n 


0809020275 Forwards app to SALP Board Repts 50 490/87 65 A 5 0 4 9 9/07 65 tor 
1987 App contains summary of 8804 13 meeting at plant to discuss rept 
MARTIN,R,D Region 4, Ofc of the Director. 80/00/26 GOLDBERG, J H Houston 
Lighting A Power Co 2pp. 46746 340-46747.01 0. 


-8009020279 App to SALP Board Repts 50-490/97-65 A 50 499/87 65 lor 1987 
* Region 4, Ofc of the Director 80/08/26 29pp. 46746.342 46747 010 


DOCKET STN*6O-5O0 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Applfcatfon/constructlon stage documents A correspondence 


8800120294 Generic Ur 80-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety- related equipment Svc fist end 
MIRAGUA.FJ Associate Director for Projects (Post 070411) 88/08/00 Consolidated 
EdfSOnCo of New York, fnc 41pp 47065.001 47065 006 

8809070272 Forwards SASSI analysis A further clarification of elastic hail space anai/ 
sis providing confirmation that finite dement methodology used lor plant design basis 
sufficiently conservative 

SORENSEN, G,C Washington Public Power Supply System 80/08/29 D(X:ument 
Control Branch (Document Control Desk) 44pp 46774 320-46775 002, 


Q, Inspection reports, IE Bulletins & correspondence 


0000190195 NRC Info Nolice 8B 069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE “ Svo list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/00/19 
Consolidated Edison Co. or Now York, Inc, 125pp 46690 054 46690 170 


8800160451 NRC Info Notice 80 068, "Setpoint Tasting of Pro ssurfzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Dovices " Svc list end 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co. of New York, fnc, 121 pp 40702 311-46703 070 


8009060153 Forwards Readiness Review Module C3-02 Concrete fnsp Rept 50 500/88 
02 Concrete const completed al tfmo of work stoppage deemed acceptable assuming 
open items resolved Listed items will bo pursued during future reviews A fnsps 
PATE.RJ Region 5, Ofc of the Ofroclor, 88/QB/22 MAZUR, DW Washington Publ* 
Power Supply System. 4pp. 46800 194 46800236 


-0809080157 Readiness Review Module C3 02 Concrete Insp Rept 60 508/88 02 on 
BQ0915'880603.Major areas inspected results of program review of completed con- 
crete work.lncludmg planning/mobllizallon & problom history review, 

TOTH, A D„ RUBENSTEIN.L, PATE.RJ Region 5, Ofc of lha Director 80/08/22 
39pp 46800.198 46000 236 

8808180360 Suppl 1 to NRC Info Noilce 80 048, "Licensee Rept of Defective Refer 
blshed Valves. Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/08/21 
Consolidated Edison Co. of New York, Inc 122pp. 46713 218-46713 219 


6809060201 Forwards corrected Page 1 of NRC 880922 Itr forwarding fnsp Repl 50- 
509/80 02 re readiness review Module C3 02 concrete Ur issued w/o dale annotated 
on first page, _ 

PATE.RJ Region 5, Ofo of the pfroctor 00/00/26 MAZUR.D W. Washington Public 
Power Supply System 2pp. 46760 014-46760 015 


8808230112 NRC Info Notice 00 070, "Chock Valve Inservice Teslmg Program Deficfcn 
cies 11 Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 87041 1), aa/os/zs 
Consolidated Edison Co. of New York, Inc. 123pp, 467 13.005-46713^1 7 


0808260492 NRC Info Notice 88-071 1 "Possible Environ Effect of Reentry of COSMOS 
1600 A Request for Collection ol Licensee Radioactivity Measurements Attnbuiedro 
Thai Event lX Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 8B/09/OJ 
Consolidated Edison Co, of New York, Inc 1 21 pp. 46712.244-46713 004. 


0809230290 Ack receipt of 880803 Itr re violations noted In Insp Repts 50 498/88- 
24,50 498/88-11 A 50-499/88-11. 

CALLAN.LJ Region 4, Ofc of the Director. 88/09/19 GOLDBERG, JH. Houston 
lighting A Power Co 2pp. 46942 057-46942,067, 


0606300010 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor-Opera^ 
Valves," Svc list end t 

ROSSf.C.E Division of Operalional Events Assessment (Post 070411) 8B/09/Q2 
Consolidated Edison Co. of New York, Inc 122pp 46726-001 *46720.1 23 


8809260040 Ack receipt of 880708 Itr Informing NRC of steps laken to correct viof aliens 
noted fn fnsp Rept 50-4 99/88-24, Add! Info re use of plan! procedures A procedures 
used to control Info re status ol equipment A components requested 
CALLAN.L.J, Region 4, Ofc of the Director 88/09/19. GOLDBERG JH. Houston 
Lighting A Power Co 2pp, 46956,184-46956 185 


S. Reportable occurrences, LERi A related correspondence 

B8O9O70324 Final deficiency rept re cracking of ESF diesel generator heads Initially re- 
ported on B8D601, Precautions added to ESF diesel generator Instruction manual lo 
ensure engine timing checked out pnor to operation following maint 
GOLDBERGJ.H. Houston Lighting A Power Co. 68/08/30, Document Control Branch 
(Oocum&nt Control Desk) 4pp 46?80 , 338'4678Q'341, 


8809080339 NRC Info Notice 88 074, "Potenllally Inadequate Performance of ECCS m 
PWRs During Recirculation Operation Following LOCA " Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 88/uwn. 
Consolidated Edison Co of New York, Inc, 122pp. 46824:215 46024'336. 

0809120107 NRC Info Notice 80 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry," Svo list end 

ROSSI.CE, Division of ‘Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co. of New York, Inc. 124pp. 46946 133-46946:252 

B0O913O35O NRC Info Notice 88 076, "Recent Discovery of phenomenon Not Prevfow- 
ly Considered fn Design of Secondary Containment Pressure Control. Svc list «]»■ 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/Qt"** 
Consolidated Edison Co of New York, Ino. 125pp. 46946‘253-4B047.013. 
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DOCKET STM-50-618 HARTSVILLE NUCLEAR PLANT, UNIT 1 


P, Operating license stage documents & correspondence 


a Cnspedlon reports, IE Bulletins & correspondence 

B&OSISOISI Forwards list of TVA suppliers (or fasteners over last to yrsjn response to 
NRC Bulletin 87 002,Suppls 1 & 2 

G RIDLEY, R.L Tennessee Vaifey Authority, 08/09/18 Document Control Branch 
(Document Control Desk). IflOpp 40896 336 46897 155 

DOCKET STN-50-519 HARTSVILLE NUCLEAR PLANT, UNIT 2 

Q, Inspection reports, |E Bulletins & correspondence 

B 809190131 Forwards list of TVA suppliers for fasteners over last 10 yrs.fn response to 
me Bulletin 87 002,Suppl3 1 & 2, « „ . „ . , „ 

G RIDLEY, R L Tennessee Valley Authority. 80/09/12 Document Control Branch 
(Document Control Desk) IBOpp 46896 33o 46897:155. 

DOCKET STN-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 

Q, Inspection reports, |E Bulletins & correspondence 

9809 190131 Forwards list of TVA suppliers for fasteners over last 10 yrsjn response to 
NRC Bulletin 87-002, Suppl9 1 & 2 xj „ ^ 4 t „ 

GRIDLEY.R.L Tennessee Valley Authority 88/09/12 Document Control Branch 
(Document Control Desk) IflOpp 46696,336 46B9 7. 155. 

DOCKET STN-50 521 HARTSVILLE NUCLEAR PLANT, UNIT 4 

Q. Inspection reports, |E Bulletins & correspondence 

88Q9190131 Forwards list of TVA suppliers for fasteners over last 10 yrsjn response to 
NRC Bulletin 87-002, Suppls 1 & 2. , ^ „ 

GRtOLEY.R L Tennessee Valley Authority, 80/09/ 12. Document Control Branch 
(Document Control Desk), 180pp 46096'336 46097-166 

DOCKET STN-50-520 PALO VERDE NUCLEAR STATION, UNIT 1 

F. Security, medical, emergency 4 fire protection plans 

6609300330 Advises that 871104 Amend 16 to security plan consistent w/ provisions of 
1 0CFR50- 54 (P) & acceptabl o , 

MONTGOMERY J L. Region 5, Ofc of the Director. 08/08/24. KARNER.D.B Arizona 
Nuclear Power Project (formerly Arizona Publfo Service Co) 3pp, 46774:098- 
46774100 

8809070048 Forwards Amend 7 to security training & qualification plan, Amend withheld 

KA RNER ,D 2 B 9 Arizo n a Nuclear Power Project (formerly Arizona Public Service Co) 
05/09/29 Document Control Branch (Document Control Desk). Ip 46779-349- 
46779,349, 

8 BO 9070150 Forwards public version of revised emergency plan Implementing 
proceduresjncludlng Rev 6 to EPJP-02, "Emergency Classification" & Rev 8 to EPIP- 

11. "Technical Support Ctr/Satelhte Activation ,Y W/release memo. t 

KARNERAB. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
85/00/12 Document Control Branch (Document Control Desk) 2 pp 46780 001- 
46700337. 

-6609070287 Public version of revised emergency plan Implementing 
proceduresjncludlng Rev 6 to EPIP-Q2, “Emergency Classification & Rev 8 to EPIP* 
II, "Technical Support Ctr/ Satellite Activation/ 1 

‘ Arizona Nuclear Power Project (formerly Arizona Public Service Co). 88/08/12. 
276pp. 40780:003 46780 337. 

I. Financial Information 

8609080069 Forwards 1987 annual repts for participants that Jointly own plant. 
KARNER.D B Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 
88708/30. Document Control Branch (Document Control Desk). Ip. 46799:231* 
48800.182, 

-6609080066 "Public Svc Co of New Mexico Annual Rept 1967." 

GEISTj.D. Public Service Co of New Mexico. 87/12/31. 40pp, 46799:232-46799-271. 

-0809080074 "Southern California Edison Co 19B7 Annual Rept" 

ALLEN.H.P. Southern California Edison Co 87/12/31. 52pp. 46799.272-46799:324 

-8809060000 "El Paso Electric Co 1987 Annual Rept/' 

WALL.E.R, El Paso Electric Co. 07/12/31. 77pp. 46799.325-46800 041. 

-8809000086 "Salt River Project Annual Rept 1987-86." 

* Salt Rtver Project 07/12/31 32pp. 46600:042-46800.073, 

-8809000090 "Arizona Public Svc Co 1967 Annual Rept/' 

TURLEY, K.L. DE MICHELE.O.M. Arizona Nuclear Power Project (formerly Arizona 
Public Service Co) 87/12/31 34pp. 46800:074-46800.134. 

-8009140393 "Los Angeles Dept of Water & Power 1000-87 Annual Rep t," 

CARUSO.R J , LANE.P.H. Los Angeles Dept of Water & Power. B7/12/31. 4Spp 
46500:135 46800-102 


8008120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuclear power reactors 
re Instrument air supply sys problems affecting safety related equipment Svc list end 
MIRAGLIA.F J, Associate Director for Projects (Post 870411), 88/06/08 Consolidated 
Edison Co of New York, fnc, 41 pp 47065 001 47065 006. 

6609120091 Final response to FOIA request for documents Forwards documents listed 


Search Associates 5pp 46770060 46770 089 

-6009120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul Nov 1985, 

AXELRADJ A. Enforcement Staff, IE (Pro 870413) 06/12/13 BLAHAJL Program 
Support & Analysis Stall, IE (Pro 870413) 13pp 46770 21 1-48770 223 

8BO031OOO6 Informs that 870922 proposed changes to FSAR Section 3.5 re design of 
Category 1 structures acceptable 

DAVIS, M J Project Directorate V. 88/08/24 KARNER.D B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.) Spp 46699.178-46699 102 

0008310020 Forwards request for addl info re Implementation of TMI Action item 
II K.3.5, "Automatic Trip of Reactor Coolant Pumps," because C E revised approved 
generic topical repts CEN 268 & CEN*260,Suppl 1. 

DAVIS.MJ, Project Directorate V. 88/08/24, KARNER.D B, Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 8pp 46699,123-46699.130, 

6809010109 Application for amends to Licenses NPF*41,NPF-51 & NPF-74, deleting or- 
ganization charts from Tech Specs Section 8 2, Figures 6 2-1 & 6 2-2 Fee paid. 
KARNER.D B Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/08/25. Document Control Branch (Document Control Desk) 4pp 46720 145- 
46720-167 

-8809010175 Proposed Tech Specs deleting Section 6 2, Figures 6.2-1 & 6 2 2 re offsite 
& onsite organization charts. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/08/25. 
10pp. 46720-100 46720,167. 

0009090159 Forwards proprietary Rev 1 to CEN-366(V) P-A & nonproprielary Rev 1 to 
CEN 356(V)-NP-A, "Modified Statistical Combination of Uncertainties h Proprietary rept 
wllhhold (ref 10CFR2.790) 

KARNER.D.B, Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
80/00/30. Document Control Branch (Document Control Desk) 6pp 46801 026 
46001:000, 

-0809090167 Rev 1 to "Modified Statistical Combination of Uncertainties" 

* Combustion Engineering, Inc. CEN*350(V) NP-A R01 00/05/31 51pp. 46801-031- 
40801-000 

8809160147 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, modifying 
senior reactor operator license requirements for operations manager Fee paid. 
KARNER.D.B Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
80/09/06 Document Control Branch (Document Control Desk). 6pp 46855.339- 
46855:353 

-0009150148 Proposed Tech Specs 6.3.1 .modifying senior reactor operator license re- 
quirements for operations manager 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co). 88/09/06. flpp, 
468B5.345-46855-353. 

0809230129 Forwards Amends 36,23 & 12 to Licenses NPF 41.NPF-51 & NPF-74, re- 
spectively & safety evaluatlonAmends revise Tech Specs to modify monitoring re- 
quirements for hydrogen & oxygen In waste gas holdup sys 
DAVIS.M.J Project Directorate V. 88/09/06 KARNER.D.B Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp 46945:198 46945:237. 

-8809230134 AmendB 96.23 & 12 lo Licenses NPF41.NPF-51 & NPF-74, 
respectively, re vising Tech Specs to modify monitoring requirements for hydrogen & 
oxygen In waste gas holdup sys 

KNIGHTON.G W. Project Directorate V, 88/09/06, 33pp 46945,202 46945-234 

-9809230140 Safety evaluation supporting Amends 36,23 & 12 lo Licenses NPF- 
41 l NPF-51 & NPF-74 .respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 88/09/06. 3pp 
46945:235-46945-237. 

8009200163 Commits to provide addl Info re Implementation of TMI Action Item ILK 3,6 
by 881130 per NRC 880824 request 

KARNER.D B Arizona Nuclear Power Project (formerly Arizona Public Service Co). 
88/09/11. Document Control Branch (Document Control Desk) Ip 46900,146- 
46900-145. 


0 . Inspection reports, IE Bulletins & correspondence 

8008300179 Forwards Insp Repts 60 528/88-25.50-529/80*24 & 50-530/80-23 on 
88071 0-22.No violations or deviations noted, 

PATE,R,J Region 5, Ofc of the Director. 80/08/12 KARNER.D B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp, 46693 024-46693 035 

-0000300101 Insp Repts 60-528/88-25,50-529/80-24 & 50-530/80 23 on 680718- 
22. No violations or deviations noted.Major areas Inspecled.vital areas & equipment In 
plant & followup of enforcement Items.open Items & bulletlns/notlces/Part 21. 
BURDOINJ.F., COE.D.H. Region 5, Ofo of the Director, 88/08/11. lOpp, 46693 026- 
46693-035 

0808300296 Ack receipt of 880701 ltr Informing NRC of steps taken to correct violation 
noted in Insp Repts 50-528/88-13 & 60 529/00-1 4. 

YUHAS.G.P Region 6, Ofc of the Director. 88/08/18, KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co), Ip 46696:346-46696.357. 
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B809060342 Forwards Insp Repta 50-523/86-26,50 529/80 25 & 50-530/88-24 on 
880801 -05 No lie m3 of non compliance noted 

YUHAS.G P Region 5, Ofc of the Director 83/03/18 KARNER.O Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) 2pp 46764 356 46764 360. 

-3809060351 Insp Repts 50 523/88 26,50-529/68-25 & 50-530/88-24 on 600801- 
16 No violations noted Major areas inspected followup item involving plant water 
chemical analysis «& Item of noncompliance re radiological effluent sampling 
TENBROOK.W K , YUHAS.G P Region 5, Ofc of the Director. 88/08/16, 3pp. 
46764 358 40764 360 

8006190195 NflC Info Notice 83 069, ' Movable Contact Finger Binding In HPA Relays 
Mta by GE “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 68/08/19 
Consolidated Edison Co of New York, Inc 125pp 46690 054-46690178 

8808160451 NRG Info Notice 88 068, “Setpoint Testing of Pressurizer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices 11 Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co of New York, Inc I21pp 46702 31 1-46703 070 

8808100368 Suppl 1 to NRC info Nolico 88 046, “Licensee Rept of Defective Refur- 
bished Valves. Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/24 
Consolidated Edison Co of New York, fnc 122pp 46713213 46713219 

8808230112 NRC Info Notice 36 070, “Check Valve Insorvlce Testing Program Deficien- 
cies " Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1), 80/08/29 
Consolidated Edison Co of New York, Inc 123pp, 46713 095 46713,217 

8609070301 Forwards addl info re evaluation results for auxiliary feedwater pumps & 
stalus of review for remaining pumps, per NRC Bulletin 08 004 concerning potential 
loss of safety- related pumps due to deficiencies in how design, 

KARNERAb, Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
B0/OB/2O Document Control Branch (Oocument Control Desk) 2pp 46703 149- 
46763 150 

8008200492 NRC Info Notice BB-071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event '' Svc list one I 

ROSSl.CE. Division or Operational Events Assessment (Post 670411) 88/09/01. 
Consolidated Edison Co. of New York, Inc, 121pp. 46712,244-46713 004 

0808300018 NRC Info Notice 88 072, ' Inadequacies In Design of DC Molor-Operated 
Valves “ Svc list oncl 

RQSSr,CE Division of Operational Events Assessment (Post 870411). 00/09/02. 
Consolidated Edison Co of New York, Inc 122pp. 46726,001-46726,123 

8009140222 Responds to NRC SD0605 Hr re violations noled in insp Repts 60-528/80 
10 & 50-530/83-18 Formal valve lineup conducted to restore mlspos [boned 
valves Night order Issued defining need to follow applicable procedure 
KARNER.OB Arizona Nuclear power Project (formerly Arizona Public Service Co.) 
88/09/QG Document Control Branch (Document Control Desk) 6pp 46040.111- 
46B40 116. 

8009200162 Forwards responao to NRC Bulletin 83 005 & Suppla 1 & 2 re mfg of pipe 
fittings & flanges 

KARNER.DB. Anzona Nucloar Power Project (formerly Arizona Public Service Co) 
08/09/12 Document Control Branch (Document Control Desk). 12pp 46£)00,240- 
460002*1. 

8309000339 NRC fnfo Notice 88 074, “Potentially Inadequate Performance of ECCS In 
PWfla During Recirculation Operation Following LOCA Svc list end, 

ROSSi.C.E, Division of Operattonal Evants Assessment (Post 870411) 80/09/14. 
Consolidated Edison Co. of New York, Inc 122pp 40824 215 46824 336 

8009120197 NRC Info Notice 08-075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry " Svc list oncf, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). B8/09/16 
Consolidated Edison Co of New York, Inc 124pp. 46948,133-46946 252. 

8009130350 NRC Info Notice 8B-07B, “Recent Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control." Svc list end. 
ROSSLCE. Division of Operational Events Assessment (Post B70411) 0B/O9/19. 
Consolidated Edison Co of New York, Inc 126pp 40946*253-46947:013. 


fl. Periodic operating reports & related correspondence 


0809060002 Special Rept 1-SR88 006on 600817,30 day ACTION statemenl former 
ability of seismic monitoring sys exceeded Caused by seimlc accelerometer tnoeer 
card (setpoint) out of calibr Card recalibrSys returned to operable status on 08081.0 
HAYNES, J.G Anzona Nuclear Power Project (formerly Arizona Public Service Co | 
80/08/24 Document Control Branch (Oocument Control Desk) 2pp, 48753 343- 
46753 344 

8309070449 PNO-V-88 055 on 8 0082 7, reactor tripped on low steam generator 
level Plant stabilized in Mode 3 after trip Post-trip review performed & pland equip- 
ment operated properly. Plant restarted on 800830 

RICHARDS, S„ POUCH, T. Region 5, Ofc of the Oirector 08/00/30 Ip 46779 359 
46779 359 

0009140167 Special Rept i-SR-88-007 on 08001 5, radiation monitoring unit inoperable 
for greater than 72 h.per Tech Specs 692&3330 Channel source rod arm slide 
cam was binding on metal canister Slide cam reworked to prevent blndPno 
HAYNES.JG Arizona Nucloar Power Project (formerly Arizona Public Service Co) 
86/08/31 Document Control Branch (Document Control Desk) 2pp. 46842218- 
46842 219 

0009260264 Suppl to Special Rept 1-SR-85 010 on 050 5 09, emergency diesel genwa- 
tors A & B failed to attain required voltage, frequency & speed Caused by Inadequate 
design of healer control sys Mod to roplaco temp control valves Implemented 
HAYNES ,J 6 Anzona Nuclear Power Project (formerly Arizona Public Service Co ) 
80/09/12 Document Control Branch (Document Conlrol Desk). 3pp 46950 235 
46950 237 


V. Operator Examinations 

8809070298 Responds to Generic Ur 08-13,providing best estimate ol operator licens- 
ing exam requirements for FY0O 92 

KARNER.DB, Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
08/00/01. Document Conlrol Branch (Document Control Desk) 3pp. 46776241 
46776 243 


DOCKET STN'50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

0800300330 Advises that 071104 Amend 16 to security plan consistent w/ provision ol 
10CFR60 54 (p) & acceptable 

MONTGOMERY, J.L Region 5, Ofc of the Director 88/00/24, KARNER.D B. Anzona 
Nuclear Power Project (formerly Arizona Public Service Co), 3pp. 48774,093 
46774.100. 

6009070048 Forwards Amend 7 to security training & qualification plan Amend withhold 
(ref 10CFR2, 790(d)). 

KARNER.D 0 Arizona Nucloar Power Project (formerly Arizona Public Service Co) 
88/08/29. Document Conlrof Branch (Documont Control Desk) Ip 40770349 
46779 340 

880*9070 150 Forwards public version of revisod emergency plan ImPlomonling 
procedures, including Rev 6 to EPJP 02, “Emergency Classification 7 ' & Rev 8 roEPJP* 
11, 'Technical Support C(r/ Satellite Activalion. W/reloase memo 
KARNER.D.B, Arizona Nuclear Power Project (formorly Arizona Public Service Co) 
00/08/12. Document Control Branch (Document Control Desk). 2pp. 48730 001- 
46700*337. 

-0809070267 Pubfic version of revised emergency plan Implementing 
procedures.lncluding Rev 6 to EPIP-02, "Emergency Classification 1 ' & Rev 6 toEPlP- 
1 1. "Technical Support Ctr/ Satellite Activation^' 

Arizona Nuclear Power Project (formerly Arizona Public Service Col 00/08712 
275pp. 46700 003 46780,337. 


I, Financial Information 


8809080059 Forwards 1987 annual repts for participants that jointly own plant. 
KARNER.DB Anzona Nuclear Power Project (formerly Anzona Public Service Co) 
88/08/30, Document Conlrof Branch (Document Control Desk) Ip, 40799 2*31* 
46800.102, 


0809060032 "Semfannual Radioactive Effluent Release flept.Jan-June 19B0" W/ 
880029 Hr 

KARNER.D.B, Arizona Nuclear Power Project (formerly Arizona Public Service Co), 
88/06/30 S&pp 46762*276 46762 333, 

8808260071 Monthly operating rents for Jul 1988 for Palo Verde Nuclear Generating 
Station, Units 1,2 & 3. W/8808 1 5 Itr. 

BLOOM, TJ , HAYNES.J Q. Arizona Nuclear Power Project (formerly Anzona Public 
Service CO). 80/07/31 16pp 46667,335 46607 350. 

8809220139 Monthly operating repts for Aug 1988 for Palo Verde Nuclear Generating 
Station Units 1 ,2 & 3.W/8S091 3 Itr. 

BLOOM, T.J.. HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Pubfic 
Service Co) 60/08/31 16pp. 46921.001 -4692 1.01 6 


S. Reportable occurrences, LERb A related correspondence 

8808260205 LER 68 016 O2*on 8 B 05 14, reactor trip occurred Caused by nonconserva!in/e 
operator performance during reactor startup Info utilized for estimated critical condi- 
tion Will be corrected W/06OB15 Hr. 

SHRIVERJ D„ HAYNES, J,G, Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 86/08/15, 19pp, 46654*112-46654.130. 

8800260419 LER 8B-019-OOon 8B0722.ESF inadvertently actuated while replacing 
relay.Cauaed by personnel error due to physical layout of work location, Event dis- 
cussed w/ technicians W/SB0B16 Itr 1 

SHRIVE R.T.D , HAYNES, J.G, Arizona Nuclear Power Project (formerly Arizona Public 
Service Co). 86/08/16. 5pp, 46656 283 40656*297. 


-8809000066 "Public Svc Co of New Mexico Annual Rept 1987." 

GEIST.J D. Public Service Co, of New Mexico. 87/12/31 40pp 46799*232-46799 271. 

“8809080074 "Southern California Edison Co 1987 Annual Rept " 

ALLEN, H,P Southern California Edison Co 87/12/31. 52pp 46799 272-46790324 

“9809080080 "El Paso Efeclric Co 1987 Annual Rept " 

WALL.E R El Paso Electric Co. 87/12/31 . 77pp 46799 325 46800 04 1 

“8609080088 "Salt River Project Annual Rept 19B7.08.' 1 
* Safi River Project, 87/12/31 32pp 46800,042-46800.073 

“8609080090 "Arizona Public Svc Co 1987 Annual Rept " 

TURLEY, K L , DE MICHELE, O M Arizona Nuclear Power Project (formerly Arizona 
Public Service Co) 87/12/31 34pp 46800.074-46800*134 

“8809140393 "Los Angelas Dept of Water & Power 1986 87 Annual Rept.” 

CARUSO, R,J„ LANtiPH, Los Angeles Dept, of Water & Power 87/12/31. 48pf> 
46600 135-46800*182. 


P. Operating license stage documents & correspondence 

3808120294 Generic Ltr 86-14 lo all holders of OLs or CPs for nuclear power reactors 
re Instrument afr supply sys problems affecting safety-related equipment Svc list end. 
MIRAGLIA.F J, Associate Director for Projects (Post 870411). 88/08/08. ConsoMaied 
Edison Co, of New York, Inc, 41pp 47065*001 -47065 006. 
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980-9010267 Informs that radiographic exams performed on selected piping welds of 
various sizes & locations on B00127 No now areas of micro bio logically induced corro 
si on /'pitting or size or population changes of affected areas noted 
KARNER.D B Arizona Nuclear Power Project {formerly Arizona Public Service Co) 
66/08/21 Document Control Branch (Document Control Desk) 2pp 46740 360 
46740 361 

4608310006 Informs that 070922 proposed changes to F5AR Section 3 5 re design of 
Category 1 structures acceptable 

DAVIS.MJ Project Directorate V 00/00/24 KARNER.D B Arizona Nuclear Power 
Prelect (formerly Arizona Public Service Co ) 5pp 46699 178 46699 102 

4 BO 0310028 Forwards requost lor addl info re implementation of TMI Action Item 
ILK 35, "Automatic Trip of Reactor Coolant Pumps,” because C-E revised approved 

g eneric topical repts CEN 260 & CEN-26G,Suppl 1 
■AVIS.MJ Project Directorate V 08/00/24 KARNER.D B Arizona Nuclear Power 
Project (formerly Arizona Public Service Co) Gpp 46699 12346690 130, 

66 09010109 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, deleting or- 
ganization charts from Tech Specs Section 6 2, Figures 6 2-1 & 6 2*2 Fee paid 
RARNER.OB. Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/00/25 Document Control Branch (Oocument Control Dosk) 4pp 40720' 145 
■46 720 167. 


8808160451 NRC Info Notice 06 068, "Setpoint Testing of Pressurizer Safely Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices ” Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/00/22 
Consolidated Edison Co of New York, Inc 121 pp 46702 311 46703,070 


8808100308 Suppl 1 to NRC Info Notice 88 040, "Licensee Rept of Defective Refur* 
bished Valves ' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/08/24 
Consolidated Edison Co of Now York, Inc I22pp 46713 218-46713 219 


88082301 1 2 NRC Info Nolice 08 070, "Check Valve Inservico Testing Program Deflcion 
cles Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 80/00/29 
Consolidated Edison Co of New York, tnc 123pp 46713 095 46713 217 


8609070301 Forwards addl info re evaluation results for auxiliary feedwater pumps & 
status of review for remaining pumps, per NRC Bulletin 88 004 concerning potential 
loss of safety* related pumps due to deficiencies In flow design 
KfRNER.D B, Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 
88/00/29, Document Control Branch (Document Control Desk) 2pp 46783 149- 


-68 09010175 Proposed Tech Specs deleting Section 6 2, Figures 6,2*1 & 6 2*2 re offsite 
& onsite organization charts 

• Arizona Nuclear Power Project (formerly Arizona Public Servlco Co.). 80/08/25 
1 0pp 46720 150 46720 167 

8609006169 Forwards proprietary Rev 1 to CEN*366(V)-P-A & nonproprietary Rev 1 to 
CEN'356(V) NP-A, "Modified Stalistical Combination of Uncertainties ’ Proprietary root 
withheld (ref 10CFR2 790), 

KARNER.D B Arizona Nudear Power Project (formerly Arizona Public Service Co) 
80/08/30 Document Control Branch (Document Control Desk) 6pp 46801,025- 
4BS01.080 

8 B091 30031 Advises that CEN-375(V)-P, "Palo Verde ..Unit 2 End of Cycle 1 Surveil- 
lance Exam Rept," marked as proprietary, will be withheld from public disclosure (rof 
1OCFR2.790 & Section 103(b) of Atomic Act of 1954). 

DAVIS, MJ Project Directorate V 80/09/01 MCG1LL.PL Combustion Engineering, 
Inc 4pp. 46034 137-46034:140 

8609160147 Application for amends to Licenses NPF-41.NPF-51 & NPF 74, modifying 
senior reactor oporator license requirements for operations managor Foe paid, 
KARNER.D.B Arizona Nucloar Power Project (formerly Arizona Public Service Co) 
80/09/06, Documont Control Branch (Document Control Dosk) 6pp 46055 330 
4 6855 363 

—8609150140 Proposed Tech Specs 6.3.1, modifying senior reactor operator ficense re 
quirepnants for operations managor 

• Arizona Nuclear Powor Project (formerly Arizona Public Service Co ), CB/09/06 Opp 
46C55 345 46055 353 

06092301 29 Forwards Amends 36,23 & 12 to Licenses NPF-41.NPF-51 & NPF-74, re- 
spectively & safely evaluation Amends revise Toch Specs to modify monitoring re- 
quirements for hydrogen & oxygen In waste gas holdup ays 

DAVIS, MJ Project Directorate V. 00/09/06. KARNER.D 8 Arizona Nuclear Power 
Pfojocl (formerly Arizona Public Service Co ) 4pp 46045 190*46945,237, 

*-8009230134 Amends 36,23 & 12 to Licenses NPF-41.NPF-51 & NPF-74, 
rospectrvoly.fovlslng Toch Specs to modify monitoring requirements for hydrogon & 
oxygen In waste gas hotdup sys 

KNIGHTON, Q W. Profoct Directorate V, 00/00/06 33pp, 46945 202-46945 234 

— 6804239140 Safety evaluation supporting Amends 36,23 & 12 to Licenses NPF- 
41 .NPF-51 & NPF-74, respectively 

• Oillce of Nuclear Reactor Regulation, Director (Post 070411) 80/09/06 3pp, 
46045*235 46945,237. 


88 ?^nn°o 49 r? NRC lnto Notice 88 071 > “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection of Licensee Radioactivity Measurements Attributed to 
That Event " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/09/01 
Consolidated Edison Co, of New York, Inc 121 pp 46712 244*46713 004 


8G08300018 NRC Info Notice 00 072, "Inadequacies In Design of DC Molor-Ope rated 
Valves." Svc list one!. 


ROSSI, C E Division of Operational Events Assessment (Post 070411) 8B/09/02 
Consolidated Edison Co. of Now York, Inc 122pp. 46726 001-46726 123 


8B092001 62 Forwards response to NRC Bulletin 80-005 & Suppls 1 & 2 re mfg of pipe 
fittings & flanges r 

KARNER.D B Arizona Nuclear Power Project (formerly Arizona Pubtio Service Co.), 
00/09/12, Documenl Control Branch (Documont Control Dosk), 12pp 46900 240 


8009080339 NRC Info Notice 88 074, "Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA " Svc list end 
ROSSI.CE, Division of Operational Events Assessment (Post 670411) 80/09/14 
Consolidated Edison Co. of Now York, Inc, 122pp 46024 215-46824 336 


8809120197 NRC Info Notice 88 075, “'Disabling of Dlosol Generator Oulput Circuit 
Breakers by Anti Pump Clrcuilry." Svc list end 

ROSSI.CE Division of Operational Evont9 Assessment (Post 070411) 80/09/16 
Consolidated Edison Co of New York, fnc. 124pp 46946 133-46046 252 


0809130350 NRC Info Notice BB 070, "Rocont Discovery of Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control ” Svc list oncl 
ROSSI.CE, Division of Oporallonaf Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co of New York, Inc, 126pp 46946 253 46947 013, 


R, Periodic operating reports & related correspondence 


8809060032 "Semiannual Radioactive Effluent Reloase Rept, Jan Juno 1988” W/ 
000029 Itr, 

KARNER.D B, Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 
00/00/30, 58pp 46762 276 46762,333 ' 


6909200163 Commits to provide addl info ro implementation of TMI Action item II.K.3.5 
by 881 130 per NRC 680824 request. 

KARNER.D B Arizona Nuclear Power Project (formerly Arizona Public Servlco Co,). 
88/09/11, Documont Control Branch (Documont Control Dosk) ip 46900 145- 
46900 145 


Q. Impaction reports, fE Bulletins & correspondence 

0BOB3OO179 Forwards Insp Repts 50-520/06-25,50*529/06-24 & 50-530/00 23 on 
880718-22 No violations or deviations noted. 

PATE.RJ Region 5, Ofc of tho Director, 88/00/12 KARNER.D.B, Arizona Nucloar 
Power Project (formerly Arizona Public Service Co ) 2pp 46693.024 46693 , 036, 

—8008300101 Insp Repts 60-520/08-25,50-529/08-24 & 50-530/06-23 on 880710 
22. No violations or deviations noted Major areas inspected vital aroas & equipment in 
oTant & followup of enforcement ilems.opan Items & bultotins/notlces/Parl 21. 
BURDOIN.J F„ COE.D.H, Region 5, Ofc of the Director 08/00/11 lOpp. 46693 026 
46693 035 

6008300295 Ack receipt of 8B0701 hr Informing NRC of steps token lo correct violation 
noted fn Insp Repts 50-528/60-13 & 50 529/80-14 

YOJHAS.GP. Region 5, Ofc of the Director 80/08/10 KARNER.D.B Arizona Nucloar 
Power Project (formerly Arizona Public Service Co,). Ip. 46696,346*46696,357. 

6009060342 Forwards Insp Repts 50 528/88-26,60-529/08-25 & 50 530/80-24 on 
880601 05 No Items of noncompflanco noted 

VUHAS.G.P, Region 5, Olo of the Director. 80/00/18. KARNER.D. Arizona Nucloar 
Power Project (formerly Anzona Public Service Co). 2p p 46764'356 48764.360, 

-B6O9M0351 Insp Repts 60-528/80-26,50-529/88-25 & 50-530/88-24 on 800801- 
15 No violations noted Major areas inspected, followup item Involving plant water 
chemical analysis & Item of noncompllance ro radiological effluent sampling 
TENBROOK.W.K., YUHAS.G.P. Region 6, Ofc of the Director. 88/08/18, 3pp. 
45764358 46764*360 

8508190195 NRC Info Notice 08 069, "Movable Contact Finger Binding in HFA Relays 
Mfg by GE.” Svo list end. 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411) 80/00/ 19 
Consolidated Edison Co. of New York, Ino. 125pp, 46690.054-46690:178, 


6008260071 Monthly operating repts for Jul 19BG for Palo Verde Nucloar Generating 
Station, Units 1,2 & 3 W/B0081 5 Itr. u 


BLOOM,! J„ HAYNES, J G Arizona Nuclear Power Project (formorly Anzona Public 
Service Co) 88/07/31 16pp, 46667 335 46687.350 


8809220139 Monthly operating repts for Aug 1988 for Palo Vorde Nuclear Goneratlnq 
Station Units 1,2 & 3.W/08O913 Itr u 

BLOOM, T J., HAYNES, J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 08/00/31. 16pp 46921*001-46921:016 


S, Reportable occurrences, LERs A related correspondence 


8809020067 LER 80 006 00 on 000726,0 train loss of powor ESF actuation 
occurred.Causod by Inadequate plant design & Installation of temporary ventilation 
trunk Ventilation trunk removed from transformer leads w/o Incident W/880825 Itr, 
SHRIVER.T D , HAYNES, J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co ) 88/08/25 7pp 46740'266-46746,262. 


V. Operator Examinations 


8809070264 Advises that request to allow J Turner to complete 76 h of training as extra 
man on shift lo meet requirements for mulfl-unlt license granted Turner shall not oper- 
ate any of controls or direct evolution unless under supervision 
PATE.RJ Region 6, Ofc of the Director 88/00/31 HAYNES, JG Arizona Nuclear 
Power Project (formerly Arizona Public Service Co ) Ip 46777 360-46777.360 

6809070290 Responds to Generic Ltr 88 13, providing best estimate of operator licens- 
ing exam requirements for FY89-92 

KARNER.D B. Arizona Nuclear Power Project (formerly Arizona Public Service Co,). 
00/09/01. Document Control Branch (Document Control Desk) 3pp. 46776’241- 

Hil/i 9 r 
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F. Security, medical, emergency & fire protection plans 


8B03300330 Advises that 871 104 Amend 16 to security plan consistent w/ provisions of 
1GCFR50 54(p) & acceptable 

MONTGOMERYS L Region 5, Ofc of the Director 88/08/24 KARNER.DB Arizona 
Nuclear Power Project (formerly Arizona Public Service Co) 3pp 46774 098- 
46774:100. 


0809070040 Forwards Amend 7 to security training & qualification plan Amend withheld 

f(ARl?ER,DMB 71 Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
80/08/29 Document Control Branch (Document Control Desk), Ip. 46779 349 
46779 349 


8809070160 Forwards public version of revised emergency plan Implementing 
procedures.indudmg Rev 6 to EP1P-02, "Emergency Classification" & Rev 8 to EPIP- 
11, "Technical Support Clr/Saie!hte Activation W/release memo 
KAflNER.D B, Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
86/0B/12, Document Control Branch (Document Control Desk) 2pp. 46760001- 
46780 337 


-8009070287 Public version of revised emergency plan implementing 
procedures, including Rev 6 to EPIP-Q2, "Emergency Classification" & Rev 8 to EPIP- 
tt, "Technical Support Ctr/ Satellite Activation ’ 

*■ Arizona Nuclear Power Project (formerly Arizona Public Service Co) 88/08/12 
275pp. 467 BO .003-46780 337 


I. Financial Information 


-8809230134 Amends 36,23 & 12 to Licenses NPF41.NPF-51 S NPF 74, 
rasped ively , revising Tech Specs to modify monitonng requirements for hydrogen & 
oxygen in waste gas holdup sys 

KNIGHTON.G W. Project Directorate V. 88/09/06 33pp 46945 202-46945 234. 

-8809230140 Safety evaluation supporting Amends 36,23 & 12 to Licenses NPF- 
4WF-51 & NPF-74,respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/06 3pp 
46945 235 46945 237. 

8809200183 Commits to provide acfdl Info re implementation of TMI Action Item IIK35 
by 881130 per NRC 080824 request 

KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
86/09/11 Document Control Branch (Document Control Desk) Ip. 46900145 
46900 145. 


O. Inspection reports, IE Bulletins & correspondence 

6806300179 Forwards Insp Repls 50-528/00-26,50-520/80-24 & 60-530/08-23 on 
BS0716 22,No violations or deviations noted 

PATE, FI J Region 5, Oic of the Director 0B/OB/12, KARNER.D B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.) 2pp. 46693 024-46693035. 

-8B08300181 Insp ReptS 50-528/88-25,50-529/06-24 & 50 530/68-23 on 880710- 
22 No violations or deviations noted, Major areas inspected, vital areas & equipment In 
plant & followup of enforcement items.opan items & bulleiins/notfce9/Parl 21. 
BURDOIN.J F tI COE,D H. Region 5, Ofc of the Director 00/08/11 10pp 46693026 
46693.035 


8809000059 Forwards 1907 annual repts for particpanls that Jornlly own plant, 
KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/06/30 Document Control Branch (Document Control Desk), Ip 46799 231- 
46BOO 182 

-8009000966 "Public Svc Co of New Mexico Annual Rept 1987 " 

G0IST.J D Public Service Co. of New Moxico. 87/12/31. 40pp 46799 232-46799.271 

-B809080074 "Soitlhern Catitornla Edison Co 1937 Annual Rept/’ 

ALLEN, H P. Southern California Edison Co. 67/12/31 52pp 46799,272-46799 324 

-8009000000 "El Paso Electric Co 1997 Annual Rept " 

WALL.E.R El Paso Electric Co, 67/12/31. 77pp 46799.325 46BOO 041 

-0809000066 "Salt River Project Annual Rept 1087-8B/’ 

1 Salt River Project 87/12/31. 32pp 46600 042-46000 073, 


8809060342 Forwards Insp Repts 50 528/88-26,50 529/08 25 & 60-530/08 24 on 
880801 05, No Items of noncompliance noted 

YUHAS.GP Region 5. Ofc of the Director. 88/08/10 KARNER.D Arizona Nuclear 
Power Project (formerly Anzona Public Service Co ) 2pp. 46764 356 46764 360. 

-8009060361 Insp Repts 50-528/88 26,60 529/88-25 & 50-530/88 24 on 880001* 
15 No violations noted Major areas Inspected followup item involving plant water 
chemical analysis & Item of noncompliance ro radiological effluent sampling 
TENBROOK.W.K,, YUHAS.G P, Region 5, Ofc of the Director 68/08/18 3pf) 
46764-350 46764 360 

6808190195 NRC Info Notice 68-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co. of New York, Inc. 125pp 46690 054-46690.176 


-8809060000 "Arizona Public Svc Co 1987 Annual Rept " 

TURLEY.KL, DE MICHELEAM Anzona Nuclear Power Project (formerly Anzona 
Public Service Co ) 87/12/31. 34pp 46000 074-46800 134, 

-0909140393 "Los Angeles Dept of Water & Power 1986-07 Annua) Rept ’* 

CARUSO, R J , LANE,P,H Los Angeles Dept, of Water & Power 87/12/31. 48pp. 
46000 135 46000.182 


p, Operating license stage documents & correspondence 

8808120294 Generic Llr Bfl-14 to all hofdera of OLs or CPs for nuclear power readers 
re Instrument afr supply sys problems affecting safety- related equipment Svc list end. 
MIRAGLIA.FJ Associate Director for Projects (Post 870411) B0/O8/OQ, Consolidated 
Edison Co. of Now York, Inc 41pp. 47065.001-47065 006 

8808310006 Informs that 870922 proposed changes to FSAR Section 3 5 re design of 
Category 1 structures acceptable 

DAVJS.M J. Project Directorate V, 88/00/24 KARNER.D B Anzona Nuclear Power 
Project (formerly Arizona Public Service Co) 5pp. 46699.178 46609 182, 

3808310028 Forwards request lor add I Info re Implementation of TMI Action Item 
IIK 3 5, "Automatic Trip of Reactor Coolant Pumps,” because C-E revised approved 

g eneric topical repts CtN-268 & CEN-26B,5uppl 1 

AVfS.M J Project Directorate V. 06/08/24, KARNER.DB, Arizona Nuclear Power 
Project (formerly Arizona Public Service Co) 8pp 46699,123 46699:130, 

8009010109 Applfcabon for amends to Licenses NPF-41,NPF-5t & NPF-74, deleting or- 
ganization charts from Tech Specs Section 6 2, Figures 6 2-1 & 6 2-2 Fee paid, 
KARNER.DB Arizona Nuclear Power Project (formerly Anzona Publlo Service Co) 
8B/08/25 Document Control Branch (Document Control Desk) 4pp. 46720.145- 
4 6720' 167. 

“8009010175 Proposed Tech Specs deleting Section 6 2, Figures 6 2-1 & 6 2-2 re offsite 
&. onsite OEganfraV.on charts 

' Arizona Nuclear Power Project (formerly Arizona Public Service Co), 88/08/25, 
18pp 46720 150 46720,167 

0609090159 Forwards proprietary Rev 1 to CEN-356(V)-P-A & nonproprielary Rev 1 lo 
CEN-356(V) NP A, "Modified Statistical Combination of Uncertainties. Proprietary rept 
withheld (ref 10CFR 2.790) 

KARNER.D B, Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
88/08/30 Document Control Branch (Document Control Desk). 6pp 46801.025- 
46801 080 

8000150147 Application (or amends to Licenses NPF-41.NPF-51 & NPF-74, modifying 
senior reactor operator license requirements for operations manager Fee paid 
KARNER.DB Arizona Nuclear Power Project (formerly Arizona Publio Service Co.) 
88/09/06. Document Control Branch (Document Control Desk) 6pp. 46855 339- 
46855.353 

-8809150140 Proposed Tech Specs 6.3.1 .modifying senior reactor operator license re- 
quirements for operations manager 

• Arizona Nuclear Power Project (formerly Arizona Public Service Co), 88/09/06, 9pp, 
46865*345-46855,353. 

8009230129 Forwards Amends 36,23 4 12 to Licenses NPF-41.NPF-51 & NPF-74 t re- 
spectively A safety evaluation Amends revise Tech Specs to modify monitonng re- 
quirements for hydrogen & oxygen In waste gas holdup ays, 

DAVIS, M J Project Directorate V. 88/09/06. KARNER.D, B Anzona Nuclear Power 
Project (formerly Arizona Public Service Co). 4pp. 46945.198 46945.237 


8008160451 NRC Info Notice 88-068, "Selpolnl Testing of Prossurizer Safety Valv os W/ 
Filled Loop Seals Using Hydraulic Assist Devices " Svc Jfst end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/08/22 
Consolidated Edison Co of New York, Inc. 121pp. 46702 31 1-46703*070 

8008180360 Suppl 1 lo NRC Info Notice 88 048, "Licensee Rept of Defecltva Refur- 
bished Valves. Svc list end. 

ROSSI.CE, Division of Operational Events Assessment (Post 870411). 60/OB/24 
Consolidated Edison Co. of New York, Inc. 122pp 40713 218-46713.219 

60082301 12 NRC Info Notice 88 070, "Check Valve Inservice Testing Program Deficien- 
cies." Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/00/29 
Consolidated Edison Co. of New York, Ino 123pp 46713 095-46713 217 

0009070301 Forwards addl Info re evaluation results for auxiliary feedwater pumps A 
status of review for remaining pumps.per NRC Bulletin 88 004 concerning potential 
loss of safety- related pumps due to deficiencies in (low design 
KARNER.DB. Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
80/08/29, Document Control Branch (Document Control Desk). 2pp 46783 H9- 
46763 160 

0808200492 NRC fnfo Notice 88-071, "Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collection ol Licensee Radioactivity Measurements Attributed to 
That Event Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 07O411). 68/09/01 
Consolidated Edison Co. of New York, Inc. 121pp. 46712.244 46713.00-4 

0806300018 NRC Info Notice 80 072, "Inadequacies In Design of DC Motor Operated 
Valves/* Svc list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). 88/09/02 
Consolidated Edison Co Ol New York, Inc 122pp 46726.001-46726 123 

6609140222 Responds to NRC 880005 Itr re violations noted In Insp Repts 50 528/88* 
18 & 50 530/8BT8.Formal valve lineup conducted to restore mlspositioned 
vatves.NIght order Issued defining need to follow applicable procedure 
KARNER.D.B Anzona Nuclear Power Project (formerly Arizona Public Service Co) 
88/09/06 Document Control Branch (Document Control Desk) 6pp 46840 111- 
46840-116, 

0609200162 Forwards response to NRC Bulletin 88 005 & Suppls 1 & 2 re mfg of pipe 
fittings & flanges, 

KARNER.D.B, Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/09/12, Document Control Branch (Document Control Desk) 12pp, 46909 240 
46900,251 

8809080339 NRC Info Nollce 06-074, "Potentially Inadequate Performanco of ECCS in 
PWRs During Recirculation Operation Following LOCA ■' Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 80/C9/14 
Consolidated Edison Co of Now York, Inc, 122pp. 46824 215-46824:336. 

8809120197 NRC Info Notice 88 075, "Disabling of Diesel Generator Output Circuit 
Breakers by Anil-Pump Circuitry/' Svo list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 68/09/16, 
Consolidated Edison Co. of New York, Inc. 124pp. 46940:133-46946:252, 

8809130350 NRC Info Notice 88-076, "Recent Discovery of Phenomenon Not Previous 
ly Considered In Design of Secondary Containment Pressure Control," Svo Hal end. 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/09/19 
Consolidated Edison Co. of New York, Inc, 125pp, 46946:253-46947 013. 
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H. Periodic operating reports A related correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


9 II 090600 3 2 "Semiannual Radioactive Effluent Release Rept,Jan*June 1980" W / 

KA.RNER.D B. Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
68/06/30 5Bpp 46762.276-46762.333 


5506260071 Monthly operating repla for Jul 1908 for Palo Verde Nuclear Generating 
Static n,Umls 1,2 & 3.W/880815 ltr . , „ , A D . . 

BLQOM.T J * HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 66/07/31 16pp 46667 335-46667 350 


$606220135 Monthly operating repta for Aug 1906 for Palo Verde Nuclear Generating 
Station Units 1.2 & 3 w/880u13 ttr „ , t „ 

BLOOM ,T J , HAYNES ,J G Arizona Nuctoar Power Project (formerly Arizona Public 
Service CO) 68/00/31 16pp. 46921.001-46921 016 


$, Reportage occurrences, LERa A related correspondence 

8608290250 Special Rept 3 SR 88 004 on B80725,reactor vessel water level sys Chan- 
nel B declared inoperable Caused by previous failures on 800219 A 0706 of malfunc- 
toninq heated junction thermocouples mechanism Channel will be restored 
HAYNES J.G. Arizona Nuclear Power Proloct (formerly Arizona Public Service Co.). 
88/09/22 Document Control Branch (Document Control Desk). 2pp. 46603 067- 
46083 068, 

8809140246 Special Rept 3-SR-88 005.cn 800818, high range noble gas monitor flU-142 
inoperable for greater than 72 h.per Tech Spec 3 3 3 0, Action 42{b).Approved work 
document initiated to troubleshoot cause of monitor mallunctlon & rework 
HAYNES JG Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/09/08. Document Control Branch (Document Control Desk). 2pp 46037.076 
48037077 


8809190131 Forwards fist of TVA suppliers for fasteners over last 10 yrs.ln response to 
NRC Bulletin 87-002,Suppis 1 & 2, 

GRIDLEY,R L Tennessee Valley Authority 88/09/12 Document Control Branch 
(Document Control Desk) IQOpp. 46096 336 46097*155 


DOCKET STN-50-567 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/conatructlon stage documents & correspondance 

8809060259 Forwards status of site stabilization actlvitlos.per R Aufuck request TVA has 
completed all major silo stabilization activities at plant w/only minor malnt activities 
remaining 

GRIOLEY.R Tennessee Valley Authority. 00/08/28 Document Control Branch (Docu- 
ment Control Desk) 3pp. 46762 359 46762 361. 

0809060319 Forwards order revoking CPPR-172 A CPPR-173 A NRC staff evaluation of 
site stabilization plan per 871024 llr from uhl 

BLACK, S Ofc of Special Projects 80/08/29 WHITE, S A Tennessee Valley Authority, 
3pp 46763.316 46763 332 

--06O9O6O333 Order revoking CPPR-172 & CPPR-173, par util 851024 request 
STELLO.V Ofc of the Executive Director for Operations 80/08/29 Tennessee Valley 
Authonty 3pp, 46763 310 46703 320 

--8009060335 NRC staff evaluation of silo stabilization plan for withdrawal of CPPR-172 
4 CPPR-173 

• NRC - No Detailed Affiliation Given 08/00/29. 12pp 46763.321 46763 332 


Q. Inspection reports, IE Bulletins & correspondence 


V. Operator Examinations 

o Genoric Ltr 88-1 3, providing best estimate of operator Neons 
for FY89-92 

Nuclear Power Project (formerly Arizona Public Service Co.). 
Control Branch (Document Control Desk). 3pp 46776,241- 

46776 243. 


8609070290 Responds t 
ing exam requirements 
KARNER.DB. Arizona 
88/09/01 Document 


8809190131 Forwards list of TVA suppliers for fasteners over last 10 yrs.in response to 
NRC Bulletin 87-002,Suppls 1 & 2 

GRIDLEY.RL Tennessee Valloy Authority 88/09/12 Document Control Branch 
(Document Control Desk) 100pp. 46096*336 46097.165 


DOCKET 50-601 RESAR SP/90 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


K. Utility Final Safety Analysis Report (FSAR) & amends 


A* A ppJIcat Ion /c onstruetton stage documents A correspondence 


$00 B 120294 Generic Ltr 88-14 lo all holders of OLs or CPs for nuclear power reactors 
re instrument air supply sys problems affecting safety related Gqulpmont.Svc list end. 
MPHAGLIA.F.J. Associate Director for Projects (Post 870411). 00/08/00. Consolidated 
Edison Co of New York, Inc 41 pp 47O65‘OO1-47O05 006 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR STATION, UNIT 1 


O- Inapeclton reports, IE Bulletins & correspondence 


$009190131 Forwards list of TVA suppliers for fasteners over last 10 yrs,in response lo 

GROLEvtR^^TennGss^e Valley Authority. 80/09/12. Document Control Branch 
(document Control Desk) lOOpp 46096*336-46897; 1 55 


DOCKET STN-SO-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 


O. Inspection reports, IE Bulletins & correspondence 


8B09070414 Forwards proprietary & nonproprietary versions of Amend 3 lo WAPWR 
RESAR-SP/90 PDA Modulo 3, "Introduction & Site." Proprietary version withheld (ref 
10CFR2.790) 

JOHNSON.W.J. Weatinghouso Electric Corn 88/00/25. Document Control Branch 
(Document Control Desk), 2pp. 4670 1:330-46701 . 357 

-0809070424 Requests withholding of Amend 3 to WAPWR RESAR-SP/90 PDA 
Modulo 3, "Radiation Protection” [ref 10CFR2 790) 

WIESEMANN.R.A Wostlnghouse Electric Corp. 08/00/26. Document Control Branch 
(Document Control De9k) 10pp. 46781 :332'46781 341, 

-8009070442 Amend 3 to Module 3, "Inlroducllon A Site." 

* Wesllnghouse Electric Corp RESAR SP/90 PDA A03 88/00/31. 16pp 46781.342- 
46781,357. 


R. Periodic operating reports 4 related correspondence 

8809160316 Forwards status rept for Aug 1900 re std plant design technical reviews. 
MILLER, C.L. Standardization & Non-Power Reactor Project Directorate. 08/09/14 
SHAO,L. Division of Engineering A Systems Technology (Post 870411). GRIMES, B. 
Division of Reactor Inspecllon A Safeguards (Post 070411), CONGEL.F Division of 
Radiation Protection & Emergency Preparedness (Post 870411), 16pp. 46064:325- 
46084.340, 


8609190131 Forwards list of TVA suppliers for fasteners over last 10 yrsjn response to 
NRC Bulletin 87-002, Suppls 1 A 2 _ m _ . , _ 

GRIDLEYJTL, Tennessee Valley Authority- 88/09/12. Document Control Branch 
(Document Control Desk), 100pp. 46696,336-46897:155, 


DOCKET 60-002 UNIV. OF TEXAS RESEARCH REACTOR 
Q. Inspection reports, IE Bulletins & correspondence 


DOCKET STN-50-666 YELLOW CREEK NUCLEAR PLANT, UNIT 1 
A. Appllcatlon/constructlon stage documents A correspondence 


8809130006 Ack receipt of 880624 ltr informing NRC of steps taken to correct violations 
noted In Insp Repts 60 192/80 02 A 60 602/88 02. 

CALLAN.L J Region 4, Ofc of the Director 88/09/02. KLEIN.D E Texas, Unlv. of, 
Austin, TX. 2pp. 46835*346 46835.347. 


$009060259 Forwards status of site stabilization activities, per R Auluck request, TV A has DOCKET 50-603 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 

completed all major site stabilization activities at plant w/only minor malnt activities 

GFUDLE^.R. Tennessee Valley Authority 88/00/26. Document Control Branch (Docu- Appllcatlon/conatructlon stage documents & correspondence 

menl Control Desk). 3pp 46762:359-46762:361. 


0809090319 Forwards order revoking CPPR-172 & CPPR-173 & NRC staff evaluation of 
site stabilization plan per 871024 ltr from util. „ „ A .... 

BLACK.S. Ofc of Special Projects 86/00/29 WHITE, S.A. Tennessee Valley Authority. 
3pp 46763'31 6 *46763:332. 


—8600060333 Order revoking CPPR-1 72 A CPPR-173,per util 851024 request 
STELLO V Ofc of Ihe Executive Director for Operations B8/08/29. Tennessee Valley 
Authonty. 3pp. 46763 318-46763:320. 


-6000060335 NRC staff evaluation of site stabilization plan for withdrawal of CPPR-172 
& CPPR-173. 

* INRC . No Detailed Affiliation Given 80/08/29. 12pp. 46763321 -46763:332. 


8808260309 Forwards revised attachments to 871 1 17 application (or license 
SMELSER.J.H. All Chemical Isotope Enrichment, Inc 88/08/17 THOMPSON.H L 
Document Control Branch (Document Control Desk). Ip. 46654.058 46654:069. 


-8009010210 Revised attachments to 871 117 application for license re 10CFR50 33, 
"General Info" A nonapplicabillty A exemptions requirements, 

' All Chemical Isotope Enrichment, Inc. 88/08/17, lip, 46654:059-46654 069. 


8809120054 Forwards comments on 860817 ltr from AIChemlE,lnc re radiological 
hazards.Clanflcation desired 

WESTAP. Tennessee, State of. 88/06/30. THOMPSON.H.L Office of Nuclear Mate- 
rial Safety A Safeguards, Director. 3pp. 46813.31 4-46813.316. 
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8809190107 Forwards notice of tesuance of environ assessment & findmg of no signifi- 
cant impact & environ assessments re 871 107 application to construct & operate fa- 
cility for enriching stable isotopes ^ ... , . , 

ROUSE.LC Fuel Cycle Safety Branch 80/09/08 SMELSER.J H. All Chemical Iso 
tope Enrichment, Inc 3pp. 46888 001-46886 087 


**8899190109 Noltce of issuance of environ assessment ra const & operation of AlChe- 
mtE facility & finding of no significant impact re 871107 application 
ROUSE, LC Fuel Cycle Safety Branch. 88/09/08 6pp 468B8 004-46888 009 


-8899190110 Notice of issuance of environ assessment re const of AfChemlE facility - 
2 Oliver Springs & Jtnding of no significant impact re 871107 application 
ROUSE, L C. Fuel Cycle Safety Branch 88/09/08. 5pp 468B8 OtO-46$8B 014 


-8899190113 Environ assessment re const & operation of AOemfE Facility 1 CPOF. 
« Office of Nuclear Material Safety & Safeguards, Director 88/09/30 36pp 
46888.015 4688B 050 


-8809190117 Environ assessment re const or AfChemlE Facility 2 Oliver Spnngs 
• Office ol Nuclear Material Safety & Safeguards, Director 88/09/30. 37pp 
46888 051-46868 087. 


8809260094 Forwards enhanced facia re adequacy of funding for decontamination & 
decommissioning (D&D-) of facllttias Intends to establish funded reserve tor D&D at 
completion of sale of unclassified equipment not needed for production 
THOMPSON.HL All Chemical Isotope Enrichment, Inc 88/09/12 THOMPSON, H L 
Office of Nuclear Material Safety & Safeguards, Director. App 46947:239 46947'328, 

-8809260911 "Assessment of Costs for Decommissioning of AlChemlEJnc Centrifuge 
plant Demonstration Facility, Oak Ridge, TN " 

Mnlernational Technology Corp 87/11/11 3tpp, 46947.243-46947 273 

“8809260012 "Assessment of Costs for Decommissioning of AlChemle, fnc * Oliver 
Springs Facility " 

r International Technology Corp 87/11/03 64pp 46947 274 46947,328. 


F. Security, medical, emergency & fire protection plana 

8809190084 Requests that 880722 & 0812 Itrs re security ays components be withheld 
from pubic disclosure (ref 10CFR2 790{d}>, 

SMELSER.J H. All Chemical Isotope Enrichment, Inc 88/08/31. THOMPSON, H,L, 
Office of Nuclear Material Safety & Safeguards, Director 3pp 46099-113 46999.115. 


G. Adjudicatory correspondence 

6809140043 Hecammends that RA Dopp & JK Everly from Div of Security advise & 
assist Board & parties In proceedings 1OCFR2.904 & 880721 prehearing confer- 
ence in Knoxville.TN. 

BORDENICK.BM Assistant General Counsel for Hearings £388 7039 88/08/31. 
MARGUUES.M.B,, LUE9KE,E A , PARIS, O.H. Atomic Safety and Licensing Board 
Panel. 2pp 46786 281*46786 292 

8009140106 Advises that NRC review of licensee applications complete & currently In 
internal review & approval process Status repts will continue to be provided. 
BORDENICK.BM, Assistant General Counsel for Hearings, £388 7050 88/09/01. 
MARGUUES.M.B, LUEBKE.E A , PARIS.O H Atomic Safety and Licensing Board 
Panel Ip. 46786 1 1 0 467B6 119 

8809140086 Forwards State of TN 880830 Itr.NRC reviewing comments contained on 
sheet attached lo Itr. 

BORDEN1CK.B.M, Assistant General Counsel for Hearings £386 7044, 68/09/09 
MARGULIES.M B„ LUEBKE.EA. PARIS, OH Atomic Safety and Licensing Board 
Panel, 3pp 467fl6'107'46786:l09, 

6809190220 Forwards NRC environ assessment & notices or environ assessment re 
proposed const & operation of facilities W/o ends. 

BORDENICKAM Assistant General Counsel for Hearings. £3B6 7085 68/09/14. 
MARGULIES.M B„ LUEBKE.E A., PARIS, OH. Atomic Safety and Licensing Board 
Panel 2pp 46829.138 46629-139 


DOCKET 50*804 ALCHEMIE CENTRIFUGE ENRICHMENT PUNT 


A. Appllcatfon/conatructlon stage documents & correspondence 


BB09260004 Forwards enhanced facts re adequacy of funding (or decontamination & 
decommissioning (D&D) ol facilities Intends to establish funded reserve for DAO ai 
completion of safe o! unclassified equipment not needed lor production 
THOMPSON.HL. All Chemical Isotope Enrichment, Inc. 88/09/12. THOMPSON.HL 
Office of Nuclear Material Safety & Safeguards, Director 4pp 46947:239 46947323 

“8809260012 "Assessment of Costa for Decommissioning of AlChemle, Inc * Oliver 
Springs Facility." 

• International Tec hnofogy Corp 87/11/03 54pp 46947 274-46947 328. 


F, Security, medical, emergency & fire protection plane 

6809190084 Requests that 880722 & 0812 itrs re security sys components bo withheld 
from public disclosure (ref 10CFR2 790(d)) 

SMELSER.JH, All Chemical Isotope Enrichment, fnc. 88/08/31. THOMPSONS L 
Office of Nuclear Material Safety & Safeguards, Director 3pp 46899.113 46009 115 


G. Adjudicatory correspondence 

8B091 40043 Recommends that RA Dopp & JK Evoriy from Div of Security tuftfso & 
assist Board & parties In proceeding, per 10CFR2.904 & 080721 prehearing confer 
ence in Knoxville.TN 

BORDENICK.B M, Assistant General Counsel for Hearings #388 7030. 88/08/31 
MARGUUES.M.B, LUEBKE.E.A, PARIS, O.H Atomic Safety and Licensing Board 
Panel, 2pp 46786:281*46706 282, 

8809140106 Advises that NRC review of licensee applications complete & currently in 
Internal review & approval process.Status repts will continue to be provided 
BORDENICK.B M, Assistant General Counsel for Hearings #3B8 7050 00/09/01, 
MARGULIES.M B„ LUEBKE.E.A , PARfS.OH, Atomic Safety and Licensing Board 
Panel Ip 46786 110 46765110 

6809140086 Forwards State of TN 880830 Itr.NRC reviewing comments contained on 
sheet attached lo Itr 

BORDENICK.B M. Assistant General Counsel for Hearings #380 7044 88/09/W 
MARGULIES.M B, LUEBKE.E A, PARIS, O H Atomic Safety and Licensing BwmJ 
Panel. 3pp. 48706 107*46786,109. 

8809190220 Forwards NRC environ assessment & notices of environ assessment ro 
proposed const & operation of facilities, W/o ends 

BORDENICK.BM Assistant General Counsel for Hearings #388 7085 60/09/ 14 
MARGULIES.M.B., LUEBKE.E A, PARIS, O H. Atomic Safety and Licensing Board 
Panel. 2pp. 46829.138-46829,139 


DOCKET STN-50-605 GE ADVANCED BWR DESIGN 


A. Appllcation/constuiotfon stage documents & correspondence 

8609160120 Forwards request for addl Info re GE application for ceriiflcailon of ad- 
vanced BWR design for response by 881 1 15 

SCALETTI.DC Standardization & Non-Power Reactor Project Directorate 80/89/12 
MARRIOTT, P.W. General Electric Co, 13pp. 46900,325-46908 337. 

8809160103 Forwards addl Info re SSAR for advanced BWR.per NRC 0BO7O7 loquosl 8 
committed responses to DC ScalelH 880222 request Mfg will amend SSAR w/re- 
sponses In Dec, 

MARRIOTT, P.W. General Electric Co, 88/09/14 MILLER.C.L Standardization & Non* 
Power Reactor Project Directorate 104pp 46911.136 46911:249, 

880923017$ Forwards request for addl fnfo re GE application for certification ol ad- 
vanced BWR design for response by 881121 In order to maintain review schedito 
SGALETT(,D,C Standardization & Non-Power Reactor Project Directorate 88/09/20 
MARRIOTT, P.W General Electric Co, 16pp, 46945.261-46945 270. 


R. Parfodfo operating reporta A related correspondence 

8809160315 Forwards status repi for Aug 1989 re std plant design technical rovlows 
MILLER, C L Standards I Ion & Non-Power Reactor Project Dlrectorato 88/09/14 
SHAO.L Division of Engineering & Systems Technology (Post 870411). GRIMES, B 
Division of Reactor Inspection a Safeguards (Post 870411). CONGEL.F. Division Ol 
Radiation Protection & Emergency Preparedness (Post 870411), 16pp> 40884 325- 
46884:340 


8808260375 Forwards revised attachments to 871 1 17 application for license 
SMELSER.J.H. Ail Chemical Isotope Enrichment, Inc. 8B/0S/47. THOMPSONS L, 
Document Controt Branch (Document Control Desk) Ip. 46670 027-46670 037. 

“8809020062 Revised attachments to 871117 application to license re 10CFR50.33, 
"General Info," nonapplicability & exemption requests, 

* All Chemical Isotope Enrichment, fnc. 89/08/17. 10pp. 46670.028-46676.037, 

6809120054 Forwards comments on 860817 Itr from AlChemlE.Inc ra radiological 
hazards Clarification desired 

W£ST,C P Tennessee, State of, 88/08/30, THOMPSONS L Office of Nuclear Mate 
nal Safety & Safeguards, Dfre-clor. 3pp 46813,314 46813:316. 

8809190107 Forwards notice of Issuance ol environ assessment & finding of no signifi- 
cant Impact 8k environ assessments ra 871107 application to construct & operate fa- 
cility for enriching stable isotopes. 

ROUSE, LC Fuel Cycle Safety Branch 68/09/98, SMELSER,J,H All Chemical iso- 
tope Enrichment, J no 3pp 46888 001-46888 087, 

-8809100110 Notice of issuance of environ assessment re const of AlChemlE facility - 
2 Oliver Springs & finding of no significant Impact re 871107 application, 

ROUSE, LC. Fuel Cycle Safety Branch 88/09/08, 5pp. 46880-010 46888 014, 

“8809196117 Environ assessment re const of AlChemfE Facility 2 Oliver Springs, 

* Office of Nuclear Material Safety & Safeguards, Director. 88/09/30, 37pp. 
4 6&B8 .05 1 -46888’OS? .. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 

8809120152 Application for amend to License SNM-7, authorizing controlled field studios 
utilizing max of 3 Cl C-14 for conducting field studies w/nucllde labeled 
compounds. Fee paid. 

TOY.H.L, Battelle Memorial Institute, Columbus Laboratories 80/00/05, ROUSE, L 
Office of Nuclear Material Safety & Safeguards, Director. 8pp. 46813.331*46813338 

8809070307 Forwards Insp Repl 70-0008/88 02 on 880719*20 No violations noted 
SHAFER, W.D Region 3, Ofc of the Director. 86/09/01. MADJA.W.J. Battelle Memorial 
Institute, Columbus Laboratories 2pp 46783,237-46783 243. 

“8809070315 Health & Safety Insp Rept 70*0008/88*02 on 880719-20 No noncompK- 
ance noted, Major areas Inspected'mgt & organization controls .waste generalor re* 
quirements & transportation activities, 

FRANCE, G.M, SCHUMACHER, M, Region 3, Ofc of the Director. 88/09/01. 5pp 
46763 239*46783:243. 

8809060270 Ack receipt of 880314 application for renewal of License SNM-7 Exiling- 
license will not expire until NRC determination re renewal made, 

ROUSE, LC, Fuel Cycle Safety Branch. 80/09/01. TOY.H.L. Battelle Memorial Insli 
tote, Columbus Laboratories Ip. 46798 037-46798:037. 
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DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP., CANOOA PARK, CA 

8009120146 Forwards revjsed "Onsite Radiological Contingency Plan for Rockwoll Inti 
Operations," per discussion w/lnsp team 

RtMLEY.M E Rockwell International Corp 88/07/26 ROUSE.LC Fuel Cycle Safety 
Branch 3pp. 46811.204*46811-314 

-*8809140396 “Onsite Radiological Contingency Plan for Rockwoll Inti Operations " 

* Rockwell International Corp 80/07/25 109pp 46811 207*48811-314 


DOCKET 70*0027 BABCOCK 4 WILCOX CO., LYNCHBURG, VA 

6609220146 Responds to 800210 Hr requesting clarification re placement of guards at 
MAA portals Each MAA entrance portal .including exterior entrance portal, must be 
manned by armed guards 

BRACH.EW Licensing Branch 88/04/04 BOYD.CC Babcock & Wilcox Co Ip 
46930.016*46930.016 

8809220177 Advises thal License Condition 8.1 added to Amend SG-1 to License SNM- 
42 co shipper /receiver differences statistically significant at 95% confidence level 
except those involving 50 g or less of U-235, 

BURNETT.R F Division of Safeguards & Transportation (Post 870413). 08/04/06 
BOY P.C.C, Babcock & Witcox Co Ip 46927.137-46927-137 

6809210183 Advises that 880116 submittal of revised Chapter C to FNMCP acceptable 
MCCORKLE.GW, Licensing Branch. 88/05/26. BOYD.CC Babcock & Wilcox Co. 
2pp. 46928 261 48928-252. 

0809220052 Requests submission of rev to fundamental nuclear mall control plan that 
adequately addresses end questions &/or concerns W/o encl. 

MCCORKLE.GW Licensing Branch, 08/05/26 BOYD.CC Babcock & Wilcox Co Ip. 
46027.136-46927.136, 


8609160022 Forwards summary of 880824 enforcement conference discussing Insp 
Repl 70 0027/88*18 re failure to comply w/nuclear criticality safety 
requirements Review of issues continuing to determine appropriate enforcement 
action 

GRACE.J N. Region 2, Ofc of the Director 08/08/30 TETRAULT.R E Babcock & 
Witcox Co 34pp 46897 183*46097,216 

8809160018 Forwards Insp Repl 70 0027/88*22 on 880801*05 No violations or devi 
atlons noted 

CLINE, W E Region 2, Ofc of the Director 00/09/02 TETRAULT.R E Babcock & 
Wilcox Co, 2pp 46864 110 46864 112 

-*8809160028 Partially withheld Insp Rept 70 0027/08-22 on 880801-05 No violations or 
deviations noted (ref 10CFR2 790} Major areas Inspected measurements 
SEYMOUR, D.A, MCALPINE.EJ Region 2, Ofc of the Director 0B/O9/O2 Ip 
46064 112*46884.112 

8809160007 Authorizes resumption of normal fuel processing operations per posted nu 
clear safety II mils, approved procedures & prudent safety practices In compact reactor 
fuel area 

GRACE.J N Region 2. Ofc of Iho Director. 88/09/02 TETRAULT.R E Babcock & 
Wilcox Co Ip. 46B99.133 46899.133 

8809150000 Forwards Amend 15 to License SNM 42 & SER Amend Incorporates re 
vised Section IV, "Radiation Safety Specs " 

ROUSE, L C Fuel Cycle Safety Branch 80/09/09 BOYD.C.C. Babcock & Wilcox Co 
Ip 48067 052-46057.057 

-8809160091 Amend 15 to License SNM 42 for B&W.re fie cling changes to radiation 
safety specs 

ROUSE.LC Fuel Cycle Safely Branch 80/09/09 3pp. 46057.053*46857.055 

--B809 150094 SER supporting application for amend to License SNM-42. 

SOONG.S., BIDINGER, G H, Fuel Cycle Safoty Branch 88/09/09 Ip. 46857 056- 
46857 056 


6608300099 Forwards Insp Repl 70 0027/08-18 on 800606*10,0705-08 & 18 22 Viola 
lions noted & under consideration for enforcement action 

GRACE.J N Region 2, Ofc of the Director 88/08/17. TETRAULT.R.E Babcock & 
Wilcox Co. 2pp 46698,242-46600,259 

-8608300190 Insp Repl 70 0027/88*18 on 800606 071 0.VIolatlons & weaknesses 
nolod.Major areas Inspected operatlons.nucloar criticality sofely.radlatlon 
protection, mall control & accounting & physical protection. 

LEE.TD. CLINE, W.E, Region 2, Ofc of the Director 80/00/18 10pp 46690.244 
46698 259, 


6809300211 Confirms arrangements made during 0OOB15 lolcon re enforcement confer- 
ence to be held on 880824 fn Atlanta, GA to discuss apparont violation In nuclear crltl 
calitv safety area 

GRACE, J.N. Region 2, Ofc of the Director. 08/00/19, TETRAULT.R. E Babcock & 
Wilcox Co. Ip. 46777:093 46777:093. 

0800300268 Advises that 880023 mgt mooting rescheduled for 800907 Proposed moot* 
inq agenda encl 

GRACE, J.N. Region 2, Ofc of the Director. 00/00/19 TETRAULT.R E Babcock & 
Wilcox Co 2pp 46703,289*46703.290. 

8008300324 Forwards summary of 800000 meeting In Atlanta, GA re status of corrective 
actions In area of nuclear criticality safety. 

GRACE, J.N, Region 2, Ofc of the Director. 88/00/10 TETRAULT.R E Babcock & 
WilCOX Co. 6pp. 46092 042-46692, 102, 

—8606300327 Submits transcript of author opening remarks 
TETflAULT.R.E. Babcock & Wlfcox Co, 00/08/09 GRAC 
Director. 25pp 46692.047 46692 087, 


at 8000D8 meeting w/NRC. 
E.J.N Region 2, Ofc of the 


-8809150095 Refers to 880826 Itr requesting amend to License SNM 42 which would 
allow individual, under supervision of radiation protection group to leave contaminated 
area for decontamination purposes 

ROUSE.LC. Fuel Cyclo Safoty Branch. 08/09/09. Fuel Cycle Safely Branch. Ip 
46857.057*46057.057 

8809220176 Discusses NRC understanding from 8B0908 conversation re removal of 4.0 
liter containers from U recovery facility prior to operation of Compact Reactor fuel 
facitity.Handtlng of U bearing solutions should be done, per procedures 
GRACE.J N Region 2, Ofc of the Director, 00/09/09, TETRAULT.R B Babcock & 
Wilcox Co. Ip 40920,140 46920 140, 

8809260071 Responds to NRC 890017 Itr re violation noted in Insp Rept 70-0027/88- 
20 Cgrrectivo action-all slacks & sampled gasoouB discharges suspected of welling 
wiil havo correction factor applied. 

TETRAULT.R, E, Babcock & Wiicox Co 08/09/15. Document Conlrol Branch (Docu- 
ment Control Desk), 3pp, 46956 216 46966 217. 


DOCKET 70*0135 BABCOCK 4 WILCOX CO., APOLLO, PA 

8000260474 Forwards Rov 1 to application for renewal of License SNM-146 & revised 
"Environ Analysis, Nuclear Svc Operations, Apollo, PA '* Fee paid 
CULBERSON, D G Babcock 4 Wilcox Co, 08/07/10, ROUSE.LC, Fuel Cycle Safety 
Branch. 3pp 40652:166 46653:107 

■*8808260405 Revised "Environ Analysis, Nuclear SvC Operafions.Apolfo.PA." 

1 Babcock & Wilcox Co. 00/06/30 113pp 46652-159 46652 271. 

••6000200507 Application for amend to License SNM-145 
CULBERSON, DG Babcock & Wilcox Co. 08/06/30 252pp 46662:272-46653,187 


-8308300334 Rev 0 to A61-3, "Nuclear Criticality Safety Evaluations " 
KIDD, 90 Babcock & Witcox Co 88/00/03. 4pp. 40602 008*46692.091. 


-8808300335 Rav 0 lo A61-5, "Nuclear Criticality Safety Interpretations " 
BOYD.CC Babcock & Wlfcox Co, 08/08/06. 5pp. 46692 092-46692 000. 


8809260318 Responds lo apparent violations noted fn combined Insp Repts 70-135/80- 
03 & 70-364/GB 03 from 800531*0603 Insp. Respiratory protection manual being re- 
vised to ensure thal equipment selection based on expected peak concentration. 
CULBERSON.D.G. Babcock & Wlfcox Co. 88/00/31. BELLAMY, R.R. Ragipn 1, Ofc of 
Iho Director. 5pp 46956 221*46958,225 


-6808300335 Rev 2 lo A61-11, "Naval Nuclear Fuel Dlv-Reaclor Lab Nuclear Criticality 
Safety Audits " 

BOYO.CC. Babcock & Wilcox Co. 08/00/04 6pp, 46092,097*46692-102. 


8609010047 Forwards Insp Rept 70 0027/08*21 on 00071 1*1 6, No violations or devi- 
ations noted 

CLINE.W.E Region 2, Ofc of the Director B8/08/19. TETRAULT.R. E, Babcock & 
Wilcox Co 2pp. 46739.286 46739-289 


0609260333 Responds to notice of violation from combined Insp Repts 70*135/88-01 & 
70 364/08-01. Procedures being revised to address speclfio labelling requirements as 
well as revs & licensee required reviews & approvals by 801115 
CULBERSON, DC. Babcock & Wilcox Co. 00/09/12, BELLAMY.R R, Region 1, Ofc of 
the Director 4pp, 46956 229 46950 231 


DOCKET 70*0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


■8809010049 Partially withheld Insp Repl 70*0027/80*21 on 880711-15 (ref 
40CFR2 790(d) & 73 21) No violations or deviations noled,Ma)or areas 

inspected measurement control & statistics & followup on Inspector Items & enforca- 

JQN&S.olw!! MCALPINE.EJ. Region 2, Ofc of the Director 80/00/19 Ip 46739:280 
46739 209. 


6800260430 Supports 880707 request for extension until end of Sept 1908 to Incorpo- 
rate NRC comments & expand submittal of FNMCP per 10CFR74 61(c) but believes 
of no significant Impact on meeting Mar 1909 target of FNMCP approval, 

SMITH* N. Licensing Branch. 08/00/25 BOYD.C.C. Babcock & Wilcox Co. Ip. 
46669 074-46669.074. 

8869190237 Application for amend to License SNM*42, amending Section iV. "Radiation 
Safety Specs." Fee paid. 

BOYC v Ca Babcock & Witcox Co. 0B/O8/26. ROUSE.LC. NRC * No Detailed Affili- 
ation Given 0pp. 46897:345*46097-352. 


0809220004 Advisos of an opportunity to be granted exemption from requirement of 
10CFR70 68(g)(3) re appropriate investigative & corrective action to reconcile shipper/ 
receiver differences. 

BRACH.EW. Licensing Branch. 80/04/15, COLLOPY.T. UNC Resources, Inc, Ip. 
40928:167-46920 157, 

88O922O1O0 Offers exemption from stated requirement ot 10CFR 70, 58(g)(3) provided to 
B&W on 000406, If request submitted re corrective action to reconcile shipper/ receiver 
differences statistically significant. 

BRACH.E.W Licensing Branch 00/04/15 HENSLEY.K D, Nuclear Fuel Services, Inc. 
(subB Of Getty Oil Co), Ip 46927 183 46927:183 

0809210275 Advises thal License Conditions SG-2 & 2.1 lo License SNM-124 revised to 
incorporate Rev 116 to FNMCP & lo Incorporate Rev 110, Section 8,0 & Rev 1 ^.Sec- 
tion 1.0. respectively. 

MCCORKLE.G.W Licensing Branch 88/05/26 HENSLEY, K.D, Nuclear Fuel Services, 
fno (subs of Getty Oil Co ), 2pp. 46920; 1 00*46928-1 99 


8809190138 Application for amend lo License SNM-42, proposing changes to License 
Conditions 6 t 7 & 8 as result of minor discrepancies discovered during internal audit 

proqiam & closer Inventory of byproduct matl, Fee paid. , ...... 

BOYD.C.C. Babcock & Wilcox Co 88/00/29, ROUSE.L.C, NRC - No Detailed Affili- 
ation Given. 3pp. 46095:125*46095.127. 


8809220153 Forwards revised process monitoring alarm limits, Included as table In App 
D.Rev 105 of FNMCP, Encl withheld (ref 10CFR2 790(d)), 

HENSLEY.K.D. Nuclear Fuel Services, Inc, (subs of Getty 01) Co). 00/06/06. 
BRACH.WE. Office of Nuclear Material Safety & Safeguards.DIrector, Ip. 46927:209* 
46927:209, 
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8809220275 Forwards licensee safeguards guidance group Bulletin 30 quarterly stales 
rapt per 650527 commitment re licensee continuing efforts in Implementation of subj 
bulletin End withheld 

JOHNSON.SC. Nuclear Fuel Services, Inc (subs of Getty Oil Co) 88/07/08 
MCCORKLE.G W Division of Safeguards & Transportation (Post 870413) Ip 
<16927 176 46927:170 

6008260486 Forwards Insp Rept 70 0143/06*20 on 880711-15 No violations or devi 
aliens noted 

CLINE, WE Region 2, Ofc of the Director 88/08/18 LONG, J A Nuclear Fuel Serv- 
ices. Inc (subs of Getty Oil Co ) 2pp 46654 302-46654 304 

-8808260489 Partially withheld (nsp Rapt 70 0143/88 20 on 8B071 M5 No violations or 
deviations noted Major areas inspected 1 measurements & followup on previous insp 
findings 

BATE3.JW, MCALPJNE.EJ Region 2, Ofc of the Director 88/08/18 ip 46654 304- 
46654 304 

8809120249 Application for amend to License SNM*124Encfs withheld (ref 2 790),Fee 
paid 

HENSLEY, KO Nuclear Fuel Services, Inc (subs of Getty Oil Co.) 68/08/18 
BRACH.EW Division of Safeguards & Transportation (Post 670413) Ip. 46813 313 
46813 313 


8809130294 Forwards final rept of Nat) Inst for Occupational Safety & Health investiga- 
tion of complaints of kidney disorders in workers at Nuclear Fuel Svcjnc 
STOHR.J P Region 2, Ofc of the Director 68/08/29 LONG.J A Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co) Ip 46826 318*46827.006 

-8009280038 Summary rept of Investigation of complaints of kidney disorders in work- 
ers at Nuclear Fuel Svcs.lnc 

THUN.MJ, SCHOBER.S. STAYNER.L National Institute of Occupational Safety & 
Health. HETA 66*381 88/06/31 48pp 46626 319 48827 006 

8809210281 Forwards Rev 16 to physical safeguards plan re records 
retention, organizational changes & drawmgs.W/o end 

JOHNSON.SC. Nuclear Fuel Services, Inc, (subs of Getty Oil Co) 88/0B/31 
MCCORKLE.G W Licensing Branch, Ip. 46928 255-46928 255 

8009090004 Forwards computer listing from 766 sys of vfofations for which Nuclear Fuel 
Svcs cited in 1986,1987 & 1988 & App C, 10CFR2,giving examples of various seventy 
levels of violations 

SWIFTJ J. Fuel Cycle Safety Branch 88/09/01 HOFER.M Affiliation Not Assigned 
ip 46807 323 46607 323 

8809200053 Forwards [nsp Rept 70 0143/88-26 on 800822-26 No violations or devi- 
ations noted Rept withheld (ref 10CFR2 790(d) & 73,21) 

CLINE, WE Region 2, Ofc of the Director 88/09/07 LONG.J A Nuclear Fuel Serv- 
ices, Ire (subs of Getty Oil Co) 2pp 46919.112-46919.113 

8009200151 Forwards Insp Rept 70 0143/88-16 on 880503 0811 No vfofations or devl 
ations noted 

CLINE.WE Region 2, Ofc of (he Director 88/09/07 LONG, J, A Nuctear Fuel Serv- 
ices, tnc (subs of Getty Oil Co ) 2pp 46916 048 46918 050, 

-0809200157 Partially withheld Insp Rept 70 0143/88*16 on 880503 0811 (ref 
10CFR95)Two program weaknesses noted Major areas inspected measruement con- 
trol & statistics, 

JONES, D W, MCALPfNE,E J Region 2, Ofc of the Director 88/09/07 Ip 46918 050- 
46918 050, 


8809200197 Forwards Propnetacy Insp Rept 70-0143/86-24 on 880815 19.No violations 
or deviations noted 

CL1NE.WE Region 2, Ofc of the Director 88/09/07 LONG, J A Nuclear Fuel Serv- 
ices, Inc (subs of Getty Oil Co ) 2pp 46905- 192*46905' 193 


8009200228 Forwards Insp Rept 70 0143/68*23 No violations or deviations noted 
CLINE, WE Region 2, Ofc of the Director 88/09/07 LONG.J A Nucfear Fuel Serv- 
ices, Inc (subs of Getty Oil Co ) 2pp 46900 329 46900 335 

-0809200232 Insp Rept 70 0143/88-23 on 880725 29 No violations or deviations 
noted Major areas Inspected, facility operations, maint & mods.nucfaar criticality 
safety.fadialJon protection & radwasie mgt.mall control & physical protection 
LEE.TD, MCALPINE.EJ Region 2, Ofc of the Director, 88/09/07 5pn 46900 331* 
4B900 335 r 


8809220223 Forwards Insp Repl 70 0143/88-22 on 880801 05 No vfofations or devi- 
ations noted 

CLINE.W E. Region 2, Ofc of the Director 88/09/09 LONG.J A. Nucfear Fuel Serv- 
ices, Inc (subs of Getty Oil Co) 2pp 46934.161*46934 164 

-8809220225 Insp Rept 70*0143/80*22 on 880801 05 No violations or deviations 
noted Mafor areas ‘ n .^cied^cility operations & internal control, records & repts 
TOOD.G A, MCALPINE.EJ. Region 2, Ofc of the Director 88/09/09 Ip, 46934-163* 
46934 164 


S<ju9zt>ui5>7 t-orwaros insp Hept 70*0143/68 25 on 880815*19 No violations or de 1 
ations noted 

COLUNS DM. Region 2, Ofc of the Director, 86/09/14 LONG.J A Nuclear Ft 
Services, Inc, (subs of Getty Oil Co ) 2pp 46966.174 4 6966 184. 

-8809260162 Insp Rept 70-0143/88*25 on 880816*19 No violations or davratioi 
noted Major areas Inspected radiation protection proaram radwaste m 
program, rad'oacfve mail transportation activities & followup S previously Idantifil 

46961m'£ M ' COLLINS,T,R Re fl |on Ofc Of the Director 88/09/14 9pp 46966,17 


8009230164 Forwards Amend 2 to License SNM-142, chanaina storann 
230 wastes SEfl also end 9 " 8 storage locate, tor ft, 

ROUSE, LC Fuel Cycle Safety Branch. 8B/09/21 SCHWEITZER if . 
West Lafayette, IN, fp 46945*141 46945 145 F Purdw Ufo, 

-8809230167 Amend 2 to License SNM-142 for Purdue Umv, authors 
nched In U-235 Isotope for unrestricted use.per guidelines for decontamination of' £ 

ROUSE.L C Division of Industrial & Medical Nuclear Safety (Post 8707291 m/mmi 
3pp 46945 142*46945 144 7 K 

-8809230169 Safety evaluation supporting 000801 application for amend in i^ 
SNM-142, relocating Pu-239 waste due to relocation of radiological control 0 
HORN, ML Fuel Cycle Safety Branch 00/09/21. Ip 46945 145*46945 145 


DOCKET 70-0364 BABCOCK & WILCOX CO„ APOLLO, PA 

8809220130 Application for amend to License SNM 41 4, changing Conditions io* in„ 
permit storage & maint activities ro automated reactor Insp sys In metals & firliS 
complex at slte.Feo paid ^ 

CULBERSON.D.G. Babcock & Wilcox Co 88/00/23 ROUSE.L C Fuel Cvete u 
Branch. 19pp. 46930.065 46930,003 61 ^ 

8009260318 Responds to apparent violations noted In combined fnsp Repts 70 mm 
03 & 70 364/80 03 from 800531 0603 Insp Respiratory protection manual S 
vised to ensure that equipment selection based on expected peak concentration * 
CULBERSON, D G Babcock & Wilcox Co 08/00/31 , BELLAMY.R FLReqion 1 "ofc of 
the Director. 5pp 46956 221*46956 225 8 ' WC01 

8809260333 Responds to notice of violation from combined Insp Repts 70 135/eaOU 
70-364/80 01 Procedures being revised to address specific labelling requirements at 
well as revs & licensee required reviews & approvals by 801115 

£ U H?r ER ? 0N J DC J^ cock ^l- [coxCo 0 h /O 9/ 1 2 BELLAMY, R R Region 1, Ofcct 
the Director 4pp 46956,229*46956 231 y ’ 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

8809210269 Advises of addillon of License Condition 0.1 to Amend SG 1 License SNM 
368 allowing licensee to lake Investigative & corrective action when shlpper/recwer 
differences exceed twice estimated standard deviation of difference estimator 
BURNETT JR. F. Division of Safeguards & Transportation (Post 870413) 88/05/16 
COLLOPY.T. UNC Resources, Inc. 2pp, 46920 208 46920 209, 

8809210124 Advises that review of 071224 Rev O to FNMP completed Requests revs 
o p an that adequately address questions generated from review Revs to be submit 
ted bv Jut 1980 

MCCORKLE.G W, Licensing Branch 80/05/31. COLLOPY.T J UNC Resources, fix. 
Ip 46920 298*46920,290 

8809210266 Clanfies near-term NRC/DOE comparability recommendations of posbw 
fjuards a l access area portals & discusses definition of mall access area 
MCCORKLE.G W Licensing Branch 08/06/01. GIGLIOTTI.R J, UNC Resources, tnt 
Ip 46920,295-46920 295 

880B260347 Forwards Safeguards Insp Rept 70*0371/08-07 on 8B071 2-15 No violates 
noted 

BELLAMY, F IR, .Region 1, Ofc of the Director. 88/08/09. KAUFMAN.NC, United Nu- 
clear Corp, (subs of UNC Resources, Inc.). 2pp 46656-092-46656 096 

-8808260348 Mat! Control & Accounting Insp Rept 70-0371/88-07 on 880712- 15 Major 
areas Inspected nuclear mail control £ accounting, Including facility operations & inter 
nal coni ro Is & records & repts, 

RATTAAD,. KEIMIG.RR, Region 1, Ofc of the Director. 80/08/09 3p p 46656094 
46656 096 


reconciliation period required by 
11 enable completion of analysis ol 


8809120100 Requests extension of 30*daV 
10CFR70.51 for 880715 Inventory Extension \ 
mall Fee paid 

COLLOPY ,T,J UNC Resources, Inc. 88/08/1 1 MCCORKLE.G W Licensing Branch- 
Ip 46B15:356 46016 356 

8809070354 Requests approval for removal of admin ofc trailer.PIsn ensuring no SNM 
or classified mail contained in trailer end, 

Nudear Corp, (subs, of UNC Resources, fnc). 88/08/18 
MCCORKLE.GW Licensing Branch 3pp 46783 313-46783 315 

8809090064 Requests meeting w/NRC to discuss comprehensive program to achieve 
strengthening of health physics program, in response to Insp Repl 70 0371/68 02SU9- 
be hef ° dudn fl WK of 680912 or 19, 

i. Jilted Nuclear Corp (subs, of UNC Resources, Inc) 88/08/25 
EBNETER.S.D Region 1, Ofc of the Director Ip. 46799 119*46799.119 


DOCKET 70-0622 ARMY, DEPT. OF, DOVER, NJ 

8809010226 Advises lhal 860727 changes to Category II physical security plan consist 
ent w/provislon of 1GCFR73.67(a) & (d) & acceptable, Listed license condition 
issued, affective Immediately. 

MCCORKLE.G W. Licensing Branch, 08/08/09. Army, Dept of, Armament Research 
& Development Command Ip, 46720.045-46720,045 


DOCKET 70-0152 PURDUE UNIV„ WEST LAFAYETTE, IN 

Uc8nse “locauon ol rad.olog- 

ffi™«96W3W6l!S?i 3 r l La,ayc ' he ' IN 86/08/01 R «8too 3, Olo ol the 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

8608260183 Forwards announcement of criticality alarm sys workshop sponsored by 
LXjfc,Yv/o enci 

?°^ L ° Fuel c T c,a Satet y Branch. 88/06/16 MCGOVERN, J.J Cinttehem, f^ 
Ip, 46658 360-46658*360 



DOCKETED ITEMS 219 


8608260421 Forwards Safely Insp Repl 70*0687/88 05 on 080628-30 & notice of 
violation Requests actions to ensure that existence of contamination in unrestricted 
areas identified, per 880630 confirmatory action Itr 

E8NETER.S.D Region 1, Ofc or the Director 80/0B/22 MCGOVERN.J J. Cintichem, 
Inc 2pp 46655 348-46655358 

—■0-8OB2-6O423 Notice of violation from insp on 880620-30. Violations noted’ no running 
log ol SNM inventory maintained lo demonstrate that quantity In area complies w/ 
fimils 

* Region 1, Ofc of the Director 88/08/22. 2pp 46655 350-46655 351 

<-0808260428 Insp Repl 70-0687/88 05 on 880628 30 Violations noted, Major areas 
Inspected nuclear criticality safely, operations, radiation protection, nonroutine events & 
followup on inspector identified problems 

JROTH.J,, PASCIAK,W,J Region 1, Ofc of the Director 80/08/22. 7pp 46655 352- 
46655358 


-8809210036 Safety Insp Rept 70 0754/88 02 on 880001 05 & 25 No violations 
no ed Major areas Inspected mgt organization & contra Is, training & relralnmq.crilicalitv 
safety, operations reviews & transportation of radioactwe mails 

09/13 ilpp jSoM? 569 S 2D,255 THOMAS,RD He9i0 " 5 ’ ° ,C °* the °' reC,0r 88/ 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 


8808260023 Issues Amend 5 to License SNM-778,authorizing repairs & mods to radio 
active & contaminated componentsjaundry operations & rev of surface frequency in 
snack bars & vending machine areas In unrestricted areas Amend.SER & 880822 Hr 
end 

?°^ L D 9Ao U ^ c W^ afety 8mnch 88/00/22 OLSEN, A F Babcock & Wilcox Co 


8809070181 Ack receipt of 880812 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 054/08-01 & 70 0687/88-04 

BELUMY.R.R, Region 1, Ofc of tho Director. 88/08/23 MCGOVERN, JJ. Cintichem, 
Inc 2pp 40779 156 46779.161 


DOCKET 70-0898 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


-8808260026 Amend 5 to License SNM-770 for B&W, authorizing use of fisted mails in 
licensee research lab 

ROUSE.L C Fuel Cycle Safety Branch, 08/08/22, 3pp, 46669 170 46669 172 

-8808260028 SER re 000614 amend application to repair & modify radioactive & con- 
taminated equipment for R&D purposes 

SOONG.S , SWIFT.JJ. Fuel Cycle Safety Branch 80/00/22 2pp 46669.173 


8809020186 Forwards Safely fnsp Rept 70-0698/80 01 on 080502 03 No violations 
noted 

KfNNEMAN.J.D Region 1, Ofc of the Director. 80/08/12 GIGLtO.JM. Weslinghouso 
Electric Corp 2pp. 46747.011-46747 035 

-8809020188 Insp Rept 70 0698/88-01 on 880502-03 No violations noted Major areas 
Inspected scope of program .review of contamination incident.survey of waste process 
mg (aciliiles & radiation safety oversight of contractor workers 
COSTELLO.F., KINNEMAN,J Region 1, Ofc of the Director, 88/07/27, 23pp 
4B747 013 46747-035 


DOCKET 70-0734 GA TECHNOLOGIES, INC., SAN DIEGO, CA 

8809210164 Ack receipt of 880701 Itr informing NRC of steps taken to correct devi- 
atrans noted in Insp Rept 70-0734/88 04, 

M ONTG OM ERY.J.l. Region 5, Ofc of the Director, 88/07/12. ASMUSSEN.K.E. Gen- 
eral Atomics (formerly GA Technologies, Inc /General Atomic Co,). Ip. 46920-301- 
48920301, 

8808250091 Forwards announcement of criticality alarm sys workshop sponsored by 
DOE W/o end 

ROUSE, LC. Fuel Cycle Safety Branch. 80/08/16 ASMUSSEN.K E. Qonoral Atomics 
(formerly GA Technologies, Inc./Goneral Atomic Co), Ip, 46655,265-46655:265, 


-8806260030 Discusses licensee 080614 request for categorical exclusion for Amend 5 
lo License SNM 778, 

Safety Branch 88/00/22 Fuo1 Cycle Safety Branch. 2pp 

4ooby’17o 466o9’17o, 


DOCKET 70-0854 ISOTOPIC ANALYSIS, INC., TULSA, OK 

8809260031 Safety insp on BB0919 ol License SNM 791. Insp findings, records of pack- 
age receipt surveys nol properly maintained & hood face velocity monthly checks not 
performed lor period of Feb 1904 - Dec 1986, 

46950^320^46950,^20 ° f ° ,h ° DirQClor * lsoto P ic Analysis, Inc 80/08/19 Ip. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


8809020123 Forwards proprietary response to NRC 880718 Itr re security violation 
noted in Insp Repts 60 225/08 02 & 70-0920/00 01 concerning effectiveness ol RPI 
PK b rl ! £,£ a ,L e !Y ^ ard ch0ck3 of roac,0f cntical taclMy security sye, Response withheld 
HARRIS, D,R, Renssolaer Polytechnic Institute, Troy, NY, 00/00/16. BELLAMY.R R 
Region 1, Ofc of the Director. Ip 46750,304-46760 304. 


8809B90250 Requests release of Areas B1 & B3 to unrestricted use ponding favorable 
rept of Oak Ridge Associated Univa 080620- 20 study 

ASMUSSEN.K E General Atomics (formorly GA Technologies, Ino /General Atomic 
Co). 60/08/22. ROUSE.L, Fuel Cycle Safety Branch. 4pp 46806,337-46806,340. 

6808300343 Forwards semiannual effluent rept for Jan-June 1980 Table I lists data on 
radiological gaseous & particulate effluent released to unrestricted areas from facilities 
handling SNM, 

ASMUSSEN,K.E. General Atomics (formorly GA Technologies, Inc, /General Atomic 
Co,) 83/08/25, MARTIN, J.B. Region 6, Ofc of the Director 2pp 46701.001- 
W0 1-006 

-8808300346 Semiannual rept consisting of 1980 gas & particulate eflluonls.llqutd ef- 
fluents & non radiological effluent data 

• General Atomics (formerly GA Technofogies, Inc /General Atomlo Co.). 88/06/30, 
4pp. 46701 003 46701-006 

8809220290 Forwards Amend 11 lo License SNM*690,authorlzing possession of 16 
TRIGA fuel elements at Unlv of Missourf.Rolla.MO. Authorization subj to License Con- 
dition 30 SER end. 

ROUSE.L.C. Fuel Cycle Safely Branch 88/09/16 ASMUSSEN.K.E. General Atomics 
(formerly GA Technologies, Ino /General Atomic Co,). Ip, 48930.017-46030.025. 

-8809220300 Amend 1 1 to License SNM-696 for General Atomlcs.authorizlng posses- 
sion of 16 TRIGA fuel elements at Unlv of Missouri. 

ROUSE, LC Fuel Cycle Safety Branch. 08/09/16 5pp. 46930 018-46930,022, 


DOCKET 70-1060 FLORIDA, UNIV, OF, GAINESVILLE, FL 


**S!SSS2SL£S l 88? a chan 9 0d page to Rev 2 to physical security plan. Pago withheld 
VERNETSON.W.G. Florida, Unlv. of, Gainesville, FL 88/0B/29, Document Control 
Branch (Document Control Desk) Ip, 46799.230-40799 230. 


0009000102 Ack receipt of 880620 Itr transmitting Rev 2 to SPERT assembly facility 
physical security plan.Changes consistent W/10CFR70.32 & acceptable, One change 
requires further clarification, 

CUNE, W.E Region 2, Ofc of the Director. 00/08/31 TULENKO.JS Florida, Unlv of, 
Gainesville, FL, 2pp 40789-227-46709:220 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8809190202 Forwards addl Info A clarifications in support of 880120 application for 
amend to Llconse SNM 1067 to Increase weight of enriched U that can be processed 
from 4.1 to 5%, per NRC 8801 25 meeting request, 

SCHERER.A E Combustion Engineering, Inc, 88/07/20, ROUSE.L C Fuel Cycle 
Safety Branch. lOIpp, 46907’ 161 *46907 250 

8809210200 Responds to 800606 request for delay In performing physical 
inventory Temporary license condition tssuod, 

BURNETT.R.h Division of Safeguards & Transportation (Post 870413) 08/06/24 
SCHERER.A E Combustion Engineering, Inc, Ip. 46920’297-46920,297. 


-8809220304 Safety evaluation supporting Amend 1 1 to License SNM 696. 
MCCAUGHEY.O A , BIDINGER, G H Fuel Cycle Safely Branch 88/09/16, 2pp 
4693 0 023-46930.024. 

-8609220307 Discusses categorical exclusion for amend re 880908 request for posses- 
sion of 18 TRIGA fuel elements located at Unlv of MO. 

ROUSE, LC Fuel Cycle Safety Branch, 88/09/16 Fuel Cycle Safety Branch Ip. 
46930.025-46930025. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

8800280119 Forwards announcement of criticality alarm sys workshop sponsored by 
DOE, W/o stated end. 

ROUSE.L C, Fuel Cycle Safety Branch. 88/08/16 CUNNINGHAM, G E. General Elec- 
In© Co, Ip 46656,047-46856:047. 


8809190254 Requests that NRC grant condition to License SNM-1067, aulhorizfng pos- 
session of U-235 up to 6 0 weight %,but not allowing processing or fuel above 4 1 
weight % & terminating condition upon approval of amend request 
SCHERER.A E Combustion Engineering, Inc 6B/07/28. ROUSE.L C Fuel Cycle 
Safety Branch. 3pp. 46096:086 46896 088 

8800260020 PNO-I 08 082’on 880012,(033 of offsite electrical power occurred, Cause 
nol slated Inspector will be on site on 880815 lo review status of facility. 

ROTH.J,, JOYNER.J, Region 1, Ofc of the Director. 88/08/12 Ip, 46656-185- 
46656*185. 

0008290066 Forwards summary of enforcement conference on 880803 In Region I re 
violations noted In fnsp Repts 70-1100/00 05 & 70-1 100/80 06 concerning area of ra- 
diological controls, transportation & mail conlrol, 

EBNETER.S.D. Region 1, Ofc of the Director. 88/00/18, MCGILL, P,L Combustion En- 
glneering, Inc, 2pp 46676,154 46676' 199. 


0609160293 Tap rept of 880801*06 visit to GE Vallecllos Nuclear Ctr in Pleasanton.CA 
re completion of previously identified items, preplanned Insp modules & procedures & 
now improvements 

COMFORT ,G.C, Fuel Cycle Safety Branch. 88/09/08. Fuel Cycle Safety Branch, 2pp. 
46801:133 46891*134. 


“8800290069 Notification of 880803 meeting w/licensee In King of Prussla.PA lo dis- 
cuss deficiencies In facility radiation protedfon.transportatfon & mail controls from 
Insp Repts 70-1100/80-05 & 70-1100/88-00 

ROTH.J, Region 1, Ofc of the Director, 00/07/26 Region 1, Ofc of the Director 44po. 
46676.156-46676-199 


8809210034 Forwards Safety Insp Rept 70-0754/66-02 on 660801-05 & 0825, No viola- 
tions noted 

MONT GOME R Y,J, L Region 6, Ofc of the Director 68/09/13. DARMITZEL.R.W, Gen- 
eral Electric Co, 2pp, 46929-242-46929.256. 


0008300329 Forwards Safeguards fnsp Repl 70-1100/06 07 on 880725-29 No violations 
noted, 

BELLAMY.R R Region 1, Ofc of the Director 00/08/18 MCGILL, P.L. Combustion En 
glneering, Inc, 2pp, 46697,184-46697:108, 
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-(18011300341 1 nso Hepi 70-1100/68-07 on 680725-28 No violations noted Major areas 
ISnVS mail ^conUot, accounting & physical secunr/ including facility oper- 
ations & internal controls & physical protection measures for SNM 
OEUIAA. KEtMtGRR Region 1, Ofc of the Director 88/08/18 3pp 4bt>9/.iBo 
46697 tB8 

“SUWaA pages pSwl-S 

SC^IflE^AE n ?^mblIstKS' U Engineenng, Inc M/0WI9 TO»»j|LC Otfice ot Nutla- 
ar Material Safety & Safeguards .Director 7pp 46686 348 46686 354 

8608260478 Amended application for amend to License SNM 1067.10 facilitate orderly 

SCORER JiE Congestion Engineenng, Inc 88/08/23 ROUSE, L.C Fuel Cycle 
Safely Branch 3pp. 46655 225*46655 22/ 

8809010037 PNO I 88 089 on 880825, facility lost offsite electrical power Caused by tree 
falling across electrical wires leading fnlo facility Operations at facility 
temiinaled.employees sent home & monitoring sys switched to emergency power 
ROTH.J, PASCt&K.W Region t, Ota of tee Director 88/08/25 Ip 40720 130- 
46720 130 

8809080185 Notification of Significant Meeting 88-137 w/ulil in King of Prussia.PA for 

flOTH ^Regior^l^fc of the Director 88/08/26 Region 1, Ofc of the Director 2pp. 
46793 360 46793 361 

8809070462 Forwards Amend 14 to License SNM 1067, authorizing use of U enriched lo 
max 5% weight in U-235.per licensee 880816 application 

ROUSE LC Fuel Cycle Safety Branch 88/08/29 MCGILL.P L Combustion Engineer- 
ing. Inc 2pp 46776 227-46776 236 

-8809070471 Amend 14 !o License SNM-1067 for C E.authorizing use of listed 
mails, including 500.000 Kg U enriched lo more than 5% w/o U 235 
R OUS 6, LC Division of Induslna! & Medical Nuclear Safety (Post 870729), 88/00/29 
4pp 46776 229-46776 232 

“8009070477 Safety evaluation supporting Amend 14 to License SNM-1067 
BIDINGER.G H , SWIFTS d Fuel Cycle Safety Branch 88/08/29 3pp 46776,233 
46776235 

-8809070480 Advises that environ assessment & EIS for licensee 880016 application 
for amend lo License 5NM-1067 to increase weight percent of enriched U processed 

flOUSE.LC 6 Fuel Cycle Safety Branch 88/08/29 Fuel Cycle Safety Branch Ip 
46776 236-46776 236 

8809140281 Effluent monitoring rept for Jan-June.1988 
SCHERER.AE Combustion Engineering, Inc 08/08/30 RUSSELL, W.T Region 1, 
Ofc of the Director 2pp 46845 114 46845 114 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

8809220201 Requests granting of allowances to certain licensing requirements de 
seabed in encl Enel withhold Fee paid 

WINSLOW, TP. General Electric Ck> 88/05/09 BROWN, WB Office of Nuclear Mate- 
rial Safety & Safeguards, Director Ip, 46930 102*46930 102 

8809220022 Advises teal Temporary License Condition 4 2 added, effective 
Immediately, to Safeguards Amend SG 2 to License SNM 1097 in response to 880509 
request for exemption from commitment to perform onsite receipt measurement of low 
enriched U 

MCCORKLE.G W Licensing Branch 88/06/13 WIN SLOW, TP General Electric Co 
Ip 46927 194-46927 194, 

8B08290150 Forwards changes lo fundamenial nuclear matt control plan re control & 
accounting procedures for safeguarding licensed SNM Changes withheld (ret 
10CFR2 790) 

WINSLOW, T P. General Electric Co, 88/08/02 CLINE.W.E. Region 2, Ofc of the Di- 
rector Ip. 4676T360-4678 1:360. 

8808260334 Forwards rev to design info questionnaire Note sent to NMSS describing 
changes also encl Ends withheld (ref 10CFR2.790) 

WINSLOW, TP. General Electric Co 88/08/12, MCCORKLE.G W Division of Safe- 
guards & Transportation (Post B70413) Ip 46654 034-46654,034 

8808260416 Forwards revs to FNMCP Attachments Include descriptive listing of 
changes made End withheld (ref 1QCFR2 790(d)) 

WINSLOW, T P. General Electee Co BB/OB/19. GRACE, J,N. Region 2, Ofo of the Di- 
rector Ip 46669 227-46669 227 

8808300216 Responds to 880727 Mr ra violations noted fn Insp Rept 70-1113/88-08 on 
880523 27 Corrective aclions-memo distributed lo radiation protection personnel clear- 

ijviNSL^W.f P. ^eneral^Electrfc Co 08/08/26 Document Control Branch (Document 
Control Desk) 9pp 46698 314 46698 324 

8808310168 Responds to NRG 880727 Hr re violation^ noted in Insp 70-1113/88-08 on 
880523-27 Corrective actions Procedure NSI 0-2,0 wifi be revised to delineate & em- 
phasize required 4 h min Interval between event & sample collection. 

WINS LOW, T P. General Electric Co, 88/08/26 Document Control Branch (Document 
Control Desk) 7pp. 46725-228-46725.234 

8809070291 Advises that 080819 rev to FNMCP consistent w/provisions of 
1QCFR70 32(c) & acceptable. 

CUNE.WE Region 2, Ofc of the Director 80/08/26, LEES, E A General Electric Co 
2pp 48776 298-46776 299 

8809130105 Forwards Insp Repl 70-1113/86-11 on 880725-0802. No violations or devi- 
ations noted, 

ot ^ Oireclor - 68708/29 LEES.EA General Electric Co, 

lp. 4og2o.uo9 4oo2ov)9i 


-B809130107 Partially withhold insp Rept 70-1113/86 11 on 8807250802 tr«i 
10CFR2 790) No deviations or violations noted Major ares Inspected nhvsr! 
Inventory, independent insp effort & actions on previous findings H 

CLAY.E L , BATES, J W , MCALPINE.E J Region 2, Ofc of the Director 08/08/29 Ip 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC 


88QB3D0054 Forwards Amend 15 to License SNM 1 107, reflecting changes to radiotcgt 
cal contingency plan ^ 

ROUSE, L C Fuel Cycle Safety Branch 00/00/24 NARDI.A J Westlngtiouse Elects 
Corp, Ip. 46698,174-46698 170 

-8808300064 Amend 15 to License SNM 1 107, authorizing use of 75,000 kg V 2355 q 
U-233 & 1 5 q Pu 236 & Pu-239 sealed sources ’ y 

ROUSE, L C Fuel Cycle Safety Branch, 08/00/25 Ip 46698 175 46698 176 

-8808300072 SER supporting application for amend to License SNM 1 107, revisnq 
80081 2 radiological contingency plan 

8IDINGER,G.H , SWIFT.JJ Fuel Cycle Safety Branch. 68/00/24 Ip 46698 178- 
46696 177 

“8808300080 Advises lhat Westingbouso 000012 annual rev to radiological contingency 
plan met listed conditions & that neither environ assessment nor environ impact etaie- 
moril warranted for subl proposed action 

ROUSE, LC Fuel Cycle Safety Branch 68/08/26 Fuel Cycle Safety Branch Ip 
46690 178-46696,170 

8809200045 Responds to NFtC 800802 Hr re violations noted In Insp Repl 70 1151/68 
09 on 880620-24 Correctwo actions, procedure & practice Implemented to require M 
all bulk containers bo routinely recorded into item control sys 
LOCKE P WestmghousQ Electric Corp 80/08/31. STOHR.J P Region 2, Ofc of trie 
Director. 2pp, 46918 070-46910 080, 


DOCKET 70-1201 BABCOCK A WILCOX CO., LYNCHBURG, VA 


8806030153 Forward3 license condition re shutdown of low enriched U fuel fabrication 
activities for 660809 0909 period In rosponso to licensee 880531 Itr 
BURNETT, R F Division of Safeguards & Transportation (Post 870413). 80/07/85 
WATTERS, J.P. Babcock & Wilcox Co 2pp 4GQ49 075 46049.076 

8808260284 Submits advance notice lhat licensed activities will be restarted elfeclwa 
88061 S.por 800700 temporary shutdown amend 

WATTERS, J.P. B&W Fuol Co 00/08/09. ROUSE, L C Office ol Nuclear Maienal 
Safety & Safeguards, Director, 2p 46654 185 46654-166 

8808260050 Forwards announcement of criticality alarm sys workshop sponsored by 
DOE W/o encl, 

ROUSE, LC, Fuel Cycle Safety Branch 68/00/16 WATTERS.JP. Babcock & Wilcox 
Co Ip 46656 025 46B56.025 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

8809210172 Advises that 060509 revised FNMCP re max quality of waste mail that can 
be measured each Inventory justified & approval will not adversely effect common do 
fense & security, 

MCCORKLE.G W Licensing Branch 88/05/19. SCHNEIDER, R A. Advanced Nuclear 
Fuels Corp (formerly Exxon Nuclear Co , Inc). 2pp, 46928*263-46928 254 

8809070437 Notifies that during activation of between lagoon liners sampling sys on 
860528, solution obtained from sampling heads for Lagoons 3 & 4 Lagoon 3 Inventory 
reduced & potenlial breaches repaired Lagoon 4 emptied of solution & blow sand 
MALODY.C.W Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) wl 
08/26, MARTIN, J B Region 5, Ofc of (ho Director, 2pp 46764,271-46784 272 


DOCKET 70-1426 TRANSNUCLEAR, INC., FALLS CHURCH, VA 

8809200198 Notifies of transient Bhlpmenl of SNM of moderate strategic 
significance, per 10CFR73 72 (a) requirements Details of shipment provided 
QUAIN.P, Transnuclear, Inc 86/09/12. HILLMAN Division ot Safeguards & Transpw 
tatlon (Post 870413) 3pp, 46915,088 46915,080, 


DOCKET 70-1600 WASHINGTON HOSP. CENTER, WASHINGTON, DC 


8808260253 PNO 1-88-085, bn 000810, apparent loss of Coratomlc Model C 01 
pacemaker, containing 260 mg Po-238 discovered Surveys made & personnel imw 
viewed w/o success Search continuing Alnhl . h 

COURTMANCHE.S,, PICCONE.J Region 1, Ofc of (he Director. 88/08/22 Ip 
46856,243 46656 243. 


DOCKET 70-1507 HENRY FORD HOSP,, DETROIT, Ml 

8809080215 Discusses safety Insp of Licenses 21-04109-08.SNM-1466 & 21-04109*16 
on 860817-18 & forwards notice of violation No violations noted for License oh 
1456. - A 

WIEDEMAN.D.G. Region 3. Ofo of the Dlreotor. 80/09/01, SEARCY.B Henry For 
Hosp , Detroit, Ml Ip 46803-254 40003*256. 

“0809080285 Notice of violation from Insp on 8800 17-1 8. Viola lions noted WelhogJ 
room radiation monitor battery backup nonfunctional & no other sources oi Da h 
power utilized. „ 

WIEDEMAN.D.G, Region 3, Ofc of Ihe Director. 88/09/01 2pp 46803-256 46803 
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DOCKET 70-2785 GENERAL ELECTRIC CO., SAN JOSE, CA 

0609160016 Advlaas that 880721 request for approval of route from Port of Oakland, CA 
to GE facility in Pleasanlon.CA for transport of spent reactor fuel meats regulatory re- 
quirements in accordance W/10CFR73 37 through 881231, 

MACDQNALD.C E Transportation Branch 88/00/26 KIRKLAND.MW General ECec- 
Inc Co 7pp 4689 5 0 6 6 46895 072 


DOCKET 70-2932 TEXAS UTILITIES GENERATING CO., PALLAS, TX 


DOCKET 71-0657 N.Y. ENTERPRISES 

8809010264 Forwards QA program approval for Radioactive Malls Packages 0657, Rev 

MACDONALD.CE Transportation Branch 88/08/25. COX,N NV Enterprises Ip 
46720 311-46720 312 K K 

-8809010266 OA program approval for radioactive matt package 0657,Rev 0 
MACDONALD.CE Transportation Branch 86/08/25. Ip. 46720 312*46720 312 


8809150119 Forwards corrected Amend 4 to License SNM-1912,providlng clarification 
re transfer of ownership in 10 installments as set forth In 800325 agreement 
ROUSE, LC Fuel Cycle Safety Branch 08/09/08 COUNSIL.W.G TU Eleclric (former- 
ly Texas Utilities Generating Co ) 2pp 46855 354-46865 358 

“8809 1501 22 Corrected Amend 4 to Llconso SNM 1912 for Texes Util Electric 
Co< transferring ownership in 10 installments per 880325 agreement 
ROUSE, LC. Division of Industrial & Medical Nuclear Safety (Post B70729), 08/09/08 
3pp 46655 350-46855 358 


DOCKET 70-3016 HOUSTON LIGHTING & POWER CO., HOUSTON, TX 

8009090079 Forwards License SNM-ISOG.authonzing rocelpl.possesslon. Insp & storage 
of enriched U contained In U-235 fuel assemblies. Amend 3 to Indemnity Agreemont 
B 108 also end for, review & acceptance 

ROUSE.L.C Fuel Cycle Safety Branch. 80/00/30. VAUGHN, G E Houston Lighting & 
Power Co 2pp 46006 070-46006 109 

-8009090061 License SNM-1903 for Houston Lighting & Power Co.authorizing 
receipt possession, insp & storage of U in fuol assemblies 

ROUSEv-.C Division of industrial & Medical Nuclear Safety (Post 070729). 00/00/30 
2pp. 46806.081-46006.002 


DOCKET 71-0660 GENERAL DYNAMICS, CHARLESTON, SC 

8000300001 Requests approval for facility QA program for transporting packaaes of ra 
dloactlvo matl.Fee paid 

HATZIS.C. General Dynamics Corp BB/08/15 MACDONALD, C E. Transportation 
Branch 4pp 46692 030-46692 034 K 


DOCKET 71-0669 TRt STATE ASSOCIATES, INC, 

8009090050 Forwards QA program for use.malnl & repair of shipping containers for ra- 
dioactive mall, for review & acceptance. Fee paid 

DUNN.J TRI State Associates, Inc. 88/08/26, GORDON, L. NRC - No Detailed Affili 
ation Given. Ip 46003,257-46603 265 

-0809090101 Rev A to "QA Program for Use.Malnt & Repair of Shipping Containers for 
Radioactive Matt' 1 

* TRI Stato Associates, Inc. 08/09/26 7pp, 46803 258-46803 265. 


DOCKET 71-3002 MODEL: NR- 10, NIPPON NUCLEAR FUEL DEVELOPMENT CO., 
LTD. 


-0809090084 SER supporting util 800405 application for license to 

receive, possess, ret urn & store unlrradlated nuclear fuel assemblies 
MCCAUGH EY, DA, SWIFT, JJ Fuol Cycle Safety Branch 68/08/30 Gpp 46Q06 003- 
46-806 091. 

-8809090008 environ assessment re 800405 application for llcenso to permit 
recelptpossession & storage of SNM In form of unlrradlated nuclear fuet assemblies 
HORN.M.L, SWIFT, J.J Fuel Cycle Safety Branch 06/00/17 3pp 46006002 
46806 094. 


8308300045 Forwards add I info ro SAR on Japanese NR *10 cask sent by Transnuclear 
on 080720,for disposal, 

WANGLEH,M.E. Transportation, Dept of. 88/08/17. MACDONALD, C,E Transporta- 
tion Branch 6pp. 46692 022-46692 029 


DOCKET 71-5600 MODEL: ORNL TRITIUM TARGET CONTAINER 


-eaoOQS&O&t Notice of consideration of issuance of License SNM-1903 to authorize 
roc efpl .possession, Insp & storage of enriched U contained in U-235 fuol assemblies 
ROUSlLC. Fuel Cycle Safety Branch. 08/00/22 15pp. 46006.005-40006-109. 


0809130319 Requests registration as user of Certificates of Compliance 0039 & 5000. 
SIMON, J.T I DM Corp, (International Digital Modeling Corp) 80/08/29 NRC - No De 
lolled Affiliation Given. 2pp. 46834.136 46034:136 


DOCKET 70-3047 INLAND STEEL MINING CO., VIRGINIA, MN 

80062^0065 Discusses reporting requirements tor transfers of SNM or source 
mallRepls required for any fransfor.rocolpt or Inventory chango of 1 g or moro U or 
thorium of foreign origin source mail 

GRAMANN.R.H NRC - No Detailed Affiliation Given 68/08/24 PQRTER,C Inland 
Steel Mining Co. Ip 46656.1 41 -4665G 141, 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0128 AMOCO OIL CO. 

BQ0914O23O Requests 6 month extension on Certificates of Compliance 9128,9127 & 
§128 Licensee to submit consolidated applications by 690430 for review & renewal of 
certificates, Fee paid. 

ROUGHAN.C.M Amersham Corp 88/00/25 MACDONALD, C Transportation Branch 
?pp 46840.314 48840,315. 


DOCKET 71-5939 MODEL. GE-1500, GENERAL ELECTRIC CO, 

6800290062 Requosls to be removed from list as user of GE-150Q shipping cask. 
SYLVIAS, Ft. Detroit Edison Co, 00/00/10. THOMPSON, H.L Office of Nuclear Malerl 
al Safety & Safeguards.Director, 2pp 46660.283*46668 284 

6809010202 Notification of deletion a9 user of Model 1 500,per 000010 request 
MACDONALD, C.E, Transportation Branch. 80/08/25 SYLVIA.B R Detroit Edison Co 
Ip 46721 31 1 46721-311 


DOCKET 71*5957 MODEL: BMI-1, BATTELLE COLUMBUS LABORATORY 

BB09010193 Notification of registration as user of Model BMI-1, per 880617 request 
MACDONALD.C.E Transportation Branch 08/08/25 WtLKINSON.BW Michigan 
Stato Unlv , East Lansing, ML Ip. 48722 281-407 22 201. 

8009200246 Forwards request for Info re 000530 application for amend to license & 
880715 supplemental Info for Model BMI-1 package. Requests that NRC be advised 
within 30 days from date of Hr when info will be provided 

MACDONALD.CE Transportation Branch 80/09/15. STRACK.R A Cintichem, Inc 
2pp 46916.189 4091619D 


DOCKET 71*0173 PACIFIC NORTHWEST LABORATORIES 

3809010270 Forwards QA Program Approval for Radioactive Matl Packages 0173,Rov 
3, 

MACDONALD.C.E. Transportation Branch 88/00/25 RICHMOND.W D Batts llo Me 
modal Institute* Pacific Northwest Laboratory. Ip. 46720 313-46720.314. 

-3309010274 QA program approval for radioactive matl package 0173,Rev 3 
MACDONALO.C.E Transportation Branch. 88/08/25. Ip, 467201314 46720,314, 


DOCKET 71-0361 MODEL: PAT-1, ENERGY, DEPT. OF 

8800200014 Application for renewal of Certificate of Compl!ance:036l for PAT-1 pack- 
age. 

MAUCK.C.J. Energy, Dept of. 80/00/15 MACDONALD.C.E Transportation Branch 
2pp 46684-053 46604:054 

8809200182 Forwards Certificate of Compliance 0361, Rev 3 for Mode! PAT-1 
packaging ,per 86081 5 request & approval record 

MACDONALD.C.E, Transportation Branch 08/09/14 MCCALLUM.E. Energy, Dept of. 
ip 46911:321-46911:326. 

-8809200191 Certificate of Compliance 0361, Rev 3, for Model PAT-1. 
MACDONALD.CE. Transportation Branch. 08/09/14. 5pp 46911.322-46911,326. 


DOCKET 71-0406 NUS CORP. 

9908300005 Requests renewal of Q/A manual • Rev l.per 10CFR71.Fee paid, 
MOQNEY.JX LN Technologies Corp (formerly London Nuciear Svcs, Inc } 88/08/19 
GORDON, L Transportation Branch. Ip. 46693.345-46693-346. 


DOCKET 71-59B0 MODEL: GE-600, GENERAL ELECTRIC CO. 

0809200035 Discusses shipment of Radiating Sterilize rsjnc Cs-137 Cs*137 source 
eap9u1es, contained In Mode] GE 600, su spec ted of leaking Pressure drop tests will be 
performed to ensure that leak-light seal at ref spec 

MACDONALD.C.E. Transportation Branch 80/09/07, Transportation Branch Ip 
46912.360-46912-360 


DOCKET 71-8003 MODEL: M-130, ENERGY, DEPT. OF 

8809090055 Forwards Rev 10 to Certificate of Compliance 6003 for Model M-130,per 
810714 request. 

MACDONALD.CE. Transportation Branch 80/08/30, ENGEL, WP Energy, Depl of 
Ip 46806*135-46606*144 

-8809090067 Certificate of Compliance 6003, Rev 10, for Model M-130 Approval record 
enc!, 

MACDONALD.CE, Trans portal ion Branch. 6B/08/30, 9pp, 46006 136-46B06*144 


DOCKET 71-6553 MODEL* PADUCAH TIGER, ENERGY, DEPT. OF 

8809230049 Forwards Rev 3 to Certificate of Compliance 6553 for Model Paducah 
Tiaermer 880910 application. 

MACDONALD.CE. Transportation Branch. 98/09/19 MCCALLUM.E. Energy, Depl of. 
2pp 46943.220-46943 224 

-8809230052 Certificate of Compliance 6553, Rev 03,for Model Paducah Tiger. Approval 
record end. 

MACDONALD.C.E, Transportation Branch. 88/09/19 3pp 46943:222-46943:224. 
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DOCKET 71-6639 MODEL MH-1A, ENERGY, DEPT. OF 

8609140326 Informs that SAR for packaging on MH-1A cask may be released lo public 
MCCALLUM.EJ, Energy, Depl of 68/03/24 MACDONALD.C E. Transportal ion 
Branch. 2pp. 46838 196-46938,197 


DOCKET 71-6670 MODEL LP-50, ENERGY, DEPT. OF 

6809016313 Informs that Info on drawing revs re 870829 application for renewal of Cer- 
tificate of Compliance 6678 will be delivered by 680921 No changes have been made 
except for valve replacement 

MAUCK.CJ. Energy, Dept, of 88/08/17. MACDONALD.C E Transportation Branch 
2pp. 46740057*46740 058. 


DOCKET 71-6717 MODEL 6717-B, GAMMA INDUSTRIES, INC 

0808290025 Requests registration as user of Models USA-9056 B, USA 6717 B(U),USA- 
9036-B & USA 9126 B{U) 

WAINWRIGHT.R Owensby & Kntik03, Inc 88/08/09 Louisiana, State of 2pp 
46686 331-46686 332 

8809010179 Notification of registration as user of Certificates of Compliance 6717,9036 
& 9056, per 880627 request 

MACDONALO.C £ Transportation Branch 60/08/25 BRUTON.J P Sowego Testing 
Service, Inc Ip. 46744 050 46744 050 

0809010231 Notification of registration as user of Certificates of Compliance 

67 1 7.9036,9050,9 1 26,91 27,9 1 2o .9 1 33 & 9135, 

MACDONALD.C E Transportation Branch 88/08/25 JUNEAU, B Global X-Ray & 
Testing Co rp. Ip 46740 059 46740 059 

9809010314 Notification of registration as user of Certificates of Compliance 

67 17,9632,9033.9036,9056,9156 & 9157 

MACDONALD.C E Transportation Branch, 88/08/25, FINKENBINDER.T Sowego 

Testing Service, Inc. Ip. 46744 0 87-4674 4 087. 

8009010342 Notification of registration as user of Certificates of Compliance 

6717,9036,9056 & 9120, per 080809 request 

MACDONALD.C E. Transportation Branch, 08/08/25 WAtNWfllGHT,R Owensby & 
Knlikoa, Inc Ip 46740 323-46740 323. 

8809060265 Notification of registration as user of Certificates of Compliance 6717,9036 
& 9056 in response to 880726 request 

MACDONALD.C E. Transportation Branch, 88/09/01. HOLDEN,©. Holden X Ray Serv- 
ice. Ip. 46764’OO7-40764 007. 

8009060293 Notification of registration as user of Certificates of Compliance 6717,9036 
& 9056 In response to 8B07Q1 request, 

MACDONALD.C E. Transportation Branch, 88/09/01 RUSSELL, HK Mississippi X- 
Ray Service Ip 46753.118-46753,118. 

0809070141 Norms of registration as user of Certificates of Compli- 
ance -671 7,9032, 9033,9 036,9050 & 9135j>er 860722 request QA program approved by 
NRG required for registration per 10CFR71.12 

MACDONALD.C E. Transportation Branch 68/09/01 ROCKETT.D R McDermott, Inc 
ip. 46776 173*46776’173 


DOCKET 71-9001 MODEL IF-300, GENERAL ELECTRIC CO. 

8809140320 Informs of investigallon Info & corrective steps taken re nonconforming 
hardware found installed In cavity fill & drain line sys adjacent to upper & lower 
Precon valves of IF-304 fuel shipping cask on 8BQ81 1, 

WHEADON.W.C Pacific Nuclear Systems, Inc 88/08/30 MACDONALD.C E Division 
of Safeguards & Transportation (Post 870413) 16p p 46842 221 46842,235 


DOCKET 71-9010 MODEL NLM/2, NUCLEAR ASSURANCE CORP. 

8809020005 Forwards drawings of shipping canisters for shipment of decfad rod & 
matted Fermi 1 fuel assemblies 

W£LLS,AH. Nuclear Assurance Corp 88/08/22 MACDONALD.C. E. Division of Safe- 
guards 01 Transportation (Post 870413}, 3pp 46744*304 46744 ‘307. 

8809130022 Forwards Certificate of Compliance 9010,Rev 26 for Model NU 1/2 ship 
ping package per B80B25 request 

MACbONALD.C.E Transportation Branch. 06/09/05 WELLS, A. H Nuclear Assurance 
Corp 4pp 46930 089 46830-103 

-8609130026 Certificate of Compliance 9010, Rev 25,for Model NLM/2 
MACDONALD.C, E Transportation Branch. B8/ 09/05 1 1pp 46B30 093 46630,103. 

8809200260 Advises that Certificate of Compliance 0010 for Model NLM/2 amended 
as fisted In response to 880808 request. 

MACDONALD.C E. Transportation Branch 88/09/14 WELLS, A H. Nuclear Assurance 
Corp 2pp 4 6899‘3 38*46699 339 


DOCKET 71-9015 MODEL TN-B, -8L, TRANS NUCLEAR, INC, 

8809200372 Forwards Rav 15 to Certificate of Compliance 9015 for Model TN8 ship- 
ping package, per 10CFR71.12 & 49CFR173.471 

MACDONALD.C E Transportation Branch. 0B/O9/15. NOLAN.D, Transnuclear, Inc, 
3pp. 4891 9. 182-469 19-1 90 

-B809200377 Certificate of Compliance 90 15, Rev 15, for Models TN-8 A TN-8L Approval 
record end, 

MACDONALD.C E Transportation Branch. 80/09/15, 6pp, 46919:185 46919 190, 


DOCKET 71*9018 MODEL TN-9, TRANSNUCLEAR^ INC, 

8809200360 Forwards Rev B to Certificate of Compliance 9016 for Model TN-9 
MACDONALD.C E Transportation Branch, 88/09/15, NOLAN.D. Transnuclear, Inc 
2pp 46918-051-46916:057 


-8809200368 Certificate of Compliance 901 6, Rev 8, for Model TN-9 
MACDONALD, C.E. Transportation Branch 88/09/15, 5pp 46918 053 46910 057 


DOCKET 71-9022 MODEL; CE-250-2, COMBUSTION ENGINEERING, INC. 

6800260503 Forwards incident rept on shipping contalner.Modet CE 250 2 Shipping 
container found damaged on 860714 Damage occurred during handling at Windsor as 
result of improper handling & handling device not properly maintained 
SCHERER, A E Combustion Engineering, Inc. 88/08/15 THOMPSON, HL 0 If ice of 
Nuclear Material Safety & Safeguards.Director 4pp, 46658 277-46658 281. 


DOCKET 71-9029 MODEL: 676 A 678E, TECH/OPS, INC. 

0809200385 Requests registration as user of Model 676 projector. 

MOHRBACHER.J.A United States Testing Co, Inc 80/09/07. MACDONAL0.0C 
Transportation Branch 2pp 46916,172 46916 173 


DOCKET 71*9032 MODEL: 650, TECH/OPS, INC. 

8008310100 Forwards request by USS Hunloy to register as user of Amersham Model 
650 source changer, per 10CFR7 1.1 2(c)(3) 

MALINOSKIJ W Navy, Dept of, Naval Sea Systems Command, 88/08/18 Transpor- 
tation Branch Ip 46699 047-46699 049. 

-0808310107 Requests registration, for USS Hunley.as user of Model 650 source chana 
er for shipping package 

BEAN,C,D Navy, Dept of 80/08/05 Office of Nuclear Material Safoly A 
Safeguards.Director 2pp. 46699,048 46699 049, 

8009010314 Notification of registration as user of Certificates of Compliance 

67 1 7,9032.9033,9036,9056,91 56 & 9 1 57 

MACDONALD.C H. Transportation Branch 08/00/25 FINKENBINDER.T Sowao 
Testing Service, Inc 1 p. 46744,087-46744 087. 

0809070141 Informs of registration as user ol Certificates o) Compli 
ance 6717.9032,9033,9036,9056 8 91 35, per 880722 request QA program approved by 
NRC required for registration per 1 0CFR71 1 2 

MACDONALD.ee, Transportation Branch, 08/09/01. ROCKETT, D,R McDormoll, Inc 
Ip. 46776 173 46776-173, 

8609130126 Notifies of registration as user of Certificate of Compliance 9032, per 
880818 request 

MAC DONALD, C.E. Transportation Branch. 00/09/05 MALINOSKI.J W. Navy, Dopt 
of, Nava! Sea Systems Command Ip, 46834 170 46834,170 


DOCKET 71-9033 MODEL 660 4 660E, TECH/OPS, INC. 

6609010314 Notification of registration as user ol Certificates of Compliance 
8717.9032,9033,9030,9056,0156 & 9157 

MACDONALD, C.E, Transportation Branch 88/08/25 FINKENBINDER.T Sowogo 
Testing Service, Inc. Ip 46744.087-46744 007. 

8809070141 Informs of registration as user of Certificates of Compli* 
ance.671 7,9032,9033,9039,9056 & 9135, per 880722 request.QA program approved by 
NRC required for registration per 10CFR71 12, 

MACDONALD.C E. Transportation Branch. BG/09/01. ROCKETT.D.R McDormott, Irw 
Ip. 46776*173-46776 173 


DOCKET 71-9036 MODEL C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 

6800290025 Requests registration as user of Models USA-9056-B, USA 6 71 7-0 (U), USA 
9036-B A USA 9126 - 0 ( 0 ). 

WAlNWRfGHT.R Owensby A Kritrkos, fnc. 88/08/09. Louisiana, Stale of 2pp 
46686 331-46686,332, 

6809010179 Notification of registration as user of Certificates of Compile nee, 67 17,8036 
& 9056, per 880627 request 

MACDONALD,C,E. Transportation Branch. 88/08/25. BRUTON.J P Sowogo Tostind 
Service, fnc Ip, 46744:050-46744-050. 

0809010190 Notification of registration as user of Models C-1 & SPEC 2-T,per 800801 
request 

MACDONALD.C E Transportation Branch 88/08/25 HANSON.F.L. Houston Inspec- 
tion Services, Inc (formerly Houston Inspection Laboratories, Inc Ip. 46719,099- 
46719,099 

8609010231 Notification of registration as user of Certificates of Compliance 

6717,9036,9056,9126,9127,9128.9133 & 9135 

MACDONALD.C E. Transportation Branch 88/08/25. JUNEAU, B Global X-Ray 4. 
Testing Corp Ip, 46740,059 46740 059. 

8809010314 Notification of registration as user of Certificates of Compliance 

6717,9032,9033,9036,9056,9156 A 9157, 

MACDONALD.C E. Transportation Branch 88/08/25 FINKENBINDERJ" Sowego 

Testing Service, Inc. Ip, 46744-087-46744.087 

8809010342 Notification of registration as user of Certificates of Compliance 

6717,9036,9056 & 91 26, per 000009 request, 

MACDONALD, C.E Transportalion Branch 88/08/25 WAINWRIGHT.R, Owensby A 
Kritikos, Inc. Ip 46740-323-46740.323 

8809020110 Notification of registration as user of Certificates of Compliance 9038 A 
9Q56,per 880721 request 

MACDONALD, C,E Transportalion Branch. 88/08/25 8LANCHARD.C.M. J A. Jones 
Applied Research Cg Ip 46748,046*46746 046. 

6808310120 Informs of termination of review of 860718 applications re Models C*1 A 
SPEC-2T shipping packages.per licensee B0Q7O6 request, 

MACDONALD.C, E. Transportation Branch 80/08/30 DJCHARRY.R.D. Source Pro- 
duction A Equipment Co., Inc. Ip. 46717.355-40717:355. 
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8809060265 Notification of registration as user of Certificates of Compliance 6717,9036 
& 9056 in response to 880726 request 

MACDO N A LO ,G. E. Transportation Branch 80/00/01. HOLDEN, B, Holden X Ray Serv- 
ice Ip 46764 007-46764 007. 

$809060293 Notification of registration as user of Certificates of Compliance 6717,9036 
& 9056 in response to 880701 request 

MACDONALD, C E Transportation Branch 88/09/01 RUSSELL, H.K Mississippi X- 
Ray Service Ip 46753118-46753.118. 

6809070141 Informs of registration as user of Certificates of Compli- 
ance 6717,9032,9033,9038.9056 & 9135jier 880722 request.QA program approved by 
NRC required tor registration per 10CFR71 12 

MACOONALD.CE Transportation Branch 88/09/01. ROCKETT.D R McDermott, Inc. 
Ip 46776.173 46776-173. 


DOCKET 71 9039 MODEL 715, TECH/OPS, INC. 


DOCKET 71-9079 MODEL NUPAC 14D-2.0, WESTINGHOUSE-H1TTMAN NUCLEAR 

8809140370 Requests removal from list of users of NUPAC UD2 0 shipping cask, as 
holder of License NPF-43 Subj cask not presently used at facility 
SYLVIA.B.R Detroit Edison Co 88/08/30. THOMPSONS L Office of Nuclear Materi- 
al Safety & Safeguards, Director 2pp. 46846:174-46846*175 

8809200283 Advises that recipient has been delated as user of NuPac Modo! 14D- 
2 0,par 880830 request 

MAC DONA LD,C E Transportation Branch. 80/09/15 SYLVIA.BR Detroit Edison Co 
Ip 46918 050-46910.050 


DOCKET 71*9081 MODEL CNS 1*13C, CHEM-NUCLEAR SYSTEMS, INC. 

8809200255 Notification ol registration as user of Certificate of Compliance B0B1, 
MACOONALD.CE Transportation Branch 08709/15. SULLIVAN, D.W Now York, 
Slate Unlv. of, Buffalo, NY Ip 46911 320-4691 1.320. 


8809130319 Requests registration as user of Certificates ol Compliance 9039 & 5800 
SIMON, J T I DM Corp (International Digital Modeling Corp) 88/08/29. NRC • No Do 
tailed Affiliation Given, 2pp 46834-135 46834.136, 


DOCKET 71*9056 MODEL SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO. 


DOCKET 71*9102 MODEL: NPL-2OWC-0, NEUTRON PRODUCTS, INC. 

8809010325 Requests addl Info re Model NPI 20WC 6 shipping packago Response re- 
quested within 30 days from Itr date 

MACDONALD, C.E. Transportation Branch 86/08/25. TURKANIS.M.M Neutron Prod- 
ucts, tnc 2pp 46726,359-46726 360 


6903290025 Requests registration as user of Models USA 9056-B, USA 6717-B(U),USA- 
9036-9 & USA-9126 B(U). 

WAINWRIGHT,R. Owensby & Krlllkos, Inc. BB/0B/09. Louisiana, State of. 2pp. 
46666 331 46666 332. 


8009010179 Notification of registration as user of Certificates of Compliance 6717,9036 
& 9056, per 880627 request. 

MACDONALD, C.E. Transportation Branch, 88/08/25 BRUTON, J.P. Sowego Testing 
Service., Inc. Ip 46744.050 46744-050 

8809010190 Notification of registration as user of Models C-1 & SPEC 2-T, per 880801 
request 

MACOONALO.C E Transportation Branch 88/08/25. HANSON, F.L. Houston Inspec- 
tion Services, Inc (formerly Houston Inspection Laboratories, Inc. Ip. 40719.099- 
46719.099 


8809010231 Notification of registration as user of Certificates of Compliance 

67 1 7,9030,9056,91 26,91 27,91 28,91 33 & 9135 , w „ 

MACOONALD.CE Transportation Branch. 88/08/25, JUNEAU, B, Global X-Ray & 
Testing Corp. Ip. 46740 059 46740.059. 


3808010314 Notification of registration as user of Certificates of Compliance 
6717.9032,9033,9036,9056,0150 & 9167 

MACOONALO.C E Transportation Branch. 88/08/25 FINKENBINDERJ Sowego 
Testing Service, Inc. Ip 46744-087-46744:087. 


8809010319 Notification of registration as user of Certificate of Compliance 9060 por 
&BOB09- request 

MACDONALD.C.E Transportation Branch. 08/08/26 SIMPSON.H.H Cotton Houston, 
Inc. Ip 46744 000*46744.086 

8609010342 Notification of registration as user of Certificates of Compliance 
6717,9036,9056 & 9126,per 880Q09 request. 

MAC DONA LD.C E, Transportation Branch. 08/08/25 WAINWRIGHT.R. Owensby & 
Kntikos, Inc. Ip. 46740.323 46740.323, 


0609020110 Notification of registration as user of Certificates of Compliance 9036 & 
9056, per 880721 request 

MAC DONA LD.C E. Transportation Branch. 80/00/26 BLANCHARD.C.M J A, Jones 
Applied Research Co Ip. 46746.046*48746 046. 

8609020149 Notification of registration as user of Certificate of Compliance 9056, per 
86061 2 request, 

MACDONALD, C E. Transportation Branch. 08/08/25, FOSTER ,CL Alpha Quality 
Services Ip 46747.141-46747:141, 


8808310120 Informs of termination of review of 860718 applications ro Models C-1 & 
SPEC-2T shipping packages.per licensee 800706 request 

MACDONALD.C E, Transportation Branch 88/00/30, DICHARRY.R.D. Source Pro- 
duction & Equipment Co, , Inc. Ip. 46717-355-46717-355. 


8809190106 Forwards revised Drawing D-240160 in response to NRC 880B26 Ur re dis- 
crepancies between seb| drawing & requirements for 20WC 6 overpack por 
49CFR1 78. 1 94.W/ one oversize drawing 

3CHW0ERER,F Neutron Products, Inc 88/09/07. MACDONALD, C E Transportation 
Branch 3pp 46065,342 46865 345. 


DOCKET 71*9108 MODEL: CNS 6*75, CHEM-NUCLEAR SYSTEMS, INC. 

8809130270 Application for renewal of Certificate of Compliance 9103 for Model 6* 
75, Foe paid. 

PAQUIN.PL Chem-Nucl ear Systems, Inc 00/08/23 M ACD ON ALD,C E. Transporta- 
tion Branch 2pp. 46830 046-46830,053. 

--0B091 30278 Rev 3 to "SAR for CNSI Model 6-76 Type A Redwaate Shipping Cask." 
* Chem Nuclear Systoms, Inc 88/08/26. 6pp, 46630.047-46830.053. 


DOCKET 71-9126 MODEL: 20, 20A, 50, 50A, GAMMA INDUSTRIES, INC. 

8809010231 Notification of registration as user of Certificates of Compliance 

071 7, 9036,9056.91 26,91 27,91 28,91 33 & 9 1 35 

MACDONALD.C.E. Transportation Branch. 80/03/26. JUNEAU.B. Global X-Ray & 
Testing Corp. Ip, 40740 059 46740 059 

8809010342 Notification or registration as user of Certificates of Compliance 

6717,9036,9056 & 9l26,p0f 880809 request 

MACDONALD.C E. Transportation Branch. GQ/00/25. WAINWRIGHT.R Owensby & 
Kntlkos, tnc 1 p 46740 323 46740-323 

8809140230 Requests 6-month extension on Certificates of Compliance 9126,9127 & 
9128.L!censea to submit consolidated applications by 690430 for review & renewal of 
certificates Fee paid 

ROUGHAN.C.M. Amersham Corp, 08/08/26 MACDONALD.C. Transportation Branch, 
2pp. 46840 314 40840 316 


DOCKET 71-9127 MODEL: 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 

8809010231 Notification of registration as user of Certificates of Compliance 
67 17,9038.9056.9 1 26,91 27 n 91 20,91 33 & 9135, 

MACDONALD.C.E. Transportation Branch 88/08/26. JUNEAU.B Global X-Ray & 
Testing Corp Ip 48740 059 46740 059, 

8809140230 Requests 6 month extension on Certificates of Compliance 9126,9127 & 
9120.LicGn&ao to submit consolidated applications by 690430 for review & renewal of 
certificates. Foe paid. 

ROUGHAN.CM Amersham Corp 88/08/26, MACDONALD.C, Transportation Branch. 
2pp, 46840-314-46840 315. 


DOCKET 71-9120 MODEL: C-8, GAMMA INDUSTRIES, INC. 


0809080235 Notification of registration as user of Certificates of Compliance 6717,9036 
& 9058 In response to 880726 request. 

MACOONALD.CE. Transportation Branch. 88/09/01. HOLDEN, B, Holden X-Ray Serv- 
ice Ip. 48764.907-46764-007. 

8808060293 Notification of registration as user of Certificates of Compliance 6717,9036 

6 9056 In response to 880701 request. _ 

MACDONALD.C E Transportation Branch 88/09/01, RUSSELL.H.K. Mississippi X- 
Ray Service. Ip. 46763.118-46753*1 18 

8809070141 Informs of registration as user of Certificates of Compli- 
ance 67 1 7,903 2 ,9033,903 6, 9056 & 9135,per 800722 request QA program approved by 
NRC required for registration per 1 0CFR71 .12 

MACDONALD.C.E. Transportation Branch 68/09/01, ROCKETT, D.R. McDermott, Ino 
ip. 46776-173-46776:173, 


8809010231 Notification of registration as user of Certificates of Compliance 

0717,9036,9056.0126,9127,9128,9133 & 9135. 

MACDONALD.C.E. Transportation Branch. 80/08/25. JUNEAU.B Global X-Ray & 
Testing Corp. Ip. 46740 059 46740:059 


DOCKET 71-9132 MODEL: T-3, ENERGY, DEPT, OF 

8808260170 Forwards Amend 1 to Rev 5 of Consolidated T-3 cask SAR, as result of 
NRC review of 880524 amend to Certificate of Compliance 9132 to Include addl pay- 
loads of spent fuel. 

MAUCK.C J. Energy, Dept, of. 08/08/05 MACDONALD.C E Division of Safeguards & 
Transportation (Post 870419). 2pp 46658-284 46658-331 

-6B090 10365 Amend 1 to Rev 5 to "Consolidated T-3 Cask SAR." 

* Energy, Dept of 88/07/31. 46pp 46058.286 46650:331. 


DOCKET 71-9070 MODEL: N-55, NUCLEAR PACKAGING, INC. 


DOCKET 71-9133 MODEL: C-10, GAMMA INDUSTRIES, INC. 


registration as user under 10CFR71.12.per 880509 
t be obtained prior to registration, Reg Guide 7.10, "Ea- 
:kaglng Used In Transport end W/o encl 


8309290283 Denies request for 
requesLValld QA program must t 
tablEshing QA Programs for Packaging Used In Transport 
MACOONALD.CE Transportation Branch. 88/09/15. SELLERS, S, Halliburton Co. Ip. 
46911:01946911-019. 


8609010231 Notification of registration as user of Certificates of Compliance 

6717,9036,9056,9126,9127,9128,9133 & 9135 

MACDONALD.C E. Transportation Branch 88/08/25 JUNEAU.B. Global X-Ray £ 
Testing Corp, Ip. 46740,059 46740,059. 
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DOCKET 71-9135 MODEL CENTURY S 4 SA, GAMMA INDUSTRIES, INC. 

0609010231 Notification of registrar as user of Certificates of Compliance 
6717.9030,9056,9126,9127,9120,9133 4 9135 , v n „ 

MACDONALO.C E Transportation Branch 60/08/25 JUNEAU, B Global X Ray & 
Testing Corp. Ip 46740 059 46740059 

8609070141 Informs of registration as user of Certificates of Compli- 
ance 6717,9032,9033,9036,9056 & 9135, per 800722 request QA program approved by 
NR.C required lor registration per 10CFR71 12 „ 

MACOONALD.CE Transportation Branch 88/09/01 ROCKETT.DR McDermotUnc 
ip 46776173 46776173 


0008260494 Requests registration as user of Model 10 142 
NANNEN.RL Iowa Electric Light & Power Co 80/06/16 MACDONALOC- *„ 
portalion Branch. 2pp. 46654 308 46654,309 

8809140323 Requests registration as usor ol radioactive malls shipping casfc* V*- 
210 L,14 210 H & 10 142 

BRADHAM.O S South Carolina Electric & Gas Co 80/08/30 MACOOV ” 
NRC - No Detailed Affiliation Given Ip 46044 120 46844 129 

8009200240 Notifies of registration as user of Certificates of Comp!-***' * „ 
9200, per 800030 request, 

MACDONALD, CE Transportation Branch 88/09/15 BRADHAM.O S 

Electric & Gas Co Ip 46919 270 46919.278 ' 11 


DOCKET 71-9161 MODEL HN-100 SERIES 3, WESTINGHOUSE-HITTMAN 
NUCLEAR 


DOCKET 71-9214 MODEL: DHLW, GA TECHNOLOGIES, INC. 


0809070040 Application for amend to Certficate of Compliance 9151 for Model HN-100 
Senes 3 shipping package Drawings reused to deafly reflect location of shield plug 

gasket.studs & alignment pins W/two proprietary drawings 

ROY, BA Hittman Nuclear & Development Corp (subs of Hittman Corp) 88/08/22 
MACDONALO.C E NRC - No Detailed Affiliation Given 6pp 4674B 096 48746 101 

8609200332 Forwards Rev 12 to Certificate of Compliance 9151 for Model HN 
100 Senes 3.CNS 14-170, Senes III & LN 14-170, Series 1 & NES 1 shipping packages 
MACOONALD.CE Transportation Branch 88/09/14 ROY.BA Weslinghouso Hilt- 
man Nuclear, Tnc 7pp, 46916 225 46916.237 

-8809200340 Certificate of Compliance 9l51.Rev 12,for Model HN-100, Series 3,CNS 
14-170 Senes fll.LN 14-170 Series 1 & NES 1 shipping packages 
MACOONALD.CE Transportation Branch 88/09/14 6pp 46916 232 46916 237 


DOCKET 71-9156 MODEL IR 50, INDUSTRIAL NUCLEAR CO. 

0009010314 Notification of registration as user of Certificates of Compliance 
6717,9032,9033,9036,9056,9156 & 9157. 

MACDONALO.C E Transportation Branch 88/08/25 FINKENBINDER.T Sowogo 
Testing Service, Inc fp 46744 0B7-46744 087 


DOCKET 71-9157 MODEL: [R-100, INDUSTRIAL NUCLEAR CO. 

8809010314 Notification of registration as user of Certificates of Compliance 
6717.9032,9033,9036,9056.9156 & 9157 

MACDONALD, C E Transportation Branch, 88/08/25, FINKENBINDER.T Sowego 
Testing Service, Inc ip 46744 087 46744 087 


8809130256 Informs that licensee will respond to request for addl Info re app 1 ^, 
defense high level waste cask by 890415 

ZIMMER.A Genera! Atomics (formerly GA Technologies, fnc /Genera! Atc~«, • 
88/08/24 MACOONALD.CE Transportation Branch 2pp 46834 141 46834 u 1 


DOCKET 71-9218 MODEL: CNS 1-13G, CHEM-NUCLEAR SYSTEMS, INC. 

80OB29QO9O Requests registration as user of Modol CNS M3G radioactive ms s t j- 
ping cask Requests that future Info re package bo sent to listed address 
SULLIVAN.D W Buffalo Materials Research Contor 88/08/15 MACDONA.I = 
Transportation Branch 2pp 46676 203 46676 203 

0809010215 Notification of registration as user of Certificate of Compliance i „ 
8B0015 roquost. 

MACDONALO.C E Transportation Branch QB/08/25 SULLIVAN.D W BuffajV - 
als Research Center tp 46720 355 46720:355 

0809120142 Requests registration as user of Chom Nuclear Sys.lnc Model CNS * ’* 
radioactive mat! shipping cast Package Identification number for cask is USA L - 
B() Fuiure Info on package should bo forwarded to listed address 
SULLIVAN.D W New York. Slate Univ. of, Albany, NY 88/08/25 MACD0N.LE 
Transportation Branch, 2pp. 40813 294 46013.205 


DOCKET 71-9210 MODEL: TRUPACT-II, ENERGY, DEPT. OF 

8808290060 Forwards revised testing plan for TRUPACT-II Tos! Umls 1 & 2 al Z&.zi 
QUINN, GJ Pacific Nuclear Systems, Inc 88/00/16 CHAPPELL, R Transput* 
Branch 6pp. 46684 047-46604 052 


DOCKET 71-9163 MODEL: GNG-20, GULF NUCLEAR, INC. 

8809130349 Requests extension until 890331 to provide addl info re renewal of Typo B 
Certificate 9136 issued to Gulf Nuclear GNG 20 

ROUGH AN.C.M Amersham Corp 68/08/29 MACDONALD.C, Transportation Branch 
2pp 46834 174 46834 175 

8609260183 Forwards Rev 3 to Certificate of Compliance 9163 for Model GNG-20 
MACDONALO.C E Transportation Branch 88/09/20 ROUGHAN.C Amersham Corp 
2pp 46965 200 46965,204, 

-8809260188 Certificate of Compliance 9 163, Rev S.lor Model GNG 20. 

MACDONALD.C E Transportation Branch 68/09/20 3pp, 46965 202-46965 204, 


0809140234 Forwards revised Figure 7.1-1 showing orientation of THUPACT II Te»‘ 1/ 
1 for pool fire tost Toal unit will bo placed in firo pool support std in homers? * 
Won 

QUINN, G,J. Nuclear Packaging, Inc. 80/09/07 CHAPPELL, R Transports^ & v * 
6pp 46846 205 46046 209, 


DOCKET 71-9222 MODEL: HN-216H, WESTINGHOUSE HITTMAN NUCLEAR, INC 

8009200106 Requosta reglslratlon as usor of Hillman Nucloar Model HN 215H 
\We malls shipping cask 

HESS.J E General Public Utilities Corp - GPU Service Corp 65 * 

MACOONALD.CE Transportation Branch, 2pp 46919,206-46919267 


DOCKET 71-9176 MODEL NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC, 


DOCKET 71-9224 MODEL HN-190-2, WESTINGHOUSE HITTMAN NUCLEAR, IRC 


8609140323 Requests registration as user of radioactive malls shipping casks Types 14- 
210 L,14 210 HA 10-142 

BRADHAM.O S South Carolina Electnc A Gas Co 66/08/30 MACDONALD.C E 
NRC - No Detailed Affiliation Given, Ip 46844‘12Q 46844 129 

6809200240 Notifies of registration as user of Certificates of Compliance 9176 A 
920a,per 880030 request 

MACDONALD.C E, Transportation Branch 88/09/15 BRADHAM.O S Soulh Carolina 
Electnc A Gas Co Ip 46919 278-46919 278 


DOCKET 71-9163 MODEL NAC-1, NUCLEAR ASSURANCE CORP. 

8609220208 Requests addl Info Identified in end re 880525 request for approval for 
Model NAC-1 package 

MACDONALD.C E Transportation Branch 8B/09/15 WELLS, AH Nuclear Assurance 
Corp, 3pp 46927 1 87-4 6927 1 89 


DOCKET 71-9167 MODEL 865, TECH/OPS, INC. 


8608260497 Requests registration as user of Model HN 190-2 
HANNEN.R.L, Iowa Electric Light & Power Co. 00/08/16 MACDONALO.C £ T -im- 
portation Branch Ip 46670 036 46670.039 

8808260499 Requests registration as usor of Model HN-100 2. 

MUSOLF.D Northern Slates Power Co, 60/00/17 MACDONALD.C E Transfer 
Branch. Ip 46654 028 46654 029 


DOCKET 71-9225 MODEL NAC-LWT, NUCLEAR ASSURANCE CORP 

8808260412 "SAR for Nuclear Assurance Corp Legal Weight Truck Cask T-890W 1 
* Nuclear Assurance Corp 68/03/31 000 pp 46671 079-46073.298. 

8800290155 Forwards corrected Rov 1 for Incorporation Into LWT SAR for quart#*.* 4 
model Describes results of drop tests 

WELLS, A H Nuclear Assurance Corp 08/00/17 MACDONALD, C.E Dmsiw d 5n* 
guards 4 Transportation (Post 070413). 107pp. 46676:005 46676*1 13 


00091 3001B Informs of registration as user of Certificate of Compliance 9lfi7 per LICENSING OF INDEPENDENT SPENT FUEL STORAGE 
860810 reque si 

MACDONALD.C E. Transportation Branch 88/09/05 MERCADO, D P, Lockheed Mis 

siles & Space Co , Inc, Ip 46830 226 46830 226 DOCKET 72-0003 CAROLINA POWER 4 LIGHT CO. 


DOCKET 71-9200 MODEL 125-B, ENERGY, DEPT. OF 

8808290310 Responds to 880721 Hr Nuclear Packaging will provide requested Info by 
881201 

TEMUS.CJ. Pacific Nuclear Systems. Inc. 88/08/16 MACDONALD, G,E V Transporta 
tion Branch Ip 46677.348-46677 349 


DOCKET 71-9208 MODEL NUPAC 10-142, NUCLEAR PACKAGING, INC. 


8808260491 Requests registration as user of Model 10-142 
S' 1 p° 00 fl8/08/15 * MACD0NAL0 - C Transportation 


8809120138 Application for amend to License SNM-2502, raising Tech Spec 24 1 W 
& gamma contamination on surface of dry shielded canister from current limit to 
dis/mln/100 cm2 & raise limit to current limit of 2,200 dis/mln/100 cm2 Fee pad 
UTLEY, E.E Carolina Power & Light Co 60/08/11 ROUSE Division of Industry * 
Medical Nuclear Safety (Post 070729) 5pp 46011,315 46012,241 

-8809120139 Proposed Tech Specs raising limits in beta & gamma contamiMtJs'Jf 
surface of dry shielded canister from current limit to 220,000 dis/mln/100 cm2 b «#* 
(ng alpha limit to 2,200 dis/min/100 cm2 
* Carolina Power & Light Co. 88/08/11, 216pp, 4601 1.320-46812 241 


8 80906020 B Forwards Amend 4 to "ISFSI SAR for HB Robinson Plant.'* 

LOFUN.L I. Carolina Power & Light Co 08/08/15, ROBERTS, J P NRC • No D*** 5 
Affiliation Given 4pp 46762.079 46762:103, 
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-8309 120127 Amend 4 to ISFSI SAR, 

* Ca/olina Power & Light Co 80/08/15 19pp 46762 083 46762 103 


6809140301 Forwards "Personnel Exposure & Monitoring Rept HB Robinson ISFSI, Jan* 
June 1986 ” Rept tor 1087 personnel exposures will be submitted by 080930 
MORGAN, R E. Carolina Power & Light Co 08/09/06 Document Control Branch (Doc- 
ument Control Desk) Ip 46040.278-46840,279 


-8309140317 "Personnel Exposure & Monitoring Rept HB Robinson ISFSI.Jan- Dec 


1986 " 

* Carolina Power & Light Co 86/12/31, Ip 46840 279-46840 279 


6309140453 Notification of 880824 meeting w/utll In RockviHe.MD to discuss license 
amend application for plant ISFSI. , _ „ , _ , _ , , 

STURZ.r Fuel Cycle Safety Branch. 88/09/08 ROUSE, LC Fuel Cycle Safely 
Branch 3pp. 46837.227-46037,229. 


8009230215 Submits rept of Individual whole body exposures For FY87,ln compliance w/ 
License SNM-2502 & GB0816 Itr Submittals RNPD/0B 0347 & RNPD/88 0348 to be 
supplemented to provide corrected whole body exposure data for License DPR-23 
MORGAN.FI E Carolina Power & Light Co 00/09/19, Document Conlrol Branch (Doc- 
ument Control Desk) 3pp. 46945 001-46946 003. 


DOCKET 72-0004 DUKE POWER CO., 50-269 


BB0907Q043 Forwards request lor info tor NRC review of NUTECH Topical Repl.NUH- 
002, Rev I.Some calculations provided do not appear to correspond to NUTECH 
design * 

ROBERTS, J,P. Fuol Cycle Safety Branch. 88/06/31 MCCONAGHY.W J. NUTECH 
Engineers, Inc 4pp 46777:342 46777 345 
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10CFR COMMISSION MEETING RECORDS 

8807250361 Staff requirements memo re 880621 brleling in Rockville.MD re proposed 
rule on fitness for duty at nuclear power plants, 

CHILK.SJ. Office of the Secretary of the Commission, M0QO021E 88/07/18 
STELLO.V Ofc of the Executive Director for Operations Ip 46849 078-46849,070. 

8808260305 Staff requirements memo re 880811 briefing In Rockville.MD on status a 
results of B&W reassessment of B&W reactors 

CHILK.SJ Office of the Secretory of the Commission, M080811 80/08/23 

STELLO.V, Ofc of the Executive Director for Operations. 2pp, 46656 183 46666:184 

8808269311 Staff requirements memo re Commission 080B16 briefing In Rockville.MD 
concerning proposed maint rule & status of efforts to develop performance 

indicators Requesting of data from Industry suggested 

CHILK.SJ Office of the Secretary of the Commission, MG80816, 08/00/24, 

STELLO.V. Ofc of the Executive Director for Operations Ip. 46653 103 46653 193 

88 0 8260329 Staff requirements memo re Commission 88001 S briefing by CNWRA a 
staff re status of establishing expert contractor technical assistance for review of nu 
clear waste Issues, Paper summarizing CNWRA planned activities requested 
CH1LK.S J Office of the Secretary of the Commission. M00O815. 88/08/24, 

STELLO.V. Ofc of the Executive Director for Operations, Ip. 48654.033 46654-033 

8808360310 Corrected Page 1 to transcript of Advisory Committee on Nuclear Waste 
£80629 briefing In Rockville.MD Pg 1-29 
4 Cc m mi ssf oners. 88/06/29. 3pp 46682 112-46692-114 

8809010121 Staff requirements memo re Commission 880809 briefing in Rockville.MD 
•on key licensing issues associated w/DOE development of advanced commercial re- 
actor designs. 

CHILK.SJ. Office of the Secretary of the Commission. MB80809B, 88/08/30 Office of 
the Secretary of the Commission. Ip. 46719.098 4671 9 098, 

8909010396 Staff requirements memo re Commission 880804 affirmation/ discussion & 
vote In Rockville, MD concerning SECY-80-164, SECY-08- 184 & SECY 8B-162 
CHILK.SJ. Office of the Secretary of the Commission, 88/08/12 STELLO.V. Ofc of 
the Executive Oiractor for Operations. 4pp. 40743-342-40743:345. 

B 909130198 Staff requirements memo re 880805 affirmation/discussion & vote In 
Rockville.MD, approving Interim reva to 10CFR170 & 171 re NRC collection of required 
feas mandated by Congress Enel mods also approved 

CHILK.SJ. Office of the Secretary of the Commission. M000805B. 00/00/12. 
STELLO.V Ofc of the Executive Director for Operations, 3pp, 46838,220 46036-230 

6809150219 Transcript of 8B0908 briefing In Rockville.MD re final rule on emergency 
planning & preparedness requirements for nuclear power plant fuel loading & Initial 
low power operations Pp 1-29. 

4 Commissioners, 88/09/08. 32pp. 46884 240-46884 272. 

6809 150-2 16 Transcript of 880907 briefing in Rockville.MD re proposed rule on degreed 
operators Pp 1-35.Viewgraph8 end. 

4 Commissioners, 80/09/07. 54pp, 46884,273-46804:324 

&S09 1 99002 Transcript of 880912 meeting in Rockville.MD re briefing of severe accident 
policy for future LWRs.Pp 1-46. 

4 Commissioners, 88/09/12. 77pp. 46827:036-40827:115. 

&6092 29012 Staff requirements memo re 880908 briefing In Rockville.MD on final rule 
on emergency planning & preparedness, 

CHILK.SJ Office of the Secretary of the Commission, M8BQ908, 60/09/16, 
STELLO.V. Ofc of the Executive Director for Operations Ip. 46927:095-46927.095. 

08O923OO42 Staff requirements memo re B80908 briefing In Rockville, MD on emergency 
planning & preparedness requirements for nuclear power plant fuel loading & Initial 
low power operations. 

CHILK.SJ, Office of the Secretary of the Commission M8BO90B, 60/09/20 
STELLO.V Ofc of the Executive Director for Operations Ip, 46944:014-46944.014. 

08O923OO46 Staff requirements memo re 880907 briefing In Rockville.MD on proposed 
- rule requiring engineering degreed reactor operators at nuclear power pfanls & other 
options to assure technical expertise & professionalism at facilities 
CHILK.SJ, Office of the Secretary of the Commission, MBB0907 68/09/20, 
STELLO.V, Ofc of the Executive Director for Operations. Ip 46932:276 46932-276, 

6809300079 Forwards documents to be placed Into Nuclear Documents Sys Advanced 
copy of documents forwarded to FOR on 880913 under FOIA 84-61 
URBAN.P.A, Assistant General Counsel for Adjudications & Opinions. 88/09/16. 
COLLINS, M. NRC - No Detailed Affiliation Given. Ip 46990.241-46991:078, 

-8009300125 Sanitized transcript of 830913 closed meeting on mgt/ organization & In- 
ternal personnel matters in Washington, DC. Pp 1-78, 

• Commissioners, 83/09/13 34pp 46990:206-46990,310. 

-8809300126 Sanitized transcript of 830921 closed meeting on mgt/ organization & In- 
ternal personnel matters in Washington, DC, Pp 1-73 

* Commissioners. 83/09/21, 72pp. 46990 320-46991:030, 

-8009300128 Sanitized transcript of 830923 closed meeting on mgt/ organization & In- 
ternal personnel matters In Washington, DC. Pp 1-87 
4 Commissioners. 83/09/23 46pp, 46991:031-46991:077 


ACR8 ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


Tra nscript of ACRS Subcommittee on Maint Practices & Procedures 
? 6 ?22L msotln 9 in Bethosda.MDPp 1-208, Supporting documentation end 
ACRS- Advisory Committee on Reactor Safeguards 88/09/07 260pp. 46801 113- 


BB09160157 Transcript of ACRS 341st 8B0908 general meeting In Bethesda. MD Pp 1* 
220 Related documentation end, r 

* ACRS - Advisory Committee on Reactor Safeguards 88/09/00, 352pp 46847 154- 


8809160159 Transcript of ACRS 341st general meeting on 880909 in Bethesda, MD Pd 
221-460.Supporting documentation end 

4 ACRS - Advisory Committee on Reactor Safeguards 08/09/09 317pp 46036 001- 


ADVCM NRC ADVISORY COMMITTEE 

6B08300310 Corrected Page 1 to transcript of Advisory Committee on Nuclear Waste 
880629 briefing In Rockville.MD Pg 1-29 
4 Commissioners, 88/06/29 3pp 46692 112-46692 114 

0809160306 Transcript of Advisory Panel for Decontamination of TMI-2 880D07 meetfnq 
in HarriBburq.PA.Pp 1*1 09, Supporting documentation end 

4 Advisory Council for Decontamination of TMI Unit 2. 88/09/07 127pp. 46050 009- 
46050 120. 

8809210135 Transcript of Advisory Committee on Nuclear Waste fourth meeting on 
880914 in fiethosda.MD Pp 263-445 Supporting documentation end 
4 Advisory Committee on Nuclear Waste. 6B/09/14. 221 pp 46065 346 46866 192 

8809210137 Transcript of Advisory Committee on Nuclear Waste fourth meeting on 
000913 in Elethesda.MD.Pp 1-262. Supporting documentation end 
4 Advisory Committee on Nuclear Waste 80/09/13 264pp 46066193 46887,123, 

0BO921O199 Lists comments re development of proposed policy statement on exemp 
tlons from regulatory control from practices whose public health & safety Impacts are 
below regulatory concorn, 

MOELLER, D.W. Advisory Committee on Nuclear Waste. OB/09/15. ZECH.L.W Com 
mlBslonore. 6pp. 4691 1 006 46911 091 

8809220181 Recommends NRC bring study of high density polyethylene high integrity 
containers to ctosurojjer 680913*14 meeting Low corrosion rale could result In con- 
tainer that satisfies NRC crdorla 

MOELLER.D.W, Advisory Committee on Nuclear Waste. 08/09/16 ZECH.LW Com- 
missioners. 2pp, 46926,138 46928 139 


COMMISSION NRC COMMISSIONERS 

8B08260157 Responds to 880620 Hr expressing concerns re restart of 
facility Emergency plans In place that Include measures for evacuation of plume expo- 
sure pathway EPZ. 

ZECH.LW. Commissioners, 00/06/ tQ, DWIGHT.G.E Schuate, MA 4pp 46669-242* 

46669.254. 

—6808260156 Expresses concerns re reopening facility Evacuation plan not In place & 
leukemia study results should be in hand before restart, 

DWIGHT.G.E, Scituate, MA, 80/06/29 ZECH.LW Commissioners Ip 46669,254- 

46669.254. 

880B260346 Forwards quarterly rept for second quarter of CY88,per H R 97*850, 
ROGERS.K.C. Commissioners 8B/08/23. BEVILL.T. House of Rep , Appropriations. 
11pp. 40929:339-46929.349 

8808290Q41 Weakly Info rapt for wk ending 800819 
HOYLE.J.C, Ofo of the Executive Director for Operations 88/08/24, 30pp 46784-345- 
46785.017. 

8808290286 Ack receipt of 880727 Mr re trip to FRG In Sept &. meetings w/Ministor 
Topfer & other German officials, 

ZECH.L.W. Commissioners 88/08/18, HOHLE FELDER Germany, Federal Republic 
Of. Ip, 46680 01 1-46668,013, 

— 880B290290 Replies to Aggerwall 680721 Itr re participation In "Symposium on Nucle- 
ar Power Plant Aging, 1 ’ Sends regrets, 

4 Germany, Federal Republlo of. 66/07/27- ZECH.L W Commissioners 2pp. 
46668.01 2-46660-013, 

8B08290342 Forwards NRC 860619 Announcement 89 re fitness for-duty policy & 
SECY-80-1 29,per 800729 request Enel clarifies Importance that Commission places on 
fitness-for duty programs for nuclear power plants W/o SECY-88 -129 
ZECH.LW. Commissioners. 88/06/18 MARKEY,EJ House of Rep. 3pp. 46668 001- 
46668 OOS 

*-8808290348 Discusses Commission inaction on Issuance of regulations establishing fit* 
ness for duty requirements at nuclear power plants Failure by Commission to act & 
put into place programs places public health & safety at unnecessary risk 
MARKEY.E.J House of Rep, 80/07/29. ZECH.L.W. Commissioners. 2pp. 46668 004- 
46668 006 


3009090070 Transcript of ACRS Ad Hoc Subcommittee on Pilgrim Restart 880826 
meeting In Plymouth, M A, Pp 1-232, Related documentation end, 

4 ACRS - Advisory Committee on Reactor Safeguards 88/08/26 307pp, 46768.059- 
46789.004. 

8809090071 Transcript of ACRS Subcommittee on Safety Philosophy Technology & Cri- 
teria 880901 meeting In Bethesda,MO Pp 1-199, Related documentation end 
* ACRS - Advisory Committee on Reactor Safeguards. 06/09/01. 211pp. 46763:104- 
46763.314, 


0808300076 Forwards answers to recipient 8711 19 Hr re operation of plant during 1 982* 
83.NRC satisfied w/ op oration 

ZECH.LW. Commissioners 80/02/17, SHARP, P.R. House of Rep., Energy & Com- 
merce, 11 pp 40703:243-46703-267. 

-8808300065 Advises that end list of clients willing to cooperate w/NRC ro investiga- 
tion of plant, 

MILLER, J.H, Balch, Bingham, Baker, Hawthorne, Williams & Ward 60/05/06 
BURCH, R.H. Region 2, Oto of the Director 4pp 46703:264-46703.257. 
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-0608300086 Suppls 660505 Hr re proposal of terms a conditions for employee inter- 
views at plant tor NRC investigation ol allegations. 

MILIEFUH Batch, Bingham, Baker, Hawthorne, Williams & Ward 66/07/10 
ZECHJ-W., ASSELSTINfc,J.K„ BERNTHAL.F M Commissioners 3pp 4&703 258- 
46703 260. 

-8808300090 Submits position on proposed terms 6 conditions re investigative inter- 
views at plant, per 860505 & 07 1 0 ltrs 

HAYES, 0 Office of Investigations 86/08/08 MILLER, J H Balch, Bingham, Baker, 
Hawthorne, Williams & Ward 4pp 45703,201-46703 264 

-8808300095 Discusses allegations re licensee operation of plant w/ damaged fue> in 
1082-03 

SHARPER House of Rep. Energy & Commerce 87/11/19 ZECH.LW Commission 
ers 3pp. 46703 265 46703 267, 

8008300089 Responds affirmatively to 860720 request for reimbursable detail of JA Ax 
elrad to Monitored Retrievable Storage Review Commission to serve as Commission 
executive director & general counsel for 18 months 

ZECH.LW, Commissioners 80/08/17. HADIN,A Monitored Retrievable Storage 
Review Commission Ip 46696 307-46698 30S 

-8008300094 Requests to detail JA Axelrad to Monitored Retrievable Storage Review 
Commission to serve as Commission executive director & general counsel for 18 
months 

RADIN.A Monitored Removable Storage Review Commission 86/07/20 ZECH.LW. 
Commissioners Ip, 46090 300 46698 300 

8808300142 Expresses NRC full support for plan for federal response to catastrophic 
earthquake & appreciation for opportunity to participate in catastrophic disaster re- 
sponse group meeting, per 680801 llr, 

ZECH.LW Commissioners 68/00/18, BECTON.JW. Federal Emergency Manage 
meat Agency. Ip 46691,348 46091 350 

-0808300145 Requests confirmation that EL Jordan appropriate official for extending in 
vital! on to participate in workshop scheduled In lata Sept or early Oct 190B ro cata- 
strophic disaster response group 

BECTON.JW Federal Emergency Management Agency BO/OB/OI. ZECH.LW Com 
missioned, 2pp 46691 349 46691 '350 

6000300146 Discusses State of VT continued participation In NRC State Liaison Pro 
gram, 

2ECH.LW. Com mission era B8/0B/18 KUNIN.MM Vermont, State of Ip 46697 204- 
46697 206 

-8008300150 Discusses State of NJ continued participation in NRC Slate Liaison Pro 
gram 

ZECH.LW. Commissioners, 68/08/18 KEAN.TH, New Jersey, State of Ip 
46897 ,205 -46697 '205 

-0000300153 Discusses State of MD conllnued participation In NRC State Liaison Pro- 
gram, 

ZECH.LW. Commissioners. 88/00/18. SCHAEFER, WD Maryland, Slate of, Ip, 
46697.206-46697.206 

B8D9010329 Summary of CHQR Meeting 141 on 880714 re proposed generic Itr, "In- 
{slrument Air Supply Problems Affecting Safety Related Equipment” & proposed draft 
rule to require college degress lor senior read or operators, 

JORDAN.E.L. Committee to Review Generic Requirements 8B/08/15, STELLO.V. Ofc 
of Ihe Executive Director for Operations 7pp. 46885 00 1*4 6805-0 61 

-8809169131 Comments on advance notice of proposed rulemaking re degree require- 
ments for senior operators.per SECY-87- 101 Aulhor regrets that ACRS not in agree- 
ment w/Commissfon concerning method to be used to achieve Commission goals, 
ZECH.LW. Commissioners COMTfl B7-3. 87/08/28 R03ERTS., BERNTHAL, CARR 
Commissioners. Ip 46385 053*46865,933. 

-8009160137 Comments on advanced notice of proposed rulemaking re degree require- 
ments for senior operators Aulhor agrees w/Carr that Commission goals should ba 
Identified In proposed rule 

©ERNTHAL.F.M Commissioners COMTR 87-3 87/09/01 CHILK.S, Office of the 
Secretary of Ihe Commission 28pp. 46865 034-48885.081 

8899020137 Weekly Info rept tor wk ending 680825, 

HOYLE, J C Ofc of the Executive Director for Operations 88/08/30. 31pp. 4675t 179* 
46751*209, 


••0009090128 Forwards for review, revised order, Changes based on suggestions made 
by Roberts & Berntha! W/o end 

PALLAD1NO.N J Commissioners 03/11/07 GILINSKY Commission in 
46769 322-46769 322 K 

-0009090131 Commenis on 10CFR55 25 re administration of operating test Pncrc&irr 
tial criticality, per NRC brief in plant case 

PALLADINO.N J Commissioners 84/11/02 BRIGGS, WH Solicitor, 2pp 46784323- 
46769 J24. 

-6009090135 Approves SECY-81-115A re prehearing conference order.as modified by 
attachod page W/o encl 

AHEARNt.J Commissioners. 81/03/09 HENDRIE Commissioners Ip. 40769 325- 
46769 325 

-8009090139 Forwards draft of dissenting views re notice of violation, W/o encl 
AHEARNE.J Commissioners 02/02/08 PALLADI NO Commissioners, Ip. 487893,20- 
46769 326 

0009090117 Final response to FOlA request Forwards App A document App 0 docu- 
ments withheld (ref FOlA Exemption 5) 

GRIMSLEY.D H NRC • No Detailed Affiliation Given 00/08/18 FELTON.JM Nuctear 
Lie onsfng Reports 4pp 4677/011-46777 017. 

B809 160177 Final response to FOlA request for documents App A records released App 
B document available in PDR Forwards App C documents Documents afso available In 
PDR App D documents withheld fret FOlA Exemptions 2 & 5) 

GRIMSLEY.D.H NRC - No Detailed Affiliation Given 88/08/30 FELTON, JM Nuclear 
Licensing Reports 8pp, 46832 078 46833 140 

-8009160180 Foiwards series of questions re subcommittee exam of Com mission ac- 
tivities & relationship w/util licensees 

BREAUX, JB Senate, Environment & Public Works. 86/01/27 ZECH.LW. Comrml 
sioners 50pp 46832 006 46832 135, 

-8009160211 Forwards remaining answers to 880127 quosllons re Ofc of 
Investigations, training & qualification of nuclear power plant person nol.NRC proposed 
policy statement on malnt & NRC policy statement on enforcement 
ZECH.LW. Commissioners 08/03/01 BREAUX, J Senate, Environment * Ptiltfc 
Works. 16pp. 46032,216 46032-231 

-8800160291 Responds to 800121 llr re several questions from, colleagues on Commit 
toe on Environ & Public Works Resolution 395 will not occur uniil Commission devsl 
oped permanent organizational plan for integrating investigative functions, 

ZECH.L.W Commissioners 88/01/29. STAFFORD.R T , DURDICK.0N, 
SIMPSON, A, K Senate, Environment & Public Works Opp. 46033.OC8 46833 076 

-8809160300 Responds to 000121 Itr Irom several congressmen expressing nosorva 
tions re Commission announcement on future status of NRC Ofc ol Investigate 
ZECH.L.W Commissioners 08/01/29. SHARP, PR„ DINGELL.J House of Rop. 
Energy & Commerce UDALL.M K House of Rep, Interior & Insular Alfflw flpp 
46833,076 46833004 

-0809160305 Responds to 850117 request for legislative history on Congressional coT 
ing of 38 positions tor Ofc of Investigations .Com miss Ions FY82 budget did nol Include 
separate category for Investigations. 

KAMMERER.C. Office of Congressional Affairs (pro 870413) 80/01/24 

ASSELSTINE.J K, Commissioners 5pp 46032 359*46833 009 

-8809160307 Advises that effective 880201, Ofc of Investigations will ropt to DoputyDi- 
rector for Regional Operations.Withln 60 days Commission Intends to dovolop permj 
nent organizational plan for Integrating Investigative functions 
ZECH.LW, Commissioners 80/01/21 STELLO.V, Ofc of the Executive Director foe 
OparaWona 16pp, 46633.065 46633 094 

-8609160313 Advises that listed Commissioners approved proposed SRM 4 ltrs to 
Congress, Commissioner Roberts noted that key consideration In step two, "to assure 
more efficient & cost* effective utilization of alafl resources/* is reassignment 
CHILK.S J Office of the Secretary of the Commission 88/01/20 ZECH Common- 
ers 2pp, 46833,095-46833,096 

-•8009160310 Advises of proposal to respond to Conference Committee Ropl direction 
that functions of Ofc of Investigations be consolidated under EDO by two step en- 
croach that will carry out directive 

ZECH.L.W. Commissioners, COMLZ-88 2 88/01/19. ROBERTS,, BERNTHAL, CARR 
Commissioners 10pp. 46833.007-46833,106, 


8609090044 Partial response to FOJA request lor documents Forwards App C 
document Oocuments available in PDR 

GRIMSLEY.D.H Office of Administration & Resources Management, Director (Post 
870413). 88/OB/1 5. WEISSMAN.S Cat ifornla, State or 2pp 46769:005-46769,006. 

-8202120089 Beard Notification 82*04 forwarding info re pressurized thermal shock 
EISENHUT.DG Division of Licensing (B00428-851124) 82/01/2 0. PALLAOINO.N, 
Commissioners, 2pp, 46769 007-46760.019, 

8009090006 Weekly Info rept for wk ending 680902. 

HOYLE, J C. Ofc of the Executive Dimeter for Operations. 88/09/07. 31pp. 46B0 1:082. 
46801:112 

8809090111 Responds to 880505 appeal ol denial of documents 8 portions of docu 
ments identified on encl Apps E & F In 80D425 response to FOlA 87-444 Documents 
or portions of documents continue to be withheld (ref FOlA Exemption 51, 

CHILK.S J. Office of the Secretary of the Commission. 88/08/12. HAMLIN, J.B. Shaw, 
Pittman, Polte & Trowbridge. 11pp. 46769.300-46769 326, 

—B0O9O9O1 19 Requests that Committee review disagreement between NRC & NRC In- 
spector I Yin over technical issues arising from licensee design control measures for 
small & large bore piping ays & advise Commission on resolution. 

PALLADJNO.NJ Commissioners 84/04/04 EBERSOLE.JC. ACRS - Advisory Com- 
mittee on Reactor Safeguards Ip, 46769 314-46769 314 


-0809160320 Advises of briefing for House Subcommittee on Energy & Power on 
880331 re new reporting arrangements. 

BRADBURNE.J, Congressional Affairs 88/03/29. ZECH, ROBERTS. BERNTHAL 
Commissioners, Ip 46B33 137-46833'138. 

-0609160325 Advises that encl Itr sent to Chairman Whitten & Stennis outlining me« 
ures taken by Commission to implement conferees directive to consolidate invesUga ► 
live activities under mgt of EDO 

ZECH,L W. Commissioners 88/01/21, BEVILL.T. House or Rop„ Appropriations 2pp 
48833,139 46833,139, 

-8009160328 Informs of action taken by Commission In response to directive in confer 
ence committee rept on HJ Res 395 re organizational structure of NRC 
ZECH.LW. Commissioners. 88/01/21 STENNIS.JC, WHITTEN.J.L. Senate. Appro- 
priations 2pp, 46833 140 46033,141. 

-0BO916O33O Informs that Commission has decided that .effective 880201, Ofc of Inves- 
tigations will rept to Deputy Executive Director for Regional Operations. 

ZECH.L.W Commissioners 88/01/21 BREAUX, J B Senate. Ip 46833 H2* 

46833.142 

-8809160331 Informs of serious concerns re directive & apprises of Interests & inten- 
tions re structure of NRC investigative functions 

STAFFORD, R T., BURDICK, Q.N., SIMPSON.AK Senate, Environment 8 PuN* 
Works. 80/01/21. ZECH.LW Commissioners 6pp 46033.143 46833:147. 


-8809090123 Requests comments on listed Issues prior to Commission action on full 
power license for plant 

PALLAOJNO.N.J Commissioners, 04/04/13, EBERSOLE.JC. ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip, 46769 315-46769.321. 


-88091 900 IQ Discusses language appearing on statement of managers accompany^ 
HJ Res 395 re continuing resolution for FY88. 

UDALL.M, DINGELL.J. House of Rep, Interior & Insular Affairs. GEJDEN-SON.S. 
House of Rep. 88/01/21. ZECH.L W. Commissioners 2pp, 46833,107-46633 106 



NONDOCKETED ITEMS 229 


-8B091 90014 Forwards answers to detailed questions re Commission decision to direct 
Ofc of Investigation ns to ropt to Commission through Executive Diroclor (or Oper- 
ations rather than directly 

AECHLW Commissioners 09/02/26 GLENN.J , ROTH.W V Senate, Governmental 
Affairs 7pp 46933 109 46693,115 

-8609190017 Requests participation in establishing Ofc of Investigations (Ol) Organiza- 
tional Review Group to prepare recommended organization^ approval by 
Commission.lntegrating functions of 01 within EDO, 

ZECH.LW Commissioners 89/02/02 THOMPSON, H Office of Nuclear Material 
Safety & Sateguards.Director BIRD.P NRC - No Detailed Affiliation Given 
FITZGERALD, J Office of the General Counsel Ip 46033 116 46833 116 

— 8009190039 Requests suspension of actions until Senate had time to fully consider 
is sue s Jr eluding S 008, 

GLENN.J H , ROTH.W V Senate. Governmental Affairs 89/01/29. 2ECH.LW Com 
missioners 13pp. 46833' 1 17-46833 129 

-8009190360 Advises that author sent end llr to Chairmans Whitten & Stennis outlining 
measures which Commission taking to implement conferees directive to consolidate 
Investigative activities under mgt of EDO. 

ZECH.LW Commissioners. B8/01/21 JOHNSTON, J B, Senate, Appropriations Ip 
46633 148 46833.149 

6809190155 Weekly info rept for wk ending 890909 
KOYLE.JC Ofc of the Executive Director for Operations 88/00/14 33pp. 46097,300- 
46897,341. 

6809210080 Forwards NRC responses to 980525 questions ro TVA nuclear program. 
ZECH.LW Commissioners 98/06/21 OINGELL.JD. House of Rep, Energy & Com- 
merce 21pp. 46929 205-46929-235 

-6609210093 Requests addl info on listed issues re TVA nuclear program compliance 
w/NRC regulations 

DINGELL.J D House of Rep,, Energy & Commerce, 09/05/25. LANDO.W Z Commis 
sioners 3pp 46929'227-46029 220. 

-6809210132 Summary of GB0414 meeting w/HSBIt representatives to discuss upcom 
Inn NRC enforcement conference on l&H, 

DOMER.J A NRC - No Detailed Affiliation Given, 90/04/19 NRC - No Dotallod Alfil! 
ation Given 5pp, 46929 230-46929 235 

8009219097 Forwards Joint US-Sovlct press release discussing Aug 1998 visit to Soviet 
Union & protocol of first mooting of Joint Coordinating Committee for Civilian Nuclear 
Reactor Safety 

ZECH.LW. Commissioners 00/09/07. BREAUX, J B Senate, Environment & Public 
Works SHARP, P R. House of Rep , Energy & Commerce. JOHNSTON.J B House of 
Rep , Appropriations 47pp 46929.292-46929 330 

8B09219119 Submits names of KE Perklns.TE Murley & N Zubor as nominoos for Excal- 
ibur Award.per 880728 tolcon 

ROGERS.K.C. Commissioners. 68/08/26 MORELIA, C, A Houso of Rep, Ip 
46920 269-46920'209. 


8809230207 Nominates GA Arlotto & TE Murley for distinguished execulrve sve award & 
S Richardson for executive achievement award 

ZECH.LW Commissioners 08/09/12 BONOSARO.CA Senior Executives Associa- 
tion/Professlonal Development Loaguo llpp 46951.001-46951 017 


--8B09230208 Invltos nominations for exocutive achievement award & distinguished ex- 
ecutive avc award Nominations due by 980915 

BONOSARO.CA Senior Executives Assoclalion/Professionat Development League 
89/09/12 ZECH.LW Commissioners Ip 46951 012 46951 012 


— BB0923Q210 Invites nominations lor executive achievement award & distinguished ex- 
ecutive sve award Nominations due by 880915, 

BONOSARO.CA Senior Executives Association/Professional Development League 
80/09/12. NRC • No Detailed Affiliation Given 5pp 46951 013 46951 017. 


8B09230211 Provides partial response to 880802 request for assessment ot documents 
ro adequacy of IAEA satoguards procedures to detect loss or diversion of significant 
quantities ol nuclear matt 

ZECH.L W. Commissioners 08/09/16 GLENN.J. Senate, Governmental Affairs 2pp 
46925 309 46925,330. 


■0809230212 Discusses measurement of uncertainties at large-scale (800 tons per yr) 
nuclear fuel reprocessing plants NRC estimated that uncertainties could be as high as 
between 290 300 kg of plutonium per yr at facility 

GLENN.J Senate. Governmental Affairs 60/09/02 ZECH.L.W. Commissioners 20pp 
46925 311*46925 330 


8B0930D079 Forwards documents to be placed Into Nuclear Documents Sys. Advanced 
copy of documont9 forwarded to PDR on 80091 3 under FOIA 04 61. 

URBAN.P.A, Assistant General Counsel for Adjudications & Opinions 89/09/16 
COLLINS, M NRC - No Detailed Affiliation Given Ip. 4 6990’ 24 1*4699 1,070. 

-88093000-92 Submits position on Commission action on recipient conduct in Applegate 
FOIA matter Author voted w/Commlasion majority to euppart Chairman 030629 Ur 
AHEARNE Commissioners 83/06/30 CUMMINGS, J Office of Inspector & Auditor 
4pp. 46900.256-46990.259, 


-8609300095 Discusses 030029 memo of admonition re Applegate FOIA motter.Due to 
contradictory ropts, copies el tapes & transcripts ol all Commission meetings wherein 
sub] discussed requested. 

CUMMINGS, JJ Office of Inspector & Auditor, 83/07/05. PALLADINO Commission- 
era. Ip. 40900 260 46090,260. 

*0009300096 Assures Chairman & other commissioners that notwithstanding differing 
opinions ro Applegate FOIA matter.aulhor will continue to provide Commission w/of- 
forts in directing activities of Ofc of Inspector & Auditor, 

CUMMINGS, JJ, Ofllco of Inspector & Auditor 83/07/16, PALLADINO Commission 
ora ip 46000 261-46090 201, 


8009210122 Forwards Vol 11, Number 1 to NUREG 0900, "Ropt to Congress on AOs.” 
for First Quarter 1088.W/O end, 

ROGERS.K.C. Commissioners. 00/09/23, WRIGHT, J House of Rep, Speaker of the 
Houso BUSH.G.H. Senate, President of the Senflto. 2pp 46920 287-46020 200 

8909210199 Lists comments re development of proposed policy statement on exemp 
Lons from regulatory control from practices whose public health & safety impacts are 
below regulatory concern 

MOELLER.D.W, Advisory CommIUeo on Nuclear Waste. BG/09/15 ZECH.L.W, Com- 
missioners. 6pp 4691 1 '086-4691 1 .091 . 

8009220028 Advises that prior commitments preclude author attendance at BC0909 
mooting to hoar JN Barkenbus discuss proposal for US-Soviet cooperation In const & 
testing of new generation ot nuclear reactors 

ZECH.L H. Commissioners, 80/09/02 SERFATY.S. Johns Hopkins Univ„ Baltimore. 
MD. \p 4691B 189 46918*190 

—8609220128 Extends invitation to attend CB0909 meeting at Foreign Policy Inst to hoar 
JN Barkenbus discuss proposal for US- Soviet cooperation In const & testing ol new 
generation of nuclear reactors, 

SERFATY.S Johns Hopkins Unlv„ Baltimore, MD. 8D/0B/16 ZECH.L Commission 
ors Ip 46910:190-46918:180 

6809230176 Responds to 990513 Hr re concerns about potential genorlc implications ol 
MQU negotiated (or Church Rock.NM mill tailings site MOU should not bo delayed 
ZECH.L.W Commissioners, 89/08/04. SIMPSON.A K. Senate, Environment & Public 
Works 20pp. 46943.262 46943:290. 

—6809230181 Discusses Commission consideration In entering into MOU w/ 
EPA, selling forth approach to apply In Comprehensive Environ Response Compensa- 
tion & Liability Act of 1980 

SIMPSON.A K Senate, Environment & Public Works. 88/05/13. ZECH.L.W, Commis- 
sioners 3pp. 46943 288-4 6943'290 

88092301 B8 Comments on draft 1988 Mlssjon Plan amend.per 880629 request.Plan 
should specifically ack DOE commitment to develop complete high quality license ap 
plication 

ZECH.L.W. Commissioners. 88/09/16 HERRINGTON, J S. Energy, Dept. of. 7pp. 
46943.014-46943 020 

8609230190 Invites State of NE continued participation In NRC state liaison officer 
program .Understands that M Monabb.most recent state liaison officer from policy re- 
search & energy ofc, vacated position. 

ZECH.L.W. Commissioners 88/09/16. ORR.K.A Nebraska, State of. Ip, 46943 291- 
46943 20 1. 

6609230196 Responds to comments & questions re regulatory trends In US & Republic 
ot Korea. C-E will pursue design certification & will revise Sys 80 aid design to meet 
requirements of NRC severe accident & standardization policy statements 
ZECH.LW- Commissioners, 88/09/12. SHIK K1M.J. Korea, Republic of (South Korea) 
2pp 46943.008*46943:013. 

-6809230199 Submits questions from South Korean engineers re value of design certifi- 
cation program for C-E Sys 80 & Sys 80 plus designs 

SHIK KIM.J Korea, Republic of (South Korea) 88/09/12, ZECH.L.W. Commissioners. 
4pp 46943 010-46943.013. 


-BBO93Q0Q&9 Requests that copies ot (apes a/or transcripts of Commission discus 
slons on Applegate FOIA matior & any documental ion re subj be provided Reasons 
for requesting documentation listed, 

CUMMINGS, JJ Office of Inspector & Auditor. 03/12/20, PALLADINO Commission- 
erg, 2pp. 46990 262-46090 263. 

-8809300102 Partially deleted memo re 021103 05 trove) from Columbus, OH to 
Washington, DC,821 103 09 travel from ClncinnalLOH to Washington, DC & NRC han 
dllng ot expenses incurred In connection w/travel, 

CUMMINGS.J J Office of Inspector & Auditor 83/08/28 PALLADINO Commission 
ors Ip 46090-2C4-46990.264 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8809010339 Notification of contract oxoculion.Mod 7, to “Newspaper Clipping Svcs” 
Con tractor Press Intelllgencejnc. 

HUGHES, A. Contract Administrate Branch. NRC 10 06-211. 08/08/12 
PHILLIPS, J D , REDMOND, J, NRC - No Detailed Affiliation Given, tp. 40741:339 
46741 341 

—6809010343 Mod 7,deobl!qallng excess funds while closeout procoss continues, to 
"Newspaper Clipping Svcs M 

JONES, J,M, Press Intelligence, Inc EDGEWORTH.P J Division of Contracts & Proper* 
Management (Post 800515) NRC-10-86-21 1 8S/08/12. 2pp. 46741 340* 

88090602BS Notification of contract execullon.Mod 3,to ‘Technical Assistance In Devel- 
oping & Implementing Programs & Procedures for Reactors Requiring Special Insp 
Resources Con tractor Ebasco Svcs, Inc. 

HAGEY.K Contract Administration Branch FIN D-17B1 NRC-03 87-119. 08/03/10. 
BAJWA.S S Policy Development & Technical Support Branch (Post 870411) 
PULSIPHER, K. NRC - No Detailed Affiliation Given. Ip. 46760‘102-4676e'185. 

-6809060295 Mod 3, revising Indirect rates & changing name & mailing address of 
project officer, to "Technical Assistance In Developing & Implementing Programs &. 
Procedures for Reactors Requiring Special Insp Resource*?.” 

COSTELLO, J J. Ebasco Services. Inc, (subs of Enaerch CorpJ, EDGEWORTH.P.J. Di- 
vision of Contracts & Property Management (Post 8B0515). FIN D-1701 NRC-03-B7- 
119 88/08/19 3pp 46758 , 183-4676§,1B5. 

8809060330 Notification of contract execution, Mod 32,to “Technical Assistance for Fa- 
cilities Requiring Special Assistance." Coni rac tor. Parameter, Inc. 

MEEHAN, B Contract Administration Branch FIN D-2101 NRC-05-B6 166. 88/08/17. 
GRIMES ,0,1, Ofc of Special Projects CORLEY.DJ. NRC - No Detailed Affiliation 
Given Ip. 46764-001-46784 003. 

—8809060350 Mod 32, providing Incremental funding to, "Technical Assistance for Facili- 
ties Requiring Special Assistance M 

* Parameter, Inc. EDGEWORTH.P. Division of Contracts & Property Management 
(Post BB0515). FIN D-2101. NRC 05 86-156. 00/08/17 2pp. 46764:002-46764,003. 



230 NONDOCKETED ITEMS 


8809060406 Notification ol contract execution, Mod 4, to "Text Processing Svcs 1 

^LOSJ^DiviSKin ofContracls & Property Management (Post e ?, 05 1 menl Di ric 
174 68/09/08 PHILLIPS, J Office of Administration & Resources Mana 9 en J^ t iPndR 
lor (Post 670413) JOHANSEN.J NRG * No Detailed Affiliation Grven ip 46755 046 
46755 049 

BRtGG^H 7 keyboard 'communicaSons, ?nc ^ G 1 't^' T ^., n D B % s i 0, ' 3 0 !. C 46755 047 

Property Management (Post 880515) NRC-10 87-174 88/08/08 3pp 46755 7- 

46755 049 

8809070041 Notification of contract execution.Mod 8,to "Tecbmcaf Si upport Svcs tor 
Data Telecommunication Equipment " Contractor SBA Subcontractor Pailen-Johnson 

DORSEy! M Contract Administration Branch FIN B-1869 NflOIMS 263 88/08/ 19, 
EYSYMONTT.G P , BROWNELL, B NRC - No Detailed Affiliation Given Ip 
46784.074*46784 075, 

-8809070052 Mod 6, providing incremental funding, to “Technical Support Svcs for Dala 

**Sma n 1 Bus^n^ss AdmmfsUatio n 1 Pailen Johnson Associates, Inc HAGANJ.F. Dm* 
Sion Of Contracts & Property Management (Post 880515) FIN B-1869 NRG-10 85- 
263 86/08/19 Ip 46784 075-46784 075 

8809070008 Notification of contract execution.Mod 19,to “Automated Data Processing 
Sys Mamt " Contractor SBA Subcontractor Technassociatesjnc 
KNOX.E Contract Administration Branch FIN D-1391 NRC-33-80-266 80/08/1 5 
EYSYMONTT.G P , KOZOSKY.S NRC - No Detailed Affiliation Given Ip 46784 076 
46784 078 

-8809070093 Mod 1 9, increasing contract ceiling & providing incremental funding, to 
"Automated Data Processing Sys Mafnl " ^ 

* Small Business Administration * Technassoaales, Inc EDGEWORTHS J Division 
of Contracts & Property Management (Post 080515) FIN D-1391. NRC 33 66 266 
88/00/15 2pp 46784 077*46784 078, 

8809070160 Notification of contract execution.Mod 3, to "Purchase of Electronic Tele 
phone Instruments “ Contractor Tele Com Products.lnc 

VELEZ, P, ConUact Administration Branch FIN D-1B03. NRC-39 88-177. 00/06/11 
EYSYMONTT.G Division of Computer & Telecommunications Services (Post 870413) 
WOODALL, K NRC * No Detailed Affiliation Given Ip 46783 194*46763 196 

-8809070166 Mod a.raising contract ceiling & obligated funds.lo “Purchase of Electron- 
ic Telephone Instruments " _ . 

DEALMEIDA.T Tele-Corn Products, Inc EDGEWORTH, PJ Division of Contracts & 

» Management (Post 880515) FIN D-1883 NRC-39 88-1 77, 80/00/11 2pp 
55-46763 198 

8809070168 Notification of contract executions "Provide V22 bfs/ Modems" 
Contractor Video & Telecommunications, Inc 

SMITH, PA Contract Negotiation Branch-2 FIN D-18B3 NRC-39 88-179. 88/00/31 
EYSYMONTT.G Division of Computer & Telecommunications Services (Post 870413), 
BROWNELL, B NRC - No Detailed Affiliation Given Ip 46790,227-46790 270 

-8809070176 Contract. "Provide V.22 bls/Modems," awarded to Video 4 
T ©(©communications, Inc 

BIANCHETTA.PJ Video Telecommunications, Inc SMITH, PA Division of Contracts & 

M Management (Post 880515) FIN 0-1863. NRC-39 88-179 88/08/31, 43pp 
28 46790 270 

8809070450 Notification or contract execution.Mod 2, to "Equipment in Support of Video 
Telcon Pilot Program " ConlraclorConcept Communications, Inc 
FLYNN, MJ Contract Negotiation Brancb-1 FIN 8-8155 NRC-39 88-180. 8&/0&/31, 
AMENTA, J Deputy Director for Administration (Post 870413) KIRK.I. NRC - No De- 
tailed Affiliation Given. Ip 46776 221-46776 2 23 

-8809070457 Mod 2,deobl mating funds due to pnce reduction for audloplex boarda.to 
"Equipment in Support of Video Telcon Pilot Program " 

HAYNES.L S Concept Communications, Inc WIGGINS, EJ Division of Contracts 
(870413 8B05H) FIN B-B155, NRC-39 8B-190, 88/06/31. 2pp, 46776 222-46776-223 

8809070539 Notification of contract execution.Mod 9,to "‘Lease of Telecommunication 
Equipment 11 Contractor AT&T Info Sys 

FLYNN, MJ. Contract Negotiation Branch-1. NRC-3 3 87-238, 8 8 /0B/30, 

EYSYMONTT.G. Division of Computer 4 Telecommunications Services (Post 870413). 
WOOD ALL, K NRC - No Detailed Affiliation Given Ip 40783,159 46783-161. 

-6809070543 Mod 9,deobligating funds for Region II locations “Lease of Telecom- 
munication Equipment/' 

LUETTERS.RH AT&T Information Systems WIGGINS, EJ. Division of Contracts & 
Property Management (Post 080515) NRC-33-87-23B, 88/08/30, 2pp. 46783-160- 
46783 161, 

8609130128 Notification of contract execution, Mod 3 p to "Relocation Svcs for NRC Em- 
ployees " Contractor Howard Relocation Group 

HUGHES, A Contract Administration Branch NRC- 10-87-352, 68/08/22. 

MCOONALD.W G. Office of Administration & Resources Management, Director (Post 
870413} SCHEMM.P, NRC - No Detailed Affiliation Given, Ip, 46027 033*46027 035, 

-6809130281 Mod S.doobltaaljng excess runds white closeout process continues.to 
“Relocation Svc for NRC Employees " 

’ Howard Relocation Group HAGANJ.F, Division of Contracts & Property Manage- 
ment (Post 080515), NRC- 10-87-352, 80/08/22, 2pp, 46827 034-46827 035 

6809130240 Notification of contract execution.Mod 8, to “Earthquake Potential & Max 
Credible Earthquake for Diablo Canyon Power Plant" Contractor, Unlv of Nevada- 
Reno.Mackay School of Mines 

BELL.S Contract Administration Branch FIN D-1325. NRC-03-0 5-059, 80/08/29 
BAJWA.SS. Office of Nuclear Reactor Regulation, Director (Post 870411) 
POSLUSNY.C, NRC - No Detailed Affiliation Given. Ip. 46833 231-46833-234 1 


-8809130265 Mod 0, providing funding for within scope changes & extends period Af 
performance of contract to, "Earthquake Potential & Max Credible EarthqS* b 

RONALD, A Nevada, Umv of, Reno, NV HAGAN.T F Division of Contracts & pr<vw 
ty Management (Post 800515) FIN D-1235 NRC 03 05 059 80/00/29 
46833 232 46833 234 w 


60Q913O36O Notification of contract execution.Mod 23, to Fuel Cycle Licensing 
ance " Contractor Science Applications Inll Corp 

MEEHAN, B Contract Administration Branch NRC-02-87-004 88/09/09 

FUNCHES.J L Office of Nuclear Material Safety & Safeguards, Director LOYSENP 
NRC - No Detailed Affiliation Given Ip 46020 274 46028 276 

-8809140030 Mod 23,revJsmg G&A base shown In Mod 21,lo “Fuel Cucle Licensing As- 
slslance " Contractor Science Applications Inti Corp 

RODEHAU.T J. Science Applications International Corp (formerly Science Applies 
lions, Inc ) EDGEWORTH, P J Division of Contracts & Property Management (Post 
800515). NRC-02-87-004. 80/09/08 2pp. 46820.275 46820 270 

8809140123 Notification of contract execution.Mod 5, to “Translation Svcs" 
Contractor SC ITR AN „ ^ ^ 

HUGHES, A Contract Administration Branch. NRC- 10 66-235. 88/00/15 

PHILLIPS, J.H. Office of Administration & Resources Management, Director (Post 
870413), LARKINS.P, NRC • No Detailed Affiliation Given Ip 4683 7 007 46837003 

-8809140132 Mod 5,decreasing contract celling amount & amount obligated, to "Trans- 
lation Svcs" 

FEITfS,M. SCITRAN HAGAN.T F Division of Contracts & Property Management (Post 
890515) NRC-10 06-235, 88/00/16 Ip 46037 000 46937 000 

6809200388 Notification of contract execution.Mod 21, to "Document 

Registration, Announcement, Marketing & Purchases." Contractor Dept of 

Commerco.Natl Technical Into Svcs 

DORSEY, M Contract Administration Branch FIN D-1860, NRC-10 75-106 88/09/16 
MASON.E.B Policy & Program Management Staff (Post 070413) SCOTT, S NRC -No 
Detailed Affiliation Given. Ip 46916-230-46910 239. 

-6809200371 Mod 21, Increasing funds to "Document Registration, 
Announcement.Marketlng & Purchases " 

* Commerce, Dept ol HAGAN.T F Division of Contracts & Property Management 
(Posl 880515) FIND 1060 NRC-10 75-106, 00/09/16 Ip. 46916 239-46916 239 

8809200378 Notification of contract execution.Mod 0 to "Facility Sys Analysis Support" 
ContractorScience Applications Inll, Corp. 

MEEHAN, B Contract Administration Branch WEST.K S NRC - No Detailed Affiliation 
Given, FIN D-1011. NRC-02-05 007 60/09/16. WEST.K S NRC - No Detailed m 
atlon Given Ip, 4691 V1 10 4691M20. 

-8809200380 Mod 8, providing Incremental funding, to "Facility Sys Analysis Support" 

* Science Applications International Corp, (formerly Science Applications, Inc) 
FOGEWORTH.PJ, Division of Contracts & Property Management (Post 8B0515) RN 
0-1011, NRC-02 85 007. 88/09/16 Ip 46911.120-46911.120 

8809210117 Notification of contracl execution.Mod 3,tO "Local Telephone Svc for 
Region I," Contrector.Bell Telephone ot Pennsylvania. 

DORSEY, M. Contracl Administration Branch FIN C-1009 NRC-28-00 287 88/09/15 
GODY.A Region 1, Ofc of the Director YATCZILLA.G NRC - No Detailed Affiliation 
Grven Ip. 46920 155 46920 156 

-6809210121 Mod 3,addmg Incremental funds & Increasing contract celling amount.io 
“Local Telephone Svc for Region I." 

WALDEYER.J.T Bell of Pennsylvania. HAGAN.T F Division of Contracts & Property 
Management (Post 800515) FIN C 1009. NRC 28 08-267. 08/09/15 Ip 46920156- 
46920.156 

8809210123 Notification of grant execution.Mod 1,to "Development of Guidelines to 
Select Anchor Values tor Human Error Probability Estimation In Nuclear Power Oper 
ations " Contractor George Mason Unlv 

BRENNAN, PA Contracl Administration Branch FIN G-1120. NRC-04 00-135,88/09 
15. GUSTAVE.R.P Program Management, Policy Development & Analysis Staff (Post 
870413) RYAN/T-G. NRC - No Detailed Affiliation Given. Ip 46929 262-46929 2 W 

-8809210133 Mod 1, providing incremental funding, to "Development of Guidelines to 
Select Anchor Values for Human Error Probability Estimation In Nuclear Power Oper 
ations" „ „ 

* George Mason Unlv, Fairfax, VA HAGANJ.F. Division of Contracts & Pro® 
Management (Post 080515), FIN G-1120. NRC 04-88-1 35 88/09/15. Ip 46929,^63 
46929.263, 

8809210136 Notification ot contract execution, Mod 16, to "Program to Support Operas 
Licensing Activities " Contractor Sonalysts Inc , 

BELL.S, Contract Administration Branch FIN D-1332, NRC-03-86-054 88/09/15 
BAJWA.S.S, Planning, Program & Management Support Branch (Post 
PULSIPHER, K NRC - No Detailed Affiliation Given Ip. 46929.290-46929.291. 

-0809210138 Mod IS.providfng Incremental funding.to "Program to Support Operator 
Licensing Activities," , IOnt . 

* Sonalysts, Inc HAGAN.T F Division of Contracts & Property Management (Post 
880515) FIN D-1332. NRC-03 06 054 00/09/15, Ip 46929-291-46929 291. 

6809210141 Notification of contract execution.Mod 4,to "General Course In NDE Tech 
nology & Codes " Contractor, a rand Exam Svcs & Testing Co. 0 . 

PAGE.M Contract Administration Branch FIN B 8752. NRC 05-86-167. 88/09/15 
SPESSARD,R L, Division of Operational Assessment (Post 870413) ANDERSON, h 
NRC - No Detailed Affiliation Given Ip. 46929,258-46920,257. 

-8809210144 Mod 4, providing funds & dates for fourth training course, to “General 
Course in NDE Technology & Codes ’ Y . ~ lr0 *. t 

* Brand Examination Services & Testing Co. EDGEWORTH, P.J. Division o ’Conwcw 
& Property Management (Post 880515), FIN B-8762 NRC 05-86-167 86/09/15 ip 


40929:257-46929:257. 

8009210196 Notification of contract executfon.Mod 15,to "Technical Assistance 


In NRC 


Insp & Enforcement Operations." Contractor.Parameter.Inc, OQ . ftfl/1fi 

MEEHAN, B. Contract Administration Branch. FIN B-8729 NRC-05-85-157. 68/09/te 
BAJWA,S.S, Planning, Program & Management Support Branch (Post ow i 
WEST.S, NRC - No Detailed Affiliation Given. Ip. 46929,236 46920.237 
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-8&09210203 Mod 15, providing Incremental funds.to ’’Technical Assistance In NRC Insp 
& Enforcement Operations " 

* Parameter, Inc EDGEWORTH, PJ Division of Contracts & Property Management 
(Post 860515) FIN B 8729 NRC-05-05-157 8B/09/16 Ip 46929 237-46920,237 

08092 102-07 Notification of contract execution, Mod l2,to "Operation of GNWRA - 
FpROC " Contractor Southwest Research (nst 

MACE.MH Contract Administration Branch NRC 02-80-005 80/09/13 

PUNCH ES.J L Program Management, Potlcy Development & Analysis Staff (Post 
B70411) BUNTING.J NRC - No Detailed Affiliation Given, 3pp 46020 210-46928 233 

-3309210215 Mod 12, accelerating program architecture & revising authorized funding to 
' 'Operation of CN WRA - FFRDC ,r 

CHATTEN.RE. Southwest Research Institute MACE.MH Pivislon of Contracts & 
Property Management (Post 080516) NRC-02 80 005 88/09/13 21pp. 46928213 

46928 233 

8809210220 Notification of contract execution, Mod 2, to “Specialized Technical Trainln 
mg of NRC Inspectors in Area of Radiation Protection ” Contractor RF Woston.lnc 
PAGE.M Contract Administration Branch FIN B-8799 NRC 26-07-419. B8/09/t5 
SPESSARD.R L Division of Operational Assessment (Post 070413), ANDERSON,R L 
NRC * No Detailed Affiliation Given 1 p 46929 203-46929 204 

-8809210225 Mod 2,increaslng funds to "Specialized Technical Training of NRC In 
specters tn Area of Radiation Protection." 

* RoyF Weston, Inc, EDGEWORTH, PJ Division of Contracts & Property Manage- 
ment (Post 680515) FIN E3-0799 NRC-20-07-419 CB/09/15 Ip 46929 204- 

46929 204 

8BQ9210235 Notification of contract execution, Mod 11,to “Archival Storago & Related 
Svcs.*’ Contractor Data Base Cojnc 

DORSEY, M Contract Administration Branch NRC-10 06 256 80/09/15 MAGEE, W A. 
Division of Information Support Services (Post 070413) DAVIS, W. NRC - No Detailed 
Affiliation Given. Ip 46929 201-46929 202 

-88092(0244 Mod 1 1 .changing project off leer, to “Archival Storage & Related Svcs ” 

* Data Base, Inc HAGAN, f F , EDGEWORTH, P.J Division of Contracts & Property 
Management (Post 880515) NRC-10 06-250. 08/09/15 Ip 46929 202-46029 202, 

8309210250 NotHIcatlon of contract oxecutlon.Mod 2,to "Physical Dependencies in Acci- 
dent Sequence Analysis." Contractor. MIT 

BRENNAN.P, Contract Administration Branch FIN G-1135, NRC-04-GB-U3. 60/09/ 
15. GUSTAVE, RP Program Management, Policy Development & Analysis Slaff (Post 
070411). RASMUSON.D. NRC - No Detailed Affiliation Given Ip. 46929' 115- 
46929:110. 

—0809219252 Mod 2,adding Incremental funding to fully fund grant.to “Physical Depend- 
encies in Accident Sequonco Analysts.” 

* Massachusetts Institute of Technology, Cambridge, MA HAGAN, T,F Division of 
Contracts & Properly Management (Post 080515) FIN G 1135 NRC 04 00-143. 80/ 
09/15, ip. 46929 116-46929-1 16. 

8809230013 Notification of contract oxecutlon.Mod 7, to “Leaso/Purchaso of Westing 
hotise PWR Simulator" Contractor. Woetfnghou so. 

BELL.S Contract Administration Branch FIN B 0778 NRC-Q5G7-11G 08/09/14 
JORDAN, E Office for Analysis & Evaluation of Operational Data, Director. SHQWE.S 
NRC - No Detailed Affiliation Given, Ip. 46043.225-46943-227, 

—8809230021 Mod 7, exercising option tor lease of simulator, sub I to availability ol funds 
(n FYBD.to "Lease/ Purchase of westlnghouso PWR Simulator.' 1 
HAMRICK, NP, Westlnghouso Electric Carp HAGAN, T.F Division of Contracts 8 
Property Management (Post 080516) FIN B-8778 NRC-05-87-116 88/09/14. 2pp 
46943226-46943.227, 

8809230048 Notification of contract execution, Mod 4, to "Technical Assistance In Devel- 
oping 0 implementing Programs & Procedures for Reactors Requiring Special Insp 
Resources n ConlractonResource Technical Svcs, Inc 

PAGE.M Contract Administration Branch FIN B-B706. NRC 03-07-1 10, 88/09/20, 
BAJWA.SS Planning, Program & Management Support Branch (Post 870411). 
PULSIPHER, K NRC - No Detailed Affiliation Given. Ip. 46942 049-46942 050. 

—6809230050 Mod 4,providlng incremental funding, to “Technical Assistance In Develop- 
ing & Implementing Programs & Procedures for Reactors Requiring Special Insp Re- 
sources. 1 * 

* Resource Technical Services, Ina. EDGEWORTH, P.J Division of Contracts & Prop- 
erly Management (Post 880516). FIN B-0786. NRC-03 87-119 80/09/20 Ip. 
46942 050 46942*050. 


-8809260312 Mod 2,lncreaslng funds, to "On-Call Malnt for US NRC Microcomputers & 
Related Equipment " 

‘ Automatic Management Consultants, Inc HAGAN/TF Division of Contracts & Prop- 
erty Management (Post 880515) FIN B-0174 NRC-39-8B-1 70 08/09/21 Ip 

46945 337-46945 337 

8800200322 Notification of contract execution, Mod 1,to "On-Call Malnt of NRC Ponpli- 
oral Computer Equipment " Contractor Computer Malnt & Parts Corn 
BAZIN, J P. Division of Contracts & Property Managemonl (Post 080515) FIN D-1917 
NRC-39 06 249 06/09/21 EYSYMONT.G P Division of Computer & Telecommunica- 
tions Services (Post 870413) JOHNSON, C NRC No Detailed Affiliation Given Ip 
46966.122 46966 126 

--8B09260329 Mod 1, incorporating payments under time & labor & labor-hour 
contracts, to “On Cal) Malnt of NRC Peripheral Computer Equipment " 

STOVALl f WD Computer Maintenance & Parts Corp, SMITH, PA Division of Con- 
tracts & Property Management (Post 000515) FIN D-1917 NRC-39 08-240. 00/09/ 
21 4pp. 46966.123 46966 126 

8609260330 Nolificalion of contract exccution.Mod 24,to “Fuel Cyclo Licensing Assisi 
ance." Conffaotor.Scfence Applications fntf Corp 

MEEHAN, 0, Conlract Administration Branch NRC-02-87-004 09/09/21 

PUNCHES, J L Program Management, Policy Dovolopmant & Analysis Slaff (Post 
879413). Ip 46966 185 4 6966 fae 

“8609260332 Mod 24,oxtanding period of performances "Fuel Cycle Licensing Assist 
anco " 

RODEHAN,T J Science Applications International Corp. (formerly Science Applies 
lions, Inc) EOGEWORTH.PJ Division of Contracts & Property Management (Post 
080515) NRC 02-97 004 BB/09/2L. Ip 40966180 46966 196, 

8BO927OO0B Notification of contract execution, "MVS/VM Sys Programming Support," 
awarded to Data Computer Corp of Arnorlca 

MCLEAREN.T. Contract Negotiation Branch-1. FIN D 1992 NRC-39 88-245 90/00/ 
24 SCOTT.S Division of tnformalion Support Services (Post 070413) DARROW.D 
NRC - No Dolailed Affiliation Given 3pp 46967 183-46967 301 

- -0809270069 Contract "MVS/VM Sys Programming Support “ awarded to Data Com- 
puter Corp of America. 

SMITH, L.P Data Computer Corn, of America WIGGINS,E Division of Contracts & 
Property Management (Post 080515), FIN D 1002 NRC-39 00-246 99/09/24. IIOpp 
46967 186-46967 301. 

0809270076 Notification of contract oxecutlon.Mod 4,!o “Technical Assisianco In DovoF 
oping 4 Implementing Programs & Procedures for Reactors Requiring Special Insp 
Resourcas." Conlractor Ebasco Svcs.lnc 

PAGE.M Division of Contracts & Properly Management (Post 000515) FIN D-1701 
NRC 03-87-110 00/09/20 DAJWA.S S, Planning, Program & Mananornonl Support 
Branch (Post 070411) Ip. 46971,24$ 46971,247 

-8809270077 Mod 4,lncroaslng funds, to “Technical Assistance in Dovol oping & Imple- 
menting Programs & Procedures for Reactors Requiring Special Insp Resources " 

• Ebasco Services, Inc. (subs, of Enserch Corp.). EDGEWORTH, P J. Division of Con 
tracts & Property Managemonl (Post 000515) FIN D 1761, NRC 03 07-119. 00/09/ 
20 Ip. 46971.247-46971*247, 

8-809270085 Noiiflcatlon ol contract execution, Mod 2, to “Regulatory Process ’’ 
Con tractor -Regulatory Group Inc 

MEEKAN.B Contract Admin! sfraffon Branch, NRC-38 Q6 365. 09/09/(6, 
GOLDMAN, P. Ofc of Personnel (Post 070413) BASSIN.C NRC - No Dotelted Afflll 
Otlon Given. Ip. 46971,249 46971 251. 

—8809270088 Mod 2, allowing reimbursement for travel costs to Regions III & IV for 
course presentation & lo raise celling accordingly, 

RQDENBECK.A. Regulatory Group, Inc EDGEWORTH, P J Division of Contracts & 
Property Management (Post 880515) NRC-30-OQ 306. 00/09/ 15 2pp 46971:250- 
46971*251, 

8809279091 Notification ol contract oxocutlon^od 7,to “Technical Assistance in Doval- 
oping & Implementing Programs & Procedures for Insp of Operating Ro actors During 
Outage 1 1 Contractor Param eterjne. 

PAGE.M Division ol Contracts & Property Managemonl (Post 060515) AL.USONX) 
NRC - No Detailed Affiliation Given FIN D-2205, NRC 05-66-150, BB/0D/16, 
SPESSARO.R L, Division ol Operational Events Assessment (Post 870411) WEST.S., 
ALLISON, D. NRC - No Detailed Affiliation Given Ip, 46B50.047-46950 050. 


8809260016 Notification of contract execution, Mod 1,to "Open Market Procurement of 
Nonstandard Sys Furniture Components for One White Fllnl North " 
Contractor.Haworth.lnc 

FLEENOR.C M. Contract Administration Branch, FIN D-2467 NRC-10 87-456 88/09/ 
22 SPRINGER.M.I Qfc of Consolidation (Post 870413) ISELIN.R, NRC - No Detailed 
Affiliation Given. Ip 46966.285-46966,206. 

-8 8 99260022 Mod 1, providing Incremental funding, to "Open Market of Nonstandard 
Sys Furniture Components for One White Flint North.” 

* Haworth, fnc HAGAN.T.F. Division of Contracts & Property Management (Post 
680515). FIN D 2467, NRC-10-B7-456. B8/09/22 Ip. 46966 286-46966*266 

6609260024 Notification of contract oxecutlon.Mod 31 ,to "Computer Timesharing & Re- 
lated Svcs " Contractor.NIH. 

DORSEY, M. Contract Administration Branch FIN B-1666 NRC-25-82-312, 88/09/22. 
SCOTT.S Division of Information Support Services {Post 870413) Ip 46957*209- 
46957:300. 

—6809260028 Mod 31, increasing funding, to "Computer Timesharing & Related Svcs” 
*■ Health & Human Services, Dept, of, US. Public Health Service. FIN B-1666. NRC- 
25 82-312 88/09/22. Ip, 46957.300-46957 300. 

6809280307 Notification of contract oxecutlon.Mod 2,to "On-Call Malnt for USNRC 
Microcomputers & Related Equipment." Contractor, Automation Mgt Consultants, fnc 
KNOX.E, Contract Administration Branch. FIN B-8174. NRC-39 88-170 83/09/21 
MACWILLIAMS.M Division ol Computer & Telecommunications Services (Post 
670413). MAHONE.K. NRC - No Detailed Affiliation Given Ip. 46945,336-46945*337. 


-8009270093 Mod 7, adding name of AEOD project off icor, providing Incremental AEOD 
funding In amount of $100,000 to "Technical Assistance In DavoToping a Implement- 
ing Programs & Procedures for Insp of Operating Reactors During Outogas." 

LOFY.R A Parameter, Inc. HAGAN, TF, Division of Contracts & Property Managomont 
(Post 880516). FIN D-2205 NRC 05 86-168 80/09/15. 3pp. 40950 043-4 605O;O5O, 

8809270106 Notification of contract execution, Mod 30, (o “Reactor Effluont & Environ 
Radioactivity Stda " Contractor NBS. 

MEEHAN.B Division of Contracts & Property Managemonl (P 03 I G00516T FIN fl. 
5118 NRC-05-72-100. BB/09/13, BAJWA.S. Planning, Program & Managomonl Sup 
port Branch (Post 870411), POSLUSNY.R NRC - No Detailed Affiliation Given. In 
46970*134-46970.136. 1 


-0609270107 Mod 30, providing Incremental funding & extending period of 
performance, to "Reactor Effluent & Environ Radioactivity Slds” 

MCGUFFINJC. National Institute of Slandarda & Technoloay (formor)v Notional 
Bureau of Standa. EDGEWORTH, PJ. Division of Contracts & Property Minnoemen 
(Post 880515) FIN 8-51 IB. NRC-05-72-100. 86/09/13 2pp. 46070.136-46070:136. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8809070146 Partial response to FOIA request for documents App A documents avail 
able In POR.NRC reviewing Item F of request 

GRIMSLEY.D. NRC * No Detailed Affiliation Given 88/00/10. KUDLICK.M MHB 
Technical Associates, 2pp, 46713*007-46713*094. rwnu 
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-0005270625 Forwards technical assignment control form far review of 790124 G&W- 
FSO 2538 “Nuclear MSIV Sys," 

BAER.R L Light Water Reactors Branch 2 80/03/25 MATTSON, R J, Division of Sys- 
tems Safety. 2pp, 46713 009-46713 010. 

-0011200491 Responds to request for input re util 790403 proposal for use of 24 Inch 
ball valve for main steam Isolation Applicant should proceed w/procuremenls ft 
installation Valve mtegnty can be ascertained by Snservice msp & testing 
CHECK.PS Assistant Director for Plant Systems B0/1 1/T0 TEDESCO.R L Assistant 
Director for Licensing 2pp 46713011 46713012 

-0112110007 Records 611119 telcon re 310102 memo on use of Gulf & Western ball 
valves tar MS l Vs 

BAGCHI.G NRC - No Detailed Affiliation Given 01711/20 JOHNSTONE NRC - No 
Detailed Affiliation Given. Ip- 46713 016 46713 019. 

-0404050449 Discusses 840217 memo re Inconsistencies in revised draft SER 
in pul Deletion of MSIV leakage control sys was nol reviewed until recently 
NOVAK,T M Assistant Director for Licensing 84/03/13. MULLER, DR. Assistant Di 
reclor for Radiation Protection 3pp. 46713 013 46713015 

-0412050571 Forwards Equipment Qualification Branch SER input ro seismic & dynam 
Ic qualification of Seismic Category I mechanical ft electrical equipment & pump & 
valve operability assurance program , 

KNIGHTJP, Assistant Director for Comp ft Structures Engineering (Post 830201}, 
84/11/26 NOVAK, T.M Assistant Director for Licensing 10pp 46713 020-46713,048 

-B61 1040400 Forwards request for addl info re MSIV operability at facility, based on in! 
Ifal review of util rept entitled, "Final Rept 10CFR 60 55 (g) MS)V Actuators," forwarded 
by util 861021 Hr. 

LUCKASAVJ Brookhaven National Laboratory. FIN A-3349 86/10/31 BERKSON.H 
Planning & Program Analysts Staff (651125-670411} 3pp. 46713 058 46713 060 

-8702120481 Forwards safety evaluation re operability of modified MSIVs during first 
fuel cycle w/refurblshed seat & ball Modified MSIV actuator design & closure time 
operability acceptable 

LAINAS.CLC Assistant Director for Technical Support (BWR). 87/02/05 
AOENSAM.E. BWR Project Directorate 3. 2pp. 46713.061-46713 071. 

-0702250407 Forwards EleCtrical.lnstrumentatiOn & Control Sys Branch safety evalua- 
Lon re design mods to MSIV actuator control sys Sys complies w/raquired regulatory 
acceptance critena, Including IEEE Sid 279 ft GDC 21 SALP input also end 
LAINAS.GC, Assistant Director for Technical Support (BWR}. TAG 64100 87/02/07 
ADENSAM.E. BWR Project Directorate 3 Ip 46713.072-46713:072 

-07050601557 Forwards safety evaluation & SALP input supporting proposed Tech 
Specs changes re changing MSJVs from hydraulic actuated ball valves to air operated 
Wye pattern globe valves. 

HODGES, M.W. Division of Engineering* Systems Technology (Post 870411} TAG 
8487 U 67/04/30 CAPRA.RA Pro|ect Directorate t-1 Ip 46713 060 46713 060. 

—6705260301 Submits dally highlight Plant will be brought critical on 870520 or 21 Li- 
censee replaced ball type MSIVs w/wye'pattern globe valves due lo leakage 
problems License amands re MSIVs Issued & const deficiencies Identified In license 
resolved. 

NEIGHBORS^ D Project Directorate M 87/05/20 MUR LEY, T. SNIEZEK.J,, 
MIRAGLfA.F NRC - No Detailed Affiliation Given Ip 46713.094-46713.094. 


—870603 00 TS Forwards SER supporting util 870311 & 0407 requests for proposed 
mods to MSIV actuation control sys.Mods comply w/ 10CFR50 65a(h) & GDC 
21. SALP mpul also end 

THADANI.A.C, Assistant Director for Systems, TAC 64871 67/05/04 BOGER.B A. 
Assistant Director for Region I Reactors ip. 46713.0SB-46713 0BB. 


-88090704B5 Requests clarification re whether 27 policies governing authority of direc- 
tor of Qfc of Investigations will remain In place under reorganization that look elfecl 
on 880201 

GEJDENSON.S House of Rep, Interior & Insular Affairs 06/04/27 ZECH.LW Com 
missioners Ip 46733 369 46733 360 

8809070506 FOIA request for contract lor keying of occupational radiation exposure into 
awarded as result of RFP RS RES-80 078 issued on Q71 120 
R DM A NOW, V Logistics Applications fnc. 88/00/09 NRC - No Detailed Affiliation 
Given ip 46734 001-46734.001 

8809070617 Final response lo FOIA requost Contract NRC 04 88 078 already available 
in PDR 

GRlMSLEY.D H. NRC - No Detailed Affiliation Given NRC-04 68 076. 08/08/16 
ROMANOW.V Logistics Applications Inc. Ip 46734 002 46734.002 

8809080230 FOIA request for documents written by Ofc of Enforcement under "Era 
forcemont Guidance Memo " 

UNNEFtSTALL.K. Newman ft Holtzinger 86/06/29 GRlMSLEY.D H. Division of Free 
dom of Information ft Publications Services (Post 800515) Ip 46769 0 53 46769053 

8809080234 Partial response to FOIA request for documents Forwards App B 
documents App A documents maintained In PDR Records also available under listed 
FOIAs 

GRlMSLEY.D Division of Rules ft Records (870413 880514} 0B/O8/1O 

UNNERSTALL.K, Newman ft Holt 2 inger 6pp 46769 054-46769 154. 

-8103110626 Advises that proposod health physics appraisal violation, re inability ol per- 
sonnel (o complete radioactivity survey in specified time, is Invalid Ulit had apparently 
taken moro than acceptable corrective measures 

THOMPSON, D Enforcement & Investigation Staff, IE (Pro 820201). EGM'8t-05. 8W 
01/28. KEPPLER.J.G Region 3, Ofc of the Director, 2pp. 46769 092-46769 063 

-0103160027 Discusses Insp repls ft formats of escalated enforcement cases, Guidance 
provided for review & Implementation of new enforcement policy 
THOMPSON, D Directors Ofc, Enforcement & Investigation Staff, IE (Pie 820231) 
ENG 81 07 01/02/04 SNYDER.G Region 1, Oic of the Director UPRIGHT, C 
Region 2, Ofc of the Director. NORELIUS.C, Region 3, Ofc ot the Director, 2pp 
46769.064 46769 065 

-8103260951 Forwards criteria to determine if enforcement action shouiu be Initiated to 
comply w/800919 orders re environ qualification of electrical equipment. 

THOMPSON, D. Enforcement ft Investigation Staff, IE (Pre 620201} EGM 81-09 81/ 
02/11, GRIER.B.H. Region 1, Ofc of the Director O'REILLY.J P Region 2, Ofc of the 
Director. KEPP.ER.J G Region 3, Ofc of the Director. 3pp 46769.071-46769.073 

“8104290814 Discusses selection of interim enforcement criteria seventy 
levels Duration & Identification of event, good faith & prior enforcement history A giavi 
ty of violation considered when amount of civil penally determined. 

THOMPSON, D. Enforcement & Investigation Staff, IE (Pre 620201} 61/03/19 
GRIER.B.H Region 1, Ofc of the Director. O'REILLY, J.P Region 2, Ofc of the Direc- 
tor KEPPLER.J G. Region 3, Ofc of the Director. 3pp 46760.089-46769.096. 

-8104300429 Summarizes results of NRC discussions of 801224 & 29 memos re selec- 
tion of severity levels, Con curs w/proposed selection In Carribean Gulf rofmlng 
case Disagrees w/downgradfng of security level In Browns Ferry security case 
THOMPSONS, Directors Ofc, Enforcement ft Investigation Staff, IE (Pre 820201] 
EGM’81-03. 01/01/12. O'REILLY, J.P. Region 2, Ofc of the Director. Ip 46769060- 
46769.060 


— 0BO9O7C234 Safety evaluation accepting ull latest design mods to MSIV actuation 
control sys, per IEEE 279 ft GDC 21, 

* Office of Nuclear Reactor Regulation, Director (851125 870411), 07/02/07 7pp. 
46713,073 46713:079 


—0009070248 Safety evaluation accepting util 870311 proposed changes to Tech Spec 
Tables 2 2 M.3.6.1.2-1 & 3,6, 34 ce MSIV-closure selpolnt 

" Office of Nuclear Reactor Regulation, Director (Post 870411) 87/04/30, 7pp 
46713 081-46713 0B7. 


-6009070256 SER accepting util 870301 & 0-107 requests for rev to Tech 
Specs.moditylng MSIV actuation control sys, per IEEE Std 279 ft GDC 21 
* NRC - No Detailed Affiliation Gwen. 67/05/04 Spp, 46713 089-46713,093 


“8104300433 Responds to request for guidance on selection of appropriate enforce- 
ment action re St Francis Hosp & Medical Ctr Concurs w/positlon that civil penalise 
are Inappropriate 

THOMPSON, O. Director's Ofc, Enforcement & Investigation Staff, IE (Pra 820201) 
EGM 61-04. 01/01/12 GRIER.B.H. Region 1, Ofc of the Director, Ip, 46769061- 
46769.061. 

"8106230171 Suggests changes in abbreviations for notice of violation & proposed im- 
position of civil penalties lo La applied to EGM 81-18 

THOMPSON.D Director's Ofc, Enforcement & Investigation Staff, IE (Pra 820201) 
EGM 61-10 81/06/03. CARLSON.R Region 1, Ofc of the Director (8 1 0301-820201) 
UPRIGHT, C Region 2, Ofc of the Director (010301-820201) STREETER, J, Region 3, 
Ofc of the Director (810301-820201) 7pp, 46769.097-46709,103 


-8009070378 Safety evaluation concurring w/applicant 860703 exemption request re 
tasting of 16 relief valves, per 10CFR50,App J. 

* Office of Nuclear Reactor Regulation, Director (851126 870411), 86/08/27, Spp 
46713 049-46713,057. 

8609070157 FOfA request for listed central files documents to be made available at 
FDR, 

KIIDLICK.M, MHB Technical Associates. 8B/06/30, GRIMSLEY.D.H. Office of Admin- 
istration & Resources Management, Director (Post 870413) 2pp, 46713 005- 
46713 006 

6809070302 FOfA request for documents re safeguards events occurring in 1987 not 
Included fn any published revs of NUPEG-0525, "Safeguards Summary Event List." 
BO LEY. K Public Cilizen's Cntlcal Mass Energy Protect, 86/06/10. GRlMSLEY.D, NRC 
- No Detailed Affiliation Given 2pp. 46733.348-46733:349, 

8009070316 Final response to FOIA request for documents re safeguards events, App A 
documents availabla In PDR.App B documents wfthheld (ref FOfA Exemption 3). 
GRlMSLEY.D. NRC - No Detailed Affiliation Given, 80/08/11 BO LEY, K. Public Citi- 
zen's Critical Mass Energy Project, 4pp. 46733‘350 46733-356 

8809070430 FOIA request for Congressman Gejdenson 880427 Itr & 27 Olo Investiga- 
tions policies ref In Chairman Zecn SB 0505 Itr, 

FELTON, J M. Nuclear Licensing Reports 88/4)6/23 GRlMSLEY.D H, Office of Admin- 
istration ft Resources Manage ment, Director (Post 870413). Ip 46733 357-46733,357 

8809070441 Final response to FOIA requesl.Ofo of Investigations 28 policies available 
In PDR S Gejdenson 860427 ft LW Zach 880505 Itrs encl 

GRlMSLEY.D H. NRC - No Detailed A Mlialkm Gwen, 80/08/17, FELTON, J.M, Nuclear 
Licensing Reports, Ip. 46733*358-46733 360 


-6106240080 Agrees that no civil penalties should be Imposed on Severity Level III 
violation Use of unauthorized personnel handling radioactive matte should be classi- 
fied as Server ty level )V. 

THOMPSON.D, Enforcement ft Investigation Staff, IE (Pre 829201). 61/02/17, 
GRfER.B H Region 1, Ofo of the Director (810301-820201). Ip. 48769.060- 
46769 066, 

-8106240090 Advises that use of unauthorized personnel handling radioactive malls will 
be classified as Severity Level IV violation. 

GRIER.B H. Region 1, Ofc of the Director (010301-820201). 81/01/30 

THOMPSONS Qfc of Inspection ft Enforcement, Director (020201-870413) 4pp 
65419*141-85419.141, 

-8107160046 Provides aid language re Paperwork Reduction Act of 1980 to be inserted 
as fast paragraph of notices of violation/ proposed imposition of civil penalties,! (rs ft 
orders that require fewer than 10 persons to respond 

THOMPSON.D Ofc of Inspection ft Enforcement, Director (C20201-870413). EGM-81- 
19, B1/06M8. CARLSON ,R Region 1, Ofc ol the Director (B1 0301 820201) 
ALDERSON.C. Region 2, Ofc of the Director (810301-820201) STREET ER*J. Region 
3, Ofc of the Director (810301-820201), 2pp. 46709:112-46769:113 

“8107200027 Notifies that Footnote 17 to Interim enforcement policy re assignment of 
severity level as primary event will no longer be used .Viol at ions conlnbutlng to primary 
problem or event will be assigned own severity level. 

Thompsons Enforcement ft Investigation Staff, IE (Pre 820201) EGM 81-20. 81/ 
07/06 CARLSON.R Region 1, Ofc of the Director (810301-020291). ALDERSON,C. 
Region 2, Ofc of the Director (810301-020201). STREETER, J, Region 3, Ofc of the 
Director (810301-820201). Ip. 46769.116-46769:110. 
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“610720C031 Outlines practice used in liming of press releases on enforcement 
achons.ini response to NRC 810616 memo Requests that uniformity be applied to all 
cases 

THOMPSONS Enforcement & Investigation Staff, IE (Pro 820201) EGM 61-21 81/ 
07/06 O'REILLY, J P Region 2. Ofc ofthe Director (010301 820201) 2pp 46709,117- 
46769 118 


-8809000330 Requests that enforcement policy published In FR on 620309 be imple- 
mented as listed 

LIEBERMAN.J, Enforcement Staff, IE (Pro 870413) 82/03/29 CARLSON.R Region 
1, Ofc of the Director ALDERSON.C Region 2, Ofc of the Director WARNICK R 
Region 3, Ofc of the Director 2pp 46769.126 46769 127 


-6109220779 Forwards std format & language to be usod for notices of violation in civil 
penalty enforcement actions 

THOMPSON ,D Enforcement & Investigation Staff, IE (Pro 820201), EGM-81-10B 01/ 
07/30 CARLSON.R Region 1, Ofc ol the Director J0 1030 1-8 2 0201) UPRIGHT, C 
Region 2, Ofc of the Director (810301-820201) STREETER, J Region 3, Ofc of the 
Director (810301-020201), Gpp 46769 106 48769.111 


--0BO9O8O345 Requests that regional administrator concur In action on civil penally 
cases prior to bringing action to director for formal concurrence 
LIEBERMAN.J. Ofc of Inspection & Enforcement, Director (820201 -6704 13) EGM-Q2- 
06 82/06/16 CARLSON.R. Region 1, Ofc of Iho Director ALDERSON.C Region 2. 
Ofc of tho Director WARNICK.R, Region 3, Ofc ot the Director ip 46769.132- 
46769 132 


~&1 10289332 Discusses citations re noncompliance w/physlcal protection rules 
WESSMAN.RH Enforcement Br. Enforcement & Investigation Slaff.tE (Pre 020201) 
EGM-81-28 81/09/08 CARLSON.R Region 1, Ofc of the Director (010301-020201). 
ALDERSON.C Region 2, Ofc of tho Director (010301-820201) STREETER.J Region 
3, OfC Of the Direclor (810301-820201), 2pp 46769-121-40760.122 


-8009080351 Informs that complete enforcement action should include fisted items (or 
packages sent to headquarters 

AXELRAD.J A Enforcement Staff, IE (Pro 670413) 04/08/28 HOLODY.D Region 1 
Ofc of tho Director, PUCKETT, M Region 2, Ofc of the Director. SCHULTZ.B Region 
3, Ofc of the Director Ip 46769 138-46769 138 


—9112210062 Submits std paragraph re 10CFR2 790 to be used in transmittal lira to 

THOMPSON, D Enforcement & Investigation Staff, IE (Pro 820201) EGM-81-30 01/ 
11/03 CARLSON.R., ALDERSON.C , WARNICK, R Enforcement & Investigation Staff, 
IE (Pre 620 201). 2pp 46769*1 23 46769 123 

—9203 24 01 09 Requests all enforcement actions Involving soventy level 111 or higher level 
violations or seventy level IV violations occurlng after enforcement conference bo for- 
warded for review by IE headquarters 

UE0ERMAN.J Enforcement Staff, IE (Pre 070413). 82/01/28 HAYNES.R C Region 

1, Ofc ol the Director, O’REILLY.J.P, Region 2, Ofc of the Director KEPPLER.JG, 
Region 3, Ofc of the Director, Ip, 46769 125 46769 125 

-9205120056 Roquests addl info for proposed civil penalty packages, Including reason 
for assigning event specific severity level, degree of safety significance associated w/ 
event A basis for determining amount of proposed civil penally. 

LIEBERMAN.J, Ofc of Inspection & Enforcement, Director (020201-870413) EGM 82- 
03 62/03/22 CARLSON ,R.T Region 1, Ofc of the Director, ALDERSON.C. Region 2, 
Ofc of the Direclor WARNICK.R Region 3, Ofc of the Director 2pp 46769.120- 
46769129. 

-8209120358 Discusses appropriate classification ol cases Involving violations of 
10CFR20 207(a) or (b) re storage of licensed matl in unrestricted aroas where access 
possible &/or where constant surveillance not maintained 

LEEBERMAN.J Ofc of Inspection & Enforcement, Director (820201-870413), EGM 02 
05 82/06/ 01, CARLSON, R Region 1, Ofc of the Director ALDERSON.C Region 2, 
Ore of the Oireclor, WARNICK.R. Region 3, Ofc of tho Director. 2pp 40769*130- 
46769 131. 

-8305120134 Forwards, "Guidance for Suppl 1, Severity Level IA2.IIB1, III.C 1 & 
IILC2 Violations," to ameliorate Interpretation problems & provide sufficient direction 
AXELRAD.J. A Enforcement Staff, tE (Pro 070413) EGM-83 01 03/04/07. 

ALLEN, JM. Region 1, Ofc of the Director O'REILLY, J,P. Region 2, Ofc of the Direc- 
tor. KEPPLER.JG Region 3. Ofo of the Director 6pp, 46769-133*46769.137 

-8409120034 Submits ravlsed Implementation practices for reactor cases Revlsad 
practices will load to higher quality & more llmoly & uniform enforcement w/toss ten- 
sion within staffs. 

DEYOUNG, R C Ofc of Inspection & Enforcement, Direclor (020201-870413) EGM- 
B4 02, 84/08/30 MURLEY.T.E. Region 1, Ofc of the Director. O’REILLY.J P Region 

2, Ofc Of the Director. KEPPLER.J.G, Roglon 3, Ofc of tho Director, 2pp 46769 139- 
46769 140. 


-0OO9O8O362 Responds to G50016 memo re expedited processing of escalated en- 
forcement mall & requests that enforcement stafrimplement policy 
TAYLOR, J.M, Ofc of Inspection & Enforce ment, Director 820201-870413) EGM-85- 
07. 86/09/24 MARTIN, R D Region 4, Ofc of the Director. Ip 40769.141 46769 141 

-0009080370 Requests into on all cases involving (allure to control or account for li- 
censed mall, per Info Notice OB 007. 

LIEBERMAN.J Ofc of Enforcement (Post 870413) EGM 80 02 08/03/14 

HOLODY.D, Region 1, Ofc of the Director JENKINS, G Roglon 2, Ofc of the Director 
GROBE.J Region 3, Ofc of tho Director Ip 46769 142-46769,142 

-0009000375 Advisos that it would be helpful if regional transmittal memo to author 
would indicate not for public release w/o Ofc of Enforcement approval. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413) EGM 80 03 88/03/21 

HOLODY.D Region 1, Ofc ol tho Director. JENKINS, G Region 2, Ofc of the Director! 
GROBE.J, Region 3. Ofc of the Director Ip 46769 143 46769 143. 

-8609080383 Reminds 9ta(f that correspondence w/licensoo ro enforcement action or 
lack of enforcement action requires review & concurrence by Ofc of Enforcement. 
LIEBERMAN.J Ofc ot Enforcement (Post 970413) EGM-8B 05 88/06/10 

RUSSELL, WT. Region 1, Ofc of tho Director GRACE.J N Region 2, Ofc of the Direc- 
tor, DAVIS, A B Region 3, Ofc of the Director Ip 46769 145-46769 145 

-8009000393 Provides llstod guidance to assist in preparation of escalated enforcement 

ClEBE^MAN.J Ofc of Enforcement (Post 870413V GL 80 07 OB/OB/21, 

RUSSELL, WT Roglon 1, Ofc of the Director GRACE, J N Region 2, Ofc of tho Dime 
tor, DAVIS, A B, Region 3, Ole of tho Direclor 9pp 46769,146-46769 154 


6009090037 Final rosponss to FOIA request for records ro Shoroham olfsite emergency 
plan App G documents available in PDR App H documents withhold (ref FOIA Exemp- 
tion 5), No further action being taken on appeal Itr dtd 080613. 

GRIMSLEY.D.H, NRC - No Detailed Affiliation Givon 88/0B/11 BELAIR.RR Kirkpat- 
rick & Lockhart 4pp. 46786,310 46766 326 


■8005040309 Requests regional ofcs.excopt Region I, to provide staff necessary to sup 
port FEMA exercises at Shoroham on 880607 09 & at Seabrook on B80628-29 Nomi- 
nations requested by 080509. Guidance end. 

JORDAN.E.L Office for Analyst & Evaluation of Operational Data, Director. 88/04/ 
27 GRACE.J N Region 2, Ofc of tho Director DAVIS, A 8 Region 3, Ofc of tho Direc- 
tor. MARTIN.R D Region 4, Ofc of iho Director 3pp 46766 314 48766 318 


—8905100328 Requests that JW Fletcher bo added to distribution of any Insp 
repbcontlrmatory action Itr.notice of violation or order issued ro Veterans Admin (VA) 
facility In order to provide Info at higher level In VA organization 
LIEBERMAN.J Ofc of Enforcement (Post 070413). EGM-00-04 08/04/00 

RUSSELL.W.T, Region 1, Ofc of the Director GRACE, J.N Region 2, Ofc of tho Direc- 
tor. DAVIS, A.B. Region 3, Ofc of the Director Ip. 46769-144-46769-144. 

-8809080269 Forwards std forma for Hated types of orders. 

THOMPSONS Enforcement & Investigation Staff, IE (Pro 020201), EGM 01-10, 81/ 
04/14. CARLSONiR, Region 1, Ofc ol the Director J810301 820201) UPRIGHT.C 
Regl-Oil 2. Ofc of the Director (810301-820201), STREETER.J Roglon 3, Ofc of the 
Director (810301-820201). 1 6pp. 46769,074-46769.008, 

-0809080311 Requests that Hated changes In EGM 01-18 be made re std boiler pinto 
language for notice ol violation & proposod Imposition of civil penalties 
THOMPSON, D. Enforcement & Investigation Staff, IE (Pro 0202Q1). EGM 01-18 A. 81/ 
08/05 CARLSON.R Region 1, Ofc of the Director (810301-620201) UPRIGHT.C 
Roglon 2, Ofo of the Director (010301 820201) STREETER.J Region 3, Ofc of tho 
Direclor (010301 -82020 1 ) . 2pp 46769-104-46769:105. 

“8009060318 Provides std language to be Inserted as last paragraph tn transmittal Itr to 
licensee for notice pf violation & proposed Imposition ol civil penalties 
THOMPSON, D. Enforcement & Investigation Staff. IE (Pre 620201). EGM 0 1-1 0A 81/ 
n/05 CARLSON.R Region 1, Oro of tho Director (810301-820201) ALDERSON.C 
Region 2, Ofc of the Director (810301 020201), WARNICK.R, Roglon 3, Ofc of tho 
Director (810301-820201), 2pp. 46769:1 14-467691 15, 

-8809060323 Forwards three examples of situations where regional analysis deter- 
mined reduction In severity level appropriate, W/o end 

THOMPSON, D. Enforcement & Investigation Staff, IE (Pre 820201), EGM-81-22. 81/ 
07/27, CARLSON.R, Region 1, Ofc of the Director (010301-820201) ALDERSON.C 
Region 2, Ofc of the Director (810301-820201), STREETER.J Region 3, Ofc of tho 
Direclor (8 1030) -82020 J), Ip 48769 1 1 0-46760* 1 1 0. 

-6809060326 Documents agreement w/proposed course of action as set forth in 
810730 memo & per 810806 telco n. 

THOMPSON^. Enforcement & Investigation Staff, IE (Pre 820201). EGM-81-23, 81/ 
08/07, KEPPLER.J.G. Region 3, Ofc ofthe Director (810301-020201). Ip. 46769 120 
46769:120. 

“0609080327 Informs that enforcement guidance memo (EGM) will continue to be 
issued for no other purpose than to use EGM numbering sys as means for ready ref 
of documents. 

LIEBERMAN.J, Enforcement Staff, IE (Pre 870413) 82/02/10 CARLSON.R T. Region 
Ofc of the Director ALDERSON.C. Region 2, Ofc of tho Director WARNICK.R 
Region 3, Ofc of the Director Ip. 46769.124-46769*124. 


-8009090049 Advisos that Region III employees J Foster a M Smith will attend 880607- 
09 exorcises at plant 

SHAFER.WD Region 3. Ofc of the Director, 88/05/ 11 ZECH.G.G Incident Re- 
sponse Branch Ip 4676(5 310 46768 319 

“8809090061 Advises that Region IV omployeeg.C Hackney & G Bates will be available 
to assist FEMA during plant exercises 

KNAPP.MR Region 4, Ofc of tho Director. 8B705/1Q. WEISS, 0 Incident Response 
Branch tp, 46766 320 46766 320, 

■-88Q9090063 Dosignat03 A Boland & W Gloersen lo participate h plant 800607-09 
Gxarcises.per C80427 memo Milestones (or oxarciso evaluation & plan review oncl 
GRACE, J.N Region 2, Ofc ot the Director, 86/05/10 JORDAN ,6 L Office for Analy- 
sis & Evaluation of Operational Data, Director. 6pp. 46786,321-46766 326 

8809090044 Partial response lo FOIA request for documents, Forwards App C 
documont Documents available in PDR 

GRIMSLEY.D.H Office of Administration & Roaouroos Management, Director (Post 
070413). 88/00/16. WEISSMAN.S. California, State of. 2pp 46769,605-46769.019 

“8202120089 Board Notification 82 04 forwarding Info ro pressurized thermal 9hock 
EISENHUT.D.G, Division of Licensing (600428 051124), 82/01/20 PALLADINO.N.. 
GILINSKY, BRADFORD Commissioners 2pp. 46769,007-46769.019. 

8800090061 FOIA request for SECY-B0-EO & SECY-88-50A ro pipo wall thinning 
NELSON, J.M Affiliation Not Assigned 88/06/13, GRlMSLEY.D H. Division Ol Rules & 
Records (0704 13 880514), 2pp 46766 326-46766 327. 

8809090063 Final response to FOIA request for SECY-O0-SO & SECY-68-50A ro pipo 
watl lhlnn!ng.Forwards documents Documents also available at PDR, 

GRlMSLEY.D H Division of Rules & Records (870413-880514) 0B/OB/18 
NELSON, J.M Affiliation Not Assigned 2pp. 46706 328-46766-335. 

-8805230074 SECY 00 050A Provides summary of mooting w/NUMARC,EPRI & INPO 
on status of Industry eros lon/co rresfon program Pfant insps will bo completed by Oct 
1988 & add! regulatory requirements prepared by Doc 19B0. 

STELLO.V, Ofc of the Executive Director for Operations. 88/05/10, 4pp 46766.336- 
4B766.339 

“8809090066 SECY-88-050 Discusses statu 9 rept on pipe wall thinning (responses to 
NRC Bulletin 87-01 on pipe wall Uilnntng In nuclear power plants) Review indicates 
pipe wall thinning widespread for single- & twr> phase carbon steel sys, 

STELLO.V. Ofc of the Executive Director for Operations IEB-87-001 88/02/22. 6pp 
46700 330-46766*335. 



234 NONDOCKETED ITEMS 


8809090095 Appeals denial of FOIA request for release of documents listed in Apps E 
& F, originally withheld 

HAMLIN, JB Shaw, Pittman, Potts & Trowbridge 65/05/05 CHILK.SJ Office of the 
Secretary of the Commission. 3pp. 46769 275-46769 299 


-6B09090123 Requests comments on listed issues prior to Commission action on lull 
power license for plan! 

PALLADINO.N J, Commissioners 84/04/13 EBERSOLE,JC ACRS - Adwsorv Com 
mittee on Reactor Safeguards Ip 46769 316 46769,321 


8809090098 Partial response to FOIA request for memos re selection ol seventy levels 
for vanous violations at nuclear plants Forwards documents listed In App 
C Documents also available In PDR 

GRIMSLEY.D H NRC - No Detailed Affiliation Given 68/08/17 UNNERSTALL.K 
Newman & Holtzfnger 2pp. 46766 272 46766 309 

-8104300284 Discusses selection of severity levels for enforcement guidance 
memos, Agrees w/classification of case cited In end O'Reilly 610219 memo 
attachmenl.W/o end 

THOMPSONS, Director's Ofc, Enforcement 4 Investigation Staff, IE (Pre 820201). 
EGM 81-12. 81/02/25, SNYDER, G. Region 1. Ofc of the Director UPRIGHT,C 
Region 2, Ofc of the Director STREETERJ Region 3, Ofc of the Director 2pp 
46766 275 46766 275, 

-8105010503 Oiscusses Region 2 selection of seventy level re event that violated Tech 
Specs limiting condition for operation, Agrees w/position as another example of selec- 
tion of severity level per 810313 memo 

THOMPSON, D Enforcement & Investigation Staff, IE (Pre 820201) EGM-B1-09 81/ 
03/16, CARLSON.fi , Region 1, Ofc ol the Director, UPRIGHT, C. Region 2, Ofc of the 
Director STREETER, J Region 3, Ofc of the Director Ip 46766.285-46766 285. 

-8501210322 Advises of completion of review of 840412 memo re appropriate enforce 
ment actions for NUREG-0737 on ordered dales Majority o! items covered by orders 
issued prior to 1084 now complete, 

EISENHUT.D G. Division of Licensing (800428 851124). 85/01/09 AXELHAD.J. En 
forcemant Staff, IE (Pro 870413) 2pp 46766 306 46766 309 

-8809090109 Discusses selection ol Seventy Level IV for 810114 loss of heat tracing at 
Robinson 2 Mitigating circumstances listed. 

O'REILLY ,J,P Region 2, Ofc of the Director, 81/02/19, THOMPSON, D. Director’s 
Ofo, Enforcement & Investigation Staff, IE (Pro 620201) 3pp 40766*276-46766,278 

-8909090113 Discusses process for selection of seventy level for cfrywell pressure 
sensor isolation at Peach Bottom 2 

MCCABE.EC Reactor Projects Sec 2B, Projects Br 2,Div of Resident & Project 
Inspection, ft 2 01/07/14. GRIER.B.H Region 1, Ofc of the Director (810301-820201). 
2pp 46769 279 46760 206 

-8809090118 Discusses seventy of violation of auxiliary feedwater flow restriction at 
Calvert CliFfs.Umt 1 from 801217*B10112 Severity Level IV classification recommend- 
ed 

MCCABE.EC Reactor Projects Sec 2B .Projects Br 2,Drv of Resident & Project 
Inspection, R2 EGM8M2. 91/07/16. GHIER.B H Region 1, Ofo of the Director 
(310301-820201) 2pp 46766 281-46766 282 


-8809090128 Forwards for review revised order Changes based on suggestions made 
by Roberts & Bernthal W/o end 

PALLADINO.N J Commissioners 03/11/07, GILINSKY, ROBERTS, ASSELSTINE 
Commissioners ip 46769 322-46769 322 


-8809090131 Comments on 10CFR55 25 re administration of operating test prior (o ini- 
tial criticality, per NRC brief in plant case * H 

PALLADINO.N J Commissioners 84/11/02 BRIGGS, W H, Solicitor 2pp, 46769323 


-8809090135 Approves SECY 01-1 15A re prehearing conference order, as modtficd by 

AHEARN§,J! Commissioners 81/03/09 HENDRIE, GILINSKY, BRADFORD Comrcls 
sloners Ip 46769*325-46769 325 

-8809090139 Forwards draft of dissenting views re notice of violation W/o end 
AHEARNE.J Commissioners 02/02/00 PALLADINO, GILINSKY, BRADFORD Com. 
missioned, Ip. 46769 326 46769 326 

-8809090119 Requests that Committee review disagreement between NRC & NRC In 
specter I Yin over technical issues arising from licensee design control moasuros for 
small & largo bore piping sys & advise Commission on resolution, 

PALLADINO.N.J, Commissioners 04/04/04. EBERSOLE.J.C. ACRS Adwsory Com 
mittee on Reactor Safeguards. Ip 46769 314-46769 314 

-8809090123 Requests comments on listed Issues prior to Commission action on lull 
power license for plant. 

PALLADINO.N J. Commissioners 84/04/13 EBERSOLE.J.C. ACRS - Advisory Com 
mittee on Reactor Safeguards Ip 46769 315-46769 321 

-8809090126 Forwards for re vlew.re vised order, Chang os based on suggestions made 
by Roberts & Bernthal W/o end 

PALLADINO.N J, Commissioners 83/11/07 GILINSKY, ROBERTS, ASSCLS7INC 
Commissioners ip 46769,322 46769 322 

-8809090131 Comments on 10CFR55 25 re administration of operating test prior to Ini 
tlal criticality, per NRC brief In plant case, 

PALLADINO.N. J. Commissioners. 04/11/02 BRIGGS.WH Solicitor 2pp 46769 323* 

r>r,A 


-8809090135 Approves SECY-81-115A re prehearing conference order, Q8 modified by 
attached page, W/o end. 

AHEARNE.J Commissioners 81/03/09 HENDRIE, GILINSKY, BRADFORD Commis- 
sioners Ip 46769325-46769 325 


-8809090160 Discusses selection of seventy level re containment valve open during 
operation & inoperable high pressure scram at Umv of Missouri at Columbia research 
reactor 

KEPPLER.J.G Region 3, Ofc of the Director (810301-B20201). EGM 81-02 01/07/21 
THOMPSON, D Director’s Ofc, Enforcement & Investigation Staff, IE (Pro 820201) 
2pp 46766,283 46766 284 

-8809090172 Forwards detailed discussion of selection of severity level re disabling all 
sve water sya on 801209 at Brunswick Unit 2 Citation will be Issued on 810316 
O’REILLY, J P Region 2, Ofc of the Director (810301*620201) 61/03/10. 

THOMPSON, D. Director's Ofc, Enforcement & Investigation Staff, IE (Pre 820201) 
3pp 46766 286-46766 288. 

-8809090208 Agrees w/reglonal analysis & conclusion that no civil penalty be Issued to 
util for violations Involving excess whole body dose Draft forwarding Itrjnsp rapt & 
notice of violation end 

THOMPSONS Enforcement & Investigation Staff, R1 EGM-81-25, 81/08/14. 
CARLS ON ,R Region 1, Ofc ol the Director (810301-820201), ALDERSON.C, Region 
2, Ofc of the Director (810301 820201) STREETER, J. Region 3, Ofc of the Director 
(810301-820201). 6pp 46766 289-46766,294 

-6809090213 Forwards draft documentation re Severity Level III violation No civil penal- 
ty will be assessed since util taking steps to ensure proper dose limits assigned to 
workers under ago of 1 8 

O'REILLY.J P Region 2. Ofo of the Director (810301-020201) 61/08/05. 

THOMPSON, D. Enforcement &, Investigation Staff, R1. 6pp 46766*205 46766 300 

-8808090222 Documents agreement re proposed course of action per 810902 
memo Based on DOT interpretation mail shipped meals DOT requirements 
THOMPSON, D Director’s Ofc, Enforcement & Investigation Staff, IE (Pro 820201) 
EGM 81*29, 81/09/14 ALDERSON.CE Region 2, Ofc of the Director (810301- 
820201). Ip 46706:301-46766 301 

-8809090226 Supports util denial of Severity Level III violation for punctured drums on 
basis that shipment mot requirements for bulk shipment per 49FR173 392(d),Draft re- 
sponse to util & DOT Ur to util end 

ALDER SON, CE Region 2, Ofc ol liia Director (810301-820201), 61/09/02, 
THOMPSON, D. Director's Ofc, Enforcement & Investigation Staff, IE (Pro 820201) 
3pp. 46766 302-46766:304. ' 

-8809090238 Forwards 850209 memo from NRR containing guidance on Implementa- 
tion of actions required by NUREG 0737, 

AXELRAD.JA, Enforcement Staff, IE (Pro 870413) EQM85 02 65/02/04 

HOLODY.D. Regfon 1, Ofc of the Director, PiJCKETT.M, Region 2, Ofc of the Director 
SCHULTZ, B, Region 3, Ofo of the Director 3pp 46766*305 46766*305 


-8809090139 Forwards draft of dissenting views re notice of violation W/o oncl, 
AHEARNE.J Commissioners 82/02/08 PALLADINO, GILINSKY, BRADFORD Com 
mlssfoners ip, 46769*326-46769 326 

8809090117 Final response to FOIA request Forwards App A document App B docu- 
ments withheld (ref FOIA Exemption 5) 

GRIMSLEY.DH NRC - No Detailed Affillalion Given 80/08/18 FELTON, J M N wlm 
Licensing Reports, 4pp 46777.011-46777.017 


-8809090122 Confirms that ERA will consider late comments on advance notice or pro- 
posed rulemaking (ANPRM) Commission & SECY staff Informed by phono 
DIRCKS.W J Ofc of the Executive Director for Operations 83/12/14 PALLDIMO, G1 
LINSKY, ROBERTS Commissioners Ip 46777*016-46777 017 

8809090136 FOIA request for documents listing all LERs w/corrospondlng causo cedes 
as ref by T Novak of AEOD In recent symposium In Paris & Info on why NRC fools 
that cause codes potentially good Indicators of nuclear plant performance. 

BOLEY.K. Public Citizen's Critical Mass Energy Project 00/06/10 GRIMSLEY.D, NflC 
- No Detailed Affiliation Given 3pp, 46766 209 46766*21 1 


8609090143 Final response to FOIA request re all LER documents Forwards App A 
document Document also available In PDR 

GRIMSLEY.D, H, NRC - No Detailed Affiliation Given, 88/08/18 BOLEY.K Public CiU* 
zen’s Critical Mass Energy Project, 2pp 46766*212-46766 247 

-6805130022 SECY-88-103 Informs Commission of status of performance fndlcalor (PI) 

S rogram & requests approval of staff plan to Include new Pis in program 
TELLO.V Ofc of the Executive Director for Operations 80/04/15 31pp. 46760 217- 


8809090152 Appeals denial of FOIA request for documents re plant Requests that NRC 
response bo as detailed as possible In order tg better enable client to dotormlno need 
for further legal action 

BELAIR.R.R. Kfrkpatnck & Lockhart 88/06/23. Ofc of the Executive Director for Op> 
era! ions 6pp 46769 020 46769 025 

8809090156 FOIA request for documents re manual on procedures for inspeclino by- 
product matl facilities A any applicable field notes 

KUROWSKMG. Laeser & Schreiber, Inc 08/07/20. Region 3. Ofo of the Direclw 
Ip 46769.155 46769.155. 

B0 1 O9 S2fil 56 Responds to portion of 880623 Ur appealing DH Grimsley 080526 response 
to FOIA request.Oanled portions of record can now be released, 

STELLO.V Ofc of the Executive Director for Operations 88/0B/17 BELAIR.R R Kl/fc- 
patnek A Lockhart, 2pp 46769,026-46769 062 


8809090111 Responds to 880505 appeal of denial ol documents & portions of docu- 
ments Identified on and Appa E & F in 680425 response to FOIA 87-444 .Documents 
or portions of documents continue to be withheld (ref FOIA Exemption 5). 

CHILK.S J. Office of the Secretary of the Commission. 88/08/12 HAMLIN, J.B Shaw, 
Pittman, Potts & Trowbndge. 1 1pp 46769* 3 90-4 6769:32 6 

-6809090119 Requests (hat Committee review disagreement between NRC & NRC In- 
spector I Yin over technical Issues anstng from licensee design control measures for 
small & larqe bore piping sys & advise Commission on resolution 
PALLADINO.N J Commissioners 84/04/04. EBERSOLE.JC, ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip 46769.314 46769 314. 


-8809090169 Confirms content of 880303 telcon re numbered Paragraph 2 of FOIA Re- 
quest 80 63.Paragraph clarified to read a9 staled. NRC response to request duo on 
end ac ^ on ^ an * or evalua ^ on °f request to operate plant at 25% power 

GIBSON, L,C, Kirkpatrick & Lockhart 88/03/16. BROWN, N NRC - No Detailed AIM- 
atlop Given. 16pp, 46769.033-46769 052 


8609090157 Final response to FOIA request for documents re Insp procedures & 
documents listed on App A Documents also available In PDR. 
GRIMSLEY, D.H. NRC - No Detailed Affiliation Given, 88/08/16. KUROWSKLLG. 
Laeser & Schreiber, Inc 2pp 46760*166-46769:274 
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-6309090262 Package ol IE Insp Manual Procedures 83890,03822 & 02701 & Chapters 
03-30,2800 & 2820 & outlines for well logging insp field notes, industrial & acadfomic 
insp rept & limited scope lor distribution to specific licenses checklist 
* NRC • No Detailed Affiliation Given 85/04/10 120pp 48769 150-46769-274 

8G09090176 Appeals denial of FOIA request for documents re nonproprietary versions 
of proposal which resulted in ref contracts & Info on NRC technical evaluation, 

LOFY.fl A Parameter, Inc NRC-G3-07-1 19 01 8B/O7/10 Ofc of the Executive Direc- 
tor for Operations 2pp, 46766 340-46766 341 

6809090176 Responds to appeal re denial of FOIA request for documents, Document 
contains financial cost & pricing Info which could cause competitive harm to 
companies Document withheld (ref FOIA Exemptions 4 & 5) 

STELIO,*/. Ofc of the Executive Director for Operations 8B/OB/10, LOFY R A Param- 
eter, Inc 2pp. 46766-342-48768 348 

0009090203 Appeals partial denial of records made available in response to FOIA OB 
271 Requests that case number & allegation for listed DOJ referral datos be made 
available 

FELTON, J M Nuclear Licensing Reports 8B/06/23 STEblO Ofc of the Executive Di- 
rector for Operations Ip, 46766.349 46766 349, 

6609090214 Final response to FOIA request for licensee/ owners for Nine Mite Point Nu- 
clear Station. 

GFHMSLEY.D H. NRC - No Detailed Affiliation Given 68/08/18 DISTEFANO,J,G DIS- 
lefano, j.G Ip 46777.080-46777-000 

8609090219 FOIA request for documents re names of licensee & names of owners 
DISTEFANO.J.G DlStefano, J G 08/08/04 Office of Governmental & Public Affairs 
(Post 870413). 2pp 46777.081-46777 002. 

6609090241 Responds lo 880623 appeal Of Grlmsley 080603 response to FOIA request 
for Ofc of Investigations list of cases ref to DOJ Previously withheld Info will continue 
lo be withheld (ref FOIA Exemptions 5 & 7) Appeal denied 

STELLO.V. Ofc of the Executive Director for Operations 88/08/12 rELTON.JM Nu- 
clear Licensing Reports 2pp 46766.350 46766 356 


“8809120116 Forwards structure for IE evaluation of overall regional performance thru 
830531 S requests one page summary assessment for each assigned 
SNIEZEK.J H Ofo of Inspection & Enforcement, Director (820201-870413). 83/05/10 
TAYLOR ,J M Div of Quality Assuranc ©, Safeguards & Inspection Programs, IE (830103 
850212). JORDAN.E.L Div of Emergency Preparedness &. Engineering 
Response J E(05021 2 070413) AXELRAD.J A Enforcement Staff, IE (Pre 870413) 
14pp 46770 135 46770 148 ' 

-8609120120 Advises that D Rosano wilt visit on 840411-12 to review relevant notices 
of violations & to discuss findings w/ safeguards personnel responsible for map re 
suits, 

BLACKWOOD, E B. Enforcement Staff, IE (Pre 670413) 84/04/06 HOLODYDJ 
Region 1 , Ofc of the Director 3pp. 46770. 1 60 4Q770 1 62 

—8809120123 Forwards new SES contract for regional administrators review & 
signatures Enel 3 provides guidance on type of Info that shoutd be considered In da 
vetoping Individual program area plans. 

D1RCKS.W.J Ofc of the Executive Director for Operations 84/07/10 MURLEY.T.E 
1’.2 fc ot ,he JP ire ctor. O'REILLY, J P, Region 2, Ofc of the Director 
KEPPLER,J.G Region 3, Ofc of Ihe Director. 49pp 46770.163-46770 210 

-8809120137 Forwards assessments by Enforcement Staff of regional performance in 
enforcement area from Jul-Nov 1905 

AXELRAD.J ,A Enforcement Staff. IE (Pre 870413) Q6/12/13 BLAHA.J L, Program 
Support A Analysis Staff, IE (Pre 870413). 13 pp 46770 21 1 *46770 223. 

--860912Q143 Forwards response of Director of Enforcement Staff to Region IV com- 
ments on IE assessment of regional enforcement program & Region IV IE program 
ofc assessment of 060613, a 

TAYLOR.J.M. Ofc of Inspection & Enforcement, Director (820201-B7D413). 66/07/08 
MARTIN ,R.D. NRC - No Detailed Affiliation Given 12pp 46770 224-46770 235 

-8809120146 Forwards Region IV program ofc assessment provided to EDO m ro 
sponse to Q 60421 request 

MARTI N,R D. Ofc of Inspection & Enforcement, Director (8202ot 670413) 66/06/13 
TAYLOR, J M Ofc of Inspection & Enforcement, Director (820201-870413). 2 pp. 
46770.236-46770,230, ™ 


8009090245 FOIA request for technical & price proposals & executed contract submit- 
ted by winning vendor for Solicitation RS-PER 08*364. 

KNOX.J.A Beil Atlantic Education Services, Inc B8/07/07 SMITH, P NRC - No De 
tailed Affiliation Given. Ip. 46766,205 46766 205 

8809090248 Final response to FOIA request Contract already available in PDR App A 
documents withheld (ref FOIA Exemption 4). 

GRIMSLEY,D H. NRC - No Detailed Affiliation Given, 80/09/07 CAPE.R.E Boll Atlan- 
tic Education Services, Inc. 3pp, 46766 206 46766.200, 

8809090269 Final response to FOIA request Forwards App E documents, Apps D & E 
documents available In PDR, Charges for search, duplication & postage listed, 
GRIMSLEY.D.H. NRC - No Detailed Affiliation Given 00/06/16 MCMILLAN, J A 
O'Melvany A Myers. 11 pp, 46766-248-46766-27 1. 

-0009099278 Forwards testimony of CA Lovejoy ro financial qualifications of applicant 
CONNER,! B Atomic Enemy Commission 60/01/30. WELLS, A A Atomic Energy 
Commission PAXTON, H C. Los Alamos National Laboratory. PIGFORD.T M. Califor- 
nia. UnN, cf, Berkeley, CA Ip 40768.201*46760-261. 

-8898090281 Testimony of CA Lovejoy on financial qualification of util ro design A 
const of plant 

LOVEJOY ,C.A. Pacific Gas & Electric Co, LOVEJOY ,C A. Atomic Energy Commission 
68/01/30. 6pp. 46766.262-46760-267. 

-8909990283 Forwards "Preliminary Aspects of PG&E Application for CP at Nuclear 
Power Plant at Proposed Diablo Canyon Site,** for review by committee. 

MORRIS.PA Atomic Energy Commission. 67/04/14 PALLADINO.N J. ACRS - Advi- 
sory Committee on Reactor Safeguards. Ip 46766 260*46766.268 

—8899120128 ''Preliminary Aspects of PG&E Application for CP for Nuclear Power Plant 
at Proposed Oiablo Canyon Site “ 

* Atomic Energy Commission. 67/04/14, 3pp, 46766-269-46766 271. 

8809120874 FOIA request documents of IE regional assessments & rankings by region 
in area of performance assessment of enforcement activities & any supporting clarifi- 
cation & documentation rankings from 1902 to present 

CONN OR ,L, Doc-Search Associates 87/12/23, Division of Rules & Records (0 7041 3- 
8 BOS 14) Ip. 46770.059 46770 059. 

8809120091 Final response to FOIA request (or documents Forwards documents listed 
In App A Documents also available In PDR App B documents totally withheld (ref 
FOIA Exemption 6) App C documents partially withheld (ret FOIA Exemption 6) 
GRIMSLEY.D.H NRC - No Detailed Affiliation Given 88/08/17, CONNOR, L Doc- 
Search Associates, 6pp 46770.060 46770.238, 

—8305090714 Discusses IE plan for assessment of regional implementation of EE 
programs, based on 020706-07 meeting In Region III IE office procedure on conduct 
of regional assessment revised.Coope ration in efforts requested, 

DEYQUNG.R.C Ofc of Inspection & Enforcement, Director (020201-870413) 02/09/ 
23. HAYNES.R.E, Region 1, Ofc of the Director OREILLY.J. Region 2, Ofc of the Di- 
rector. KEPPLER.J, Region 3, Ofc of tha Director 46pp 46770 090*46770, 134 


8609120181 FOIA request for records listed on attachment ref to in Commission 600629 
transcript on "Initial Briefing by Advisory Committee on Nuclear Waste " 

FELTON, J.M. Nuclear Licensing Reports. 06/08/04 GRIMSLEY.DH, NRC - No De- 
lalled Affiliation Given 2pp 46769 350 40769 351 

8809120182 Partial response lo FOIA request for documents Forwards App 
A, Documents also available in PDR 

GRIMSLEY.D, NRC - No Detailed Affiliation Given 06/06/22 FELTON, JM Nuclear 
Licensing Reports 2pp, 46769 352 46770 058 

-8809120184 provides updatod guidance for licensing of Incineration of 
radwaste, Updated guidance supersedes Policy & Guidance Directive FC 84-3,<nd 
040613. 

CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety (Pre 670413) 84/12/05 
NRC * No Detailed Affiliation Glvon. 16pp. 46769,354 46770 009 

-8809120185 Submits comments on ACRS Subcommittee on Waste Mgi 880505 rept, 
"Below Regulatory Concern," & "De Minimis," concopls for ACRS consideration Ropt 
on nuclear waste regulation onol 

STELLG.V. Ofc of the Executive Director for Operations 80/06/27 FRALEY.R ACRS 
- Advisory Committee on Reactor Safeguards, 40pp 46770 010 46770 058 

8809120210 FOIA request for documents ro NRC policy & practices on Investigating al 
legations oi wrongdoing In nuclear projects & Info concerning RA Fortuna GB0307 
memo to WJ Ward. 

HALL, A Government Accountability Project 8B/06/30 NRC - No Detailed Affiliation 
Given. 2pp 46770 244 46770,245 

8809120211 Final response to FOIA roquet for documents Forwards App B 
documents App A & B documents availablo in PDR Add! records may be found in PDR 
under FOIA-80 349 

GRIMSLEY.D, NRC - No Detailed Affiliation Given. 00/00/23 HALL, A Government 
Accountability Projecl. 3pp. 46770.248 46770-292 

-8606130026 Forwards V Stello draft memo & charter establishing Investlgallon Refer- 
ral Board for review of Investigation requests to Ofc of Investigations Review & com- 
ments requested by 860620 

SNIEZEK.J H Regional Operations & Generic Requirements, EDO (Pre 070413), 86/ 
06/04 NRC - No Delallad Affiliation Given 3pp 46770.270 46770 266. 

-B712100369 Submits Rov 1 to Ofc Ltr 1000 re procedures for requesting Ofc of Invas- 
ions to conduct Investigations Into matters Involving wrongdoing by licensee em- 

E /ees or contractors & notifying ofc of potential wrongdoing 

RLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 87/12/ 
07. Office of Nuclear Reactor Regulation, Director (Post 070411), 3pp 46770 266- 
46770 277. 

“8804010083 Submits NRR Ofc Ltr 1002 re liming of disclosure to licensees of pending 
investigations &/or criminal referrals, 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 83/03/ 
28, Office of Nuclear Reactor Regulation, Director (Post B70411). 4pp 46770 261- 
46770-267, 


—6306 270404 Forwards Operating Reactor Programs Branch assessment rept of Region 
IEI I mple mentation of SALP program for operating reactors Comments should be sub- 
mitted by 830609 for Inclusion In summary rept. 

TAYLOR.J.M, Div of Quality Assurance, Safeguards & Inspection ProgramsJE (830103- 
350212) 83/06/24 KEPPLER,J, G, Region 3, Ofc of the Director. Ilpp 46770.146- 
46770.156. 

-8609120106 Requests comments on end draft IE Procedure 200 re appraisal of re 
atonal Implementation by 82061 1. 

OEYOUNG.R.C, Ofc of Inspection & Enforcement, Director (020201-870413). 82/05/ 
24. HAYNES, R C, Region 1, Ofc of the Director. OREILLY.J P Region 2, Ofc of the 
Diroctor. KEPPLER.J .5. Region 3, Ofo of the Director. 25pp. 46770 065-46770.089, 


-8809120215 Submits Rev 3 to Ltr 1-27, establishing policies & procedures for mgt of 
allegations.including allegations re DOE or contractors on high level waste program 
THOMPSONS. L, Office of Nuclear Material Safety & Safeguards, Director, QB/07/01, 
Office of Nuclear Material Safety & Safe guards, Direct or. 2pp. 46770 246-46770 250 

-8B09120217 Ofc Ltr 1003, establishing policies & procedures for mgt of allegations In 
NRR & establishing NRR Allegation Review Board responsible for direction & over- 
sight of allegation mgt processln NRR. 

MU RLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 68/07/ 
01, Office of Nuclear Reactor Regulation, Director (Post 870411) 10pp. 46770:251- 
46770.260 
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-6809120227 Faorwards policy statement re handling of fate allegations, per LJ Chan 
dler 84 1010 note Review & concurrence by C 0 B 841026 requested 
CUNNINGHAM, G H Regional Operations & Genenc Requirements, EDO (Pre 
870413) 84/10/25 DENTON, H R Office of Nuclear Reactor Regulation, Director 
(Post 070411) DEYOUNG, RC Ofc of Inspection & Enforcement, Director (820201- 
870413) MUflLEYJ E Region 1, Ofc of the Director 7pp 46770 266-46770 29 2 

8609120218 FOIA request for NRC response to OMB Bulletin 88-11, ‘’Federal Info Sys 

T/J/LOpS^ederaf Purees, Inc 88/08/11 MCDONALD.W NRC - No Detailed Alfili 
atx)n Given Ip 46769 327-46769 327 


8809150314 Partial response to FOIA request tor document re &ECY-86 69 ww .. 
Potential Applicability of Do Minimis & 8elow Regulatory Concern Concede i«r 
mission Policies " Document available In PDR pis 10 CofT1 - 

GRIMSLEY.O H NRC » No Detailed Affiliation Given 80/08/30 FELTON m M , 
Licensing Reports 2pp 46815 132-46615 135 

8809160065 Partial response to FOIA request for documents re plant Forward* 
documents Documents also available in PDR & LPDR in Plymouth Public- 1 5JSP c 
Plymoulh.MA c UDfar * n 

GRIMSLEY.D NRC - No Detailed Affiliation Given 88/00/23 JOHNSON gf 
& Berlin 3pp 46814 001-46015 086 5w ^ r 


8609120222 Final response to FOIA request for documents re NRC response to OMB 
Bulletin 88-11, “Federal Info Sys & Technology Planning" Forwards App A 
document Document also available in PDR - , . 

GRIMSLEY.D H NRC - No Detailed Affiliation Given 68/08/30 TAYLOR, N Federal 
Sources, Inc 2pp 46769 320-46769 334 


*-87020301 SB Confirms that (mat response to 10CFR2 206 petition re restart n»h , 
plant will be submitted by 070331 , per discussion Related Info end a a * 

JORDAN, E L Div of Emergency Preparedness & Engineering Response ifmtoh 
670413) 2 206 87/01/28 KRIMM.R W Federal Emergency Managemenl /S 
240pp 46B14 027-46814 30Q y ni 


-8809120229 Forwards overview of NRC fnfo technology plans & pnonties in response 
lo OMB Bulletin 88-11, “Federal Info Sys & Technology Planning " 

MCDONALD.W G Office of Administration & Resources Management, Director (Post 
870413) 88/07/20 MACRAE.J B Office of Management & Budget 5pp 46769 330 
46769 334 


■8809160091 Forwards package on FEMA soil initiated rovlew & Interim findmo on off 
site emergency planning at plant Commonwealth of MA planning found madeouateh 
protect health & safely of public W/o end ^ 

iGME.E ACRS - Advisory Committee on Reactor Safeguards 87/08/27 MOELLER n 
ACRS - Advisory Committee on Reactor Safeguards Ip 46814 004 46814 004 


6809120238 Appeals denial of FOIA request for undated draft memo 
FELTON, J M Nuclear Licensing Reports 88/07/18 STELLO Ofc of the Executive Di 
rector for Operations Ip 46769 335 46769 340 

8809120239 Final response to FOIA request for documents App B document withheld 
(ref FOIA Exemption 5) 

GRIMSLEY.D NRC - No Detailed Affiliation Given 88/08/23 KUDLICK.M MH8 
Technical Associates 3pp 46770 239 46770 243, 

8809120243 Responds to BQ0718 appeal of DH Gnmstey 680714 response denying one 
record sub] to FOfA request for documents of 880607 & 16 meetings re mails pro- 
gram audit & certification of radiographers VL Miller 680714 memo end. 

STELLO, V Ofc of the Executive Director for Operations, 88/0B/29 FELTON, J M Nu- 
clear Licensing Reports 2pp 46769 341*46769 349 

-8609120247 Summary of 880616 meeting w/Amencan Society for Nondestructive 
Testing re industrial radiographer safety personnel certification program Draft memo ol 
meeting also end 

MILLER, VL Medical, Academic & Commercial Use Safety Branch 88/07/14 Medi 
cal. Academic & Commercial Use Safety Branch 7pp 46769 343-46769 349 


-6B09160102 Summary of 020209 mooting w/util re current status of util response to 
NRC order, List of attendees & description of changes In util organization end 
CRAIG, J Enforcement Staff, IE (Pro 870413) 82/02/09 Enforcement Slalf IE (Pre 
070413) 13pp 46814 005 46014,017 ’ 1 * 

-8009160104 Discusses Commonwealth of MA proposal for alternative to Imposition c i 
civil penalty in amount of $450,000 'mposiuon ci 

PARRISH, R Office of the General Counsel 2 200. 82/03/02 Office o! tha Genwai 
Counsel. Ip 46814 010 46814 010 

-8009160116 Forwards documents re background info on util violation ot 
10CFR50 44, per request 

CARLSON, RT Enforcement & Investigation Staff, R1 01/07/24 WESSMAN.R En- 
forcement Br, Enforcement & Investigation Staff, IE (Pre 820201) 6pp 46814 019- 


-8809160123 Requests submittal of schedule for Installation & tealing of containment 
atmospheric dilution sys within 60 days.por Rev 2 to Rog Guido 1 7 
IPPOLITOJ A Atomic Enorgy Commission - Deputy Director for Reader Protects 78/ 
03/14 ANDOGNINI.GC. Boston Edison Co. 2pp 46814 025 46814 026 


8809150245 FOIA request (or revs.suppls & clarifications & documents re NUREG/CR 
3699, “Util Financial Stability & Availability of Funds for Decommissioning " 

PHILLIS, M.T. Bishop, Cook, Purcell & Reynolds, 88/03/23 GRIMSLEY.D H. NRC - No 
Detailed Affiliation Given Ip 46815 136-46015 136, 

8809150253 Final response to FOIA request for documents Forwards App A 
documents.Charges for search & review of records identified on App A staled 
GRIMSLEY.D NRC - No Detailed Affiliation Given 88/08/23 PHILLIS, M T Bishop, 
Cook, Purcell & Reynolds 2pp 46815 137-46815 309, 

-8809150259 Marked-up “Anafysis of Safety & Cost of Internal & External Funding lor 
Decommissioning Review of Comments Submitted to NflC on Proposed Amends Pub 
lished 050211 in Ffl.Vol 50, Number 28,Pp 5,600-5,625 ” 

SIEGEL, JJ Siegel, J J 86/03/31 31pp 46815139 46815 169 

-8009150263 Revised “Analysis of Safety & Cost of Internal & External Funding (or 
Decommissioning Review of Comments Submitted lo NRC on Proposed Amends Pub 
fished 850211 in FR.Vol 50, Number 28, Pp 5,600*5,625 " 

SIEGEL, J J. Siegel, JJ, 86/04/30 34pp 4681 5’ 170 46815 203 

-8809150266 “Cost & Availability of Funds for Decommissioning-Analysis of Internal & 
External Funding “ 

SIEGEL, JJ. Siegel, J.J 86/05/31 30pp 48815-204 46815 233. 


"0809160248 Discusses restart of planl.por NRC 870427 confirmation of action It/ or 
derma continued shutdown until problems Identified In SALP reviews resolved EDO 
scheduled to address Commission In Aug 1088 on licensee readiness lor restart 
BOEHNERT.P ACRS - Advisory Committee on Reactor Safeguards CAL 88/03123 
ACRS - Advisory Committee on Roactor Safeguards. 1 p 4601 4 310 46814 310 

--8809160284 Roquosls that further processing of payment of civil penalty by util & de- 
posit of paymont in US Treasury be stayed until deposition of Commonwealth olMA 
petition 

KENNY, PJ Massachusetts, Commonwealth of. EA-01-063 82/03/19 HAYNES, RC 
Region 1, Ofc of the Director. Ip 46014 311-46814 311 

"8809160266 Requests that further processing of payment of civil penalty In amount ol 
$550,000 by util bo stayed until deposition ofCommonwealih of MA petition 
KENNY, PJ Massachusetts, Commonwealth of EA 81-063 82/03/22 

DEYOUNG, RC Ofc of Inspection & Enforcement, Director (020201-870413) Ip 
46814-312 46014 312 

-8809160270 Advises of suspension of work on containment atmospheric dilution sys 
described In Amend 35 to FSAR Action taken ponding rev to Reg Guide 1 7, 
FELDMANN.MJ Boston Edison Co, 74/06/13 Atomic Energy Commission, Director 
ate of Licensing Ip, 46014 313 46016 086 


-8809150277 Summanzes findings as reported in encl document, "Cost & Availability of 
Funds for Decommissioning Analysis of Internal & External Funding ” 

SIEGELJ.J, Siegel, J J 87/11/14 SERPAN.C NRC - No Detailed Affiliation Given 
2pp 46815 234 46B1 5 309, 

8809150265 Partial response to FOIA request for documents Forwards App T 
documents Apps S & T documents available fn PDR. 

GRIMSLEY.D NRC - No Detailed Affiliation Given, 80/08/22. JONES.C Affiliation Not 
Assigned 3pp, 46815 067-46815 131 


-8809150271 Ack receipt of 870715 Itr Informing NRC of steps taken to correct viola 
tions noted In Insp Rept 50-272/83 37 Violations occurred as stated fn notice of vlo 
lation & appropriately classified In aggregate at Seventy Level III. 

RUSSELLW.T. Region 1, Ofc of the Director EA 84 036 00/03/21 

MILTENBERGER.S Public Service Electnc & Gas Co. of New Jersey 6dd, 
46815 090 46815 095 y 


8809160162 FOIA request for 080307 memo ref to In end 0BO331 article by J 
Anderson, draft answers prepared by Fortuna & Ward for Breaux Subcommittee & re- 
sponse sent by NRC to subcommittee, 

FELTONJ.M Nuclear Licensing Reports 00/04/21, GRIMSLEY.D H Division of 
Rules & Records (870413 000514) 2pp 46832 076-46832.077 

8809 1601 QB Partial response to FOIA request for documents Forwards App E 
documents App D & E documents available In PDR App E documents being placed at 
LPDR in Plymoulh.MA 

GRIMSLEY.D, NRC - No Detailed Affiliation Given 88/08/25. JOHNSON, G E Swtdter 
& Berlin, 4pp 46831 033-46832 075 

-0702190275 Requests review ol encl Info re safety classification of refueling Interlocks 
at fecihty & assistance In resolving matter prior to restart, 

KANE.W.F Region 1, Ofc of the Director. 87/01/06 BERNERO.R Division of Bo0*ng 
Water Reactor (BWR) Licensing (051125*870411 , 9pp 46831.248-46831:260 


-8809150274 Discusses Insp Rept 50-272/83-37 on 831205 06 &. forwards notice of 
violation 


RUSSELLWT. Region 1. Ofc of the Director, EA84 036, 87/06/15 MCNEILL, C A 
Public Service Electnc & Gas Co ol New Jersey. 3pp 46815 096-46815,098. 


-8603300047 Forwards Augumentod Insp Toam outstanding issues ro Improvement of 
plant ability to cope w/future similar event, for tracking & followup „ „ 

DURH.JP NRC - No Detailed Affiliation Given 88/01/20. WIGGINS, J.T NRC - No 
Detailed Affiliation Given, 7pp 46832 049 46032.055, 


-8809150284 Notice of violation from Insp on 831205 06 8 840116-20. Violations 
noted fire protection features nol provided for certain redundant hams of eaubment 
&/or cabling located outside primary containment 

RUSSELLW.T, Region 1, Ofc of the Director EA-B4 036, 87/06/15 3pp. 46815 099- 
46815 101, 

-88091 S0268 Discusses Insp Rept 50-271/83-26 on 830819 0902 & forwards notice of 
violation. 

RUSSELL, W.T, Region 1, Ofc of the Director EA-84-007 07/06/16 MURPHY WP 
Vermont Yankee Nuclear Power Corp, 3pp. 46815-1 02-4681 5,104, 

-W09150292 Nolica of violation from Insp on 830829 0802 Vfofallon notad.fire protec- 
tion features not provided for certain redundant trains of equipment &/or cabling nec- 
essary to achieve & maintain hot shutdown conditions y 

Region 1, Ofc of the Director EA-84-007 87/06/15, 26pp. 46816-105- 

46815.131, 


-8809160173 Advises that encl Investigation Rept 50-293/81-37 re mall false slats 
ment Incident scheduled for issuance on 820310 Incident does not appear to Involve 
deliberateness on part of util nor employees Supporting documentation encl, 
HAYNES, R C Region 1, Ofc of the Director. 82/03/10 DEYOUNG.RC Ofc of n- 
speotion & Enforcement, Director (820201-G70413). CUMMINGS, J M. Office of In- 
spector & Auditor, 133pp. 46031 040*46031,247. 

** 8 870427 1^4 Fcrwarc}8 lrfl nscript of testimony presented to Special Joint Committee on 

KANE.WF Region 1, Ofc of the Director 87/05/01. FORMAN, P.V. Massachusetts, 
Commonwealth of, Ip 46631 261-46831 261 

-88Q9160169 Transcnpt of WF Kane testimony before Special Joint Committee on In 
vestlgation & Study of Pilgrim Slatlon re 860412 shutdown & deficiencies 
dantlfied.lncompfete rept of committee on plant encl. 

KANE.W F. Region 1, Ofc of the Director. 07/04/27 37pp 46831:262-46831 298 
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>9909160191 Summary of 870814 meeting w/utll.FEMA & Commonwealth of MA in 
FEMA Region 1 Ofc re FEMA Region T self Initiated review & Intorim finding dtd 
a 70804 

LAZARUS.W J Region 1, Ofc of the Director 07/00/17 Region 1, O/c of the Direc 
lor 2pp 46831 299 46031 300 

-&SO9160196 Expresses appreciation for repts submitted to NRC by Commonwealth of 
MA Dept of Public Health & S Cobb re results of epidemiological studies In communi 
ties around plan! Commonwealth of MA responsible for reviewing concerns 
KANE.W.F Region 1. Ofc of the Director 07/09/17 ALEXANDER, LR Massachu- 
setts, Commonwealth of 2pp 46031 301-46031 302 

'6609160199 Proposes listed agenda items for 871000 mooting In King of 
Pjussfa.PA .including status of NRC review of security violations reported by util & alle- 
gations of excessive overtime.oer 870930 totcon 

AGNES.PW. Massachusetts, commonwealth of 07/10/01. MILLER, M NRC - No De- 
tailed Affiliation Given. IQpp 46831 303 46831.312 

-6 6D91 6920-1 Summarizes 871008 meeting w/ Comm on wealth of MA re concerns & 
status of NRC position on emergency plannhg.safety enhancements & mgt deficien- 
cies re plant Meeting agenda & list of attendees end. 

MILLER.M.T. Region 1, Ofc of tho Director, 87/12/04. DEAN.G Massachusetts, Com- 
monwealth of 4pp. 46031 313-46831 316 

-9609 160206 Forwards info re allegation process, OL amend process.NRC policy on 
overtime at plant & generic emergency procedures for containment venting, per 
671008 request.W/o stated ends Rotated Info end 

MtLLER.MT, Region 1, Ole of the Director 07/11/10 BARRY, C.V. Massachusetts, 
Common wealth of, 9pp 46831 317-48831.325 


-3609160207 Responds lo 871112 request (or comments on util restart plan tor plant & 

BARRY.C.v! Massachusetts, Commonwealth of. 88/01/04 RUSSELL, W.T. Region 1, 
Ofc of the Director. 4pp 46031.326 46Q31 329. 


-8009160194 Responds to 850117 request for legislative history on Congressional cell- 
ing of 38 positions for Ofc of Investigations 

KAMMERER.C NRC - No Detailed Affiliation Given BB/01/24 ASSELSTINE.J K 
Commissioners, 42pp. 46832 136 46832 185. 

-8809160203 Requests response to Ofc of Investigation answer to Breaux/Simpson be 
forwarded to Commissioner for review 

HAYES, B.B. NRC - No Detailed Affiliation Given 80/02/ tO NRC - No Detailed Affili- 
ation Given 30pp 46632.186-46032 215 

-8009160211 Forwards remaining answers to 880127 questions re Ofc of 
Investigate ns, training & qualification of nuclear power plant personnel, NRC proposed 
policy statement on maint & NRC policy statement on enforcement. 

2ECH.LW. Commissioners 08/03/01. BREAUX, J Senate, Environment & Public 
Works 16pp 46632 216 46632 231, 

-0609160220 Provides list of changes found In final response to Ofc of Investigations 
answers lo assigned 880127 questions Changes that went lo Congress from NRC 
rendered authors answers either Incorrecl or misleading. 

WARD.WJ Office of Investigations Q0/O3/07 HAYES, B B Office of Investigations 
15pp. 46632,232 46832 246 

-8B091 60222 Discusses review of 060307 llr against questions sent lo Broaux/SImpson 
on 600301 8k also against last version of questions sent to EDO & Ofc of Congres 
slonal Affairs 

REHM.T A Ofc of tho Executive Director for Operations 8B/03/10 TAYLOR, J M Ofc 
of the Executive Diredor for Operations, 5pp 46Q32 247-46832 251 

-BB091 60231 Informs that Subcommittee on Nuclear Regulation completing Investiga- 
tions & series of hearings on Issues re organization & operation of NRC & on relation- 
ship w/industry It regulates. 

BREAUXJ Senate, Environment & Public Works, 80/02/10 HAYES, BB. NRC - No 
Detailed Affiliation Given. Ip. 46832.252-46832.262 


-8609160239 "Rept on Emergency Preparedness for Incident at Pilgrim Nuclear Power 


BARRY.CV. Massachusetts, Commonwealth of 07/12/16, 37pp 46031:330 
46032.048, 


-0BO916Q244 Confirms discussions ro 080209 informational mooting between Region I 
staff & representatives of focal & state govts & certain residents living In area of plant, 
AGNES, P.W. Massachusetts, Commonwealth of. 88/02/05 MILLER.M Region 1, Ofc 
Ol the Director. 2pp. 40832.056-46032.057. 

-9809160251 Forwards transcripts of oral statements made during public meetings held 
by NRC on 880218 In Plymouth.MA.to recoivo public commonl9 on plant restart plan 
FUJSSELL,W.T. Region 1, Ofc of tho Director, 80/04/05 BARRY, C.V. Massachusetts, 
Commonwealth of. Ip. 46032 058 46032 050 


-8809160265 "Emergency Preparedness " 

BELLAMY, R.R Region 1 , Ofc of the Director 00/05/11 lOpp 46032. 059 46032. 060 

-88 09160261 Requests fight lo participate as observer In augmented team Insp sched- 
uled for 880606 & lo designate addl associate observers to assist G Minor In selected 

SftRRY.Cv! ElassachusoUs, Commonwealth of. 08/05/27. RUSSELL.WT. Reg ion 1, 
Ofc of the Director Ip 46032 060 46032,071 


-BB09160233 Informs that Subcommittee on Nuclear Regulation completing Investiga 
lions & series of hearings on issues re organization & operation of NRC & on NRC 
relationship w/industry it regulates 

BREAUX, J. Senate, Environment & Public Works 80/02/10 FORTUNA.ft NRC - No 
Detailed Affiliation Given. Ip. 46832.253-46032.253 

-6009100241 Advises that >offoc live Immodlately.all correspondence from Ofc of frweaii 
gallons should be roulod through J Taylor. 

WARD.WJ. Oflico of Investigations 90/02/10 Office of Investigations 8pp. 
46632-254-46832:201. 

-8009160240 Testimony of BB Hayes re proposals lo restructure NRC 
HAYES.B B Office of Investigations 88/04/26. 7pp 40832 262-46832.268, 

-0809160250 Forwards draft responses to listed 800127 questions from Senators 
Breaux & Simpson W/o end 

BRADBURNE.J.C, NRC - No Detailed Affiliation Given BB/02/18. ZECH, ROBERTS, 
BERNTHAL Commissioners. Ip 46832 2G9 46832*269 

-8809160258 Forwards revised answers to "Breaux-SImpson" Questions 14-26 w/ox- 
cepllon of 15(E) & 23 W/o end, 

CALLAHAN.M NRC - No Detailed Affiliation Given 88/02/25 JONES, B , LOPEZ- 
OTIN.M,, KAGAN ,C NRC - No Detailed Affiliation Given Ip 46032 270 46032 283 


-9809 160266 Informs that Governor Dukakis & Ally General Shannon agroo to abide by 
'■Guidelines for Accompaniment on Integrated Assessment Team Insp," subj to reso 
lutron of end Items brought to Zech attention W/o end , 

BARRY, C.V. Massachusetts, Commonwealth of 06/07/08 RUSSELL.WT Region 1, 
Ofc of the Director. Ip 40832.072-46032 076. 

6909160172 Final response to F01A roquosl for documents Forwards App J 
documents Apps J & K documents available In PDR Apps L & M documents partially 

& lo tally withheld, respectively (ref FOIA Exemption 5) , 

GRIMSLEY.DH NRC - No Detailed Affiliation Given 08/00/31, BELAIR.R R. Kirkpat- 
rick & Lockhart. 8pp. 46831:001 -40831:032, 

-8809160176 Partially withheld memo forwarding responses to prehearing questions for 
hearing on NRC emergency planning rule change to bo held by House Subcommittee 

on Energy & Environ, for commonts by C.O.B on 870423, 

BRADBURNE.J C. Congressional Affairs 87/04/22, ZECH, ROBERTS, ASSELSTINE 
Commissioners. 0pp. 40031:009-46831 032 

6B49160177 Final response to FOIA request for documents. App A records relaased App 
B document available in PDR Forwards App C documents Documents also available In 
PDR App D documenls withheld (ref FOIA Exemptions 2 & 5). 

GRIMSLEY,D.H. NRC - No Detailed Affiliation Given 08/08/30 FELTON, J M. Nuclear 
licensing Reports, Bpp 46832*076 46033:146 

-eel 0240061 Discusses establishment of Investigation Referral Board to review re 
quests for Investigations, provide central focus for referrals to Ofc of Investigations & 

assign priorities & schedules commensurate w/ageneywide needs, 

STELLaV Ofo of the Executive Director for Operations B6/1O/20. DAVIS, J G , 
OENTON.H R, TAYLOR, J.M NRC - No Detailed Affiliation Given. 5pp. 46832*297- 
40832 396, 


-8809160291 Responds to 880121 tlr re several questions from colleagues on Commit- 
tee on Environ & Public Works Resolution 395 will not occur until Commission deval 
oped permanent organizational plan for Integrating Investigative functions 
ZECH.LW Commissioners 00/01/29 STAFFORD, R.T., BURDICK, Q N , 

SIMPSON ,A.K, Senate, Environment & Public Works Gpp 46833 068 46833 076 

-8809160300 Responds to 000121 Itr from several congressmen expressing reserva- 
tions re Commission announcement on future status of NRC Ofc of Investigations 
ZECH.LW. Commissioners. 88/01/20 SHARP.PR, DINGELLJ, House of Rep, 
Energy & Commerce. UDALL.MK House of Rep., Interior & Insular Affaire 9pp 
46833*076-46833:0B4. 


■6609160305 Responds to 850117 request for legislative history on Congressional cell 
ing of 38 positions for Ofc of Investiga lions Commissions FY82 budget did not Include 
separate category for Investigations 

KAMMEREPJJ, Office of Congressional Affairs (pre 870413), 88/01/24, 

ASSELSTINE.J K, Commissioners 5pp. 46B32 359-46833 009 


-8809160307 Advises that effective 880201, Ofc of Investigations will rept to Deputy Dl 
rector for Regional Operations Within 60 days Commission intends to develop perma 
nent organizational plan for Integrating Invosllgalive functions 

ZECH.LW. Commissioners 08/01/21 STELLO.V. Ofc of tho Executive Director for 
Operations IQpp 46833.085 46033 094, 

-8809160310 Forwards background documenls dating from 820101 re proposal lo 
place Ofo of Investigations under EDO, 

BRADBURNE.J.C, Congressional Affairs 88/03/02, SHARP, P.R. House of Rep., 
Energy & Commerce, 3pp. 40033*130-40833.136, 


-8706120260 Discusses Investigation Referral Board (IRB) established as Integrated 
senior mot review board to examine proposed requests for Investigations IRB referral 
board review of 6- month trial period end , « , , . 

STAROSTECKI.R. NRC - No Detailed Affiliation Given 87/05/21. STELLO.V Ofc of 
the Executive Director for Operations. 13pp. 46832:204-46032:296, 


-8009160313 Advises that listed Commissioners approved proposed SRM & llrs to 
Congress Commissioner Roberts noted that key consideration In step two, "to assure 
more efficient & cost- effective utilization of staff resources." is reassignment 
CHILK.S J. Office of Ihe Secretary of the Commission, 80/01/20. ZECH Commission 
ers 2pp. 46833*095 46833:096 


-8706120297 Forwards proposed IRB recommendations resulting from Ofc of Investiga- 
tion referralMor revlew.com me nls & suggestions. Response requested by 870427. 
STAROSTECKI.R. Region 1, Ofo of Ihe Director. B7/04/10. ALLAN.J M Region 1, O o 
of the Director. GRACE, JN, Region 2, Ofc of the Director. DAVIS, A.B, Region 3, Ofc 
of the Director. 12pp. 40832*323-46032 350 


-8809160316 Advises of proposal to respond to Conference Committee Rept direction 
that functions of Ofc of Investigations be consolidated under EDO by two step ap- 
proach that will carry out directive 

ZECH.LW. Commissioners COMLZ-88-2. 88/01/19 ROBERTS,, BERNTHAL, CARR 
Commissioners. 10pp. 46833.097-46833*106 


— 8-809160106 Forwards series of questions re subcommittee exam of Commission ac- 
tivities & relationship w/util licensees 

BREAUX, J.B. Senate, Environment & Public Works. 80/01/27. 2ECH,LW. Commis- 
sioners, 50pp 46832006 46832:135. 


-8809160320 Advises of briefing for House Subcommittee on Energy & Power on 
880331 re new reporting arrangements. 

BRADBURNE.J, Congressional Affairs. 86/03/29. ZECH, ROBERTS, BERNTHAL 
Commissioners, Ip 46833.137-46833.138. 
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**880916032$ Advises that end Hr sent to Chairman Whitten 6. Stonms outlining meas- 
ures taken by Commission to implement conferees directive to consolidate mvestiga 
live activities under mgt of EDO, 

ZECH.LW Commissioners 88/01/21 BEVILL.T. House of Hep , Appropriations 2pp 
46833 139 46833 139 


-8809300099 Requests that copies of tapes &/or transcripts of Commission discus 
sions on Applegate FOIA matter & any documentation re sub} be provided Roaso ns. 
for requesting documentation listed 

CUMMINGS.J J, Office of Inspector & Auditor 83/12/20 PALLADINO Commission 
ors 2pp 46990 262-46990 263. 


-8809160328 Informs of action taken by Commissson in response to directive in confer- 
ence committee rept on HJ Res 395 re organizational structure ot NRG 
ZECH.LW Commissioners, B8/01/2L STENNIS.JC, WHITTEN.JL Senate, Appro 
pnations 2pp 46833.140 46833 141 

-8809160330 Informs that Commission has decided Ineffective 880201, Ofc of Inves- 
tigations will repl to Deputy Executive Director for Regional Operations, 

ZECH.LW Commissioners, 88/01/21 BREAUX, J 0 Senate Ip 46833,142- 

46633 142 


-8809300102 Partially deleted memo re 821103-05 travel from Columbus.CH to 
Washington, DC.821 103-09 travel from Cinctnnatl.OH to Washington.DC & NRC han- 
dling of expenses Incurred In connection w/travel 

CUMMINGS.J J Office of Inspector & Auditor 03/00/26 PALLADINO Commission 
ers. Ip. 46990-264-46990 264, 

-88093001 IB Partially deleted memo discussing Applegate expenses 
* NRC - No Detailed Affiliation Given 63/01/07. PUGLSSEA Office of Roscurco 
Management, Director (Pre 070413), 21 pp 46990 265-46990 285, 


-8809160331 fnforms of senou9 concerns re directive & appnses of interests & inten- 
tions- re structure of NRC Investigative functions 

STAFFORD.R.T , BURDICK, Q N , SIMPSON, A K Senate, Environment & Public 
Works 68/01/21 ZECH.L.W. Commissioners 5pp 46833 143 46833,147. 


-8809300126 Sanitized transcript of 830913 closed meeting on mgt/ orgamzatwn & in- 
terna! personnel matters in Washington.DC Pp 1-78, 

* Commissioners 83/09/13. 34pp. 46990,280 46990 319 


-0009160334 Forwards NRC initial FY85 base table for distribution to respective appro- 
priation & authorization committees 

TRINER.E.G Office of Resource Management, Director (Pre 870413) 64/11/06 
KAMMERER^CC Office of Congressional Affairs (pre 870413} 15pp 46B33 DIO- 
46833 052 


-8809190010 Discusses language appearing on statement of managers accompanying 
HJ Res 395 re continuing resolution for FY8B, 

UDALL.M , DINGELIA House ot Rep, Interior & Insular Affairs, GEJDENSON.S 
House of Rep. 88/01/21. ZECH.LW Commissioners 2pp, 46833 107-46833 108 

-8809190014 Forwards answers to detailed questions re Commission decision to direct 
Ofc of Investigation ns to rept to Commission through Executive Director for Oper- 
ations rather than directly 

AECH.LW, Commissioners 88/02/26. GLENN, J, ROTH.W.V Senate, Governmental 
Affairs. 7pp 46833:109-46833.115. 


-8809190017 Requests participation In establishing Ofc of Investigations (Ol) Organiza- 
tional Review Group to prepare recommended organization, for approval by 
Commission, integrating functions of 01 within EDO, 

ZECH.LW Commissioners 88/02/02 THOMPSON^. Office of Nuclear Material 
Safety & Safeguards .Director BIRD.P. NRG - No Detailed Affiliation Given, 
FITZGERALD, J. Office oi the General Counsel. Ip. 46833-116-46833.116 


-0009190036 Requests suspension of actions until Senate had time to fully consider 
issuB3,incfuding S 908 

GLENN.J.H, ROTH.WV. Senate, Governmental Affairs 88/01/28, ZECH.LW. Com- 
missioners 1 3 pp 46833 117-46833:120 

-0009190360 Advises that author sent oncl Itr to Chairmans Whitten & Stennls outlining 
measures which Commission taking to implement conferees directive to consolidate 
investigative activities under mgt of EDO. 

ZECH.LW, Commissioners 88/01/21 JOHNSTON.J.'B. Senate, Appropriations, ip. 
46&33.148 46033.148. 


8809160209 Appeals denial of FOIA for documents re Commission administration of U 
Milt Tailings Radiation Control Act ol 1978. 

BREMBERG.B.P. Affiliation No! Assigned 08/07/13. Ofc of the Executive Director for 
Operations 6pp 46816 001-46816 005. 

0809160214 Responds to 880013 appeal ol FOIA request for three categories of 
records ra U Milt Tailings Radiation Control Act of 1978 Appeal partially granted & par- 
tially denied (ref FOIA Exemption 5}. 

STELLO.V, Ofc of the Executive Director for Operations 88/09/31 BREMSERG.B.P 
Affiliation Not Asslg ned 2pp. 4 B81 6 006 4681 6 03 1 

-8009160217 Forwards two recommendations for legislation re confiscation of byprod- 
uct mail & retention & use of surety funds, per 680112 memo.W/o ends. 

MARTIN, ft D, Region 4, Ofc of the Director 0B/O2/O4 REHMJ A Ofo of the Execu 
live Director for Operations 2pp. 46616^008-46816.031. 

8809300079 Forwards documents to be placed into Nuclear Documents Sys Advanced 
copy of documents forwarded to PDR on 6809 1 3 under FOIA 84-61 
URBAN ,P, A Assistant General Counsel tor Adjudications & Opinions 88/09/16, 
COLLINS.M NRC * No Detailed Affiliation Given Ip. 46990,241-46991,078 

-B80 9400082 Requests that four-page affidavit forwarded On 880918 be replaced by 
end affidavit 

URBAN ,P Assistant General Counset for Adjudications & Opinions, BB/09/22. 
SHELSOURNE,B, Public Document Branch COLLI NS, M. NRC - No Detailed Affiliation 
Given, Ip 469 90*24 2-46B90 263 

“8809300084 Partially deleted affidavit of JJ Cummings, 

CUMMINGS.J J, NRC - No Detailed Affiliation Given, 84/06/21 11pp. 46990.243- 
46990,253. 


“8809300068 Requests that end documents be placed In PDR file retrievable w/ref to 
FOIA-84-61. 

PARLER.WvC, Office ol the General Counsel, 60/09/13 SHELBOURNE.E, Public 
Document Branch, Ip. 46990-254-469&0 255. 

“8809300092 Submits position on Commission action on recipient conduct in Applegate 
FOIA matter Author voted w/Comrnission majority to support Chairman 830629 Hr. 
AHEARNE Commissioners 83/06/30, CUMMINGS.J. Office ol Inspector & Auditor, 
4pp 46900*256*46990 259. 


■8809300126 Sanitized transcript of 830921 closed meeting on mgt/ organization & in 
ternal personnel matters in Washington.DC. Pp 1-73 

* Commissioners 83/09/21. 72pp 46990 320 46991 Q30, 

•8809300128 Sanitized transcript of 830923 closed meeting on mgt/ organization & in 
ternal personnel matters in Washington.DC Pp 1-87. 

* Commissioners. 83/09/23 46pp. 46991-031-46991*077 

-8810040248 Partially withheld memo re improprieties on irave) voucher. 

RESNER.M E Office of Inspector & Auditor 83/08/26. CUMMINGS, J.J, Oflico of In 
spector& Auditor. Ip. 46991,078-46991 .078. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8802100061 Summary of CRGR Meeting 127 on 871223 re proposed resolution or USI 
A -47, “Safety Implications of Control Sys In LWR Nucl Nuclear Power Plants" Com 
mlttee recommended forwarding ofc package to EDO following Incorporation of CRGR 
comments 

JORDAN, E L, Committee to Review Generic Requirements, 88/01/11. STELLO.V, Ofc 
ol the Executive Director for Operations 37pp 46874 070-46674 106 

-8809160144 Requests lhat 871230 comment memo be Included as part ot mlnulcs ol 
CRGR Meeting 127 since author does not agree w/consenBus lhat each CRGR 
member responsible for assuring that minutes accurately reflect member viewa, 

ROSS.D, Office of Nuclear Regulatory Research, Director (Post 060720). IEB-85 001. 
87/12/31. JORDAN.E. NRC - No Detailed Affiliation Given 4pp 40074 IQ 7* 
46874,110 

-8809160167 Provides agends for CRGR Meeting 127 on 871223 In Bollwsdi, 
MD Items to be reviewed include proposed resolution of USt A-47, "Safety Implica- 
tions of Control Sys In LWR Nucfear Power Plants” & Generic Issue 93, "Steam Bind- 
ing " 

JORDAN, E.L, Committee to Review Generic Requirements 1EB 85 001. 07/12/17. 
BERNERO.R M Office of Nuclear Material Safety & Safeguards, Director MARTIN.T.T. 
Region 1, Ofc of the Director ROSS.D F Office of Nuclear Regulatory Rosoarch, ■Di- 
rector (Post 860720), 2pp. 46074:1 14-46874.1 15. 

-8711100236 Advises that Generic Issue 93 on steam binding of auxiliary feedwater 
pump has been resolved, No addl requirements beyond IE Bulletin 06 001 
needed Draft generic Itr for resolving issue oncl Requests affirmation that CRGR 
review not needed. 

MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Posl 870411) IEB85- 
001 87/11/02 JORDAN, E L Office (or Analysis & Evaluation of Operational Data, Dr 
rector. 3pp, 46874:1 16-46074:167. 

“8712230246 Forwards CRGR summary & Issue identification for CRGR Mon ling 127 
on 871223 proposed Generic Ltr on resolution of Generic Safety Issue 93, "Steam 
Binding of Auxiliary Feedwater Pumps," 

SAKENAS.Ca Commutes to Review Generic Requirements, IEB-85 001 07/1 2/ 10. 
JORDAN, E L , BERNERO.R M, SNIEZEK.J H, NRC - No Detailed Affiliation Given. 
10pp. 46874.168 46074.181, 

“8809160272 Forwards CRGR summary for proposed resolution of USI A 47, “Safely 
Implications of Control Sys In LWR Nuclear Power Plants " Matter schodulod for 
review al CRGR Meeting 127 on 871223 In Bethesda.MD, 

CHIRAMAL.M, Reactor Operations Analysis Branch 87/12/16. JORDAN, E L Commit 
tee to Review Generic Requirements BERNERO.R M Office ol Nuclear Matortal 
Safety & Safeguards, Director. SNIEZEK.J.H, Office of Nuclear Reactor Regulation, Di- 
rector (Post 87041 1). 6pp 46874 236-46874-241 

-8711050137 Comments on proposed resolution of USI A-47, "Safety Implications ol 
Control Sys on LWR Nuclear Power Planls," Concurs w/US) A-47 packego Lo be 
issued to CRGR based on satisfactory resolution of listed recommendations 
MURLEY.TE, Office of Nuclear Reactor Regulation, Director (Post 07041 1), 07/10/ 
19. BECKJORD.E S, Office of Nuciear Regulatory Research, Director (Post 060720). 
2pp 46874-242-46874 244 

-8809160265 Forwards proposed resolution of USI A-47, "Safety Implications of Control 
Sys fn LWR Nuclear Power Plants," for review & approval, 

BECKJORD.ES Office of Nuclear Regulatory Research, Director (Post 860720) 67/ 
11/09, JORDAN.E, Committee to Review Generic Requirements 4pp. 46874 245- 

AQ7 RiOO 9 


-8809300095 Discusses 630629 memo of admonition re Apptegate FOIA matter Due to 
contradictory repts, copies of tapes & transcripts of all Commission meetings wherein 
sub] discussed requested 

CUMMINGS.J J Office of Inspector & Auditor 83/07/05, PALLADINO Commission 
era Ip 46990.260-46990-260 

“8809306098 Assures Chairman & other commissioners that notwithstanding differing 
opinions re Applegate FOIA malter.author will continue to provide Commission w/ef- 
forts in directing activities ol Ofc ol Inspector 8. Auditor. 

CUMMINGS.J J Office of Inspector & Auditor. 83/07/15 PALLADINO Commission- 
ers Ip. 48990*261-46990 201 


8804140381 Summary of CRGR Meeting 130 on 8803 09 re proposed draff resolution ol 
USI A-40, “Seismic Design" & proposed generic Itr that would allow lEconsees lo 
remove organization charts from plant Tech Specs W/o ends 
JORDAN, E L Committee to Review Generic Requirements 8B/Q3/23. STELLO.V Ofc 
of the Executive Director for Operations 2pp 46118:060-45118,061. 

8904140361 Summary of CRGR Meeting 130 on 880309 re proposed draft resolution ol 
USI A-40, "Seismic Design" & proposed generic Itr that would allow licensees to 
remove organization charts from plant Tech Specs, 

JORDAN, E.L Committee to Review Generic Requirements, 88/03/23. STELLO.V Ole 
of the Executive Director for Operations. 17pp. 46873*195-46873,21 1 . 



NONDOCKETED ITEMS 239 


-330226012? Submits Items re resolution of USt A-40, "Seismic Design Criteria," on 
which public comments should be sought, Data indicates that results of deconvolution 
in analysis of deeply embedded foundations questionable 

BAGCHI.G Structural & Geosciences Branch 88/02/12 BAER.R Engineering Issues 
Branch (870413-880716). 2pp 46873*212-46873 219 


8803010329 Summary of CRGFt Meeting 141 on 960714 re proposed genorlc Itr "In- 
strument Air Supply Problems Affecting Safety* Related Equipment" & proposed drafl 
rule to require college degrees for senior reactor operators 

JORDAN, E.L, Committee to Review Generic Requirements, BQ/OB/15. STELLO.V. Ofc 
of the Executive Director for Operations 7pp 46885 001-46885 081 . 


-8833210547 Forwards issue identiflcation.summary & agenda items for CRGR Meeting 
130 on 880309 re review of proposed draft resolution for USI A-40, “Seismic Design 
Criteria " 

CONRAN.J H Committee to Review Generic Requirements Q8/03/OB JORDAN, E,L 
Committee to Review Generic Requirements, BERNERO,R M. Office of Nuclear Mate- 
rial Safety & Safeguards, OIreclor, ROSS.D F Office of Nuclear Regulatory Research, 
Director (Post 860720). 6pp 46873 220 46B73.227 

-88030703.09 Notification of CRGR Meeting 130 on 860309 to review proposed draft 
resolution for USI A-40 "Seismic Design," & discuss NUREG/CR-4991 "Evaluation & 
Proposed Improvements to Effectiveness of NRC Generic Communications " 
JORDAN.E L Committee to Review Generic Requirements, 09/02/29, 
BERNERO.R.M Office of Nuclear Material Safety & Safeguards, Director MARTIN.T T, 
Region 1, Ofc of the Director. ROSS.D F Office of Nuclear Regulatory Research, Dl 
rector (Post B 60720) 2pp. 46873 22B 46873,229 


8809020176 Forwards Safety Insp Repts 50 262/68*12 & 59*306/88 12 on 88Q626- 
0806 & notice of violation 

AXELSQN.W.L Region 3, Ofc of tho Director 88/08/22 LARSON, C E Northern 
States Power Co 2>pp 46750,204 46750 279. 


— . j.j , r ^ w-uvwir wo- tc. WII viuimians 

noted Major areas Inspected previous insp findings, plant operational 
safety, mainhsurvelllances.ESF sya.LER followup & preparation for refueling. 

BURGESS, 0. Region 3, Ofc of tho Director, 50 306/00*12 88/08/22 13pp, 

46750 267-46750 279. 


8009130070 Forwards Insp Repl 50-220/68*28 on 860801-05 No violations noted. 
DURR,J P, Region 1, Ofc of the Director. 88/09/07, MANGAN.CV Niagara Mohawk 
Power Corp 2pp 46B33.239 46033.290. 


6605110236 Summary of 880223 meeting w/CRGR List of attendees & all recommend- 
ed changes to be coordinated w/CRGR staff end. Items addressed listed, 
JORDAN.EL Committee to Review Generic Requirements 88/04/14 STELLO,V Ofc 
ol the Executive Director for Operations 26pp. 46860 001 -4686 V031. 

—6602250361 Notification of CRGR Meeting 129 on 000223 In Bethesda.MD, G Arlotto 
will present proposed Rev 2 to Reg Guide 1 100 for CRGR review CRGR review of 
proposed resolution (or USI A-40 rescheduled to Meeting 130 
JORDAN, EL. Committee to Review Generic Requirements. 88/02/16 

0ERNERO.R M Office of Nuclear Material Safety & Safeguards, Director, MARTIN, T,T, 
Region 1, Ofc of the Director ROSS.D F Office of Nuclear Regulatory Research, Di- 
rector (Post 860720), 9pp. 46860 032 46860 040. 

—8608280006 Discusses proposed position on use of seismic experience data base for 
resolution of USI A-46, "Seismic Qualification of Equipment In Operating Plants," Use 
of data base recommended, 

SPEtS.T.P. Division of Safety Review & Oversight (651125-870411), 66/00/21. 
NOVAK.TM Division of Pressurized Water Reactor Licensing - A (861126 870411) 
2pp, 4 6860.08 6 46060 092 


8809140405 Discusses resolution of Genorlc Issue 124 re auxiliary feedwater sya reli- 
ability response to staff assessment rept Evaluation of condensate pumps as method 
of accomplishing safety function of emergency feedwater sys end, 

HOWARD, D.R Arkansas Power & Light Co. 2CAN098Q04 88/09/02. CALVO.J A Dl 
vision of Reactor Projects - IU.Iv,V & Special Projects (Post 870411). 23c j> 
46846,129 46840 151 

BB09150085 Usls issues & specific actions re near term actions in priori Nation, & reso- 
lution ot generic Issues por discussion during 680405 meeting Informs of Commission 
briefing on generic issues program scheduled on 860512 

SPEIS.TP Office of Nuclear Regulatory Research, Director (Post 860720) 60/04/13 
Office of Nuclear Regulatory Research, Director (Post 060720) 3pp, 46873 312* 


8B09190245 Clarifies 880524 response to Generic Ur 80-03 re steam binding of auxilia- 
ry feedwater pumps to resolve Safely Issue 93, Check valves modified to preclude 
backtoakage associated w/bindlng. 

HAIRSTON, WG. Alabama Power Co GL-88 03. 88/09/09. Document Control Branch 
(Document Control Desk}. Ip, 468B7.360-46GB7.360. 


— $809160185 Discusses CRGR review of proposed resolution of USI-40, "Seismic 
De3lgn Criteria " Proposed USI A-40 resolution will bo Issued for public comment 
BECKJQRD.E.S Office of Nuclear Regulatory Research, Director (Post 000720) 08/ 
02/02 JORDAN, E. Committee to Review Generic Requirements 150pp, 46860.107* 
46B61 031. 

8007190092 Submits revised agenda for CRGR Mooting 141 on 6807 14 in 
Bethesda.MD. Items for review include proposed generlo Itr on Instrument air problems 
& proposed draft rule to require college degrees for senior reactor operators 
JORDAN.EL, Committee to Review Generic Requirements 00/07/08. 
BERNERO.R M. Office of Nuclear Material Safety & Safeguards, Director 
PAPERIELLO.C J Region 3, Ofc of the Director ROSS.D F. Office of Nuclear Regula- 
tory Research, Director (Post 080720). 2pp 46807:124 46969 263, 

-8809 16 01 63 Requests review ol proposed resolution of USI A*46, “Shutdown P1HR 
Requirements," described In end memo to Commission, Draft NUREG-1269 & 
NUREG 1292 also end 

BECKJORD.ES Office of Nuclear Regulatory Research, Director (Post 860720). 88/ 
06/09, JORDAN.E L Office for Analysis & Evaluation of Operational Data, Director. 
720pp. 46967 1183-46869:263, 

8800260250 Forwards Safety Insp Repts 60-454/88*11 & 50 455/88-11 on 680701- 
OBI 6 & notice ol violation. Requests supplemental response to violation re actions to 
be taken to permanently improve mod program for documentation. 

GREEN MAN.E G Region 3, Ofo of the Director 00/08/19 REED.C. Commonwealth 
Edison Co 2pp. 46670 , 040-46670 058. 

-B60626Q299 Safety Insp Repts 60-454/86*11 & 50 456/88-11 on 800701- 0B15.Vlola- 
lion noted Major areas Inspected. licensee action on previous insp 

findings, LERs, bulletin followup, operations summary.lralnlng.refualing, surveillance & 
maint. 

HINDS, J.M. Region 3, Ofc of the Director. 50 465/88*11 88/08/19 17pp 46070.043- 
46670.058 

6606300126 Summary Of CRGR Meeting 142 on 800727 
JORDAN, E.L. Committee to Review Generlo Requirements, 68/08/03 STELLO.V. Ofc 
of the Executive Director for Operations 2pp. 46698,355-46698 356 

08OB3OO135 Forwards biweekly listing of generic communications under consideration 
or being developed by NRC.Ust Includes alt proposed generlo communications report* 
ed by 880817. 

BERlINGER.C H, Generic Communications Branch GL-87-11. 88/08/23, 

FAODEN.D L Institute of Nuclear Power Operations. 5pp, 46693:051-46693 055. 

$006300188 Discusses resolution of Generic Issue 124 re auxiliary feedwater sys 
reliability Resolution relied on audit of servaral parameters that effect availability & reli- 
ability of auxiliary feedwater sys 

HAR8UCK.C.C. Project Directorate IV, TAG 68188, 88/06/24. CAMPBELL J.G. Arkan 
aas Power & Light Co 1 1 pp 46691:023-46691.033. 


0809220089 NUREG/CR-521 0 TECHNICAL FINDINGS DOCUMENT FOR GENERIC 
ISSUE 51, IMPROVING THE RELIABILITY OF OPEN-CYCLE SERVICE-WATER SYS 
TEMS 

NEITZEL.D A , JOHNSON, K \ Battelle Memorial Institute, Pacific Northwest Laborato- 
ry FIN B-2977, PNL-6623. 00/00/31 Division of Engineering (Post 870413) 119pp. 
46860.250-46881 ,003, KK 


8809270049 Forwards findings from Investigation ol Goneric Issue 23, "Beaclor CooJanl 
Pump (RCP) Seal Integrity" NRC requested to confirm that no safety concerns for 
RCP soalsprovlded high tomp qualified O-rings Installed during normal maint, 

NEWTON, R.A- Westlnghouso Oporallng Plants Owners Group OG-BB-33 88/09/20. 
MURLEY.TE. Office of Nuclear Reactor Regulation, Director (Post 870411) 
BAER.FLL, JACKSON, J E Division of Engineering Safety (060720 870413) 9pp. 
46970 163-46070:161 


l&E INSPECTION AND ENFORCEMENT 

8008160451 NRC Info Notice 06-060, "Solpoinl Testing ot Prossurlzer Safety Valves W/ 
Filled Loop Seals Using Hydraulic Assist Devices, 0 Svo list end 
ROSSI.C E. Division of Operational Events Assessment (Post 870411) 88/08/22 
Consolidated Edison Co of New York, fnc. I21pp 46702.311-46703 070. 

6808180368 Suppl 1 to NRC Info Notice 88-048, "Licensee Rept of Defective Refur- 
bished Valves. Svc list end 

ROSSI.C E, Division of Operational Events Assessment (Post 870411) IEIN-88-04B 
88/08/24 Consolidated Edison Co of New York, Ino 122pp 46713 218*46713:219, 

-8806090172 Comments on NRC Info Notice 88*048, "Licensee Rept of Defective Re- 
furbished Valves " Believes rept title misleading & valves counterfeit nol 
refurblshed.Notlce should bo amended, 

BRONGER.0 Henry Vogt Machine Co, IEIN 66 046 8B/06/01. ROSSI # C,E. Division ol 
Operational Events Assessment (Post 070411), 2pp 46713 i 220-46713 , 339. 

8808190195 NRC Info Notice 86-069. "Movable Contact Flngar Binding In HFA Relays 
Mfg by GE." Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/08/19 
Consolidated Edison Co. of Now York. Inc 125pp 46690, 054-46690’178. 

6608230112 NRC Info Notice 88 070, "Chock Valve Insarvico Testing Program Deflcien 
cles." Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) IEIN 86 001 
86/08/29 Consolidated Edison Co, of New York, Inc. 123pp 46713.095 46713 217 

6606260020 PNO-I-8B 082 on 08081 2, toss of offsite electrical power occurred.Caus* 
not staled Inspector will be on site on 860815 to review status of facility. 

ROTH.J,, JOYNER.J, Region 1, Ofc of the Director. 88/08/12 Ip. 46056;185 
46856 185 


6606310154 Informs of util plans to resolve Generic Ur 87 02 & Unresolved Safety 
Issue A-46, "Seismic Qualification of Electrical Equipment," Intends to Join Seismic 
Qualification Util Group as alternative for addressing Itr, 

HAIRSTON.WG Alabama Power Co GL-87-02. 88/00/19 Document Control Branch 
(Document Control Desk), Ip. 46699 045*46699:045, 


8608260236 PNO-1-8B-O87:on 0BO823,possib1a therapy mlsad ministration at Rocheste 
Genera! Hosp reported Error made In entering wedge faclors into software durirn 
process ot upgrading computer software causing paffenfs to receive excessive doses 
MCGRATH ,J. Region 1, Ofcs of Ihe Director. 86/08/23. ip 4665S 256 46656:256 


$809010327 Forwards biweekly listing of generic communications reported to NRC 
through 880801 & under development by NRC, 

BERUNGER.C.H. Generic Communications Branch. GL-87-11. 06/08/04 

FADDEN.D.L Institute of Nuclear Power Operations 5pp. 48744,295 46744*299 

6809010329 Summary of CRGR Meeting 141 on 880714 re proposed generic Hr, "In- 
strument Air Supply Problems Affecting Safety- Related Equipment" & proposed draft 
rule to require college degrees tor senior reactor operators 

JORDAN, E L. Committee to Review Generic Requirements, 88/08/15 STELLO,V, Ofc 
ol the Executive Director for Operations. 2pp 46740.194*46740.195. 


8808260253 PNO-1-B8 085'on 88001 6,apparent loss of Coratomio Model C-10 
pacemakar,containing 250 mg Po-238 discovered Surveys made & personnel intei 
viewed w/o success.Search conlfnuing 

COURTMANCHE.S,, PICCONE.J Region 1, Ofc of the Director, 68/08/22. If 
466 56, 24 3-4 665 8“ 243. 

8608260269 PNO 1-80 086 on 880822, Unit 2 experienced One out-of-three actuation < 
chlorine detection sya.Unit 1 actuated on two-out-of-three coincidence Bottled a 
pressurization sya began to discharge into control room.Addl tests performed, 

TRIPP, L. Region 1, Ofc of the Director. 88/08/23 2pp. 46654*052-4 6654.053 
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0008260492 NRC Info Notice 80-071, “Possible Environ Effect of Reentry of COSMOS 
1900 & Request for Collodion of Licensee Radioacbvity Measurements Attributed to 
That Event n Svc list end. 

ROSSI.C.E Division of Operational Evenls Assessment (Post 870411) 6B/09/01 
Consolidated Edison Co, of New York, Inc, 121 pp 46712 244-46713.004 


0809060049 EN 88 071 order suspending license & order to show cause, effective 
immediately, issued on 8B0629 to licensee Violation based on licensee inadequate 
knowledge of NRC regulations 

FLACK, E , LIEBERMAN.J Ofc of Enforcement {Post 070413) E A 68 166 06/00/29 
Ip 46754 049 46754 049 


0808290044 PNO-U-8B-Q49,on 8B0812,plan1 lost power to 18 of 30 annunciator 
panels, due lo failure In associated power supply inverter Licensee Investigating cause 
of power supply failure &. NRC closely monitoring situation 
CARROLL, R. Region 2, Ofc of the Director. 88/06/12 Ip 46606252 466B6 252 

0808290084 PNO-U 88-04BAon 86061 1, medical device malfunction occurred at licens- 
ee hosp In Mobile, At due to probable end cap loss of afterloading device No contami- 
nation detected on external of device or In treatment State will perform final survey 
TROJANOWSKLR , WOODRUFF.R L, Region 2, Ofc of the Director 88/00/12 2pp. 
46684 039-466B4 040. 


€809060377 PNO IV-88-074 on 880901 ,addl case of personnel heat exhaustion 8 trans- 
port of contaminated individual occurred Individual became ill after 25 minutes In area 
w/WBGT of 86 6 F Program to reduce risk of exhaustion instituted 
HAAG.B. Region 4, Ofc of the Director 06/09/01 2pp 46764 292 46764 293, 

6009060369 PNG IV 88-072 on 8QO03O,shutdown began from approx 45% power lo 
repair mam steam vent line leak coming from a sock weld. Licensee will msp simifar 
socket welds on main steam & main feed lines Inside containment during shutdown 
HOLLER.E Region 4, Ofc of the Director. 80/00/30 Ip 46758 352-4675B 352 


8800290008 PNO II 88-050 on 88031 6, approx 3,100 gallons of slightly radioactive water 
released from spent fuel pit by vent valve on failed pump Cause under 
investigation Hourly sampling underway. Sandbags placed around spill areas 
LEWIS, M , CHRISTENSEN ,H Region 2, Ofc of the Director, 08/06/16. 2pp 
46606.046-46666 047 

8808300018 NRC fnfo Notice 60 072, "Inadequacies in Design of DC Motor Operated 
Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/09/02, 
Consolidated Edison Co of New York, Inc 122pp 46726 001 46726 123 

880 0300021 PNO-V-B8 053 on B80821,safety Infection lank declared Inoperablo & reac- 
tor shut down due to actuating relief valve Containment entered, valve gagged & tank 
repressurized 

JOHNSON.P,, CALDWELL.C,, HlJEY.R Region 5, Ofc of the Director 88/08/22 Ip 
46693-283-46603.233 

6608300041 EN-Q6-070on or about 80O825.no11co of violation & proposed imposition of 
crvil penalty of $1,000 wlli be Issued based on 14 violations noted during msp 
FLACK.E , LIEBERMAN.J. Ofc of Enforcement (Post 670413). EN-B6 070 80/08/22. 
ip 46693 207-46693.207. 

88O03OOOS1 EN B8 069 notice of violation & proposed imposition of civil penalty In 
amount of $100,000 on or about 860B25 Action based on violations Involving overex- 
posure of Individual during refueling oulege, 

FLACK.E , LIEBERMAN.J, Ofc of Enforcement (Post 870413). EA-B8-15B, 66/00/22 
Ip. 4 6693 094-46693 094 

8888300301 PNO-IV-88 069 on 8B0624,util 100 h NSSS acceptance test 

completed Upon complelfon of review of startup teal rosulls by plant operations 
review committee ,u til wilf bo In position to bagln commercial operation State of TX. In- 
formed 

HOLLER.E. Region 4, Ofc of the Director 08/QB/24 Ip 46782,001-49762.001 

8800300310 PNO I 88 088 on 08OB25.FBI confiscated licensed reactor operator vehicle 
due to alleged drug distribution Operator unescorted access withdrawn & resident in- 
spector Informed Region I prepared to respond to media Inquiries. 

L1NVILLE.J Region 1 , Ofc of the Director. 68/09/25. Ip 46777.094 46777 094 

8800300339 PNO JI-8B-050A on 8BOB 18, spent fuel pit cooling sys pump railed resulting 
In unplanned spilling of some 3,100 gallons of spent fuel pit water at plant Backup 
pump Installed Util continuing work lo decontaminate HX room. 

LEWIS, M. p CHRISTENSENJ-t, Region 2 , Ofc of the Director 88/08/17 2pp 
46696 301-46698 302. 

8800310109 PNQ-IV-B8-06S.on B8OB22,m0tal cylinder bearing radiation warning label 
found In Roswelf.NM.Pollce & firemen cordoned off area & called state radiation pro- 
tection personnel 

HACKNEY, C, Region 4, Ofc of the Director 88/03/23 Ip, 40723.353 46723,353. 

8808310126 PNO IV-3B 070, on 8 BO 825, reactor scrammed due trip of main turbine after 
brush failure of main generator exciter. Although water level has nol dropped to Level 
2JHPCS pump did start & may have injected Power restored to Div III bus 
MADSEN, G.L Region 4, Ofc of the Director. 68/08/25, Ip, 46699,048 46699.046 

0806310155 PNO-IV-88 071 -on 380826,Reg[on IV signed MOU w/EPA re Inactive 
United Nuclear Corp Churchrock U Mill site MOU provides that NRC assert fead regu 
latory role over vendor & confirms that NRC regulations will be applied Inside site 
HALL.fi E. Region 4, Ofc of the Director. BB/G8/26 Ip 46699:305 46699-305 

08090 10037 PNO-f 88-Q09.on 8B0B25 .facility lost offsite electrical power Caused by tree 
falling across electrical wires leading into facility Operations at facility 
terminaled.employees sent home & monitoring sys switched to emergency power 
ROTH.J. PASCIAK.W Region 1, Ofc of the Director 68/00/25 Ip. 46720:130- 
46720*130, 

8809010040 EN-S9 060'on 8 609 24 .notice of violation & proposed Imposition of civil pen- 
ally in amount of $1,000 issued lo licensee for listed violations, including failure to ade- 
quately secure gauge against unauthorized removal. 

FLACK.E. LIEBERMAN.J. Ofc of Enforcement (Post B70413), EA-B8-172. 88/08/19 
Ip 46720.331-46720 331. 

8B09010044 PNO I 00-Oe4.on 880818JMI-2 control room altercation occurred Licensee 
operator protected area access suspended pending investigation of accident & resi- 
dent inspectors closely following licensee actions ra event, 

CONTE ,R , COWQILL.C. Region 1. Ofc of the Director. 88/08/18. Ip. 46740,344- 
46740.344. 

6B0902024S PNO I S3 084A,on a8O02e,resldenl inspectors Informed of results of drug 
testing on licensee reactor operator involved in altercation described in PNO I 69* 
0B4,ucen6e9 terminated employee on basis of positive test results 
CONTE.R., COWQILL.C, Region 1. Ofc of the Director. 86/08/30. Ip. 46745-277- 
46745:277 

8809020248 PNO-l-8B-090A.updates PNO-I-68-QSO re misadmlnistratlon to brachylher- 
apv patient at Memorial Hosp for Cancer & Allied Diseases, Implants involved lr-192 & 
not radium as originally reported Procedures re implant removal Instituted, 

MCGRATH, J. Region 1, Ofc of the Director 38/00/29, 2pp, 46745,278-46745.279. 

0809020252 PNO 1-65-090 on 88 O 826 .N 0 W York City Dept of Health notified Region I of 
Memorial Hosp for Cancer & Allied Diseases rept of brachytherapy misadmlnistratlon 
Involving use of radium. Sources not removed from patient in timely fashion. 
MCGRATH.J. Region 1, Ofc of the Director. 88/08/26. Ip 46745,280 46745 280 


6809060403 PNO iV 00 073 on 880830, personnel heat exhaustion occurred due lo 
physical exertion while wearing anti contamination clothing In high temp 
environ Personnel treated in hosp Restrictions placed on future work activities 
HAAG.R Region 4, Ofc of the Director. 80/08/30 Ip 46758 124 4675B 124 

6809070355 PNO I 00 091 on B0O831,Unit 1 tripped from full power as result of main 
turbine trip Cause unknown Unit 2 hipped from full power duo lo high steam generator 
(SG) level resulting from SG feed regulating valve falling open, 

BORCHARDT,W„ SWETLAND.P Region 1, Ofc of the Director, 98/09/91, Ip 
46779 144-46779 144 K 

6009070449 PNO-V-80 055 on 8B0027,reactor tripped on low steam generator 
level Plant stabilized In Mode 3 after trip, Post-trip review performed 8 plant equip 
menf operated properly, Plant restarted on 080830 

RICHARDS.S, POUCH, T Region 5, Ofc of the Director 88/08/30 Ip, 46779359 
46779 359 

8009000202 PNO I 80-092 on 880901 .injured contaminated contractor employee re- 
moved from site after falling 20 ft from platform Worker suffered broken wrist & facial 
cut w/ 600 dpm contamination Worker successfully decontaminated 
JOHNSON.T., LINVILLE.J Region 1, Ofc of tho Director 88/09/02 2pp. 46701 353 
46791 359 

6009080339 NRC Jnfo Notice 00 074, ''Potentially Inadequate Performance of ECCS In 
PWR9 During Recirculation Operation Following LOCA. Svc list end 
ROSSI, CE. Division ol Operational Events Assessment (Post 070411) 88/09/14 
Consolidated Edison Co of Now York, Inc. 122pp 46024 215 46024.336 

6809120147 PNO II 88 051 on 880826,pfant personnel were moving epent fuel cask 
using transporter to remoto dry cask storago area on site & transporter tilted about six 
degrees Licensee used steel bed plates to Jack up & support transporter. 

SCOTT, M. Region 2, Ofc of the Director. 08/00/29 2pp 46815 340 46815,341. 

8 0091 201 S7 NRC Info Notice 88 076, "Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry '* Svc list end 

ROSSI, CE Division of Operational Events Assessment (Po9t 870411) 00/09/1* 
Consolidated Edison Co of New York, Inc 124pp 46946 133 46946 252 

6B09130130 PNO li 88-053 on 680830, licensee commenced orderly shutdown In order 
to facilitate testing of svc water (SW) aya associated w/contalnmenl fan 
coolers Results of SW testing last wk Indicated negative pressures Addl pump main! 
needed 

CARROLL,R E Rogion 2, Ofc of (he Director 80/O9/O1. Ip. 46033 350 46033 350. 

6009130286 PNO II 88-052A‘on 880831, augmented In9p team dispatched to Investigate 
partial loss of water from refueling cavity Licensee submits Justification for continued 
operation NRC plans to meet w/llcensee to discuss actions 
SCOTT, M Region 2, Ofc of the Director 08/09/02 Ip 46830 069-46630 069 

8B09130360 NRC fnfo Notice 06 076, "Recent Discovery ol Phenomenon Not Previous- 
ly Considered In Design of Secondary Containment Pressure Control" Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/19 
Consolidated Edison Co, of New York, Inc, 125pp, 46946.253-46947*013. 

€809140040 PNO-III B8 077 on 880903, fuel assembly stuck In uppor gukfci 
structure Containment Integrity established by closing porsonnel & eqwpnwil 
hatches.Special tools fabricated & tested to remove assembly & recovery procodinos 
prepared 

BURGESS.B L , AXELSON.W.L, Region 3, Ofc of the Director. QQ/09/OQ 2pp, 
46844 174 46044.175 

6009140089 PNO IV-0B O75.on 8B0906,reactor scrammed from 100% power. Caused 
by main generator trip due to loss of normal station transformer, probably caused by 
cat crawling into tra ns former. NO UE declared because HPCS & RCIC sys Initialed 
MADSEN, G-L, Region 4, Ofc of the Director 08/09/00 Ip, 46042.042 46842.042. 

€609140148 PNO V-00 056, on 8B0B30,Unlt 1 experienced reactor trip from 99% power 
duo to main feed pump trlpAlso.on 880901 .Unit 2 experienced reactor trip from 100% 
power due lo seismic trip signal Incidents under Investigation 
NARBUT.P , MENDOCA.M, Region 6, Ofc of tho Director. 08/09/02 4pp. 46830 27£< 
46839-275, 

€•009140154 PNS-l-88-006:on 8B0908,lfcen9ee security notified by sheriff dept that 
bomb threat received Perimeter patrols Increased & access to site closed. Nothing un- 
usual discovered during search of site Suspected caller taken Into custody 
MARSCHALL.C, COWGILL.C Region 1, Ofc of the Director. 09/00/09 Ip 
40B42-22O-46042-22O 

€809140314 PNO III 8B-079:on 880907, unidentified primary coolant sy9 leakage ap- 
proached Tech Spec limit of 1 gpm Caused by leak from 3/0 Inch Instrument lino on 
reactor coolant pump HX due to vibration /rubbing .Shutdown Initiated for malnt & re 
pairs. 

BURGESS.B,, AXELSON.W Region 3, Ofc of the Director 88/09/OB. Ip. 46837.21 1- 
46837*211. 

€609140330 PNO ll-88'052.on 00051 7, partial loss of water In refueling cavity occurred 
due to seal (allure dunng refueling outage Review of circumstances planned. 

SCOTT, M Region 2, Ofc of the Director. 88/06/31, Ip 46837 005*46837.005 
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3809140418 PNO-III8B 070 on 800904, lire occurred in two charcoal adsorber tanks in 
olfgas sys Cause under investigation Nitrogen purge of tanks performed & temps re- 
duced 

COOPER, R , KNOP.R Region 3, Ofc of the Oirector 80/09/00 2pp. 46041 165- 
46041*166 


6609230119 PNO 1-80 096.on 80O917.Ncensee shut down unit to troubleshoot &/or 
repa!r cause of high flow In seal leak-off lino 1 for reactor coolant pump D 
CONTE, R„ COWGILL.C, Region 1, Ofc of the (Director. 08/09/19 Ip 46932 290- 
46932 298 


8809140436 PNO-OSP 88-014 on 80O9O8,increase in auxiliary bldg radiation levels de 
tecled by health physics personnel Cause under Investigation, No alarm received but 
licensee decided to evacuate auxiliary bldg 

LIAW.B a Ofc of Special Projects 88/09/00 Ip 48838 1 12-46838 1 12 


' — ' i vii uu UD ig,auo uyumig iasi aue io wiring laiiure m 

switching device Supple monlary security personnel called in to provide compensatory 
measures Electricians completed jumpering failed switching device 

COWGILL.C Region 1, Ofc of the Director. 08/09/19 Ip 
46944 341*46944*341 , 


88091 90139 Requests processing of end documents re 3M compiled by NMSS & re- 
gions through NRC Document Conlrol Sys & forwarding to PDR 
BEVERIDGE, G.G, Program Management, Policy Development & Analysis Staff (Post 
870413). 86/08/25. LANHAM.D Document Conlrol Branch (Document Control Desk) 
Ip 46958 178-46964 263. 


6809230147 PNO 11-80 054.Coalition Against Shearon Harris notified local law enforce 
ment of plant demonstration scheduled for 88091 2-1 3 Civil disobedience 
PfarU sactJNt Y & FQI notified, Local modia interest anticipated 
CARROLL,R. Region 2, Ofc Of the Director 00/09/12. 2pp. 46942 250 46942.251. 


—8609210190 PNO 1-80 043 on 800420, received correspondence from Evenflo 
Cralorjnc.reporting loss of 1 & 1/2 days production due to facility & product contaml 
nation of NnD.Inc Model P-2021 static eliminator containing PO-210.SE452 - SE455 
encl. 

WHITER, JOYNER, J. Region 1, Ofc of the Director SE451 80/04/20 8pp 

46964.009 46964.014 

0809190141 PNO-IV-80 076A.on 8009l3 ( movemont of conduit apparently cut energized 
cable & Junction box became energized electrocuting contract electrician Licensee 
con tinu-Inq Investigation of event & inspectors monitoring actions. 

CHAMBERLAIN.D, Region 4, Ofe of the Director 80/09/15. Ip. 40893.100- 
46893.106. 

8609190161 PN 0-1-88-095 on 880915Jlcenseo employee died from apparent anoxia or 
drowning Victim jumped Into condensate storage tank In efforts lo assist diver fallen 
from internal ladder before having donned breathing apparatus. 

LIMROTH.D Region 1, Ofc of the Director. 80/09/15. Ip. 46096,320-46Q96 , 326 

480S190400 EN 08-O73.on 86091 S.notice of violation & proposed Imposition of civil pan 
alty will be issued, based on Inability of shared dlosel to respond far approx 2 months 
& operating ungrounded 125-voit dc battery sys as grounded 
LUtHMAN,J., UEBERMAN.J Ofc of Enforcement {Post 870413). 80/09/12 Ip, 
46899.247-46899.247. 

B 80920001 5 PNO IV-08*076.on 060913, one electrician died 0 one Injured aflor receiving 
electrical shock while pulling 460 volt cables In overhead on socond level of auxiliary 
brdg.Caused by electrician slipping & grabbing conduit for support. 

CHAMBERLAIN, D, Region 4, Ofo of the Director, OB/fa/IQ. 2pp 46919 280- 
46919.209. 


8009230277 PNO-III 08 OOOon GOO016,Troxlef moisture-density gauge containing 10 
mCi Cs-137 & 40 mCi Am-241 stolen from locked trailer at temporary Job site In 


Indian^, N Gauge local shenffjde p t notified. 


46943 005, 


S Region 3, Ofc of the Director. 00/09/16, Ip. 46943 005 


0809260262 PNO-II 88*056on 00O914»Unlt 1 shut down Caused by determination that 
both emergency diesel generators would be overloaded if loss of offsite power oc- 
curred between 5 & 60 minutes after LOCA Condition exists for both units 
CANTRELL, F.S. Region 2, Ofc of the Director. 80/09/14, Ip 46950 206 46956 200 

0009260308 PNO-I 80 097 on 880920,1106050 0 notlcod that 2 mCi Co 69 missing from 
shipping container whan surveys of container measured background radiation 
M s AJ con8€e 0,80 no!ica damage to bandies on container & absence of padlock 
MILLER, J„ WALLACE, W. Region 1, Ofc of the Director. 88/09/20 2pp 46965 246- 
46965 247, 

0809260339 PNO 111-88 0B1, on 680916, reactor operators observed decrease In flow 
through offgas sys, coupled w/drop in generator electrical output A docroaso in main 
condenser vacuum Riant shut down tor Investigation Into offgas prebtem 
COOPER.R.W, KNOP.R.C, Region 3, Ole of the Director 88/09/19. 2pp, 46956 209 
40956 210, 


0809270065 EN-88-078 on 880921,nollco of violation & proposed imposition of civil pen 
ally in amount of $75,000 Issued to licensee based on violation of equipment qualifica- 
tion requirements of 10CFR50 49 ^ 

LUEHMAN.Jm UEBERMAN.J. Ofc of Enforcement (Post 870413). EA86 140 80/00/ 
16 Ip 46971.248-46971 248. 


8809200054 PNS 1-80 007 on 88091 2,two H31 capsules reported missing by ER 
Squibb & Sons.Capusutes were shipped lo Roswell Park Memorial Hosp In 
Buuffalo.NY on 880907. Sources may nave been disposed inadvertently w/shlpplng 
package, / 

MILLER, M,, PICCONE.J Region 1, Ofo of the Director. 88/00/14 Ip. 40911.020- 
46911.020, 

6609200335 EN 80 072.on O0O9l3 ( notlco of violation & proposed Imposition of civil pen- 
alty in amount of $8,000 issued to licensee based on failure to maintain surveillance & 
post & rope off area where industrial radiography performed 

JOHANSEN, J„ UEBERMAN.J, Ofc of Enforcement (Post 070413). EA 88-165 88/09/ 
00. Ip 46912.343 46912 343, 

8069210030 EN 0B-O74*on 880916,notlce of violation & proposed Imposition of civil pen- 
alty in amount of $50,000 will bo Issued based on two examples of inailonllvenoss of 
security officers assigned as compensatory measures to vital area. 

ROSANO.R.P,, UEBERMAN.J, ofc of Enforcement (Post 870413) EA-88-174. 88/09/ 
13. Ip, 46926.275 48920 276 

0609210166 Advises that Rev 1 of draft closeout rept on Bulletin BQ-14, NUREG/CR- 
6 ISO, acceptable subj to changes Indicated In marked-up end, 

BERLtNGER.CH Generic Communications Branch. NRC 06-05*167-02. IEB60 14. 
80/09/15. FOLEY.W.J Parameter, Inc. 17pp. 46920:231-48920,247 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8809060027 Forwards comments on Ofc ot Technology Assessment RopL “Evaluation 
of Options for Managing Greator-Than-Class C Low Lovot fladwaalG," Mechanism 
should not await availability of high level waste repository. 

ROLES, GW Division of Low Level Waste Management & Decommissioning (Post 
870413). 00/OB/1 1, MCCABE.G.H, Congress (Joint & Rotating Commlttaes, etc) 0pp 
46751:210 46761 210 ' ^ 

8809220164 Approves of NRC consideration, of generating ‘'approved' 1 vondors list to 
exclude vendors of substandard products 

RYAN.J.E,, H ARRIS, J.E. WFI Nuclear Products, fnc 88/08/25. STELLO.V NRC - No 
Detailed Affiliation Given 2pp. 46927.024-46927 026 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

0604140301 Summary ot CRGR Meeting 130 on 880309 re proposed draft resolution of 
USI A-40, "Solsmlo Design" & proposed generlo Itr that would altow licensees to 
remove organization charts from plant Tech Specs 

JORDAN.E.L, Committee to Review Generic Requirements. 08/03/23 STELLO.V Ofc 
of the Exec u live Director for Operations 1 7pp, 46073*1 95-46873 211. 


8809210195 EN 80-O77.on 800920, notice of violation & proposed Imposition of civil pen- 
alty fn amount of $1,600 will bo Issued to licensee Action based on failures to callbr, 
perform surveys & evaluate personnel dosimetry. 

JOHANSEN.J., UEBERMAN.J. Ofc of Enforcement (Post 870413), EA 87-205, 88/09/ 
15. ip. 46919:335-46919*336 

80092 10 197 EN B8-076.on 880920, notice of violation & proposed imposition of civil pen- 
alty in amount of $160,000 will be issued to licensee based on two events violating 
limiting conditions for operation. 

LUEHMAN.J , UEBERMAN.J Ofo of Enforcement (Post 870413). EA-88-202. 88/09/ 
14 Ip 46920*310-46920 310. 

8809210201 EN-88-076 on 80091 9, notice of proposed Imposition of civil penalty |n 
amount of $50,000 will be Issued to licensee. Action based on violation of equipment 
qualification requirements of 10CFR50.49. 

LUEHMAN,J„ UEBERMAN.J, Ofc of Enforcement (Post 870413). GL-08 07 00/09/ 
14. Ip. 46920*294-46920:294. 

6009230005 PNO-1-0 0-094 .on 08091 2,two capules containing 0.5 mCi 1*131 each & 
shipped to Roswell Park Memorial Hosp on 880907, reported mlsslng.Sources may 
have been disposed w/shipplng package Inadvertently Rept previously Issued as 
PNO-t-88-07 

MILLER, M.* PICCONE.J. Region 1, Ofc of the Director. Q8/09/14. Ip 46932*278- 
46932.278. 


-*88032 10B 47 Forwards Issue Ida ntiflcat lon.su mmary & agenda items (or CRGR Meeting 
130 on 880309 re review of proposed draft resolution for USI A-40, "Seismic Design 
Criteria." 

CONRAN.J H Committee to Review Generic Requirements. 80/03/OB. JORDAN.E L, 
Committee to Review Generic Requirements BERNERO.R.M Office of Nuclear Mate- 
rial Safety A Sofeguards.DIrectQr ROSS.D.F, Office of Nuclear Regulatory Research, 
Dlroctor (Post 860720), 6pp. 46673,220 46873 227. 

—8803070309 Notification of CRGR Meeting 130 on 880309 to review proposed draft 
resolution for USI A 40 "Seismic Design,” A discuss NUREG/CR-4991 "evaluation & 
Proposed Improvements to Effectiveness of NRC Generic Communications." 
JORDAN.E.L. Committee to Review Ganerio Requirements. 80/02/29, 

BERNERO.R.M Office ot Nuclear Material Safety A Safeguards, Director. MARTINET 
Region 1, Ofo of tho Director. ROSS,D F, Office of Nuclear Regulatory Research. 01 
rector (Post 060720), 2pp 46B73*228-46873,229. 

0807190092 Submits revised agenda for CRGR Meeting 141 on 000714 In 
Belhesda.MD, Items for review include proposed ganerio Itr on Instrument air problems 
& proposed draft rule to require coifege degrees for senior reactor operatora 
JORDAN, E.L, Committee to Review Generic Requirements 08/07/00 

BERNERO.RM. Office of Nuclear Material Safety & Safeguards, Director 
PAPERIELLO.C.J, Region 3, Ofo of the Director, ROSS.D.F. Office of Nuclear Regula- 
tory Research, Director (Post 860720). 2pp. 46867:124-46869,263, 


8899230998 PNO-1 88 O93.on 680804, apparent loss of sealed source containing radio- 
active matl reported. Licensee plans to release advisory lo all NIH employees on 
Bethesda.MD campus w/descrlptlons Rept previously Issued as PNO-1 00 06. 
PELCHAT.J., GLENN.J Region 1, Ofc of the Director, 08/00/04, Ip 46932.277- 
46932:277, 

0609230116 PNO-ll-80 055 on 680911, unit declared alert due to loss of all AC 
powof.Caused by personnel error.Power restored by closure of standby breakers State 
of SC & county agencies Informed. 

BONSER.B., PEtBLES.T. Region 2, Ofo of the Director, 88/09/12. Ip. 46932:299- 
48932*299. 


-8809160163 Requests review of proposed resolution of USI A-46, "Shutdown DHR 
Requirements/ 1 described In encf memo to Com mission. Draft NUREG-1280 & 
NUREG-1292 also end. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 660720), 08/ 
06/09. JORDAN.E.L, Office for Analysis & Evaluation of Operational Data, Director 
720pp. 46867:193 46B69 263. 

8600120294 Generic Ltr 88-14 to all holders of OLs or CPs for nuctear power reactors 
re Instrument air supply sya problems affecting safety- related equIpmentSvo list end 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). IEIN-87-C28. 88/08/08. 
Consolidated Edison Co. of New York, (no. 41pp. 47065:001-47065006. 
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80O&260Q9Q Requests plans for addressing issue of trespassing onto owner controlled 
property at site & to provide assurance Inal unauthorized persons warned or advfsed 
of protective actions per NUREG 0654,Sectjon II J. 

O’CONNOR.P.W Project Directorate IV 88/08/10. WITHERS, 8 D, Wolf Creek Nude 
ar Operating Corp 4pp 46654 048 46654,051 

8008260095 Advises of intent to comply w/Section 4.2 4,3 of SER (NUREG-0991) t>y 
using GE post-Irradiatlon fuel surveillance program 

KEMPER, J S. Philadelphia ElectncCo. 63/06/16 MURLEV.T E Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1) 2pp 46653*22 9-46653 230. 

8606260325 Forwards Insp Repl 50-219/88 16 on 880523-0726 & notice of violation 
JOHNSTON.W V Region 1, 6/C of the Director. 86/08/19 FITZPATRICKS. General 
Public Utilities Corp. * GPU Service Corp, 2pp 46655 237-46655 264, 

-0803260339 Insp flept 50-219/88 15 on 680523-0726 Violations noted. Major areas 
Inspected licensee action In response to Mark I containment mod requirements of 
NliREQ-066t,revlew of design analyses & plant unique analysis rept 
CHAUDHARY.SK., ROMNEY, N D, STROSNIDER.Jr. Region 1, Ofc Of the Director 
88/08/ 1 5 25pp, 46655 240-46655 264. 

8608269355 Forwards EGG NTA 8028, 'Technical Evaluation ReptJMI Action - 
NUREG 0737 (II D.1), Byron Units 1 & 2.” Util provided acceptable response Rept im- 
poses one add) requirement Procedures to insp valves should be adopted 
OLSHAN.LN Project Directorate 1112 TAC 56200 8B/08/16 BLISS, HE. Common- 
wealth Edison Co, 3pp 46653.240 46653 269, 

-8008170132 EGG-NTA-8028 "Technical Evaluation RepUMI Action - NUREG 0737 
(II .D.1), Bvron Units 1 & 2." 

MILLER, G,K„ YUAN.C.Y., NALE2NY.C L EG&G Idaho, Inc (subs of EG&G, Inc). FIN 
A-6492, 88/01/31, NRC - No Detailed Affiliation Given. 26pp 46653 243 46653 269. 

880B260473 Forwards FEMA analysis of "Zion Nuclear Power Station Site Specific Off- 
site Radiological Emergency Alert & Notification SysQA Verification," Alert & notifica- 
tion ays Installed around facility satisfies NUREG-Q654 requirements 
PETERSON.GC Federal Emergency Management Agency. 68/08/08, STELLOy, 
Ofc of the Executive Director for Operations Ip. 46657,001*46658 101. 

0608290181 Advises thal 900426 Rev 17 to emergency plan meets planning sttfs of 
10CFR 5047(b) & requirements of 10CFR60,App E, Submission of all revs to emer- 
gency Plan in accordance w/ Section 1 1 P of NUREG 0654 encouraged, 
COLUNS.D.M. Region 2, Ofc of the Director, B3/0S/15, CONWAY, W.F. Florida Power 
& Ughl Co 2pp. 40660:305 46666 306. 

8008290221 Forwards Refs 4 B in NUREG-1308,Rev 1 & J Burger 860703 & 14 
reptaper telcon request, W/o ends, 

LAROCKE.G Fuel Cycle Safety Branch B8/08/23. DREY.L. Affiliation Not Assigned. 
Ip, 46685 259-40885 259 

980B290233 Forwards summary rept on radEoaclrve matl In West Lake Landfill (NUREG- 
13G8,fiev If.per request, W/o end 

LAROCHE, G, Fuel Cycle Safety Branch. 08/08/23, CALDWELL, N Hazelwood, MO. 
Ip. 46680 251 46686:251 

0000300003 Forwards fnsp Repl 50-285/88-23 on 880701-31 & notice of 

violation Actions taken re previously Identified Insp findings also examined & dis- 
cussed In rept Paragraph 3. 

CALLAN.LJ Region 4, Ofc of the Director. IEIN-80 046, 8B/08/19, MORRIS, K.J. 
Omaha Public Power District. 2pp 46693 2B7-46693 328, 

-0800300000 Insp Rapt 50-285/86-23 on 580701 -31 Violations noted Major areas 
inspected previously Identified Items.opemtionat safety verification, plant tours, safety- 
related sya walkdown & monthly malnl, surveillance & security observations 
HARRELL.P.H,, REIS.T , WESTERMAN.T F, Region 4, Ofc of the Director, IEB-88- 
005, 98/08/19 36pp. 46693-291-46693.320 

0000300020 Forwards Info in support of util 080616 response to Generic Ur 88 01 ra 
tGSCC program at pfantjncludmg Rev 1 1o SIR-87015, "Welds fl Residual Stress 
Analysis of Resistance Healing Stress Improvement Welded Pipes,” 

BRONS.J.C. New York Power Authority (formerly Power Authority of the Stale of New 
York). JPN 88 043 88/06/ 19 Document Control Branch (Document Control Desk). 
10pp. 46696-153 46696 243, 

0000300126 Summary of CRGR Meeting 142 on B80727, 

JORDAN, E L, Committee to Review Generic Requirements. 8B/08/03 STELLO.V, Ofc 
of the Executive Director for Operations 2pp. 46690-355 46698.356, 

680 0300191 Forwards Rev 1 6 to physical security plan Rev Incorporates changes made 
under Rev 14 Info NUREG-0908 plan rewrite, includes organizational changes, delates 
exemption & makes several other changes Rev withheld 

CONWAY, W F Florida Power & Light Co. L-88 369 8B/0B/26. Document Control 
Branch (Document Control Desk). 2pp, 46693 021-46693.022 

680 0300204 Advises of determination lhat petitions (or rulemaking PRM 50-51, 50-51 A & 
50-51 B filed by ANI & MAERP Reinsurance Assoc, et al would be considered eligible 
for fast-track proce&sfng under NRC Regulations Handbook, per B808t7 Itr 
GILLESPiE.F.P. Program Management, Policy Development & Analysis Staff (Post 
070411). 86/08/24 MCDONALD, W.G Office of Administration 8 Resources Manage- 
ment, Director (Post 870413) 1 2pp 46693 009-46693 020, 


8008310171 Documents that SPDS declared fully operational in accordance w/SAR on 
880208 after successfully completing various tests & operator training, per NUREG 
0737 & uhl 070409 Itr. ' * 

MROCZKA.EJ, Northeast Nuclear Energy Co (subs of Northeast LTliMies) 
MROCZKA.EJ Northeast Utilities A04135 08/08/24. Document Control Branch 
(Document Control Desk) 2pp 46726 357-46726 358, 

0800310240 Forwards "Summary Rept on Radioactive Mall In West Lake landfill," 
(NUREG-1 308, Rev 1) W/o end. 

LAROCHE, G Fuel Cycle Safely Branch 80/08/23 CALDWELL, N Hazelwood. MO 
ip 46699 142-46699 142 

8609010051 Informs of changes to emergency planning program Personnel accessing 
site receive Hr describing expected action Accountability guidelines provldod lo sla 
tion dept heads & contractor supervisory personnel for review 
HUNSADER.SC Commonwealth Edison Co 6039K. 88/00/25 MURLEY.T.E Olfico 
of Nuclear Reactor Regulation, Director (Post 070411) 2pp. 46719.079 4671D.080-, 

8809010122 Forwards "Transportation Risk Study Outline for DBS Titled ’CES on. 
Transportation of Radioactive Matf In US'," for rovlew.comment 6/or concurrence 
PIERCE, R,N Center for Nuclear Waste Regulatory Analyses NRC-02-88 005. 80/08/ 
22, COOK.J R Division of Safeguards & Transportation (Post 070413), 2pp, 
46739 344 46739 360 

0809010164 Comment opposing proposed rule 10CFR71 re transportation regulations 
compatabllitv w/IAEA,Rule would Introduce three undesirable features which servo to 
make compliance more confusing, more expensive & less uniform 
JEFFERSON, fl M. Affiliation Not Assigned, 53FR21550 00001 88/08/ 15 Docketing- 
& Services Branch 3pp, 46654.099-46654 101 

0809010186 Forwards addl Info re progress in resolving Priority t human engineering- 
discrepancies described In licensee 861230 "DCRDR Summary Rept," per JJStofano 
request, 

MUSOLF.D, Northern Slates Power Co TAC 56140 08/08/26 Document Conl/ol 
Branch (Document Control Desk) 11pp. 40742.273 40742,283 

8809020206 Forwards Safety Insp Rept 60-336/00-10 on 000510 17 & notice of 
deviation Attention directed to number of emergency operating procedures technical 
concerns & dellciencles, 

GALLO, R.M Region 1, Ofc of the Director, 08/00/23 MROCZKA.EJ Northoasl Nu- 
clear Energy Co. (subs, of Northeast Utilities). 4pp 46747-065 46747:096, 

—8809020200 Notice of violation from Insp on 880510 17 Violation nolod, lie on see did 
not Incorporate guidance Into plant-specific Emergency Operating Procedure 2532, 
"Loss of Primary Coolant” or Justify omission of guidance 
* Region 1, Ofc of the Director GL-82-33, 08/08/23, Ip 46747.060-46747,009 

8009060118 Forwards safety evaluation concluding that DCRDR program moots require- 
ments of Item I. D.1, per NUREG-0660,as clarified by Suppl 1 to NUREG-0737. 

SILVER, H, Project Directorate 11-2. TAC 56116 88/08/29 WILGUS.W S, Florida 
Power Corp, (subs, of Florida Progress Corp) 6pp, 46747-257-46747:284. 

0809060137 NUREG 0304 V13 N02 REGULATORY AND TECHNICAL REPORTS (Ad 
STRACT INDEX JOURNAL) Compilation For Second Quarter 1900, April- Juno 
f Division of Freedom of Information & Publications Services (Post 880515), 00/00/ 
31 51pp. 46690,001-46690 053 

8809060147 NUREG/CR-4020 V05 ASSESSMENT OF SEVERE ACCIDENT PRCVEN 
TfON AND MITIGATION FEATURES-PWR, ICE-CONDENSER CONTAINMENT 
DESIGN. 

HSU.CJ , PERKfNSJCR,, LUCKAS.WJ Brookhaven National Laboratory. FIN A 3028, 
BNL-NUREG -52070, 88/07/30 Division of Reactor & Plant Systems (670413- 

880716). 137pp. 46688,222-46600 359 

8809060157 NUREG/CR-4920 V04 ASSESSMENT OF SEVERE ACCIDENT PRC YEN 
TION AND MITIGATION FEATURES-PWR, LARGE DRY CONTAINMENT DESIGN 
PERKINS,K R , HSU,C J , LEHNER,J,R Brookhaven National Laboratory FIN A 3828 
BNL NUREG-52070 88/07/31 Division of Reactor & Plant Systems (070413 

830716) 129-pp 46600 093-46608 221 

8009060174 NUREG/CFI-4920 VOS ASSESSMENT OF SEVERE ACCIDENT PREVEN- 
TION AND MITIGATION FEATURES BWfl.MARK III CONTAINMENT DESIGN. 
FITZPATRICK, R , LEHNER.J R„ ELTAWILA.F. Brookhaven National Laboratory TIN 
A-3025 BNL-NUREG-52070, 88/07/31 Division of Reactor & Plant Systems (870413- 
880716), 77pp, 46687:109-46687.103 

8009060101 NUREG/CR-4920 V02 ASSESSMENT OF SEVERE ACCIDENT PR EVEN 
TION AND MITIGATION FEATURES-BWR.MARK II CONTAINMENT DESIGN. 
LEHNER.J, R., HSU,C,J,, ELTAWILA.F. Brookhaven National Laboratory FINA3B25 
BNL-NUREG-52070, 88/07/31 Division of Reactor & Plant Systems (070413- 

860716). 110pp. 46607,001-46687.108, 

8009060193 NUREG/CR-4920 V01 ASSESSMENT OF SEVERE ACCIDENT PREVEN 
TION AND MITIGATION FEATURES BWR.MARK J CONTAINMENT DESIGN. 

PR ATT, W.T., ELTAWILA.F, PERKINS, K.R, Brookhaven National Laboratory FIN A 
3025. BNL-NUREG 52070, 08/07/31. Division or Reactor & Plant Systems <070413- 
800716). 88pp 46688:007-46688.092 


8808300224 Forwards response io Generic Ur 80-01 re NRC position on IGSCC In 
BWR au stem tic stainless steel piping Insp plans still not in complete compliance w / 
NUREG 031 3, Rev 2Jntent of sub] NUREG adopted In response to plant IGSCC expe- 
rience 

WILSONiR.F. General Public Utilities Corp - GPU Service- Corp. GL-88-01. 06/08/12, 
Document Control Branch (Document Control Desk) 2pp. 46692.309-46693 -004. 


-8808300263 TR-050 ROO Rev 0 to "Response to Generic Ltr 88-01 & NUREG- 
0313 Rev 2." 

COVILL.D,. LORENZO, R , CAPO DAN NO, G.fl. General Public Utilities Corp. - GPU 
Service Corp. GL-80-01. 9B/08/10. 55pp. 46692.31 1-46693.004. 


B806300209 Forwards Rev 14 to Emergency Plan PLP-201 & Rev 0 to Emergency Pro- 
cedure PEP-100, "Emergency Action Levels (EALs) Users Guide" Comparison be- 
tween EALb & NUREG-0654, App 1 requirements also end. 

WATSON.R.A CaroNna Power A Ughl Co. NRC-63B. 88/08/24. Document Control 
Branch (Document Control Desk). 107pp. 40697,273-46690.055 


8809000195 NUREG/CR-5203 DYNAMIC AMPLIFICATION OF ELECTRICAL CABI- 
NETS. 

BANDYOPADHYAY, HOFMAYER,C.H , KASSIR.M K Brookhaven National Labo/alcwy 
FIN A-3278. BNL-NUREG-52159. 08/06/30. Division of Engineering (Post 070413) 
56pp. 46689*306-46609, 361, 

8809060198 NUREG/CR-51 31 PRELIMINARY REVIEW OF MASS TRANSFER AN0 
FLOW VISUALIZATION STUDIES AND TECHNIQUES RELEVANT TO THE STUDY 
OF EROSION- CORROSION OF REACTOR PIPING SYSTEMS. 

KUZAYpT.M,, HALLE, H J , KASZA,K,E Argonne National Laboratory, FfN A-2212 
ANL-89-20. 80/07/31. Division of Engineering (Post 870413) 28pp. 46007.339- 

JLAAl Q lQ. ■T’.O, Cx 


8809000200 NUREG/CR-51 49 EROSION CORROSION OF PWR FEEOVYATER PIPING 
SURVEY OF EXPERIENCE.DESIGN.WATER CHEMISTRY AND MATERIALS 
JONAS.O, Argonne National Laboratory. JONAS, O Jonas, Inc. FIN A-2212. ANL-68 
23, 88/06/30. Division of Engineering (Post 070413). 105pp, 46687.230-46087.338 
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8809060206 NUREG-0090 VII N01 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES January-March 1988 

* Office for Analysis & Evaluation of Operational Data, Director 68/07/31, 56pp 
46QB7 164 46687 237 

0809060246 NUREG/CR-5190 INHALED 239 PUO(2) AND/OR TOTAL-BODY GAMMA 
RADIATION Early Mortality And Morbidity In Rats And Dogs, 

FILIPY,R.E , DECKER.J R,, LM,Y L Battelle Memorial Institute, Pacific Northwest Lab 
oratory FIN B-2268, PNL6586 08/08/31 Division of Regulatory Applications (Post 
670413) 250pp 46689.001 46609 305. 

8809060336 Redistributed Itr forwarding Amends 31 & 30 to Licenses DPR-80 & OPR- 
8 2, respectively & safety evaluation Amends decrease max closure time for contain- 
ment vacuum/pressure relief valves from 10 s to 5 s, 

HOOD.H Project Directorate V TAC 62161 08/09/01 SHIFFER.J D Pacific Gas & 
Electric Co, 4pp 46750' 162-46750 101 


-8501210322 Advises of completion of review of 840412 memo re appropriate enforce- 
ment actions for NUREG 0737 on ordered dales Majority of items covered by orders 
issued prior to 1984 now complete 7 

EISENHUT.D G Division of Licensing (800428-651124). 85/01/09 AXELRAD.J En- 
forcement Staff, IE (Pre 070413) 2pp 46766 306-46766 309 

-8809090238 Forwards 850209 memo from NRR containing guidance on implementa- 
tion of actions required by NUREG 0737. 

AXeLRAD,J A Enforcement Staff, IE (Pre 870413) EGM-85 02 85/02/04 

SSuSPr-ft R rf 0i ? n li % °VtL e D r ? 0C(or - PUCKETT, M Region 2, Ofc 0 f the Director. 
SCHULTZ, B Region 3, Ofcof the Director. 3pp 46766 305 46766:305 

8809090117 Final response to FOIA request Forwards App A document App B docu- 
ments withheld (ref FOIA Exemption 5) 

GRlMSLEY,0 H NRC - No Detailed AmHalion Given 68/00/10. FELTON, J M Nuclear 
Licensing Reports. 4pp, 4Q777 01 1 48777 017 


8909064345 Forwards summary rept on radloactlvo mat! In West Lake Landfill (NUREG 
1308, Rev 1) W/o end. 

LAROCHE, G Fuel Cycle Safety Branch. 08/08/31 GUILFORD, N.G Laidlaw Indus- 
tries, Inc Ip. 46784 006-46764 006. 

0809060387 Forwards summary rept on radioactive mail in West Lake Landfill (NUREG- 
1308,Rev Uper telcon request W/o end 

LAROCHE, G Fuel Cycle Safety Branch. 80/00/31 MEYER, P. Bridgeton, MO Ip 
46750:359 46758 359. 

890^070073 Forwards summary rept on radioactive matl in West Lake landfill (NUREG- 
1 30 8). W/o end. 

LAROCHE, G Fuel Cycle Safety Branch 80/00/31 OCCOR.J Illinois, State of Ip, 
46779 350 46779-360. 

6809O7O264 Advises that request to allow J Turner to complete 76 h of training as extra 
man on shift to meet requirements for multi unit license granted Turner shall not oper- 
ate any of controls or direct evolution unless under supervision 
PATE.RJ Region 5, Ofc of the Director, 00/00/31 HAYNES, J G Arizona Nuclear 
Power Project (formerly Arizona Public Servlco Co ) Ip 46777 360-46777*360 

8809070285 Forwards summary rept on radioactive matl In West Lake Landfill (NUREG* 
1306,Rev 1),per ielcon request W/o end 

LAROCHE, G. Fuel Cycle Safety Branch. 00/00/31 ARNOLD.J. Bridgeton, MO. Ip. 
46761.203 40701.293. 


0809090137 Foiwards FEMA 880729 Ur & "FEMA Evaluation Rept of Alert & Notifica- 
Nucfoar Generating Stations," staling that sys meets 
N 4S. E rS,Pn 54/FEW ^' REP ’ 1fRev 1 & FEMA-REP-10 requirements Caveat of 
44CFR350 removed, 

BELLAMYS, R. Redon 1, Ofc of the Director. 00/08/30. MILTENBERGER.S Public 
Service Electric & Gas Co of New Jersey. 2pp 46007 043-46007.321 


8809130070 Forwards Insp Rept 50-220/80 20 on 8a0001-05.No violations noted 
DURR,J P. Region 1, Ofc of the Director. 88/09/0 7. MANGAN.C.V. Niagara Mohawk 
Power Corp 2pp 46833-230 46033 290 


-8809130076 Insp Rept 60-220/BB-2a on 8B0801.05.No violations or deviations 
noted Major areas Inspected util action re NUREG 0661 containment mod 
requirements Viowgraphs & agenda from 800420 meeting concerning torus wall thin- 
ning end, 

CHAUDHARY.S K , CARRASCO, J , WEBER, M Region 1, Ofc of the Director. 80/09/ 
06 51 pp, 40833,240 46B33 290* 


8B06130080 Forwards safety evaluation supporting 871110 request ror relief from exam 
requirements for prossurlzor surge ffno NRC has determined that requirements (m 
practical for Items for which relief boing grantod. 

STOLZ.J.F, Project Directorate I 4, TAG 66640 80/09/06. SIEBER,J,D. Duquesno 
Light Co 2pp. 46820 202-46028,286, 


8309070392 FOfA request for documents re safeguards events occurring In 1907 not 
included fn any published revs of NUREG-0525, "Safeguards Summary Event List." 
BOLEY.K. Public Citizen's Critical Mass Energy Project 00/00/10. GRIMSLEY.D NRC 
- No Detailed Affiliation Given 2pp. 46733*340-40733.349. 


-0609130104 Safety evaluation supporting util 071110 requosl for relief from Inaervice 
insp requirements 

4 Offico of Nucloar Reactor Regulation, Director (Post 070411) 00/09/06. 3pp 
46020 204-46028 206 


8009070310 Advises that oxpocted dale of submittal for LERs & supnls will be cons id* 
ered firm commitment .although not considering dates still consistent w/NUREG- 
1022 Submittal dates for 9lated LERs discussed 

MORRIS, K J Omaha Public Power District. UC-00-701. 60/00/30. Documonl Control 
Branch (Document Control Dosk). Ip. 46704*146 467G4T40. 

8809070486 Forwards SER accepting proposed fire protection improvement 
program Continued rigorous Implementation of program will increase improvomonts in 
overall safety of plant, 

BLACK ,S. Ole of Special Projects TAC 82261 00/00/31 WHITE.SA Tennessee 
Valley Authority. 2pp. 46707*327-40707.331 

-8009070470 SER accepting licensee fire protection improvement program (or plnnl 
* Ofc of Special Projects. GL-BQ-10 60/00/31. 3pp 46787 329 48707.331. 

Q8090B0081 Forwards updated "Toxic Chemical Study Chlorine," per T Chan request. 
COCKFiE LD,O.W. Portland General Electric Co. 08/00/02. Document Control Branch 
(Document Control Desk) Ip. 48792*351 -46702*361 

-8809080082 "Toxic Chemical Study " 

4 Portland General Electric Co 80701/31 10pp. 46792*362-46792.361 

0609000101 Application for amend to License DPR-49, consisting of Tech Spec Change 
225, revising Tech Spec Section 3.2 to reflect setpoints change tor uninterruptible AC 
A Instrument AC electrical sys undervoltago relays, Fee paid, 

ROTHERT.W.C, Iowa Electric Light & Power Co. NG B8-2071 00/00/20. 

MURL6Y.T E. Office of Nuclear Reactor Regulation, Director (Post 070411). 12pp. 
46797:124 46797-141. 

8899080159 Forwards Rev 4 to licensee responso to Suppl 1 to NUREG 0737 consist- 
ing of Rev 2 to “Wnter Guido for Emergency & Abnormal Procedures ” 

TUCKER.H B, Duke Power Co. 08/08/30 Document Control Branch (Document Con- 
trol Oesk), 2pp 46797:183-46707*324, 

**8609080180 Rev 2 to "Writer Guide for Emergency & Abnormal Procedures 11 
4 Duke Power Co. 88/08/26 140pp. 46797 105-46797:324. 


8009130097 NUREG/BR 0051 V09 N4 POWER REACTOR EVENTS July August 1987. 
* Office for Analysis & Evaluation o! Operational Data, Director. OB/08/31 61pp 
46777 010 46777.079. 

8809130311 Provldoa human engineering discrepancies & justification for schedule ex- 
tensions per final OCRDR summary ropt 

HUNSADER.SC Commonwealth Edison Co, 5028K 00/00/25, MURLEYJ.E. Office 
of Nuclear Reactor Regulation, Director (Post 870411) 3pp. 46030 056 46030*058 

8809130350 NRC Info Notice GQ-076, "Recent Discovery of Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control." Svc list end. 
ROSSI, CE. Division of Operational Evonls Assessment (Po9t 870411) 08/09/19 
Consolidated Edison Co cl Now York, Inc 125pp, 46946 253 46947*013 

8809140024 Rospond9 to discussion hold during 060817 enforcement conference re 
grease mix within Llmltorque valve operators Grease mixtures will perform intended 
function Lubricating capability not reduced 

HUNSADER.S.C. Commonwealth Edison Co. 6076K 80/09/02. MURLEY.TE, Office 
of Nucloar Reactor Regulation, Director (Post 070411). 2pp, 46830*360 46830 351. 

8809140060 Forwards Info to support util 8B0S11 request for temporary exemption from 
apticable port.9 of 10CFR60.49 End Info addresses lack of Insulation resistance meas- 
uromonts concern A provides legal analysis (or meeting environ qualification 
HUNSADER.SC Commonwealth Edison Co. 88/08/31. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 27pp. 46039*191-46039*217 

8809140357 NUREG/CR-6126 TAC2D STUDIES OF MARK I CONTAINMENT 
ORYWELL SHELL MELT- THROUGH. 

WEIN.GARDT,J,J,, BERGERON, KD. Sandla National Laboratories, FIN A-1190. 
SAND00-1407. 00/08/31. Program Management, Policy Development & Analysis Staff 
(Post 070413) 67pp 46002 203-46802*272. 

88(19140386 NUREG/CR 5043 CONTAINMENT PENETRATION SYSTEM (CPS) TESTS 
UNDER ACCIDENT LOADS 

CRAPO,H.S., STEELE, R. EG&G Idaho, Inc. (subs, of EG&G, lnc.>. FIN A-6322. EGG- 
2624 08/00/31. Division, of Engineering (Post B70413). 78pp. 46802:121*46002 202, 


8W9080196 Forwards responses to SER on B&W Owners Group safety & performance 
Improvement program Responses address primarily Suppl 1 to NU REG-1 231 
RUTHERFORD.N.A. Babcock & Wilcox Operating Plants Owners Group OG 280, 08/ 
00/22. CRUTCHFIELD.D Division of Reactor Projects • I/ll (Post B70411), 12pp. 
46707.171-46707:182. 


6BO9140371 NUREG-1317 DRFT FC REGULATORY OPTIONS FOR NUCLEAR PLANT 
LICENSE RENEWAL.Dmfl For Common!. 

* Division of Safety Issue Resolution (Post 880717). 00/08/31 65pp, 46802*063- 
46802:120, 


0009000422 Advises that Rev 6 updating Montlcello SAR & Rev 12 to operation QA 
plan for both plants acceptable 

WRIGHT, G.C. Region 3, Ofc of the Director. 98/08/31. LARSON, C.E. Northern States 
Power Co. Ip 46803 355*46803:355 

8899090062 Forwards NUREG/CR-0672, Addendum 3, ‘Technology.Safety & Costa of 
Decommissioning Ref BWR Power Station,” estimating decommission costs for 
plant, per 080706 meetlng.W/o NUREG/CR-0672,Addendum 3 
STELLO.V. Ofc of the Executive Director for Operations 88/00/29 STERZINGER.G 
Vermont. Stale of 3pp, 46008*322-46809.166, 

0809090098 Partial response to FOIA request for memos re selection of severity levels 
for vanous violations at nuclear plants Forwards documents listed In App 
C.Documgnts also available in PDR. 

GRIMSLEY.D.H. NRC - No Detailed Affiliation Given 08/08/17 UNNERSTALL.K. 
Newman & Heltzlnger. 2pp. 46766, 27*2-46766*274. 


8809150047 Responds to 800328 request far addl Info re reactor coolant pump trip 
Issuo.por NUREG 0737, Item II K 3 5, 

WIDELL,R C, Florida Power Corp. (subs, of Florida Progress Corp). 3F0988-03. 88/ 
09/01. Document Control Branch (Document Control Desk). 12pp. 46046*302- 
46046:313. 

8809160197 Informs that util will not be able to respond to control room habitability 
review,NUREG*0737,ltem III D.3,4 prior to sailOl.due to extensive nature required to 
develop responses for Info requested. 

MEDFORD.M.O Southern California Edison Co. 88/09/09, Document Control Branch 
(Document Control Desk). Ip. 46873:329-46873*329 

8809150248 FOIA request for revs.suppls & clarifications & documents re NUREG/CR- 
3899, “Util Financial Stability & Availability of Funds for Decommissioning. 1 * 

PHILLIS, M.T. Bishop, Cook, Purcell & Reynolds. 88/03/23. GRIMSLEY.D.H. NRC - No 
Detailed Affiliation Given, Ip. 46815:136-46815:136. 
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6609150268 NUREG-0040 V12 N02 LICENSEE CONTRACTOR AND VENDOR IN 
SPECTION STATUS REPORT Quarterly Report, April-June 108B (While Book) 

• Division of Reactor Inspection & Safeguards (Post 870411) 88/08/31, 67pp 
46603-001*46803 060 

8869150272 NUREG/CR-2Q00 V07 N7 LICENSEE EVENT REPORT (LER) 
COMPILATION For Month Of July 1986 

‘ Oak Ridge National Laboratory FIN A-0135, ORNL/NSIC 200. 88/08/31, Office for 
Analysis & Evalualion of Operational Data, Director. 92pp, 46602 273 46802 359 

8609150278 NUREG/CR-5132 SEVERE ACCIDENT INSIGHTS REPORT 
PRATT, W.T, BrooKhaven National Laboratory FIN A-3B25 0NL-NUREG 52143 08/ 
04/30. Division of Reactor & Plant Systems (870413 880716) 42pp 46803.061- 
46B03 094 

8809150286 NUREG/CR-5090 EFFECTS OF TEMPERATURE AND HUMIDITY ON 
RESPIRATOR FIT UNDER SIMULATED WORK CONDITIONS 
SKAGGS, B.J,, LOIBLJM, CARTER.KD. Los Alamos National Laboratory FIN A- 
7005. LA-11236 88/07731. Division of Regulatory Applications (Post 870413) 44pp 
46803 095-46603:138 

8009160039 Forwards certificate for radioactive liquid waste equipment & piping certifi- 
cation cornpllancejjer NU REG- 1057 & B80706 request 

TAM, PS Project Directorate I 4 TAC 68861. 68/08/30 SIEBER.J.D, Duquesne Light 
Co 3pp 46908 338-46903.340 


6809160318 Requests end Jial of addl Info re unit startup be submitted within 30 days In 
order for NRC to resolve technical issues, 

BLACK.S, Ofc of Special Projects, IEB 79 02 80/09/12 WHITE, S A Tennessee 
Valley Authority. 3pp 46885 200-488B5 202 

88C01 90022 Forwards Amends 31 & 30 to Licenses DPR-B0 & DPR 82, respectively & 
safety evaluation. Amends decrease max closure time for containment vacuum/pres- 
sure relief valves from 10 s to 5 s. 

ROOD.H Project Directorate V TAC 62161, 88/0 B/20 SHIFFER.J D Pacific Gas & 
Efedric Co 4pp, 46B93 093-46893 1 05 

8809190031 Forwards FEMA 880&0B Hr & evaluation stating that alert & notification sys 
installed around plant satisfies NUREG-0654 FEMA REP-1, Rev 1 & FEMA 43 require- 
ments, 

SHAFER ,W.D. Region 3, Ofc of the Director 86/09/06. REED,C Commonwealth 
Edison Co 2pp. 46886 0 14-46887 122, 

6809190046 Forwards safely evaluation supporting ulil 880325 request for relief from 
frequency of augmented Insp of feedwater nozzlo/spargor.Request for mod of fre- 
quencies of visual & liquid insps denied 

ABELSON.H Project Directorate 1 1 TAC 67829. 80/00/13. BRONS.J.C New York 
Power Authority (formerly Power Authority of the State of New York) 2pp 46895.1 17- 
4B895;1 24. 


8609220023 NUREG/CR-2650 V07 POPULATION DOSE COMMITMENTS DUE TO RA 
DIOACTIVE RELEASES FROM NUCLEAR POWER PLANT SITES IN 1985 
BAKER.D A Battelle Memorial Institute, Pacific Northwest Laboratory FIN B 2243 
PNL 4221 98/08/31. Division of Budget & Analysis (Post 870413) 160pp 46833 330 
46B84.123, 

8609220039 NUREG/CR-5156 REVIEW OF EROSION-CORROSION tN SINGLE 
PHASE FLOWS 

CRAGNOLINO.G , CZAJKOWSKI.C , SHACK.WJ BrooKhaven National Laboratory 
FIN A-2212. ANL 08-25 88/06/30 Division of Engineering (Post 870413) lQ5pp 
46878 2 63*4 6B79 009 


8809220040 NUREG/CR-5170 A REVIEW OF RESEARCH CONDUCTED BY LOS 
ALAMOS NATIONAL LABORATORY FOR THE NRC WITH EMPHASIS ON THE 
MAXEY FLATS, KY, SHALLOW LAND WASTE BURIAL SITE 
FOWLER.E B , POLZER,W L Los Alamos National Laboratory FIN A -7040 LA-1 1354 
MS 88/08/31, Division of Engineering (Post 870413) 69pp 46884 124 46864:192 

8609220043 NUREG/CP-0064 SECOND CNSI WORKSHOP ON DUCTILE FRACTURE 
TEST METHODS 

LOSS,F J, Materials Engineering Associates, Inc FIN B-09OO MEA-2313 00/08/31, 
Division or Engineering (Post 870413) 150pp 46079 010 46079 336 

8809220046 NUREG/CR-5200 EVALUATION OF RISKS ASSOCIATED WITH AOT AND 
STI REQUIREMENTS AT THE ANO 1 NUCLEAR POWER PLANT 
SAMANTA.PK, WONG.SM, CARBONARO.J Brookhaven National Laboratory, FIN 
A 3230. BNL-NUREG 52024, 8B/0B/31 Division of Reactor & Plant Systems (870413 
880716). 78pp 46803 092-46BB3 1 ! 69 


8609220049 NUREG/CR 4993 A STANDARD PROBLEM FOR HECTF-MMP 
COMPARISON Incomplete Burning 

WONG.CC. Sandia National Laboratories FINA-1246 SANDQ7-105B 88/08/31, DM 
slon of Systems Research (Post 080717) 1 15pp 46879 337-46BB0 094 


il U n R S9i9^ 12 ^^ MERGENCY ENVIRONMENTAL SAMPLING AND 
ANALYSIS FOR RADIOACTIVE MATERIAL FACILITIES 

LYNCH - T P- Battelle Memorial Institute, Pacific Northwest Labor alo 
ry FIN B-2894-7 PNL-6626 8B/0B/31 Division of Regulatory Applications (Posl 
070413) 65pp 46863 170 46883 247 


^WATER^R E ACTOr/sA F CADETA DECISI0N SUPPORT SYSTEM FOR LIGHT 

NICOLQSI.S L , HESSE, D.J Battelle Memorial Institute, Columbus Laboratories FIN 
D 1595 BMJ-2146 88/09/30. Division of Reactor Accident Analysis (0704 13 660718) 
161pp. 46960 095-46860,249 ' 


BBQ9220060 NUREG/CR-5233 A COMPUTER CODE FOR FIRE PROTECTION AND 
RISK ANALYSIS OF NUCLEAR PLANTS 

SINGHAL.A.K,, HABCHI.S.D,, PRZEKWAS.A J CFD Research Corp FIN D-2041, 06/ 
09/30. Division of Engineering (Post 870413), 80pp, 46863 248 46GB3.329. 


-0809190050 Safety evaluation supporting util 880325 request to reduce augmented 
Insp frequency for feedwater nozzl e/spa rger.fnsps may bo performed every third refu- 
eling ouUge.Fte quest to modify frequency of visual & fiquid penetrant fnsps denied 
* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-81-11 88/09/13, 
2pp 46895*119-46095:124. 


technical findings document for generic 

ISSUE 61 IMPROVING THE RELIABILITY OF OPEN-CYCLE SERVICE-WATER SYS- 

NEITZELOA,, JOHNSON.K I Battelle Memorial Institute, Pacific Northwest Laboralo- 
S 68 BO^ 25 O 2 4608 POO 3 6623 08/08/31 ' Dlv)sion of Engineering (Post 070413). 1 1 Qpp 


B0O919O291 Monthly operating rept for Aug 1988 (or Pilerfm.W/880913 Itr 
HAMILTON, P„ BIRD,R,G. Boston Edison Co. 8 ECO 88-134, 8B/08/31 7pp 
46895.197 46895*203 

8609190363 Application for amends lo Licenses DPR-70 8 DPR-75, Incorporating Tech 
Specs for reactor bead vents per Generic Ltr 83-37 & NUREG-0737.ltom II.B.1 
requirements Foe paid 

MILTEN BERGER, S. Public Service Electnc & Gas Co of New Jersey, GL 93-37, 08/ 
09/12. Document Control Branch (Document Control Desk). 6pp, 46898 071- 
46B90O8O, 

“9809190385 Proposed Tech Specs, Incorporating Info for reactor head vents per 
Gennc Ur 83 27 & NUREG-0737.l(em 11.6 1 requirements. 

* Public Service Electric & Gas Co of New Jersey GL-83-27, 88/09/12 4pp. 
46898 077-46696.080, ™ 


6609200034 Responds lo concern noted In Insp Rept 60 410/87-22,ltem 10 & Insp 
Rept 60 410/88-13 re inability to take post-accident samples due to power supplies 
being divisionalized on post- accident sampling sys Concern can be resolved via pro- 
cedure 

MANGAN.C.V, Niagara Mohawk Power Corp NMP2L 1164, 88/09/15. Document 
Control Branch (Document Control Desk), 2pp. 46912 348 46912*349. 

6609200338 Notification of 880922 meeting w/ulil & Science Applications Inti Corp at 
site In Monticello.MN lo discuss categorization of human engineering discrepancies & 
schedule for resolving discrepancies, per util DCROR, 

STEFANO.J J. Project Directorate 111-1. GL-82-33 88/09/16. MURLEY.T, SNIEZEK.J,, 
MIRAGLIAjF. NRC - No Detailed Affiliation Given. 2pp. 46910*067-46918 068. 


8609210122 Forwards Vol 11, Number \ to NUREG 0900, "Rept lo Congress on AOs,” 
for First Quarter 1988, W/o end. 

ROGERS, K.C, Commissioners, 88/08/23 WRIGHT, J House of Rep., Speaker of the 
House BUSH.G.H Senate, President of the Senate. 2pp. 46920:287-46920280 


8809210168 Advfses that Rev 1 of draft closeout rept on Bulletin 80-14, NUREG/CR- 
5190, acceptable subj to changes indicated in marked up end, 

BERLINGER,C,H. Generic Communications Branch NRC-05 65-167-02, IEB-B0-14 
88/09/15. FOLEY/W.J, Parameter, Inc. 17pp. 46920,231-46920 247 


0BO922OQ14 NUREG/CR 5158 V01 WORLDWIDE ACTIVITIES ON THE REDUCTION 
OF OCCUPATIONAL EXPOSURE AT NUCLEAR POWER PLANTS. 

KHANJ.A Brookhaven National Laboratory. FIN A -3269. BNL-NUREG 52086. 80/06/ 
30. Division of Regulatory Applications (Post 870413). 46pp. 46884:193-46884:239, 

8809220018 NUREG/CR-5083 DESIGN.CONSTRUCTION AND INSTRUMENTATION 
OF A 1/6-SOALE REINFORCED CONCRETE CONTAINMENT BUILDING, 
HORSCHEL.D.S. Sandia National Laboratories, FIN A- 124 9 SAND88-0030. 89/06/31, 
Division of Engineering (Post 870413). 250pp 48081:004-46881:311. 


SIGNIFICANCE OF IN-STRUCTURE GENERATED 
motjon 8! SE,SMfC QUALIFICATION tests of cabinet mounted electri- 
cal DEVICES 

THINNES.G,, GLOZMAN.V. EG&G Idaho, Inc. (subs of EG&G, Inc) FIN A 6322 
EGG 2523, 88/07/31. Division of Engineering (Post 870413) 400pp, 46377:170- 
46878*262, 

8809220096 NUREG/CR-51 94 REUP5/MOD2 MODELS AND CORRELATIONS 
DIMENNA.R A„ LARSON, JR., JOHNSON, RW EG&G Idaho, Inc (subs of EG&G, 
2631 00/08/31 Division of Reactor & Plant Systems 
(670413-880716). 400pp, 46381 :31 2-46883 091 

0806220097 NUREG/CR 4747 V02 AN AGING FAILURE SURVEY OF LrGHT WATER 
REACTOR SAFETY SYSTEMS AND COMPONENTS. 

MEALE.BM,, SATTERWHITE.D EG&G Idaho, Inc (subs of EG&G, Inc) FSN A 6389 
EGG-2473. 68/07/31. Division of Engineering (Post 070413) 400PP 49075333- 
-46677*1 69. 


0809220115 Submits addl info re NUREG 0737,11 D 1, "Performance Testing of Relief & 
Safety Valves," Llr identifies pressurizer block valves & PORV planned for Installation 
after Sept 1989 & partially responds to Item 1 

SMEDLEY,R.W, Consumers Power Co. TAC 44604 08/09/14 Document Control 
Branch (Document Control Desk) 3pp 46930.134 46930 136, 


0809220241 Forwards prioritization evaluation of Generic fssues III D 1 1(2), "Review 
fnfo on Provisions for Leak Detection" & III D 1 1(3), "Develop Proposed Sys Accepl 
anca Criteria," that will be incorporated into NUREG-0933 

BECKJORD.E.S Office of Nuclear Regulatory Research, Director (Post 660720) 38/ 
09/01. ARLOTTO,G.A Division of Engineering (Post 870413) 6pp 46920.177- 
46928 1B2. 


8009220258 Forwards notice of withdrawal of application for amends to Licenses DPR- 
58 & DPR-74 re control room habitability concerns of NUREG 0737, Item III.D.3.4 & 
requirements of Generic Ltr 83*37 

STANG.J.F, Project Directorate 111-1 GL-83-37 88/09/20, ALEXICH.M.P. Indiana 
Michigan Power Co (formerly Indiana & Michigan Electric Co.). 3pp 40920133- 


“8809220261 Notice of withdrawal of application for amends to Licenses DPR-58 & 
DPR-74 ra control room habitability concerns of NUREG-0737,ltem ill D 3 A & require- 
ments of Generic Ltr 83-37, 

STANG.J F Project Directorate III-1 GL-B3-37. 08/09/20, 2pp 46928:1.36-46928.137. 


, U uwwuma, no aupjjui llliu ItSHUIUHOM I35UG5 5UOI TO 

facility aspects of Inquiry rept Into NRC regulation of TVA & addressed In NUREG- 
1232,Vol 2. 

STOCKTON, P„ MYERS.H, NRC - No Detailed Affil/allon Given, 80/06/08. 
DENTON.H., BRADBURNE.J. NRC ♦ No Detailed Affiliation Given. 27pp 46932 243 
46932:269 
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8609230243 Informs of mods during future refueling outages to raise lemp of loop seal 
water to allow sufficient flashing of water to steam.reaucing postulated loadings on 
downs iraam piping below code values per NUREG*0737,ltem II D 1 
HAIRSTON, W.G Alabama Power Co 0B/09/16 Document Control Branch (Docu- 
ment Control Desk) 2pp <16944 352-46944 353 


8603260492 NRC Info Notice 80-071, “Possible Environ Effort of Reentry of COSMOS 
1900 & Request tor Collection of Licensee Radioactivity Measurements Attributed to 
That Event 7 ' Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1) 0B/O9/O1 
Consolidated Edison Co of New York, Inc 121 pp 46712 244-46713 004 


850926-0005 Forwards applicant motion for summary disposition on amended contention 
on notification sys of atty qeneral for Commonwealth of MA.momo In support of appli- 
cant motion & affidavits of Hated individuals, including TN Beard 
TROUT.JP Public Service Co of New Hampshire 0300 7131 OL-1 86/09/17 
Docketing & Services Branch 2pp. 46910 001-46910.317 

•*6609260077 Affidavit of EW Dosmarals * Addresses allegations in Contention 8ase9 
A 1 ,A 5, A 9, A 10, A 11,B 1,0 3 & B 4 Related info end 

DESMARAIS.E W. Public Service Co of Now Hampshire OL-1 08/09/17. 51pp 
469-1 0,1 16-40910 164 

-8809260087 Affidavit of RJ Faix * Addresses allegations In Contention Bases A 1 & 
A.7 re vehicular alert & notification sys Supporting info end 

FAIXRJ Public Sorvlco Co of New Hampshire OL-1. 00/09/ 17 9pp 40910:165- 
46910 172. 


9809230214 NUREG/CR 5164 A SIMPLIFIED MODEL FOR CALCULATING EARLY 
OFFSITE CONSEQUENCES FROM NUCLEAR REACTOR ACCIDENTS 
MADNI.I K , CAZZOll.E G , KHATIB-RAHBAR Brookhaven National Laboratory- FIN 
A-3269 0NL-NUREG-52153 88/07/31 Division of Reactor Accident Analysis 

(970413 680716) 172pp 46954,054-46954-220. 

8809289245 NUREG/CR-4B1 1 THE ECONOMIC COSTS OF RADIATION-INDUCED 
HEALTH EFFECTS Estimation And Simulation 

NIEVES.L.A, TAWIL.J J Battolie Memorial Institute, Pacific Northwest Laboratory FIN 
B 2999 PNL 6097 00/08/31 Office of Nuclear Reactor Regulation, Director (Post 
870411) 210pp 46953 008 46963 2B8 

8609230278 NUREG-0936 V07 N02 NRC REGULATORY AGENDA Quarterly 

Report, Apnl June 1980. 

' Division of Freedom of Information & Publications Services (Post 080515), 00/00/ 
31 IICpp 40953-289 46954 053, 


6809290013 NUREG 0940 V07 N02 ENFORCEMENT ACTIONS SIGNIFICANT AC- 
TIONS RESQLVEO.Quarterly Progress Report.Aprll-June 1000. 

* ofc of Enforcement (Post 070413) 00/08/31. 331pp 46952-100-46953 070. 


3809290026 NUREG 0430 V0Q N02 LICENSED FUEL FACILITY STATUS 
REPORT, Inventory Difference DataJuly-Decombor 1087.(Gray Book II) 

* Office of Nuclear Material Safety & Safeguards, Director, CD/00/30, 10pp. 
45953 071 46953.007. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 

8306030350 Advises that Tech Specs Branch has In progress, short term effort to study 
Tech Specs surveillance requirements that aro performed during power operation for 
both PWRs & BWRs as part of Tech Specs Improvements program. 
htURLEY.T.E Office of Nuclear Reactor Regulation, Dlroctor (Post G70411J, 88/07/ 
26 RUSSELL, W.T Region 1, Ofc of the Dlroctor, GRACE, J.N Region 2, Ofc of the 
Director. DAVIS, A, B. Region 3, Ofc of the Director, 6pp, 46095-095 46006.007, 

3808160451 NRC Info Notice 00 068, "Setpoint Testing of Proasurizor Safely Valves W / 
Filled Loop Seals Using Hydraulic Assist Devices." Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 070411) 88/00/22, 
Consolidated Edison Co. of New York, Inc 121pp. 46702,31 1-46703-070. 

8808180360 Suppl 1 to NRC Info Notice 08 040, "Uconseo Rept of Defective Rofur- 

bished Valves ,r Svc list end , 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) IEIN-08-04Q 
88/00/24 Consolidated Edison Co of New York, Ino 122pp 46713*216-4671 3:219, 
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88/00/24 Consolidated Edison Co ol New York, Inc 122pp 46713-218-46713:219, 

8303196195 NRC Info Notice 88-069, "Movable Contact Finger Binding In HFA Relays 
Mfg by GE." Svc list end 

ROSSI.CE. Division ol Operational Events Assessment (Post 070411). 88/08/19 
Consolidated Edison Co ol New York, Inc 125pp 46690 054-4669D 178 

0308230112 NRC Info Notice SO 070, "Check Valve Inservice resting Program Deflclen 
cles/* Svc list end, 

ROSSI, C E. Division of Operational Events Assessment (Post 070411). GL-Q7-06. 68/ 
08/29 Consolidated Edison Co of New York, Inc, 123pp. 46713 095-46713:217. 

8808258192 Forwards NRC Info Notice 00 046 & Invoices Identifying recipient as cus- 
tomer of circuit breakers W/o ends. . _ 

GRIMES, B,K Division of Reactor Inspection & Safeguards (Post 87041 1). 09/08/16, 
Congress (Joint & Rotating Committees, etc ) Ip 46716 357-46716 357. 

8803230150 Forwards addl Invoices re potentially defective electrical equipment thal 
might Involve either NASA or contractor. W/o end. , j ^ 

GRIME-S, B K. Division of Roactor Inspection & Safeguards (Post 070411) 86/00/18. 
RODNEY.G. National Aeronautics & Space Admin. 2pp 46670-120-46670:129. 

3303260173 Forwards Info Notice 80-046 describing circumstances re supply of refur- 
bished circuit breakers to nuclear power plants W/o stated end 
GRIMES, B.K. Division of Reactor Inspection & Safeguards (Post 870411), tEIN B0- 
040, 80/00/18 New York, State of. 2pp. 46669 236-46669.237. 

0606260223 Forwards NRC Info Notice 80-046 ro potentially defective refurbished dr* 
cuit breakers supplied to plants & Invoices Identifying recipient as receiver of 

breakers, for Info W/o ends . 

GRIMES, B.K. Division of Reactor Inspection & Safeguards (Post B70411), IEIN OB- 
046. 00/08/18 Washington Suburban Sanitary Commission 2pp. 46658.350- 
46668 359 

8 $09290473 Forwards FEMA analysis of "Zion Nuclear Power Station Site-Specific Off- 
site Radiological Emergency Alert & Notification Sys QA Verification." Alert & notifica- 
tion sys Installed around facility satisfies NUREG-0654 requirements. 

PETERSON, GC Federal Emergency Management Agency. 88/08/08. STELLO.V. 
Ofc of the Executive Director for Operations ip. 46657:001-46658 Ol. 

-3603260480 "Zion Nuclear Power Station Site-Specific Offsite Radiological Emergency 
Preparedness Alert & Notification Sys QA Verification." 

• Federal Emergency Management Agency, 80/06/20. 20Qpp. 46657-002-46650:101, 


6608290077 Forwards FEMA post exercise assessment of 871215 plant exorcise of ra- 
diological emergency plans of State of NY FEMA considers offsite radiological emer- 
gency Preparedness adequate to provide reasonable assurance. 

EBNETER.S.O, Region 1, Ofc of the Director 80/08/19 CONVERSE, RJ. New York 
Power Authority (formerly Power Authonty of Ihe Stale of New York) 2pp 466Q4 326- 
46685 039. 

-6608290009 "Post-Exercise Assessment 87 121 5, Exorcise of Radiological Emergency 
Preparedness Plans of Slate of NY & Oswego County for Now York Power Authority fl 
* Federal Emergency Management Agency, 8(3/08/03 72pp 46684 328-46685 039, 

6606300018 NRC Info Notice 88 072, "Inadequacies In Design of DC Motor Operated 
Valves 11 Svc list end 

ROSSI.CE. Division ol Operational Events Assessment (Poat 070411) 88/09/02 
Consolidated Edison Co. of New York, Inc, 122pp 46726 001-46726 123 

8806300075 Requests drafting & Issuance of mfc notice based on end draft generic Hr 
ro NRC-adminlstered requalification exams, as result of complete rev to NRC program 
HANNON, J N* Operator Licensing Branch. 80/08/23, BERLINGER.C Generic Com- 
munlcallons Branch 4pp. 46777,104 46777.107. 

8806300092 Requests review of responses to questions asked during Feb 1980 tnp lo 
Japan In preparation of 001 010 visit for further discussions w/Japanesa Ministry of Inll 
Trade & Industry 

MILLER, CL. Standardization & Non-Power Roactor Prelect Directorate 08/00/25 
SHAO.L, Division of Engineering & Systems Technology (Post 079411). ROE.J Divi- 
sion of Licensee Performance & Quality Evaluation (Post 870411) CONGEL.F. Divl 
slon of Radiation Protection & Emergency Preparedness (Post 870411) 3pp, 
46692 001-46692-003. 

8806300135 Forwards biweekly listing ol gonoric communications under consideration 
or being developed by NRC, List Includes all proposed generic communications report- 
ed by 080017, 

BERLINGER.C H. Generic Communications Branch GL 87-11 00/0Q/23 

FADDEN.DL Institute of Nuclear Power Operations 5pp 46693,051-46693 055. 

6600300142 Expresses NRC full support for plan for federal response lo catastrophic 
earthquake & appreciation for opportunity to participate In catastrophic disaster ro 
sponso group mooting, par B00601 lb. 

ZECH.L.W. Commissioners 89/00/16 BECTON.JW. Federal Emergency Manage- 
ment Agoncy, Ip. 4669 1 “340-4609 1,360 

-8808300145 Requests confirmation that EL Jordan appropriate official for extending in 
vilatlon to participate in workshop scheduled In late Sept or early Ocl 1068 ro cata- 
strophic d I s as ter r e spon so g roup. 

BEuTON.J.W, Foderal Emergency Management Agoncy O0/OB/O1, ZECH.L.W Com 
mlsslonors 2pp. 46691 ‘34£M669l*350. 

8809310125 Summarizes tentative conclusions drown during 060003 mooting ol Emer- 
gency Operating Procedure-1 team loaders ro accelerated insps of Mark I BWRs 
MARTIN, T.T Associate Dlroctor for Inspection & Technical Assessment (Post 
870411) 80/00/23, MURIEYJ.E Office of Nuclear Reactor Regulation, Director 
(Post 670411) 4pp. 46713.349 46713-352 

8800310184 Forwards for info AEOD case study ropt, "Svc Water Sys Failures & Degra- 
dations In LWRb,” 

STELLO.V. Ofc of the Executive Dlroctor for Operations 00/08/20. ZECH, ROBERTS, 
CARR Commissioners, 2pp. 46725 074-46725-227. 

-O0O831O1O9 AEOD/CQ01 "Svc Water Sys Failures & Degradations In LWRs," case 
study repl, 

LAM.P , LEEDS.E. Office for Analysis & Evaluation of Operational Oata. Director. 68/ 
06/31 . 300pp, 46726 076 40725-227. 

6008310193 Advises that addl Invoices & orders lound Identifying DOE faclIlllGs a9 cus 
tomers of potentially defective electrical equlpment.lnvolca encIW/o end 
GRIMES, BK Division of Reactor Inspection & Safeguards (Post 870411). 88/08/18, 
BARBER, R. Energy, Dept. of. 2pp. 46739.248-46739,249 

8809010008 Summary ol Operating Reactors Events Meeting OB-34 on 860323. 
JAUDON,JP. Events Assessment Branch. OREM-80-O34. 88/03/23. ROSSI.CE, Divi- 
sion of Operational Events Assessment (Post 070411), 15pp, 46722-340-46722 354 

88090 1020B Forwards NRC Info Notice 88 046 to State of AZ Air National Guard re cir- 
cumstances under which defective refurbished electrical equipment may have been 
supplied to nuclear power plants W/o encts 

GRIMES.BK Division of Reactor Inspection & Safeguards (post 070411) IEIN 68- 
046. 88/00/18. Arizona, State Of 2pp 46654- 104-46054*1 05. 

8609010327 Forwards biweekly listing of generic communications reported to NRC 
through 000801 & under development by NRC. 

BERLINGER.C.H. Generic Communications Branch GL-87-11. B8/O0/O4 

FADDEN.D.L Institute of Nuclear Power Operations 5pp, 46744*295-46744 299. 

8609020130 Informs of concurrence w/Commisslon paper re severe accident policy im- 
plementation for future designs, Comments for consideration listed, 

MURIEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 00/08/ 
26. BECKJORD.E.S Office of Nuclear Regulatory Research, Director (Post 860720). 
5pp. 46746:291-46740-295 

8009060247 Request for GMB review & supporting statement ro 10CFR70 domestic li- 
censing of SNM. Estimated respondent burden Is 64,706 h. 

MCDONALO.W.G. Office of Administration & Resources Management, Director (Post 
070413). OMB 3150-0009. 0B/O8/O1. 20pp. 46764.259-46764:278. 

6609060366 Forwards NRC six-month working list of Inll me© tings, Lead participants at 
each asterisked meeting required to claar his or her position w/both EDO & GPA prior 
to undertaking travel, 

DENTON.H.R, Office of Governmental & Public Affaire (Post 970413). 88/07/15 
STELLO.V. Ofc of the Executive Director far Operations 16pp. 46782.133-46782:148. 
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8609080276 Summary of Operating Reactor Events Meeting 88 35 on S 80 ?? ViS uSlm 
summary of reactor scrams for wk ending 880828 Significant event identified for input 

to NRC Performenance Indicator Program M/nA/ „ n rosri c, E Dtvi 

JAUDON,JP Events Assessment Branch OREM B 8 035 88/08/30 ROSSIaXc. ow 
sion of Operational Events Assessment (Post 870411) 15pp 46800 289 46800 JUJ. 

8509080339 NRC Info Notice 88 074, '’Potentially Inadequate Performance of ECCS in 
PWRs During Recirculation Operation Following LOCA. ^vc 'Jjj* b E!L 1 . > flfl/09 y 1 4 
ROSSI, C E Division of Operational Events Assessment (Post 870411). 88/09/14 
Consolidated Edison Co ofNewYork, Inc 122pp 46824.215-46824 336 

8809090137 Forwards FEMA 880729 fir & "FEMA Evaluation Rept of Alert & Notifica- 
tion Sys for Artificial Island Nuclear Generating Stations, staling that sys meets 
Nil REG -0654 /FEMA REP-1, Rev 1 & FEMA-REP-tO requirements Caveat of 

KI^rTrSU 1 . Ofc of the Director. 80/08/30 MILTENBERGER.S, Public 
Service Electnc & Gas Co of New Jersey 2pp 46807 043*46807 321 

8809120024 Forwards revised response to Issue 8 re NRC participation In nuclear 
power reactor emergency exercises.in response to 880818 memo . 

MURLEYJE Office of Nuclear Reactor Regulation, Director (Post 870411), ?££!£' 
06 NUSSBAUMER.D A State, Local & Indian Tnbe Programs 2pp 46825 043- 
46825 044 

8B09120197 NRC Info Notice 88 075, “Disabling of Diesel Generator Output Circuit 
Breakers by Anti Pump Circuitry ,J Svc list emc) 4 QQ/nafia 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 88/09/16 
Consolidated Edison Co of New York, Inc 124pp 46946 133 46946 252. 

9809120222 Final response to FOIA request for documents re NRC response to OMB 
Bulletin B8 11, "Federal Info Sys & Technology Planning.” Forwards App A 
document Document also available in FOR. _ 4M( __ . , . , 

GRIMSLEY.D H NRC - No Detailed Affiliation Given 88/08/30 TAYLOR,N. Federal 
Sources, Inc 2pp 46769 328-46769 334 


-8809120229 Forwards overview of NRC info technology plans & priorities In response 
to OMB Bulletin 88-11, "Federal fnfo Sys & Technology Planning ’ 

MCDONALD, W.G Office of Administration & Resources Management, Director (Post 
870413), 08/07/20. MACRAE, J B Office of Management & Budget 5pp. 46769,330- 
46769.334 


8809130020 Forwards ballots tor ANS-61 2, “Neutron & Gamma Ray Cross Sections 
for Nuclear Protection Calculations for Nuclear Power Plants" & ANS 14.1, “Operation 
of Fast Pulse ANS-14 1 approved & ANS-6.1,2 approved w/comments. 
RUBENSTElN.l S Assistant Director for Region IV Reactors & Special Projects, 88/ 
08/29 RABYJM National Institute of Standards & Technology (formerly National 
Bureau of Slanda 5pp 46828 301 46828 305 


8809140343 Forwards biweekly Hating of proposed generic communications beina c<m. 
sldered or under development by NRC, Including Into notices.generic Itrs 4 proposed 

generic communications. , _ , 

SERLINGER.C H Generic Communications Branch. 80/09/00. FADDEN.D L Insttii** 
of Nuclear Power Operations 6pp 46042 269 46842 273 


6809140420 Requests technical exchange between NRC & Barnett Way re imorovfl. 
menl of effectiveness of Tech Specs, 

BUTCHER.EJ Technical Specifications Branch. 68/00/18. JENKINS, PD UmtM 
Kingdom, Go vl of 2pp 46908 305 46908*306. 

8609150156 Transcript of FEMA 080615 public meeting In Patchougue.NY re utilPo u 
131. 

• Federal Emergency Management Agency, 08/00/15 131pp. 46846 314 46847 084 

6809160014 Forwards RW Krimm 080902 memo to NRC & RW Donovan 080906 Itrto 
RH strome of State of NH.served on svc list for hearing Certificate of Svc end 



8609160085 Partial response to FOJA request (or documents re plant Forwards AppC 
documents Documents also available in PDR & LPDR In Plymouth Public library in 
Pfymouth.MA. ^ 

GRIMSLEY.D NRC - No Detailed Affiliation Given 08/08/23 JOHNSON, G E Swidler 
& Berlin. 3pp. 46814.001-46814.026. 


-8702030156 Confirms that final response to 10CFR2 20B petition re restart date (or 
plant will be submitted by 870331, per discussion Related Info end 
JORDAN.E.L Div of Emergency Preparedness & Engineering RosponseJE(8502t2 
870413) 2 206 87/01/28. KRIMM, Ft W Federal Emergency Management Agency 
240pp. 48014.027 46014 309. 

8809190031 Forwards FEMA 080800 Itr & evaluation stating that alert & notification sys 
installed around plant satisfies NUREG 0654 FEMA-REP-I.Rev 1 & FEMA-43 require 
ments 

SHAFER.W.D. Region 3, Ofc of the Director. 80/09/08. REED,C Commonwealth 
Edison Co 2pp 46886:014-46007 122. 


8809190139 Requests processing of end documents re 3M compiled by NMSS & re- 
gions through NRC Document Control Sys & forwarding to PDR 
BEVERIDGE, G.G. Program Management, Policy Development & Analyst Staff (Post 
870413) 68/08/26, LANHAM.D Document Control Branch (Document Controf Desk) 
Ip 46958,178-46964 263, 


-8809200275 Forwards std order for DOE work re determination of mode of failure of 
3M static elimination devices, (or acceptance 

PUNCHES, JL Program Management, Policy Development & Analysis Staff (Post 
870413) 88/02/16 BELLOWS, J. Energy, Dept of 8pp. 46960.322-46960328. 


8809130113 Responds to 680810 request for comments on proposed EPA guidelines 
for implementing provision of NEPA.Commends EPA for providing requirements that 
are comprehensive.cl early wntten & can be met readily by affected agencies 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411). 88/08/ 
31 SANDERSON, ft E, Environmental Protection Agency 2pp 46833 330-46833:337. 


-8B0920003B Submits conclusions re assessment of radiological risk associated w/ 
leaking Po-210 stalic eliminators, based on stated Info.LUlle hazard from external raefi 
atlon exists. SE169 through SE173 end, 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. SE168 88/ 
02/17 YOUNG.F E. Food & Drug Administration 16pp. 46959*327-46969 342 


-8809130119 Forwards filing guidance for federal agencies preparing EIS for Imple- 
menting procedural provisions of NEPA Requests Informal review before FR publica- 
tion & implementation by BB0902 

SANDERSON.R E Environmental Protection Agency. 88/06/10. STELLO.V, Ofc of 
the Executive Director for Operations 6pp 46833,332 46833 337 


8809130120 Forwards Commission biweekly notice of applications & amends to OL In 
volvfng NSHC published In FR on 680810, for fnfo 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 88/08/ 
23 BREAUK.J B Senate, Environment & Public Works UDALL.M.K. House of Rap., 
Interior 4 Insular Affairs SHARP.PR, House of Rep„ Energy & Commerce 31 pp 
48830 104-46830 133, 


6609130167 Forwards evaluation of responses to Temporary Instruction 2500/23, 
“Evaluate 8WR Licensee Radiological Controls for Dr/well During Spent Fuel Move- 
ment " 

CUNNINGHAM.LJ, Radiation Protection Branch 88/08/24 EBNETER.S.D Region 1, 
Ofc of Ihe Director. STOHR.JP, Region 2, Ofc of the Director NOREUUS.CE 
Region 3, Ofc of the Director, I5pp 46836 267-46836*281. 


8809130191 Expresses appreciation on behalf of attendees of operator licensing exam- 
iner training conference, for presentation on team bldg, Successful in relating concepts 
of team bldg to Job of being NRC licensing examiner, 

HANNON, J.N Operator Licensing Branch, B8/0S/2S FREEDMAN.D Defense Sys- 
tems Management College 3pp. 46836,304-46836,306 


8609130247 Discusses license condition for possession of byproduct mall to be Irradiat- 
ed in nonpower reactor facilities, per 880518- 19 Reactor Health Physics Counterpart 
meetings 

CRUTCHFI ELD.D. Division of Reactor Projects - III.IV.V & Special Projects (Post 
670411) 88/08/18 EBNETER,S D Region 1, Ofc of the Director STOHR.JP Region 
2, Ofc of the Director. HtND.J.A. Region 3, Ofc of the Director. 4pp 46B36 259- 
46036 266 


-0806020170 Forwards minutes of Reactor Health Physics Counterpart 880518-19 
meetings Minutes revised In response lo comments on 80061 4,W/o end 
CUNNINGHAM, LJ Radiation Protection Branch 88/07/13 SHANBAKY.M M Reolon 
1 , Ofc of the Director 2pp 46836:263-46836 266. 


680913032? Forwards Commission biweekly notice of applications & amends lo OLs in 
volvingNSHC published in FR on 880727 for info, W/o ends, 

MURLEYJ E Office of Nuclear Reactor Regulation, Director (Posl 870411), 08/00/ 
25. BREAUX.J.B Senate, Environment & Public Works UDALL.M K. House of Rep 
Interior 4 Insular Affairs SHARP.P.R. House of Rep, Energy 4 Commerce 2oo 
46026.070 46828,071. K 


—8809200158 Forwards preliminary resulia from Region I lab.BNL & INEL analysis ol 
products from Block Drug Co.Inc.No alpha contamination detected in any sample 
examined.SEiaa end 

WHITE, J.R Region 1, Ofc of the Director SE107. 00/02/12. OLSEN.M Food 4 Drug 
Administration, 7pp 46960:203 46960*209. 

8809190160 Forwards plant evacuation time estimate & traffic mgt plan. No state com 
ments until review w/focal officials completed FEMA comments requested 
BOULAY.RJ Massachusetts, Commonwealth of 0B/O3/1O THOMAS, E.A Federal 
Emergency Management Agency. Ip, 46889,026 4609O*OB0, 

8809190204 Forwards Info requested, per 880517 Itr re notifications during 
aarthquake.lnforms of NRC emergency operations ctr In event regional conlacl cannot 
be made 

COLLINS, D M Region 2, Ofc of Ihe Director, B8/06/03. HALL.P E Federal Emergen 
cy Managament Agency, 2pp, 46890*004-46098 005 

8809220249 Forwards rept of NRC investigation Into allegations re harassment & inUml 
dation of Inspectors at TVA plants, Allegations substantiated 
GRIMES, B,K Division of Reactor inspection & Safeguards (Posl 870411) 80/09/09 
MCDONALD, D,J National Board of Boiler & Pressure Vessel Inspectors 2pp 
46927*210 46927:211, 

6809230011 Suffolk County, Slate of NY 4 town of Southampton response to NRC Staff 
motion for schedule for litigation of June 1908 exercise.* Reasonable schedule for 
contention phase ofproceeding shoufd be established Certificate of Svc end. 
MCMURRAY.C.M Suffolk County, NY MCMURRAY.CM Kirkpatrick 4 Lockhart 
ZAHNLEUTER.R J. New York, State of, #300 7113, OL-3. 80/09/19. Atomic Safety 
and Licensing Board Panel, 16pp, 46094.001-46894.015, 

8609230189 Forwards FEMA 880726 Itr containing offsite emergency preparedness 
findings of State of IL for 871014 exercise No deficiencies 4 two weaknesses 
identified, involving corrective actions determined acceptable. 

SHAFER.W.D Region 3, Ofc of the Director. 88/09/10, REED.C. Commonwealth 
Edison Co 2pp 46947:198-46947*238. 

-8609230192 Forwards FEMA rept on 871014 exercise of offsite radiological emergen 
cy response plans. 

TRAVERS,' W,D Emergency Preparedness Branch 88/08/18. NOREUUS.CE Region 
3, Ofc of Ihe Olrector. Ip. 46047,200-46947:238. 

8609260073 Requests util provide schedule for resolution of Issues noted in end FEMA 
review of offsite emergency plan to ensure that plan inadequacies & areas requiring 
corrective action corrected. 

BROWN, SW Project Directorate 1-2 88/09/19. LEONARD, J.D. Long Island Lighting 
Co. 4pp. 46949:21 1 -46949.2 1 6. 


8809130350 NRC Info Notice 88 076, “Recent Discovery ol Phenomenon Not Previous- 
ly Considered in Design of Secondary Containment Pressure Control, 11 Svo list end 
mOSS 1.CE Division ot Operational Events Assessment (Post 870411). 68/09/19 
Consolidated Edison Co of New York, fnc. 125pp 46946.253 46947 013. 


-8809260075 Forwards regional assistance committee review comments for util local 
offsite radiological emergency response plan & post-exercise assessment for 80060/ 
09 exercise, 

SABLE, J.M, Federal Emergency Management Agency. 88/09/08, PETERSON.G. Fed 
eral Emergency Management Agency 27pp. 48949:217-46950*044 
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-8809260078 "Post Exercise Assessment for 8B06Q7-09 Exercise of Local Emergency 
Response Organization (LERO) for Shoreham Nuclear Power Station.” 

' Federal Emergency Management Agency 80/09/02 61pp. 46950 001*46950.044. 

4609260348 Forwards "Post Exercise Assessment for QB0607-09 Exercise of Local 
Emergency Response Organization (LERO).Shoroham Nuclear Power Station " 
PETERSON.G.C Federal Emergency Management Agency 08/09/09 $TELLO,V 
Ole of Ihs Executive Director (or Operations z9pp 46940.020*46949 210 


fft PROPOSED RULE 

8605020368 Proposed rule 10CFR140, “Facility Form Nuclear Liability Insurance 
Policy, Miscellaneous Amends” Proposed rule will add supplementary Insurance to 
make available single insurance policy to cover onsite worker claims 
CHILK.S J Office ol the Secretary of the Commission 53FR15049 88/04/21. 35pp 
46? 17.001 -46717 035 

8607190328 Forwards summary & Issue Identification far CRGR Meeting 141 on 880714 
re degrees for senior reactor operators.Mmutos for CRGR Meeting 48 & analysis of 
public comments also end W/o minutes & analysis 

SAKENAS.CA Committee to Review Generic Requirements. 88/07/08, 
JORDAN, El , GOLDBERG, J R. NRC - No Detailed Affiliation Given BERNERO.R M 
Office of Nuclear Material Safety & Safeguards.Direclor 3pp. 46892 116 46892 351 


8809010077 Comment on proposed rule 53CFR1G845 r© training & experience criteria 
for all Individuals who use byproduct mat! for clinical procedures In practice of medi- 
cine as published In FR on Q80525. 

SNUDER.K Affiliation Not Assigned 53FR 18845 00044. 86/08/01. NRC - No De 
tailed Affiliation Given, 2pp 46666 001-46669 002 

68090100B4 Comment on proposed rule 53friea45 re radiation safety training & experi* 
ence catena eagles of radiation safety do not require extended training periods 
beyond medical or technical professional levels 

MCKEOWN.J A Presbyterian University Hosp of Pittsburgh, Pittsburgh. PA 
46669 01 6 5 40669^O17 68 08/19 °^ C8 ,tl0 Secratary Commission 2pp. 


8809010090 Comment on proposed rule 10CFR53 re training & experience , criteria for 
modlcal use of byproduct matl. 

CULANH.E.J, Joint Review Committee on Educational Programs In Nuclear Medicine 
Tochnology. 53FR18845 00045 88/06/12 CHILK.S J Oftic© of the Secretary ol the 
Commission 16pp 46669 01 0-46669 031. r 


8809010099 Comment supporting proposed rule 35 ra training & experience criteria on 
medical use of radiological byproduct mall, 

OWEN, J.W American Hospital Association 53FR18Q46 00046 88/08/17 CHILK.S J 
Office of the Secretary ol the Commission 4pp. 46669 042-46669*045 


-6809160253 Comment opposing proposed rules 1QCFR50 & 65 re rulemaking to en- 
hance levels of engineering & accident mgt expertise on shift. 

KEISEfl.H.W. Pennsylvania Power & Light Co 51FR49661 00159 06/09/26, 
CHILK.S J Office of the Secretary of the Commission llpp 46892 141*46092151 


8809010100 Comments on proposed rule 10CFR35 re training & experience criteria for 
users ol byproduct matl Major points, supported by personal experiences, addressed 
WILSON, M, A. Affiliation Not Assigned 53FR18046 00041, 88/00/19, Docketlna & 
Sorvlces Branch 3pp 46054 075 46654-077 


-8009160257 Comment opposing proposed rulos 10CFR50 & 55 re degree require- 
ments tor senior operators at nuclear power plants. 

OVVEN.W.H Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 51FR19561 00155. 88/09/26. CHILK.S J. Office of the Secretary of 
the Commission. 2pp 46892.152-46892.157 


8809010103 Comment opposing proposed rule 10CFR35 ra training criteria for medical 
profs using radioactive malls in clinical practice Five wks training not adequate to 
ensure safe handling of mails 

* Affiliation Not Assigned 53FR1B846 00040 88/03/17. Dockollng & Services 
Branch Ip. 46654:074 46654 074 


-8509160260 Comment opposing proposed rules 10CFR60 & 51 re degree require- 
ments for senior operators at nuclear power olants 

ULLRICH, W.T American Nuclear Society 51FR1O501 00154 86/09/25 CHILK.S J. 
Office of the Secretary of the Commission, 10pp. 48892- 158-46092: 173 

-$809160262 Comment opposing proposed rules 10CFR60 & 55 re degree require- 
ments for senior operators at nucloar power plants, 

PETERSON, J. Professional Reactor Operator Socioty 51FR19561 00157. 86/09/26. 
Docketing & Services Branch 22pp 46892.174 46892.195 

-8809160288 Comment opposing proposed rules 10CFRGO & 55 ro degree require- 
ments for senior operators at nuc!ear_power plants 

GEJDENSON.S. House of Rep, 61FR19561 00108, 06/07/21, ZECH.L Commission- 
ers Ip 46092,196 46092-196 

-8809100267 Comment opposing proposed rules 10CFR50 & 55 ro degree require- 
ments lor senior operators at nucloar power plants. 

GOGDMAN.L.S Affiliation Not Assigned. 51 FR 19661 00043 00/07/14. Docketing & 
Services Branch, 6pp 46892,197*46092.202 

-88091 60269 Comment opposing proposed rules 10CFR60 & 55 ro degree require - 
monls for senior operators at nuclear power plants 

RIVER A, J E. Affiliation Not Assigned, 61FR19561 00059. 06/07/10. Office of the Sec- 
retary of the Commission 3pp 46092 203 40092 214. 

£809240331 Ack receipt of 8B0722 Itr to Chairman Zech recommending that NRC pro- 
mote development of standardized designs & suggesting waiver of certillcsilon of fees 
for subldestans.lnforms of review of comments ro foes resulting from end publication. 
SYELLO.V. Ofc of the Executive Director for Operations. 88/08/12. GARRISH.TJ 
Energy, Dept of, 3pp. 46628-224-46620.249. 

-6800240335 Informs that DOE supports Inltlallves taken toward standardization of 
future nuclear power plants & encourages Commission to consider measures that 
would promote development of advanced LWRs or other new reactors 
GARRISH.TJ, Energy, Dept. of. 00/07/22. ZECH.L.W. Commissioners. Ip 
46628 247*46628*249. 

8608260271 Forwards Interim rulemaking notice for 10CFR171 ro annual fees for nucle- 
ar power plants for FY8B, Final rule will apply to foos for FY09,W/o end, 

MCDONALD W.G Office of Administration & Resources Management, Director (Post 
870413) 8B/08/17 BREAUX, J.B. Senate, Environment & Public Works Ip. 
46656:235*48656.235. 

8800260278 Forwards Interim rulemaking notice for 10CFR171 re annual fees for nucle- 
ar reactors for FY88 Final rule will apply to fees for FY09 W/o encl 
MCDONALD, W.G. Office of Administration & Resources Management Director (Post 
870413). 51 FR24078, 88/08/17 SHARP, P.R House of Rep„ Energy & Commerc© 
Ip 46649.059 46649.059, 

6808390008 Forwards Interim rulemaking for changes to 10CFR171 published In FR W/ 
O enck 

MCDONALD, W.G, Office ol Administration & Resources Management, Director (Post 
670413), 53FR24077. 88/08/17. JOHN SION ,J B. Senate, Appropriations Ip, 
4 6633 344-4 6683 .3 44, 

9609290035 Forwards Interim rulemaking for changes to 1QCFR171 published In 
FR Interim rulemaking would Increase current percentage for collections of annual 
lees under 10CFR171 for operating plants from 33% to 45% .W/o encl 
MCDONALD, W G Office of Administration & Resources Management, Director (Post 
670413). 53FR240/7. 88/0B/17. BEVILLJ. House of Rep., Appropriations. Ip. 
46883*241.46683-241 

9909290121 Forwards interim rulemaking for changes to 10CFR171, published In FR.W/ 
o end. 

MCDONALD ,W.G Office of Administration & Resources Management, Director (Post 
970413) 53FR24077 88/08/17. UDALL.M.K House of Rep„ Interior & Insular Affairs 
Ip. 46680.262-46680:263, 

8909010049 Comment on proposed rule 10CFR53 re training & experience criteria for 
all individuals who use byproduct matt for clinical procedures In practice of medicine 
as published In FR, 

MAY.0. American College of Radiology. 63FR18B45 00043. 08/08/22. Office of the 
Secretary of the Commission 13pp. 46669.003-46669.015, 


8809010107 Comments re proposed rule 10CFR34 re safety requirements for Industrial 
radiography equipment Strongly opposes visual indicator on crank out exposure rfe 
vices 9 approves requirement for device to secure pigtail source 
DICHARRYpR.D. Affiliation Not Assigned 53FRB460 00086, 88/08/15. Office of the 
Secretary of the Commission 3pp 46654.071-46654,073 

8609010111 Common! supporting proposed rule 10CFR35 re training, 

WATERS, RJ Affiliation Not Assigned. 53FR16045 00042 00/08/16 Office of Ihe 
Secretary of tho Commission. Ip. 46654 070 46654.070. 

8809010120 Comment opposing proposed rule 10CFR35 re training lor individuals han 
dllng nuclides for nucloar cardiology 4 certain therapeutic applications, Min training 

E eriod of 6 months recommended, 

TRAUSS.HW, Affiliation Not Assigned. 53FR 18045 00030 80/08/19, Docketing & 
So rvlcos Branch 2p p, 46654 .078 46654 -070 

8809010133 Comment on proposed rule 10CFH35 ro training & experience criteria for 
modlcal use ol byproduct matl, Proposed criteria appropriate & should he developed 
w/qualificntlon that training tor technologists & doslmetrlsts bo more specific. 

VETTER, R.J. Mayo Clinic, Rochester, MN 53FR1GB45 00039. 88/06/16. Dockollng & 
Sorvlces Branch. 2pp 46654-080 46654-001 

8809010138 Comment supporting proposed rule 10CFR35 ro training & experience cri- 
teria for cardiologists in medical uso of byproduct mail. Proposal to allow credit for 
overall training experience In cardiovascular physiology logical $ fair 
FRIEDMAN.Yv.F. Affiliation Not Assigned 63FFU0845 00035 B8/QB/16. Docketing & 
Services Branch Ip 46654,082-46664.082 

8809010146 Comment on proposed rulo 10CFR35 ro training & experience criteria for 
madical use ol byproduct mail Issue is among most important Issues to come before 
NRC In recent yrs, 

LAVEN,D.L, Alflliatlon Not Assigned. 63FR16946 00037. 08/08/17. Docketing & Serv- 
ices Branch, 14pp. 46054 0B3 46654 096 

8809010164 Comment supporting proposed rule 10CFR35 re training criteria for users in 
nuclear cardiology. 

RITCHIEJ.L, Affiliation Not Assigned. 53 FR 1964 5 00034. 68/08/17. Office of the 
Secretary of the Commission, ip, 46854 097 46654-097. 

9809010169 Comment opposing proposed rule 10CFR35 re training & experience crite- 
ria for medical use of byproduct matl, Telelherapy training criteria for non-certifled 
technologists too extreme 

WOCHOS,J.F. Affiliation Not Assigned 53FR1GB45 00033. 80/03/15 Docketing & 
Services Branch. Ip, 46654,093 46654.090 

3809010164 Comment opposing proposed rule 10CFR71 re transportation regulations 
compatability w/IAEA.Fiule would introduce three undesirable features which serve to 
make compliance more confusing, more expensive & less uniform, 

JEFFERSON, R M. Affiliation Not Assigned. 53FR21550 00001. 6B/0B/15, Docketing 
& Services Branch. 3pp 48654,099 46654.101. 

8809013173 Comment supporting proposed rule 10CFR35 re length of time required lor 
certification for use of radioisotope malls by physicians Total training period of 4 
months adequate. 

DUNN,M American College of Chest Physicians. 63FR1B845 00032 88/08/16 Dock- 
eting & Services Branch Ip. 46668-360 46668:360, 

8809010182 Common! supporting proposed rule 10CFR34 ra safety requirements for in- 
dustrial radiography equip men l.Concurs vv/ Idea of audlbla.personal dosimeters 
WEAVER, M.L. Rockbeslos Co, 53FRB460 00085, 88/0B/13. Docketing & Services 
Branch 2pp, 46654.102-46664:103, 

8609010261 Forwards DOE comments on NRC draft technical position on Info needs to 
demonstrate compliance w/EPA proposed groundwater protection aids in 
4OCFR102.A-C, 

MANN.S.A, Energy, Dept. of. B3FR23469 00001. B8/08/ 19, Rules & Procedures 
Branch. Ip 46720-315-46720:328. 

\ 

-8809010289 Preliminary, "DOE Response to NRC Draft Technical Position on. Info 
Needs to Demonstrate Compliance W/EPA Proposed Groundwater Protection SUJa.” 
* Energy, Dept. of. 53FR2346S 00001. 88/08/31. 12pp 40720.316-46720.328, 
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6809010280 Comment supporting proposed rule 1QCFR53 re safety requirements for in- 

• aS® 0 °'J C9 01 Nucl9af 

Regulatory Research, Director (Post 860720) 3pp 46669 048 46669 050 

8809010292 Comment supporting proposed rule 10CFR35 re restatement & redefinition 
of presently accepted cntena for training & experience when applied to trainees in nu 

H£ALY%^ D /Srican Heart Association 53FR18B45 00054 88/0B/1 1 Docketing & 
Services Branch Ip 46696001*46696 001 

8809010317 Comment supporting proposed rule 10CFR35 re training & experience in 
cardiovascular clinical procedures MCO1D0 . R nnn e« fl o /n7/1 o 

ISKANDRIAN.A S Affiliation Not Assigned 53FR1B845 00051 MW*™ 

MCKEOWN.J A NEC * No Detailed Affiliation Given 2pp, 46669 032*46669 033 

8809010322 Comment on proposed rule 10CFR35 re training & oxpen once cntena re 
medical use of byproduct matl NRC proposed rules unnecessary .Current certification 
process adequately ensures entry tore! competency j Mco^n^nnnct; oa/ 
DREW.H M Nuclear Medicine Technology Certification Board 53FR 18845 00055 88/ 
08/23 Docketing & Services Branch 8pp 46669 034 46669 041 

0BO9O1O328 Comment on proposed rule 10CFR35 re medical usa of byproduct 
mall training & experience cntena Hosp programs of sufficient duration & scope to 
provide adequately trained personnel & NRC shoutd develop 
' Presbytenan- University Hosp of Pittsburgh. Pittsburgh, PA 53FR10B45 00052 63/ 
07/14 NRC • No Detailed Affiliation Given 2pp 46669 046-46669 047 

8809020117 Comment opposing rule 10CFR35 re training & experience criteria for job 

BOYD.M Affiliation Not Assigned 53FR18845 00053 88/08/24 NRC No Detailed 
Affiliation Given Ip 46695 358*46695 358 

8809020129 Comment on proposed rule 10CFR35 re training & experience criteria for 
technicians Proposed rulemaking doe not apply to medical technologists 
CAflDELUUC. Presbytenan*Univ of Pennsylvania Medical Center, Philadelphia, 
53FR18845 00049 88/07/12 MCKEOWN.J Presbytenan Univ of Pennsylvania Medi- 
cal Center, Phil atfelphiaj Ip 46695 357*46695 357 

8809020133 Comment on proposed rule 10CFR35 re proposed training & experience 
catena 

LYONS EL Presbyterian Unrv. of Pennsylvania Medical Center, Philadelphia, 
53FR18845 00050 88/07/19 NRC * No Detailed Affiliation Given 2pp. 46695 355 
46695 356 


8809020136 Comment on proposed rule 1QCFR35 re medical use of byproduct matl 
(raining & experience criteria 

POLLYCOVE.M American College of Nuclear Physicians, CROFT, B Y , HALL, A Soci- 
ety of Nuclear Medicine 53FR 18845 00056 68/00/24 Docketing & Services Branch 
95pp 46696 002*46696 093 

8809020156 Comment opposing proposed rule 10CFR35 re training & experience cate 
Tuct matl for clinica! purposes 
Univ. of Pennsylvania Medical Center, Philadelphia, 
MCKEOWN.J Presbyterian Univ of Pennsylvania Medi 
16695 354*46695 354 


na for Individuafs using byprod 
SAUNDERS ,J J Presbytenan 
53FR1 6845 00048 68/08/19 
cal Center, Phifadelphia, Ip 4 


8809070686 Proposed rule 10CFR50, “Cooperation W/States at Commercial Nuclear 
Power Plants & Other Nuclear Production or Utilization Facilities.Policy Statement " 
Rule would provide NRC full cooperation w/state govts re public health 
CHILK,S J Office of the Secretary of the Commission 53FR219B1 00/06/08. 9pp 
46716.345*46716 353 


8809070246 "Retention Penods for Records," 10CFR4,1 1,25,30,31,32,34, 
35,40,50,60,81,70,71,73,74,75,95 & 110 final rule Definite retention pend established 
for each record NRC applicant or licensee for license required to maintain, 

STELLO.V Ofc of tho Executive Director for Operations 52FR41442. 00/05/13 
92pp 46775 27246776 002 

8809070250 Comment supporting proposed rule 10CFR50 policy statement on coopera- 
tion w/slates at commercial nuclear plants & other nuclear production or utilization 
facilities 

EURE, J A Iowa, State of 53FR21981 00001 88/06/22 Docketing & Services 
Branch Ip. 467 1 3 347-467 13 347 

8809070482 Comment supporting proposed rule 10CFR35 (0 restrict use & handling of 
radioactive matt by untrained or unqualified persons 

HUFF.W J Affiliation Not Assigned 53FR1B845 00060 88/08/23, Docketing & Serv 
Ices Branch 2pp 4674013346740 134 

8809070495 Comment supporting proposed rule 10CFR35 re medical use of byproduct 
matf Recommends that 2 months of 6 month period be counted from general training 
in cardiovascular physiology & cardiopulmonary resucitalion 
GOULD.KL Affiliation Not Assigned 63FR18845 00059. 88/08/17. Docketing & 
Services Branch. Ip 46740.132-46740 132 


8809070552 Comment supporting proposed rule 10CFR35 re medical use of byproduct 
matl.Training requirements lor physicians should be same.no matter what specialty 
physician or what organ sys Involved In procedure 

LlNTON, O.W American College of Radiology 53FR 18845 00064 88/08/24 Docket 
ing & Services Branch lOpp 46740 122*46740 131 


8809070563 Comment supporting proposed rule 10CFR35 re training & experience ** 
teria to use byproduct mail a ** 

CHAMBERS, CE Milton S Horshey Medical Center, Herahey, PA 63FR18845 ooofin 
00/08/19 Docketing & Services Branch 2pp 46713 341 46713,342 ^ 


8809070568 Comment opposing proposed rule 10CFR50 re licensee action dunno run 
security emergency.More than sufficient authority to accomplish objective 
10CFR2 204,50 54(x)& 50*103 ^ " 

EDWAHOS.D W. Yankee Atomic Electric Co 53FR27174 00004 86/08/18 DoctMm 
& Services Branch Ip 46713 340 46713 340 U0WM '* 


8809080007 Comment on proposed rule 1QCFR35 ro training & expert a nee criteria (« 
persons using radloadive mails In or on humans Advises training & experience for 
therapeutic use of radiopharms should include use of site-specific antibodies. 

LASH JR Illinois, State of, Dept of Nuclear Safety 53FR18845 00061 88/Qa/« 
Docketing & Services Branch 3pp 46713 350-46713.361. 

8809080033 Comment opposing proposed rule 10CFR35 re registered radi&tm 
technologists Mandatory yearly continuing educ programs coupled w/grandfalhemw 
may be alternative, 

PUYEAFLRJ Affiliation Not Assigned 53FR1 8846 00057 00/08/17 NRC Natk 
tailed Affiliation Given 2pp. 46717 129 46717 130 

8809080042 Comment opposing proposod rule 10CFR35 re nuclear cardiology 
IrafnlngJwo months of 6 month required training should be counted from general 
training fn stated fields a Included In now 3-yr (raining requirement for board eiWjiy 
BERENSON.G.S. Affiliation Not Assigned 53FR18045 00058 8B/0B/19 DocKeiino A 
Servl cos Branch Ip 46717.128-46717 120 * 


8809080054 Comment supporting proposed rule 10CFR35 ro training & experience cri- 
teria for cardiologists in medical use of byproduct matf. 

GOLDSCHLAGER.N, San Francisco General Hosp San Francisco, CA 53FR 16815 
00069 68/08/22 Office of (he Secretary of the Commission Ip. 48710142 
46740 142 


8809080055 Comment supporting proposed rule 10CFR35 re training & experiences 
teria for individuals using byproduct matl for clinical procedures in praclco ol 
medicine Supports proposed American Board of Internal Medicine certification 
BALL,J R. American College of Physicians 63FR 10645 00069. 88/08/24 DockelinqA 
Sen/ices Branch 2pp, 46710 350 46716,359 


8009080057 Comment supporting proposed rule 10CFR35 ro training & experience for 
cardiologists in medical use of byproduct mad. 

FRANKL.W S Hahnemann Univ. Hosp., Philadelphia, PA (formerly Hahnemann Medi 
cal Coll & Hosp) 53FR 18046 00070 08/00/22 Office of the Socrelary of the Com 
mission Ip. 46740 141-46740 141. 

8809080062 Comment opposing proposed rule 10CFR35 ro Iralnlng & experience cntifia 
for radiation therapy radiologist to use byproduct matl, 

DEHNEY.J.R, Reid Memorial Hosp, Richmond, IN. 63FR10045 00072 88/03/24 
Docketing & Services Branch. Ip 46740.140-46740 140. 


8009080070 Comment opposing proposed rule 10CFR35 ro training & experience ente 
ria for medical use of byproduct matf.Urgos NRC to establish stds for continuing i 
entry level education 

THOMPSON, P St Francis College, Ft. Wayne, IN, 53FR18845 00071 88/06/21 
Pockaling & Services Branch 2pp 46740 130-46740 139. 


8809080079 Comment supporting proposod rulo 10CFR35 ro training & experience cri- 
teria for cardlologlBts & medical use of byproduct mall . 

ABELMANN.WH Beth Israel Hosp, Boston, MA. 63FR18D46 00073 88/08/10 
Docketing & Services Branch Ip. 48740.1 37 -407 40’ 137. 


8809080087 Commont supporting proposed rufo 10CFR35 ro training & experience cri 

teria for use of byproduct matl, 

MUTTER, AM, Massachusetts General Hosp, Boston, MA, 53FR18045 00074 88/08/ 
24 Docketing & Services Branch, Ip 46740 136 40740 136 


8809080098 Comment on proposed rev to rule 1QCFR71 re radioactive mail 
transport Suggests addition of definition for term "licensee of the Commission low 
cate that term Includes licenses Issuod by Agreement Slnles, 

SLABACK t L A. National Institute of Standards & Technology (formerly National Bureau 
of Standa 63FR21550 00002 06/08/08, Docketing & Services Branch 3pp 
46717*123 46717 125 


8809000103 Comment opposing proposod rule 10CFR35 ro training & experience crite- 
ria for cardiologists In medical use of byproduct matl. „ 

RUBENFIRE.M Sinai Hosp of Detroit, Detroit, Ml. 53FR18845 00075 88/08/24 
Docketing & Services Branch. Ip 46740.136*46740 , 135. 

8809000122 Comment supporting proposed rule 10CFR50 re licensee action dunng njJ 
security, Definition of "nail security emergency" needed & rev to 10CFR 50 73(a)(2)(C) 
should be revised to Include reporting requirements of proposed lOCFf^p 54(aaj. 
SULLIVAN, J.L General Public Utilities Corp * GPU Service Corp 53FR27174 00WL- 
80/08/22 CHJLK.SJ. Office of the Secretary of tho Commission. Ip 46716 36U 
46716 360, 


6809070S56 Comment on proposed rule 10CFR35 re medical use of byproduct 
matl Suggests that some type of program be developed to register radiation therapists 
employed fn radiation therapy profession 

GOB0ARD.PS Reid Memonaf Hosp, Richmond, IN 53FR18845 00062. 88/08/18 
Office of the Secretary of the Commission 4pp 46740 1 18*46740 1 21 

8809070559 Comment opposing proposed rule 10CFR50 re licensee flexibility during 
natl crisis Deferral of Issuance of final rule until proper Implementation guidance for- 
mulated encouraged 

PRESTON.BA Public Service Electric & Gas Co of New Jersey 53FR27174 00003 
88/08/17. CHILK,5 J Office of the Secretary of the Commission 3pp. 4671 3*344- 

n 'l ac: r 


8809070560 Comment opposing proposed rule 10CFR35 re medical use of byproduct 
matf.tralnlng A experience criteria. 

SMITH.J, Affiliation Not Assigned 53FR18845 00065. 68/08/25 Docketlna & Serv- 
ices Branch, Ip 46713,343*46713,343 


6809080146 "Licensing Requirements for Independent Storage of Spent Nuclear Fuel & 
High Level Radwaste," 1QCFR2, 10,20, 21 ,61 ,70. 72,73,76 & 150 final idle 
CHILK,$,J Office of the Secretary of the Commission 51 FR 101 O 6 88/08/12 WP> 
46717 131 *467 17 '27 8 . 

8609080152 Comment supporting proposed rule 10CPR60 re licensee action during natl 

COLVlft.J.F. Nuclear Management & Resources Council (NLfMARC) (formerly Nucleaf 
. 80/08/ 16. CHILK,S,J, Office of the Secretary d 


Utility Manage 53FR27174 00001 

the Commission, 2pp. 46717:120-46717 127 

8809080186 Comment supporting proposed rule 10CFR36 re nuclear cardiology jfjjjjjj 
programs Supports guidelines submitted by American College of Cardiology/ Amenca 


uiv U imn^uu|juuno yuiu(7imo9 OUUmiUBU UY rune’ll well I x-rviiwyxy ui — vt 

Heart Assoc Joint Task Force on Nuclear Cardiology „ _ 

WINTERS, W.L, American College of Cardiology. 53FR10845 00067, 88/08/22. wc 
etlng & Services Branch Ip. 46717.279-46717:279. 
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8009080213 Comment supporting proposed rule 10CFR35 re training & experience cri- 
teria for physicians to use byproduct matls for clinical procedures in practice of 
medicine Concurs w/min 1 yr training in nuclear medicine 

ALAZRAKI.N P Emory llnlv , Atlanta, QA 53FR10845 00063, 88/00/23 

MCELROY.NL Office of Nuclear Material Safety & Safeguards.Director 2pp 
46713 357.46713 358 

8009090010 Proposed rule 10CFR50, "Revision of Backfilling Process for Power Reac- 
tors" Rule would clarify when economic costs may be considered In backfitting nucle- 
ar power plants 

CHILK.SJ Office of tho Secretary of the Commission 52FR34223 00/05/31 , 34pp, 
40749 223-46749 256 


-8009090233 Submits comments on proposed final rule for amends to 
10CFR30, 40,50, 51,70 & 72 on general requirements for decommissioning nuclear fa- 
cilities 


gOySE.LC Advanced Fuel & Spent Fuel Licensing Branch. AA4Q-2 11. 86/ 12/ 10 
CROW.WT Uranium Fuel Licensing Branch Ip 46818 343 46818 343, 


-0809090239 Forwards comments on proposed final rule amends 10CFR30.40, 
50.51J0 a 72 re general requirements for decommissioning nuclear 
facilities Comments provided to F Cardilo at 0G1 215 meeting 
CUNNINGHAM, R E Division of Fuel Cycle & Material Safety (Pro 670413), M40 2 12 
06/12/17 SHAO.LC Division of Engineering Safely (860720 870413), 6pp. 
46018 344 46Q10 349 


8S09090019 Final rule 10CFR50, "Station Blackout," Amended regulations require that 
light water cooled nuclear power plants be capable of withstanding total loss of ac 
electric power, "station blackout," for apocifiod duration 

CHILK.SJ Office of the Secretary of the Commission 61FR9G2D 80/06/13 59pp, 
46748.102*46748 160 

5909090092 Forwards regulatory history Indox for Decommissioning Rule 
53FR2 4010, per DL Moyer 0BO706 requost 

CARDILE.F Office of Nuclear Regulatory Rosoarch, Director (Post 060720), AA40 2 
€1. 80/09/09 Document Control Branch (Document Control Desk) Ip 46016 032 
46624 214, 

-8612230254 Forwards comments on amends to final rules 1 0CFR30.40.B0.51 , 70 & 72 
re general requirements for decommissioning nuclear facilities, Recommonds that reg- 
ulatory analysis be upgraded to Include listed Info 

SPEtS.T P Division of Safety Review & Oversight (851125 070411) AA40 2 04 06/ 
12/16 ARLOTTO.G.A, Division of Engineering Technology (Pre 860720) 5pp 
40610 246*46010 262. 

-8612290143 Comments on 861113 final rule amends on gonoral requirements for de- 
commissioning nuclear facillllQB.por request On Page 129,dofinHfon of "decommis- 
sion" should be clarified to Indicate whether decommissioning Includes termination. 
ERICKSON, PB Standardization & Spoclat Projoct Directorate AA40 2 13 06/12/19 
COTA.P Safety Program Evaluation Branch Ip, 46818,350-40010,350 

-8612310221 Discusses amends to (Inal rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning Homs Decommissioning approaches described In rules could Impact Insp 
resources, Editorial suggestions can bo found In end markod up pagos of regulatory 
analysis 

MCKEE, PF. Operating Reactor Program Br.Dlv of Inspection Programs, IE (650212* 
870413) AA40 2 09. 06/12/24. SHAO.LC Division of Engineering Safety (860720- 
870413). 5pp 46818 278 46810.280. 

-0708050242 Summarizes CRGR Mooting 1 1 G re NRC review of GEIS on decommis- 
sioning 

JORDAN, E,L Committee to Review Gonoric Requirements AA40 2 42 07/07/31, 
AHLOTTO.G A. Office of Nucloar Regulatory Rosoarch, Director (Post 860720) Ip, 
46820 282-46820.202 

-070$ 14 0083 Forwards ravlsod final rule amonds to 10CFR30, 40,50,51 ,70 & 72 ro de- 
commissioning of nuclear facilities, Incorporating recommendations of CRGR 116th 
mooting on 87061 0.Rule packago ready for action by OGC Indicating no legal objec- 
tion 

BECKJORD.E S, Office of Nuclear Regulatory Research, Director (Post 060720). 
AA40-2 44 87/00/25. STELLO.V. Otc of tho Exocutivo Director for Operations Opp 
45820 303-46821*013 


— 0809090244 Documents 070213 tolcon w/W Belko re decommissioning rule amends 
CARDILE.F NRC - No Detailed Affiliation Given AA40-2 14. 87/02/17 NRC - No De- 
tailed Affiliation Given Ip 46018351 46810 351 


-SQ09090247 Notifes lhat Region I has no comments on final rule ro 
decommlsslonlng.por J Gutierrez 061215 tolcon 

CARDILE.F Office of Nuclear Regulatory Research, Director (Post B60720) AA40-2 
15 86/12/15 NRC - No Detailed Affiliation Given Ip 46818,352 46018 352 

-9009090249 Comments on publication ol final rule amends to 10CFR30.40, 60,51,70 & 
72 on general requirements (or docom missioning nuclear facilities Concurrence 
Indicated, based on cursory review, 

STOHR,J,P, Region 2, Ofc of the Director AA40-2 16 06/12/ H. SHAO.LC Division 
of Engineering Safely (060720 070413) Ip, 46818 353 46818.353. 


-BB09090259 Notifies that proposed final rule amends to 10CFR30, 40,50, 51,70 & 72 re 
general requirements for decommissioning nucloar facilities reviewed & endorsed 
KEPPLER.J.G, Region 3, Ofc ot the Director AA40-2 17. 06/12/10, SHAO.LC Divi- 
sion of Engineering Safety (800720 870413) 2pp 40810354 46018355 


-8009090205 Commenl9 on proposed final rule amonds to 10CFR3Q, 40, 60,51, 70 & 72 
ro general requirements for docommisslonlng, per 061113 request Concurrence 
given Proposed rule to address residual radioactivity levels needed as wall 
BANGART.R L Roglon 4, Ofc ol tho Director, AA4Q 2 10 66/12/31, SHAO.LC Divi- 
sion of Reactor System Safety (060720-870413) Ip 46810,350-46016 350. 


■0009090277 Notifies that proposed FR notice & proposed regulatory analysis ro final 
rule amends to 10CFR3D, 40,50,51 ,70 & 72 on requirements For decommissioning nu- 
clear facilities reviewed w/o comment 

KIRSCH.D.F. Roglon 5, Ofc of tho Director, AA4G-2 10, 86/12/15 SHAO.LC, Division 
of Reactor System Saloty (860720 070413). Ip, 46010 357 48818 357, 


■8009120172 Forwards markod up draft text reflecting comments & suggestions ro pro- 
posed decommissioning rule, per request Comments provided by aulhar & GJ Komrefc. 
SMITH, R, I, B a Hello Memorial Institute, Pacific Northwest Laboratory AA40-2 20 87/ 
01/05 FELDMAN.C Offl-co of Nuclear Regulatory Research, Director (Post G60720) 
22pp 40018,358-46010,015, 


■0009120206 Requests concurrence w / end paper containing final rule amonds to 
10CFR30,40,60,51 ,70 & 72 to Include technical & financial requirements & licensing 
procedures for decommissioning nucloar facilities. 

BECKJORD.E.S Office of Nucloar Regulatory Research, Director (Post 600720) 
AA40 2 21. 07/02/27. THOMPSON.H L Offico of Nuclear Material Safety & 
Safeguards, Director. DENTON.HR, Offico of Nuclear Reactor Regulation, Director 
(Po9l 87041 1) TAYLOR, JM Ofc of Enforcement {Post 870413) 225pp. 46B10.016- 
46010 228 


-8001130361 SECY-07-309 Commission paper recommending that Commission ap- 
prove publication of final rule amends to 10CFR30, 40,60,51 ,70 & 72 by sotting forth 
technical A financial roqulromonls for docommisslonlng nucloar facilities Related info 
end. 

STELLO.V. Ofc of the Executive Director for Operations AA40-2 40. 07/12/17 
353pp. 46821*242-46022 234, 

-8000000132 Requests assistance in reviewing end final rule amends on decommis- 
sioning alternatives .planning for decommissioning, financial assuranco & environ 
review requirements. 

SHAO.L.C, Division of Engineering Safety (000720 870413) AA40-2 03 06/11/13, 
CUNINGHAM.C.E. Division ol Fuel Cycle & Material Safety (Pro 070413) 
BROWNING, RE Division of Waste Management (Pre 070413) BURNETT.R F Divi- 
sion of Safeguards (Pre 870413). 150pp, 46010,040-46018 247 

-8000090150 Forwards marked-up draft (Inal rule & regulatory analysis ro general re 
quirements for decommissioning nucloar facilities, 

3RIMSLEY.DH, Division of Rules & Records (Pre 070413), AA40-2 05, 86/12/11 
SHAO.L C, Division of Engineering Safety (060720-870413). 6pp 46818 253- 

46818*257. 

-8009090153 Forwards comments ro safeguards aspects of rule package concerning 
decommlssloningjjer 061113 requost. 

BURNETT.R.F, Division or Safeguards (Pre 870413). AA40-2 06 06/12/15 
SHAO.LC Division of Engineering Safety (060720*870413). 2pp 46010 258 

4631 8*259. 

-6009090161 Submits comments on final decommissioning rulo & notifies of concur- 
rence w/subj rule package. 

NASH.DA Assistant Director for State & Licensee Relations. AA40-2 07. 06/12/10. 
SHAO.LC. Oivlsion of Engineering Safety (860720 070413) 14pp. 46018 260 

4681 B 273 

-8009090174 Submits comments on Nov 1986 rulemaking package containing final rule 
amends to 10CFR30,40,50,61,70 A 72 re decommlsslonlngln general, rulomaking 
package reads better & Is more thoroughly detailed 

BROWNING, R.E Division of WaBta Management (Pro 070413) AA40 2 08. 66/12/17. 
SHAG.l.C Division of Engineering Safety (860720 070413). 2pp, 46010 274- 

46816.275. 

-8809090229 Forwards annotated comments received from OGC containing div review 
ol final rule on decommissioning. 

CARDILE.F. Office of Nuclear Regulatory Research, Director (Post 860720). AA40-2 
10. 66/12/10. Office of Nuclear Regulatory Research, Director (Post 860720). 82pp, 
468 16 28 1-46618.342, 


-8009120235 Submits comments on final rulomaking package on docommisslonlng, did 
070227 Package generally appropriate for establishing technical, administrative & fi- 
nancial criteria tor difforenl categories ol licensees 

BROWNING.R E Division ot Wasto Management (Pro 870413), AA40 2 22. 87/03/12, 
CUNNINGHAM, R E. NRC - No Detailed Affiliation Given. 6pp 46019 229-46016.234 

-8009120240 Forwards decommissioning package, Including draft public 
announcement Concurrence based on stipulation that some changes to draft public 
announcement he made W/o end 

INGRAM, F.L Offico of Public Affairs AA40-2 23. 07/03/03 SERPAN.C, Division of 
Engineering Safety (060720-670413), 222pp 46010-338-46020.201. 

-8009120242 Forwards concurrence page from Ofc of Insp & Enforcement on (Inal de- 
commissioning rule. 

CARDILE.F. Office ot Nuclear Regulatory Research, Director (Post 660720) AA40-2 
24, 07/03/17 Office ot Nuclear Regulatory Research, Director (Post 860720). 2pp 
40010 237-46019-238 

-6809120244 Forwards annotated comments received from Ofc of General Counsel 
containing review of ofc concurrence version ol final rule on docommissioning.W/o 
oncl. 

CARDILE.F, NRC - No Detailed Affiliation Glvan, AA40-2 25 87/03/13. NRC - No De- 
tailed Affiliation Givon 36pp 4601 9 239 4GB 1 9 274 

-8009120246 Comments on final rule on general requirements for decommissioning nu- 
clear facilities, par request Concurrence w/final rule subj to Incorporation of stated 
comments, 

HICKEY.J NRC - No Detailed Affiliation Given, AA40-2 28, 07/03/0B CROW.B. NRC 
- No Detailed Affiliation Given, Ip, 48819.275-40019 276 

-880912024B Forwards annotated comments received from R O’Connell.NMSS, cn final 
rule for decommissioning, 

CARDILE.F NRC - No Detailed Affiliation Given AA40-2 27, 07/64/01. NRC - No De- 
tailed Affiliation Given. 5pp. 40019 276-46819.260. 

-6609120250 Forwards concurrence page for NRR on final rure on decommissioning, 
CARDILE.F. Offico of Nuclear Regulatory Research, Director (Post 060720) AA40-2 
29. 07/03/13 Office of Nuclear Regulatory Research, Director (Post 860720). 2pp, 
46819:282-46810 283 

-8809120251 Hats comments on final decommissioning rule Ofc of State Programs 
concurs In rufa as transmitted by 070227 memo. 

KERR.G.W, Office of State Programs, Director (Pre 070413). AA40-2 30. 87/03/11. 
BECKJORD.E S, Office of Nuclear Regulatory Research, Director (Post 890720). Opp 
46019-284-46019 202. 
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-8609120252 Forwards comments on final rule that would amend 10CFR30.40, 
50,51,70 & 72 re technical & financial requirements & licensing procedures for cecom 
missioning of nuclear facilities Concurrence noted fl7/oq/1i> 

NORRY.FG Office of Administration IPre 670413) AA40 2 31 67/03/12 

BECKJORD.ES Office of Nuclear Regulatory Research, Director (Post 8b07Zy) 
26pp 46819 293*46019 318 

-0809130248 Notifies that Pages 49 through 65 of draft decommissioning rule 
reviewed Text thoroughly satisfactory/eflects author & extremely w^lwntten 
SIEGEL JJ Wharton School, PA AA40-2 32 86/12/19 CARDILE.F NRC ■ No Oe- 
tailed Affiliation Given, Ip 46819 319*46819319 

-8809130262 Notifies that final rule amend to lOCFRSO^O.BO.SI.ZO & 72 on general 
requirements for decommissioning nuclear facilities reviewed.per 870227 
request Concurrence subj to listed qualifications 

THOMPSONS L Office of Nuclear Matenal Safety & Safeguards, Director AA4Q-2 33 
87/04/02 BECKJORD.ES Office of Nuclear Regulatory Research, Director (Post 
860720) Ip 46819 320*46819320 

-8809130266 Notifies that final rule amends for decommissioning nuclear facilities 
reviewd.per requestConcurrence subj to condition that fist of NRC regulations cover- 
ing transports bon, on Page 95.be modified to include 1QCFR73 
b5rNET 1\RF. Division of Safeguards (Pre 870413) AA40 2 34 87/03/11 

CUNNINGHAM, R E Division of Fuel Cycfe & Material Safety (Pre 870413) Ip 
46819 321-46819 321 

-8809130271 Responds to 870227 request for concurrence on final rule amends to 
10CFR30.40.50,51,70 & 72 on general requirements for decommissioning nuclear 
facilities Concurrence given based on general review 

GRACE,J N Region £ Ofc of the Director AA40 2 35 87/03/20 BECKJORD.E S, 
Office of Nuclear Regulatory Research, Director (Post 860720) Ip 46819,322- 
46819 322 


-0809130279 Forwards.for conskferstion.Com mission paper recommending that final 
rule amends to 10CFR 30, 4 0,50,5 1,70 & 72 re requirements for decommissioning mi 
clear facilities bo approved for publication 

BECKJORD.E.S Office of Nuclear Regulatory Research, Director (Post 860720) 
AA40-2 36, 87/04/15 STELLO.V Ofc of the Executive Director for Operations IQpp 
46819 323*46819 337. 


-8809130303 Forwards summary & Issue Identification for CRGR Meeting 115 re pro- 
posed final rule amends to 10CFR30.40, 50,51, 70 & 72 concerning requirements for 
decommissioning nuclear facilities Meeting scheduled for 870527 
COX.T H Office for Analysis & Evaluation of Operational Data, Director AA40 2 38 
87/05/18. JORDAN.EL Committee to Review Generic Requirements 
BERNERO.R M, Office of Nuclear Material Safety & Safeguards, Director, MARTIN, T.T 
Region 1, Ofc of the Director I2pp 46820 202*46820 213. 

-8809130309 Advises that Commission approved proposed amends to 10CFR30, 
40,50.51,70 & 72 re decommissioning cntena for nuclear power facilities sub( to listed 
conditions per SECY-84 -354 

HOYLE, JC Office of the Secretary of the Commission AA40 2 39, 85/01/04 
DIRCKS.W J Ofc of the Executive Director for Operations 3pp 46820 214 46820 216 

-8809130314 Forwards.for signature, FR notice containing proposed amends to 
10CFR30,40,50,51,70 & 72 re decommissioning cntena for nuclear facilitles.per SECY- 
84-354 Notice revised to Commission comments as summarized in JC Hoyle 850104 
memo. 

MINOGUE.R 0 Office of Nuclear Regulatory Research, Director (Post 860720), AA40- 
2 40 85/01/25 CHILK.S J Office of tne Secretary of the Commission 2pp 
46820 217-46820 218 


-8809130320 Forwards annotated comments for M Matsch & J Mapes of Ofc of Gener 
al Counsel on final rule re decommissioning. 

CAROILE.F NRC - No Detailed Affiliation Given AA40 2 41 87/06/15 NRC - No Da 
tailed Affiliation Given 63pp 46820 219 46B20 28 J 

-8809130337 Forwards revised rule package on final amends re criteria for decommis- 
sioning faclfities.per SJ Cffilk 870921 request Subj package Includes final generic EIS 
based on discussions w/Ofc of General Counsel & conforming to 10CFR51 94 
BECKJORD.ES Office of Nuclear Regulatory Research, Director (Post 860720), 
AA40-2 47. 87/10/18 STELLO.V, Ofc of the Executive Director for Operations 
200pp. 46821 014-46821 240 

-80091 30353 Notifies that final rule amends to 10CFR30, 40,50,51 ,70 & 72 re decom 
missioning requirements for nuclear facilities Apart from stated concern re Internal 
reserve, Ore of General Counsel has no legal ob[ection lo rule 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle AA40 2 4B 87/ 
11/05 ARLOTTO.GA Division of Engineering (Post 870413), Ip 46821'241- 


-8809130358 Advises that Commission has approved final rule amending 
11X^30,40,60.51,70 & 72 re general requirements for decommissioning nuclear 
facilities, subj to listed conditlons.per SECY 87-309, 

CHILK.SJ Office of the Secretary of the Commission AA40-2 50 80/03/02 
STELLO.V. Ofc of the Executive Director for Operations Ip. 46822 235 46822 235. 


-0609140342 Requests that publication of end final rule amends to 
10CFR3 0.40,50, 5 1,70 & 72 concerning general requirements for decommissioning nu- 
clear facilities be arranged.per Secretary of Commission 8B0520 memo & SECY-88* 
94, 


ARLOTTO.GA Dp/islon of Engineering 
MEYER.O L Office of Administration & 
870413) 2pp, 46823 288 46824:174 


(Post 870413) AA40 2 54 88/05/26 
Resources Management, Director (Post 


-8809140365 10CFR 30,40,50, 5 1,70 & 72, "General Requirements for Decommissioning 
Nuclear Facifitles, effective 860727 Amended regulations address decommissioning 
planning needs, liming, funding methods & environ review requirements 
NRC - No Detailed Affiliation Given, AA40-2 59 8B/06/27 40pp. 46824,175* 
46824*21 4 


-8809140401 Annotated memo addressing two concerns ansing from 870319 meetl 
w recipients. 

SEEMAN.M J NRC - No Detailed Affiliation Given. AA40 2 28 87/03/‘ 
FELDMAN.C,, CARDILE.F, NRC - No Detailed Affiliation Given Ip 46819 2 
4601 9*281 , K 


-0612230254 Forwards comments on amends to final rules 10CFR30, 40,5051 
re general requirements for decommissioning nuclear facilities Recommends’ 
uiatory analysis be upgraded to Include listed info 

SPEIS.T.P Division of Safety Review & Oversight (051125*870411). AA40 2 04 
12/15 ARLOTTO.GA Division of Engineering Technology (pro 8607201 
46818 246 46818 252 * 


70472 
that reg- 


-8612290143 Comments on 861113 final rule amends on general requirements fo/rfc. 
commissioning nuclear facilities, per request On Page 120, definition of "decommt 
sion” should be clarified to Indicate whether decommissioning includes termination 
ERICKSON, P B Standardization & Special Project Directorate. AA40-2 13 86/12/ia 
COTA.P Safety Program Evaluation Branch Ip. 46818 350-46818 350, * 

-0612310221 Discusses amends to final rules 10CFR30, 40, 60,6 1,70 & 72 redPco^ 
slonlng Items Decommissioning approaches described In rules could impact Z 
resources Editorial suggestions can be found In end marked up pages of regulatory 
analysis 1 

MCKEE, P.F Operating Reactor Program Br.Div of Inspection Programs E mam* 
870413) AA40 2 09. 80/12/24 SHAO.L.C Division of Engineering Safety 8 6072fl 
870413 5pp. 46810 276 46B1 0.200 


*8708050242 Summarizes CRGR Meeting 116 ro NRC rovlew of GEIS on decommis- 
sioning 

JORDAN,E,L Committee to Review Generic Requirements AA40 2 4 2 87/07/31 
ARLOTTO.GA Office of Nucloar Regulatory Resoarch, Director (Post 860720) is 
46820 202*46820 282 v 


-8709140083 Forwards revised final rule amends to 10CFR30,40,50,61,70 & 72 rede* 
commissioning of nuclear facilities, incorporating recommendations of CRGR iieih 
meeting on 070610 Rule package ready for action by OGC Indicating no legal oblec 
lion 

BECKJORD,E,S. Office of Nucloar Regulatory Resoarch, Director (Post 060720) 
AA40 2 44. 07/08/25. STELLO.V Ofc of the Executive Director for Operations 0oo 
46820.303 46821.013 ^ 


■8001130361 SECY-87-309 Commission paper recommending that Commission ap- 
prove publication of final rule amends to 10CFR30, 40,50,51 ,70 & 72 by setting forth 
technical & financial requirements for decommissioning nuclear facilities Related info 

STeLlo.V Ofc of the Executive Director for Operations. AA40-2 49 67/12/17 
353pp 46021 242 46022 234 

-6809090132 Requests assistance in reviewing end final rule amends on dccommls 
slonlng aliernalivos.planning for decommissioning, financial assurance & environ 
review requirements 

SHAO.L.C Division of Engineering Safety (000720 870413), AA40-2 03. 86/11/13 
CUNINGHAM.C E Division of Fuel Cyclo & Materia! Safety (Pre 670413) 
BROWNING.RE Division of Waste Management (Pre 070413) 8URNETT.R F Divl 
slon of Safeguards (Pre 870413) 150pp 46810 040*46018 247, 

-0809090150 Forwards marked up draft final rule & regulatory analysis re genera! re- 
quirements for decommissioning nuclear facilities 

GRIMSLEY, DH Division of Rules & Records (Pre 870413). AA40 2 05. 86/12/11 
SHAO.L.C, Division of Engineering Safety (860720-870413), 5pp. 48616253 
46810.257 


•0809090163 Forwards comments re safeguards aspects of rule package concerning 
decommlsslonlngmer 061113 request 

BURNETT, R,F Division of Safeguards (Pre 070413), AA40-2 00, 86/12/15 
SHAO.L.C Division of Engineering Safely (860720-070413). 2pp, 46818 258* 
46610,269 


•0809090161 Submils comments on final decommissioning rule & notifies of concur 
rence w/subj rule package. 

NASH, DA. Assistant Director for State & Licensee Relations AA40-2 07. 86/12/10 
SHAO.L.C Division of Engineering Safety (060720-070413). 14pp 4 6810 260 


^uumua uumuiOTim un i'ujv i hod ruiumaruny uaumiyo uui«amniH 
amends to 10CFR30.40, 50,51, 70 & 72 re decommissioning In gene raf.ru lemaklng 
package roads belter & Is more thoroughly detailed. JJAM _ 

BROWNING, R E. Division of Waste Management (Pro 870413) AA40-2 08 86/12/17. 
SHAO.LC. Division of Engineering Safety (860720 B704 13) 2pp. 46810 274 


■8009090229 Forwards annotated comments received from OGC conlalnlng div rovffiw 
of final rule on decommissioning. 

CARDILE.F, Office of Nuclear Regulatory Research, Director (Post 860720). AA40 2 
10, 86/12/10, Office of Nuclear Regulatory Research, Director (Post 860720) 62pp> 
46818,201-4681 Q'342 7 


-tMJuauau/od i>uomns comments on proposed final rule tor 
10CFR30, 40,50,51 ,70 & 72 on general requirements for decommissioning nuclear fa 
cilities 

32ii SE|l ; C Advanced Fuel & Spent Fuel Licensing Branch AA40 2 11, 86/12/10 
CROW.W.T Uranium Fuel Licensing Branch Ip. 46818 343-46810.343 

-0809090239 Forwards comments on proposed final rule amends 10CFR 30.40, 
50.5W & 72 re general requirements for decommissioning nuclear 

facilities Comments provided to F Cardlle at 061215 meeting . 

CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety (Pre 870413), AA40-2 : 12 
88/12/17. SHAO.LC Division of Engineering Safety (860720 870413) OpP< 
46818,344-46818*349. 

-8009090244 Documents 870213 telcon w/W Seiko re decommissioning rule amends 
pARpiLE.F. NRC * No Detailed Affiliation Given AA40-2 14, 87/02/17, NRC - No 0e 
tailed Affiliation Given. Ip. 46818.351-46018,351 

-8009090247 Nolifes that Region I has no comments on final Me f0 
^ e * C r?/U!' n ^ io ^ in ?>P er J Gulterrez 861215 telcon. . . , n « 

GARD | LE I F. Office of Nuclear Regulatory Research, Director (Post 860720) AA40 z 
15. 86/12/15 NRC - No Detailed Affiliation Given. Ip. 46818.352-40618*352 
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— 0 905090249 Comments on publication of final rule amends to 10CFR30.40, 60,61,70 & 
72 on general requirements for decommissioning nuclear facllitle9.Concurronco 
indicated, based on cursory review 

STOHRJP Region 2, Ofc of the Director AA40-2 16 86/12/11 SHAO.LC Division 
of Englneenng Safety (860720 070413), Ip, 46818:353-46018,353. 

—80 09 090259 Notifies that proposed final rule amends to 10CFR30,40,50, 61,70 & 72 re 
general requirements for decommissioning nuclear facilities reviewed & endorsed 
KEPPLERJG Region 3, Ofc of the Director AA40-2 17. 06/12/10 SHAO.LC. Divi- 
sion of Engineering Safety (860720-870413), 2pp 46818’354-4681 8-355 

— BB09098265 Comments on proposed final rule amends to lOCFRao^Q.SO.SI, 70 & 72 
ca general requirements for decommlBsioning.per 061113 request, Concurrence 
given Proposed rule to address residual radioactivity levels needed as well. 
BANGART.R L. Region 4, Ofc of the Director. AA40-2 10. 06/12/31 SHAO.LC DM 
sk>n of Reactor System Safety (060720-870413), Ip. 46B1 8,356-4681 9.356, 

— 3009090277 Notifies that proposed FR notice & proposed regulatory analysis re (Inal 
fufa amends to 10CFFt30 f 40,50,51,70 & 72 on requirements for decommissioning nu 
clear facilities reviewed w/o comment 

KIRSCH.OF. Region 6, Ofc of the Director AA40-2 19 86/12/15. SHAO.LC, Division 
■of Reactor System Safely (860720-870413). Ip. 46818,357-46818:387 

—3609120172 Forwards marked up draft text reflecting comments &. suggestions re pro- 
posed decommissioning rule.per request Comments provided by author & GJ Konzek 
SMITH, R I Battalia Memorial Institute, Pacific Northwest Laboratory, AA40 2 20, 67/ 
DI/05. FELDMAN.C. Office of Nuclear Regulatory Research, Director (Post 860720). 
22pp. 46616 350-46819 015 

“8809 120206 Requests concurrence w/ end paper containing final rule amends to 
1OCFR30.4 0,50.51 ,70 & 72 to include technical & financial requirements & licensing 
procedures for decommissioning nuclear facilities 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 
AA40 2 21. 07/02/27 THOMPSON.H.L Office of Nuclear Materiel Safety & 
Safeguards, Director, DENTON, H.R. Office of Nuclear Reactor Regulation, Director 
(Post 870411). TAYLOR, J.M, Ofc of Enforcement (Post 870413). 225pp 46819 016- 
46S1 0:228 


—8809120235 Submits comments on final rulemaking package on decommissioning, dtd 
870227.Packago generally appropriate for establishing tochnlcal.admlnlstratlvo & fi- 
nancial criteria for different categories of licensees 

BROWNING, R E Division of Waste Management (Pro 870413) AA40-2 22 07/03/12, 
CUNNINGHAM, R.E. NRC - No Detailed Affiliation Given, 6pp. 46819:220 4601 G a 234. 


—0809120240 Forwards decommissioning package.lncfuding draft public 
announcement Concurrence based on stipulation that some changes to draft public 
announcement be made W/o end. 

6NGRAM.PL Office of Public Affairs. AA40-2 23, 87/03/03. SERPAN.C. Division of 
Engineering Safety (860720 870413). 222pp. 46B19.33B 46820:201, 

“8809 120242 Forwards concurrence page from Ofc of tnsp & Enforcement on final de- 
commissioning rule. 

CARDILE.F, Office of Nuclear Regulatory Research, Director (Post 860720). AA40-2 
24. 87/03/17. Office of Nucfoar Regulatory Research, Director (Post 660720), 2pp 
4 8619.237-4681.9:238. 


-8609130271 Responds to 870227 request for concurrence on final rule amends to 
10CFR30,40.5Q,51,70 & 72 on general requirements (or decommissioning nuclear 
facili lies Co n cu rre nee gi ve n ba seaon ge no ra I review 

GRACE.J.N. Region 2, Ofc of the Director. AA40-2 35 87/03/20 BECKJORD.E S 
Office of Nuclear Regulatory Research, Director (Post 066720) Ip 46819:322- 


-8809130279 Forwards, (or consideration, Commission paper recommending that final 
rule amends to 10CFR30,40,50,51,70 & 72 re requirements for decommissioning nu- 
clear facilities be approved for publication. 

BECKJORD.E.S, Office of Nuclear Regulatory Research, Director (Post 060720) 
AA4Q-2 36 87/04/15 STELLO,V Ofc of the Executive Director for Operations 10pp 
46019 323 46019 337. 

-8609130303 Forwards summary & issue Identification (or CRGR Meeting 115 re pro- 
posed final rule amends to 10CFR30, 40.50, 51 ,70 & 72 concerning requirements for 
decommissioning nuclear facillties.Meeting scheduled for 870527. 

COX.TH, Office for Analysis & Evaluallon of Operational Data, Director. AA40 2 38. 
87/05/10, JORDAN, EL Committee to Review Generic Requirements. 
BERNERO.R M Office of Nuclear Material Safely & Soleguards.Djrector MARTIN, T.T 
Region 1, Ofc of the Director. 12pp 46820 202-46B20 213. 

-6609130309 Advises that Commission approved proposed amends to 10CFR30, 
40,60,61,70 & 72 ro decommissioning criteria for nuclear power facilities subj to listed 
conditlonsjier SECY-B4-354 

HOYLE, JC. Office of the Secretary of tho Commission. AA40-2 39, 85/01/04. 
DIRCKS.WJ, Ofc of tho Executive Director for Operations 3pp 46B20 214-46020.216 

-8809130314 Forwards, for signature, FR notice containing proposed amonds to 
10CFR30.40, 50,51 ,70 & 72 re decommissioning criteria for nuclear faci1ltl03,per SECY- 
84-354 Notice revised to Commission comments a9 summarized In JC Hoyle 850104 
memo 

MINOGUE.R.B Office of Nuclear Regulatory Research, Director (Post 660720). AA4D- 
2 40 85/01/26 CHILK,SJ Office of the Secretary of the Commission 2pp 
46820.217-40820.210. 

-6809130320 Forwards annotated comments for M Matsch & J Mapes of Ofc of Gener- 
al Counsel on final rule ro decommissioning 

CARDILE,F, NRC - No Detailed Affiliation Given, AA40-2 41 87/06/15, NRC - No De- 
tailed Affiliation Given, 63pp 49820 210 4 9020' 281 

-0609130337 Forwards revised rule package cn final amonds ro criteria (or decommis- 
sioning facllitlos.per $J Chllk G70D21 request Subj packago includes final generic EIS 
based on discussions w/Ofo of Gonoral Counsel & conforming to 10CFR51 94 
BECKJORD.E.-S. Office of Nuclear Regulatory Research, Director (Post 060720) 
AA40-2 47 87/10/16 STELLO.V, Cfc of Ihe Executive Director for Operations 
200pp. 46021.014 46021,240. 

-8609130353 Notifies that final rule amonds to 1OCFR30.4G,5O,61,7O & 72 re decom- 
missioning requirements for nuclear facllillos, Apart from stated concern re Internal 
reserve, Ofc of General Counsel has no legal objection to rule 
TREBY.S A. Assistant Gonoral Counsel for Rulemaking A Fuel Cyclo. AA40 2 40 07/ 
11/05. ARLQTTO.G A. Division of Engineering (Post 070413). Ip 46821 241- 
46021 * 41 , 


-8009 1 20244 Forwards annotated comments received from Ofo of General Counsel 
containing review of ofc concurrence version of final rule on docommlsalonlno W/o 
end 

CAFtDILE,F NRC - No Detailed Affiliation Given. AA40-2 25, 07/03/13 NRC • No De- 
tailed Affiliation Given. 36pp, 46019:239-46810:274. 


■6809130358 Advises that Commission has approved (Inal rule amending 
10CFR30.4 0,60,51 ,70 8 72 ro general roqulromonls for decommissioning nuclear 
facilities, b ubj to listed conditions, per SECY-07-309. 

CHILK.S.J. Office of tho Secretary of the Commission, AA40-2 50 00/03/02 
STELLO.V. Ofc of the Executive Director for Operations. 1 p. 40822,235 46022.235 


-49309420246 Comments on final rule on general requirements for decommissioning nu- 
clear facilities, per request Concurrence w/final rule subj to incorporation of staled 

H?CKEy!?‘NRC - No Detailed Affiliation Given AA40-2 28, 87/03/06. CROW.B. NRC 
- No Detailed Affiliation Given Ip. 46019:275-46810,276. 

—0309 120246 Forwards annotated comments received from R O'Connell, NMSS, on final 
rule for decommissioning. 11KA _ 

CARDILE.F. NRC - No Detailed Affiliation Given. AA40-2 27. 87/04/01. NRC - No Da- 
lai ted Affiliation Given. 6pp, 48019-270 48819:200, 

“0009120250 Forwards concurrence page for NRR on final rule on decommissioning. 
CARDILE.F. Office of Nuclear Regulatory Research, Director (Post 860720). AA40-2 
£9, 07/03/13. Office of Nuclear Regulatory Researoh, Director (Post 860720). 2pp. 
438 18 202-49819:283 


“0309120251 Lists comments on final decommissioning rule.Ofc or State Programs 
concurs In rule as transmitted by 870227 memo, 

KGRR.GW, Office of State Programs, Director (Pre 870413). AA40 2 30, 87/03/11. 
BECKJOflD.E.S, Office of Nuclear Regulatory Research, Director (Post 860720). 9pp 
4 08 1 0 284-46819:292. 


“8BD9120252 Forwards comments on final rule that would amend 10CFR30.40, 
50.51,70 A 72 re technical & financial requirements & licensing procedures for decom- 
missioning of nuclear facilities Concurrence noted 

NOBBY, PG Office of Administration (Pre 870413). AA40-2 31. 87/03/12, 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720), 
26pp 46819:293-46819-318. 

—00 09130248 Notifies that Pages 49 through 65 of draft decommissioning rule 
revlewod Text thoroughly satisfactory, reflects author views & extremely well-written. 
StEGEL.J J. Wharton School, PA AA40-2 32. 86/12/19, CARDILE.F. NRC - No De- 
laifed Affiliation Given. Ip. 46819.319-46819.319. 


-6809140342 Requests that publication of end final rule amends to 
1 0CFR30.4 0,60,61 ,70 & 72 concerning general requirements for decommissioning nu- 
clear facilities be arrangod.per Secretary of Commission 0BO52O memo & SECY-C8- 
04, 

ARLOTTO.GA. Division of Engineering (Post 670413) AA40 2 64 88/05/26 
MEYER, D,L. Office of Administration & Resources Management, Director (Post 
870413), 2pp. 46023 208 46824:174 

-8809140365 10CFR30,40,60,6t,70 & 72* "General Requirements for Decommissioning 
Nuclaar Facilities,** effective 860727. Amandcd regulations address decommissioning 
planning needs, timing, funding methods a environ review requirements. 

* NRC - No Detailed Affiliation Given. AA4Q2 59 68/0&/27. 40pp. 48824 176- 
48024,214 

-8809140401 Annotated memo addressing two concerns arising from 870319 meeting 
w / reclpl enls 

SEEMAN.M.J, NRC - No Detailed Affiliation Given AA40-2 28. 87/03/20. 
FELDMAN.C., CARDILE.F, NRC - No Detailed Affiliation Given Ip. 40819 281- 
46819,281. 

-8612230254 Forwards comments on amends to final rules 10CFR30, 40,50,61, 70 & 72 
re general requirements for decommissioning nuclear fac 11 1 ties. Recommends lhat reg 
utotory analysis be upgraded to Include listed Info, 

SPEIS,T.P Division of Safety Review & Oversight (051125-870411). AA48-2 04 89/ 
12/15 ARLOTTO,G,A Division of Engineering Technology (Pre 860720) 5pp 
46818 240-46018-252. 

-8612290143 Comments on 081113 final rule amends on general requirements fordo 
commissioning nuclear facilities, per request, On Page l29,de1imtion of "decommis- 
sion 11 should be clarified to Indicate whether decommissioning Includes termination, 
ERICKSON, P,B. Standardization & Special Project Directorate AA4Q-2 13 86/12/19 
COTA, P. Safety Program Evaluation Branch Ip. 46018,350-46818.350. 


-6009130262 Notifies that final rule amend to 10CFR30, 40,50,51 ,70 & 72 on general 
z equipments for decommissioning nuclear facilities reviewed, per 870227 

zequeslConcurrence sub] to listed qualifications. 

THOMPSON, H,L Office of Nuclear Material Safety & Safeguards.DIreotor. AA40-2 33. 
67/04/02. BECKJORD,E S, Office of Nuclear Regulatory Research, Director (Post 
660720), Ip. 46819.320-46819.320. 

-60 09130260 Notifies that final rule amends for decommissioning nuclear facilities 
reviewd.per request Concurrence subj to condition that list of NRC regulations cover- 
ing transportation, on Page 95, be modified to include 10CFR73. 

BURNETT, RF Olvislon of Safeguards (Pre 870413), AA40-2 34, 67/03/11, 
CUNNiNGHAM.R E Division of Fuel Cycle & Material Safety (Pre 070413) Ip, 
4 69- 19,321-46819.321, 


-B612310221 Discusses amends to (mat rules 1QCFR30.40, 50,51 ,70 &. 72 re decommis- 
sioning Hom9.Oecommlssionln0 approaches described In rulas could Impact Insp 
resources.Edilorial suggestions can be found In end marked-up pages of regulatory 
analysis. 

MCKEE, P,F. Operating Reactor Program Br.Dlv of Inspection Programed (050212* 
870413). AA40 2 09, 86/12/24 SHAO.L-C, Division of Engineering Safety (860720- 
870413) 5pp. 46818,276-46818-280. 

-8708050242 Summarizes CRGR Meeting 116 re NRC review of GEIS on docommis- 

JORDAN, E.L, Committee to Review Generic Requirements. AA40 2 42. 87/07/31. 
ARLOTTC\G A Office of Nuclear Regulatory Research, Diroctor (Post 860720). Ip. 
46020 282-46820.282, 
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NONDOCKETED ITEMS 


“6709140063 Forwards revised final rule amends to 100^30,40,50,51,70 a 72 re de- 
commissioning of nuclear facilities, Incorporating recommendabons of CRGR 116th 
meeting on 8/061 0.Rule package ready for acbon by OCC indicating no legal objec- 
tion 

BECKJORD.E.S Office ol Nuclear Regulatory Research, Director (Post 860720), 
AA4Q 2 44, 87/08725. STEILO.V Ofc of the Executive Director for Operations, 0pp 
46820 303*46821.013, 

-8601 130301 SECY-87-309 Commission paper recommending that Commission ap 
prove publication of final rufe amends to 10CFR 30,40,50,51 ,70 & 72 by setting forth 
technical & financial requirements for decommissioning nuclear facilities Related Info 
©ncl 

STELLO.V. Ofc of the Executive Director for Operations. AA4Q2 49. 87/12/17 
353pp. 46021:242-46822.234, 

“8809690150 Forwards marked up draft final rule 4 regulatory analysis re general re- 
quirements for decommissioning nuclear realities 

GRIMSLEY.DH. Division of Rules & Records (Pro 670413). AA40-2 05 86/12/11 
SHAGAL, C Division of Engineering Safety (060720 870413) 5pp 46016 253 

46818 257. 

-B8090901S3 Forwards comments re safeguards aspects of rule package concerning 
cfecom mis stoning ,por 061113 request 

BURNETT, R.F. Division of Safeguards (Pre 870413) AA40-2 06 66/12/15. 
SHAO.L.C* Division of Engineering Safety (660720 670413) 2pp. 46818,250 

46813.259 

“9809090161 Submits comments on final decommissioning rule & notifies of concur- 
rence w/subj rule package 

NASH.D A. Assistant Director for State & Licensee Relations AA40-2 07. 86/12/10. 
SHAO.L.C* Division of Engineering Safety (660720 870413) 14pp. 46818 260 

46818-273, 

“8909090174 Submits commenls on Nov 1086 rulemaking package containing final rule 
amends 10 10CFR3Q, A 0,50,51, 70 & 72 re decommlssfoningln gen era I, rulemaking 
package roads bettor & is more thoroughly detailed. 

BROWN ING,R E, Division of Waste Management (Pre 870413), AA40-2 00 86/12/17 
SHAO.LC Division of Engineering Safely <860720 870413), 2pp 40818*274- 

46816,275. 

“6909090229 Forwards annotated comments received from OGC containing div review 
of final rule on decommissioning 

CARDILE.F. Office of Nuclear Regulatory Research, Director (Post 060720). M40-2 
10, 06/12/10 Office of Nucfear Regulatory Research. Director (Post 660720) 62pp. 
46816 281*46818.342 

“8009090233 Submits comments on proposed final rula for amends lo 
IOC FR30.40, 60,51 ,70 & 72 on general requirements for decommissioning nuclear fa- 
cilities. 

ROUSE.L.C. Advanced Fuel & Spent Fuel Licensing Branch. AA40 2 11 86/12/10, 
CROW.W.T Uranium Fuel Licensing Branch Ip, 46818,343 46818,343, 

“8009090239 Forwards comments on proposed final rule amends 10CFH30.40, 

50,61,70 & 72 re general requirements for decommissioning nuclear 

facilities Common Is provided to F Cardlle at 861216 meeting, 

CUNNINGHAM, R E, Division of Fuel Cycle & Materia! Safety (Pre 870413). AA40 2 12. 
86/12/17, SHAO.LC Division of Engineering Safety (660720-870413). 6pp. 
40818*344-46810 349. 

“8009090244 Documents 870213 lelcon w/W Belka re decommissioning rule amends. 
CARDILE.F. NRG - No Detailed Affiliation Given AA40-2 14 87/02/17. NRC - No De- 
tailed Affiliation Given. Ip 46818.351-46818:351 

“8009090247 Nollies that Region f has no comments on final rule re 
decommissioning, per J Gutierrez 861215 telcon 

CARDILE.F. Office of Nuclear Regulatory Research, Director (Post 860720) AA40-2 
15. 98/12/15. NRC - No Detailed Affiliation Given* Ip 46818 352-46018,352, 

“6009090249 Comments on publication of final rula amends to 10CFR39.40. 50,51,70 & 
72 on general requirements for decommissioning nuclear facilities Concurrence 
indicated, based on cursory review 

STOHR.J.P, Region. 2, Ofc of the Director AA40 2 16 86/12/11 SHAO.LC. Division 
of Engineering Safety (660720 <8704 13) Ip, 46818*353-46618 353 

“6609090259 Notifies that proposed final rule amends to 10CFR30, 40,50, 51,70 & 72 ro 
general requirements for decommissioning nuclear facilities reviewed a endorsed 
REPPLERJ.G. Region 3, Ofc of the Director. AA40-2 17. 86/12/10 SHAO.LC, Divi- 
sion of Engineering Safely <800720 870413) 2pp. 46818,354 46810 355, 

“69Q9090265 Comments on proposed final rule amends to 10CFR30.40, 50,51, 70 & 72 
re general requirements for decommissioning r per 861113 request Concurrence 
given. Proposed rule to address residual radioactivity levels needed as well. 
0ANGART,R L Region 4, Ofc of the Director. AA40-2 18. B0/12/31 SHAO.LC. Divi- 
sion Of Reactor System Safety (860720 870413). Ip, 46018,356 4681B;356. 

—0009090277 Notifies that proposed FR notice & proposed regulatory analysis ro final 
rule amends to IOC FR30, 40, 50, 51,70 & 72 on requirements for decommissioning nu- 
clear facilities reviewed w/o comment 

KIRSCH.O.F. Region 5, Ofc of the Director. AA40 2 19, 86/12/16 SHAO,LC Division 
Of Reactor System Safety (860720-870413) Ip. 46610.357-46618.357, 

“9809120172 Forwards marked-up draft text reflecting comments & suggestions re pro- 
posed decommissioning rule, per request, Commenls provided by author & GJ Konzek. 
SMITH, R I. Battalia Memorial Institute, Pacific Northwest Laboratory AA40-2 20. 87/ 
01/05 FELDMAN.C Office of Nuclear Regulatory Research, Director (Post 960720) 
22 pp 46618:358-46818.015, 

—8809120206 Requests concurrence w/ end paper containing final rule amends to 
1OCFR30, 40, 50,51,70 A 72 to Include technical & financial requirements & licensing 
procedures for decommissioning nuclear facilities. 

BECKJORD.ES Office of Nuclear Regulatory Research, Director (Post 860720), 
AA40 2 21. 87/02/2 7. THOMPSONS L, Office of Nuclear Material Safety & 
Safeguards, Director. DENTON, H.R. Office of Nuclear Reactor Regulation, Director 
(Post 870411) TAYLOR, J.M Ofc of Enforcement (Post 870413). 225pp. 48819 016- 
46819*226. 


“8809120236 Submils comments on final rulemaking package on docom missioning .did 
07O227.Packago generally appropriate for establishing technical, administrative \ fi- 
nancial entena for different categories of licensees 

BROWNING, R E Division of Waste Management (Pre 870413) M40-2 22 67/03/12 
CUNNINGHAM, R E NRC - No Detailed Affiliation Given, 6pp 46819,229-46819 234 

-8809120240 Forwards decommissioning package.includmg draft pubfcc 
announcement Concurrence based on stipulation that soma changes to draft publjc 
announcement be made W/o end, 

INGRAM.FL Office of Public Affairs AA40 2 23 87/03/03 SERPAN.C Division of 
Engineenng Safety (860720 870413). 222pp. 46819 338-46020 201 

-8809120242 Forwards concurrence page from Ofc of Insp & Enforcement on final tfe 
commissioning rule 

CARDILE.F. Office of Nuclear Regulatory Research, Director (Post 860720), AA40-2 
24. 87/03/17, Office of Nuclear Regulatory Research, Director (Post 8607201 2pp 
46819 237*46810,238 

“8809120244 Forwards annotated comments received from Ofc of General Counsol 
containing review of ofc concurrence version of final rule on decommissioning W/o 
end, 

CARDILE.F NRC - No Detailed Affiliation Given AA40-2 25 07/03/13 NRC Mo De- 
tailed Affiliation Given. 36pp. 46819,239 46819 274, 

“8809120240 Comments on final rule on general requirements for decommissioning nu 
dear facilities, per request, Concurrence w/final rule subj to incorporation of slated 
comments 

HICKEY, J NRC - No Detailed Affiliation Given AA40 2 26 87/03/00 CROW.B NRC 
- No Delailed Affiliation Given. Ip. 46019.275-46819,275 

-6809120248 Forwards annotated comments received from R O'Connell.NMSS, on final 
rjIo for decommissioning, 

CARDILE.F, NRC - No Detailed Affiliation Given. AA40-2 27. 07/04/01. NRC - No De- 
tailed Affiliation Given. 5pp. 4681 9,276-468 19, *280. 

“8809120250 Forwards concurrence page for NRR on final rule on decommissioning 
CARDILE.F. Office of Nuclear Regulatory Research, Director (Post 060720), AA40-2 
29, 87/03/13. Office of Nuclear Regulatory Research, Director (Post 660720) 2pp 
46810*282-46819.203 - 

-8809120251 Lists comments on final decommissioning rule.Ofc of Slate Programs 
concurs in rule as transmitted by 070227 memo, 

KERR.G.W. Office of State Programs, Director (Pre 870413). AA40 2 30, 87/03/11. 
BECKJORD.E.S, Office of Nuclear Regulatory Research, Director (Post 060720 . 9pp 
46019,264-46819*292, 

-8809120252 Forwards comments on final rule that would amend 1QCFR3O.40, 

60,51,70 & 72 ro technical & financial requirements & licensing procedures for dooonv 
missioning of nucfear facilillea.Concurrence noted 

NORRY.P G, Office of Administration (Pre 870413). AA40-2 31. 87/03/12 
BECKJORD.E.S, Office of Nucfear Regulatory Research, Director (Post 000720) 
26pp. 46819:293-46819.318, 

-0809130248 Notifies that Pages 49 through 65 of draft decommissioning rule 
reviewed Text thoroughly satisfactory, reflects author views & extremely well wnlicn 
SIEGEL, J.J Wharton School, PA. AA4Q-2 32. 86/12/19 CARDILE.F. NRC - No De 
tailed Affiliation Given, Ip. 46819:319-46019:319. 

-0809130262 Notifies that final rule amend to 10CFR30,40,50,61,70 & 72 on general 
requirements for decommissioning nuclear facilities ravlewed.por 870227 
request.Concurrence subj to listed qualifications 

THOMPSONS L. Office of Nuclear Material Safety & Safeguards.DIreclOL AA40-2 33, 
87/04/02. BECKJORD.ES, Office of Nuclear Regulatory Research, Director (Post 
860720). Ip, 46819,320-46819*320 

-8809 130260 Notifies that final rule amends for decommissioning nuclear families 
reviewd.per request Concurrence subj to condition that fist of NRC regulations cover- 
ing transportation ,on Page 95, be modified to Include 10CFR73 
BURNETT, RF Division of Safeguards (Pre 870413), AA40-2 94. B7/03/I1. 
CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety (Pre 870413) Ip 
46816 321-46619.321 

-8809130271 Responds to 870227 request for concurrence on final rule amends to 
10CFR30, 40.50, 51,70 & 72 on general requirements for decommissioning nuclear 
facilities Concurrence given basatf on general review. 

GRACE, J.N, Region 2, Ofc of the Director. AA40-2 35 87/03/20 BECKJORD.E S. 
Office of Nuclear Regulatory Research, Director (Post 860720) Ip. 46810 322* 


-0009100279 Forwards, for consideration, Commission paper recommending that final 
rule amends to 10CFR30.40,50,61,70 & 72 re requirements for decommissioning nu- 
clear facilities be approved for publication 

BECKJORD.E.S, Office of Nuclear Regulatory Research, Director (Post 860720) 
AA40-2 30 07/04/16, STELLO.V. Ofc of the Executive Director for Operations 1 Opp 
46819:323-46919.337. 

“8609130303 Forwards summary & Issue Identification for CRGR Meeting 115 re pro- 
posed final rule amends to lOCFRSO^O.SO.ei^O & 72 concerning requirements for 
decommissioning nuclear facilities, Meeting scheduled for 870527, 

COX.T.H Office for Analysis & Evaluation of Operational Data, Director. AA40-2 30, 
87/05/18. JORDAN, E.L Committee to Review Generic Requirements. 
BERNERO,R.M Office of Nuclear Material Safety & Safeguards, Director. MARTIN.TT, 
Region 1, Ofc of the Director. 12pp. 46620.202-46820:213, 

“8809130309 Advises that Commission approved proposed amends to 10CFR30, 

40,50,51,70 & 72 re decommissioning criteria for nuclear power facilities subj to listed 
conditions .per SECY-04-354. 

HOYLE.J.C. Office of the Secretary of the Commission AA40-2 39. 65/81/04 
DIRCKS.WJ. Ofoof the Executive Director for Operations. 3pp 46820*214 46820,216 

“0809130314 Forwards, for signature, FR notice containing proposed amends to 
1 0CFR30 ( 40.60,51 ,70 & 72 re decommissioning critena for nuclear facilities, per SECY- 
84-954 Notice revised to Commission comments as summarized in JC Hoyle 850104 
memo. 

MINOGUE.RB, Office of Nuclear Regulatory Research, Director (P091 860720). AA40- 
2 40, 85/01/25, CHILK.S J Office of the Secretary of the Commission 2pp 
46820:217-46020*210. 
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0809220312 

50 400 

Q 

8009230247 

60-247 

V 

BUCKLEY.BC 

8809220334 

60 324 

P 

B009260255 

60*247 

S 

BUCKLEY.B.C. 

8009260044 

60 324 

Q 

8009260237* 

60-327 

Q 

BUCKNAM.RC, 

8809060179* 

WASTE RES 

C009190315 

60 309 

S 

BUDD.T 

8809210093* 

REVIEW GR P 

0009160231* 

FOIA 


BUNCH.W.G 

08090701 10 

40 8&00 


8809160233* 

FOIA 


BUNCH.W.G 

8809070119 

40 8000 


8009160108* 

FOIA 


BUNDY.H F 

6809060316* 

50*450 

Q 

0009160209 

FOIA 


BUNDY, H,F. 

0809060354* 

50-490 

Q 

6009210250 

CONTRACT 

BUNTING, JO, 

8808310009 

WASTE MGT 

6009210123 

CONTRACT 

BUNTING, JO 

8809060184 

WASTE MGT 

6009220218* 

50-324 

Q 

BUNTING, J.O. 

BQ09060 1 90 

WASTE MGT 

6009150213 

60-267 

P 

BUNTING, JO 

8809120191 

WASTE MGT 

6009160300 

PR 


BUNTING.J.O 

8809130329 

WASTE MGT 

6000300040* 

60-333 

P 

BUNTING, J.O 

8800230253 

WASTE MGT 

6009060407* 

CONTRACT 

BURAM.RG 

8800310142 

50*387 

S 

6809020006 

60*320 

G 

BURDICK.QN. 

8800160331* 

FOIA 


8000200221 

50-455 

S 

BURDICK, TM 

&8O03OO3OG* 

50 456 

V 

0000300267 

50-443 

P 

BURDOIN.J F. 

0808300101* 

50 628 

Q 

6009210036* 

70-754 


BURGER, CW 

0808300353* 

50 425 

Q 

8009190053 

50-443 

G 

BURGESS.B. 

0BO9O2O17Q* 

50 262 

Q 

8009190053 

50-443 

G 

BURGESS.B, 

0BO914O314 

50315 

S 

8009210018 

50-443 

G 

BURGES5.B.L 

0608300091* 

50 255 

G 

8009210010 

60-443 

G 

OURGESS.B L 

0809140040 

£0 255 

S 

QB09210023 

60-443 

G 

BURGESS.G W 

0BO927O126 

£0 220 

F 

0009260040 

60-443 

G 

BURGIN.R.E 

0BO923O27 7 

l&E 


0009070116* 

60*369 

V 

BURNETT.J.R. 

0BO03OO2 10 

50 255 

F 

0809070283* 

60-259 

V 

BURNETT.P.T 

0808300331* 

50 321 

Q 

6808090172* 

l&E 


BURNETT.PT. 

8809070170* 

50 260 

Q 

8000290235 

60-206 

P 

BURNETT, R.F, 

6808030153 

70 1201 


0800300028 

60-333 

P 

BURNETT.R F 

0809090153* 

PR 


0800300169 

60-206 

P 

BURNETT.R F 

8809130268* 

PR 


8800300172* 

50-206 

P 

BURNETT, R.F, 

0809210200 

70-1100 


8000300102’ 

50-286 

P 

BURNETT.R F 

8809210259 

70 371 


8009010076 

50-333 

P 

BURNETT.R F, 

8009220177 

70 27 


8009010114* 

50-333 

P 

BURNS.B.S 

8809260320* 

TOPREP 


8009010150 

50-333 

P 

BURSKI.R F. 

8900290007 

50 382 

P 

BB09010151* 

60-333 

P 

BURSKI.R F 

0800290012 

60 382 

Q 

8009060219* 

50*286 

P 

BURSKI.R F. 

8800290173 

50 382 

Q 

8809140454 

50*286 

a 

BURSKI.R F. 

8009020019 

£0 382 

R 

0009150203 

50*333 

p 

BURSKI.R F 

8009140447 

£0 382 

P 

0009190041 

60 333 

Q 

BURSKI.R F 

8009150115 

50 382 

Q 

0000190391 

50*333 

p 

BURSKI.R, F. 

8809150133 

£0-382 

V 

8009190393* 

50 333 

p 

BURSKI.R F. 

8009160311 

50*382 

F 

8G09060213 

50 280 

p 

BURSKI.ft.F, 

8009190288 

50-382 

K 

8009060149* 

60 213 

p 

BURSKI.R F 

8009220026 

60*382 

R 

0609190380 

50*255 

F 

BUSCHBOM.R.L 

0009060245 

NUREG 


QB091 90080 

50-322 

F 

BUTCHER, EX 

0BOB3OO133 

REVIEW GR P 

0009230071 

50*322 

F 

BUTCHER, EJ 

0800300174 

TOPREP 


8009230194 

50 322 

P 

BUTCHER, E.X 

0009140420 

ORG 


8809260073 

50 322 

F 

BUTCHER, R C 

8809070380* 

50 416 

Q 

8809190201* 

REVIEW GR P 

BUTLER, D S 

8006260307* 

60 282 

Q 
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AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


BUTLER, WR 
BUTLER, WR 
BUTLER, W R 
BYRAM.R G 
BYRAM, R G 

6809020242 

B8Q9020249 

6809070201 

8809130039 

8609230057 

* 50 272 

* 50 277 

* 50 354 

50 387 
50*307 

BYRAM.R G 
CACCIAPOUTI.R 
CAIDWELL.C 
CALOWELL.Q W 
CALDWELL.J L 

8809230254 

6809270100 

6808300021 

8B09220106 

8808260488 

50-388 

* 50 29 
60 361 

* 50 206 

* 50-338 

CALLAHAN.M 
CALLAN.J L 
CALLAN.LJ 
CALLAN.LJ 

CAL LAN, L J 

B8091 60258’ 
B809220333 
8808030085 
8B08260053 
8808260108 

* FOIA 

50 265 
50 496 
50-49B 
50-458 

CALLAN.L J 
CALLAN.LJ 

CAL LAN. L J 
CALLAN.LJ 
CALLAN.LJ 

8808300003 

8608300027 

8808300239 

8808300244 

8808300271 

50 285 
50 313 
50 298 
50*482 
50 267 

CALLAN.LJ 
CALLAN.LJ 
CALLAN.L J 
CALLAN.LJ 
CALLAN.LJ 

8608300297 
88083003 11 
8808310032 
8808310041 
8808310104 

50 267 
50 285 
50*313 
50 382 
50 498 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

8B08310137 

8809010052 

8809010374 

8809020182 

8809020199 

50*458 
50*382 
50 313 
50 498 
50-382 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

8809060011 

8809060296 

8809060304 

8809060323 

8809060346 

50-382 
50 382 
50 458 
50-482 
60 498 

CALLAN.L J 
CALLAN.LJ 
CALLAN.LJ. 
CALLAN.LJ 
CALLAN.LJ 

8809060363 

8809060376 

8809070265 

8809070352 

8809070502 

50 498 
50 498 
50-267 
50 482 
50 298 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

8809130003 

8809130006 

8809130013 

8809130164 

8809130196 

50-285 
50*192 
50 498 

50 313 
50-313 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

8809140067 

8809140075 

8809140084 

6809140171 

8609140199 

50 498 
50-498 
60*496 

50 498 

50 382 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

6809140318 

8809140332 

8809160317 

8809190162 

8809190185 

50-267 

50 458 

50 267 
50*298 
50*458 

CALLAN.LJ 
CALLAN.LJ 
CALLAN.LJ, 
CALLAN.LJ 
CALLAN.L J 

8809190197 
8B091 90222 
8809190253 
6809200031 
8809200075 

50 498 

50 285 

50 498 

50 313 

50 267 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

CALLAN.LJ 

8809200080 

8809200116 

8809200169 

8809220290 

8809230135 

50-482 

50 298 

50 285 

50 285 
50*267 

CALLAN.LJ 
CALLAN.L J 
CALLAN.LJ 
CALLAN.LJ 
CALLAN.LJ 

8809230281 

880923029B 

8809260034 

8809260046 

8809260137 

50 285 

50 498 

50 498 

50 499 

50 285 

CALLAN.LJ 

CALVO. J A 

CALVO, J A 

CALVO. J A 

CALVO, J A. 

8809260323 

8808260010* 

8808260079* 

8808260184* 

8809010252’ 

50-267 

50 313 
50-313 
50-368 

50 458 

CALVO, J A. 

CALVO, J A 

CALVO.J A 

CALVO, J A 

CALVO.J A 

8809020210* 

8809020220* 

8009060401* 

8809130077* 

8809130176’ 

50*458 

50 458 

50 458 

50 498 
50-498 

CALVO.J, A 

CALVO.J A, 

CALVO, J.A 

CALVO, J A 

CALVO, J A. 

8809140284* 

B809160297* 

8809160304* 

8609200233 

8809230030* 

60 482 
50-313 
50*498 
50-313 
50-267 

CALVO.J A 

CALVO. J A. 
CAMERON.D.F 

8809230138* 

8809260053 

8809260118* 

60-267 

50*382 

60 277 


P 

P 

P 

S 

s 

s 

p 

s 

Q 

G 


F 

Q 

V 

V 

Q 

Q 

0 

F 

Q 

Q 

G 

Q 

F 

Q 

G 

Q 

V 
Q 
Q 

Q 

V 
G 
G 
Q 

Q 

G 

Q 

V 
P 

Q 

Q 

Q 

F 

F 

Q 

G 


Q 

P 

Q 

G 

P 

Q 

V 
G 
Q 
Q 

Q 

Q 

F 

Q 

V 

G 

Q 

Q 

G 

G 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

Q 


CAMILLERI.TJ 
CAMPBELL 
CAMPBELL.G G 
CAMPBELL, G G 
CAMPBELL.G G 

CAMPBELL.G G 
CAMPBELL.G G 
CAMPBELL, R D 
CAMPBELL.TG 
CAMPBELL, T G 

CAMPBELL ,T G 
CAMPOS, L G 
CANNON, W C 
CANTRELL. F S 
CANTRELL, FS 

CANTRELL, F S 
CANTRELL, F S 
CANTRELL, F,S 
CANTRELL, F S 
CANTRELL, F,S 

CAPODANNO,G R. 
CAPOZZI.A P 
CAPRA, R A. 
CAPRA, R A 
CAPRA, R A 

CAPSTICK.R W 
CAPSTICK.R.W 
CAPSTICK.R W 
CAPSTICK.R W 
CAPSTICK.R W 

CAR SONAR 0,J 

CARDELLA.J.C 

CARDILE.F, 

CARDILE.F 

CARDILE.F, 


CARDILE.F 

CARDILE.F 

CARDILE.F 

CARDILE.F 

CARDILE.F 

CARDILE.F 
CARGILL.E M 
CARLSON.R T 
CARNS.N.S 
CARPENITO.F L 

CARRASCO, J 
CARRASCO, J E 
CARRION, R P 
CARRION, R,P, 
CARROLL, K, 

CARROLL, R 
CARROLL, R 
CARROLL, R E 
CARSON, B.H 
CARTER, K D 


CARTE R,T H 
CARTER.T.H 
CARTWRIGHT.W R, 
CARTWRIGHT.W.R 
CARTWRIGHT, W R, 


CARTWRIGHT, W R 
CARTWRIGHT, W R 
CARTWRIGHT, W R 
CARTWRIGHT.W R 
CARTWRIGHT, W,R 


CARTWRIGHT.W R 
CARTWRIGHT.W R 
CARTWRIGHT.W R 
CARTWRIGHT.W R 
CARTWRIGHT.W R, 

CARUSO.R J 
CARUSO.S N 
CARVILL.A F 
CARY.S, 

CASE.DT 


CASE.DT 
CASE.J B 
CASE.J M. 
CASTRO, B 
CATAPANO.GJ, 

CATAPANO.G J. 
CATCHPOLE.G J 
CATCHPOLE.GJ 
CATCHPOLE.G J 
CATLETT, C.R 

CAZZOLI.E G, 

CENTOLANZ1.P 

CESARE.J.G 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


AC n« N 


8809160284 50 461 
8809200000* 50 313 
8808290120 50*259 
8808290306 50-259 
8808290312* 50 269 

S 

P 

s 

R 

R 

CHAFFEE, A E 
CHAMBERLAIN, D, 
CHAMBERLAIN, D 
CHAMBERLAIN, O 
CHAMBERLAIN, D. 

8009220279 
8809020201 
B80 9020270 
8809190141 
0009200015 

50 344 r 

50 382 o 

50 302 o 

50 482 S 

50 402 5 

PR 

, 50-443 G 

50 443 Q 

50 344 p 

50 344 p 

8809070562 50 260 
6809150012 50*296 
8809060075* 50-155 
8809070376 50 313 
BB09200220 50 313 

S 

S 

P 

P 

Q 

CHAMBERS, C E 
CHAN.E 1 

CHAN.E 1 

CHAN.T.L 

CHAN.T.L, 

0809070563 
8809260109 
80092601 19 ( 
8808260107 
880 9 0804 0B 

8809220305 50-313 

8809210015 50 445 

8809060245 NUREG 
8808260488* 50-338 

e80B2g0073 , 50-280 

P 

G 

Q 

Q 

CHANEY, H D 
CHARNLEY.J S 
CHARNLEY.J.S 
CHARNLEY.J. S 
CHARNLEY.J S. 

8809010058* 

0009270051 

6800300338* 

8809120111* 

60092300B1* 

' 50-382 o 

tophep 

' 50 331 p 

50 461 p 

50 374 p 

0809140384* 50 2B0 

8809160031* 50*280 

8809160037* 50*280 

8809260262 50 280 

8B09300016* 50 280 

Q 

P 

G 

S 

S 

CHARNOFF.G 
CHARNOFF.G, 
CHARTRAND.T A 
CHASE, G 

CHASE, G. 

8809280264* 

8009280264* 

8809150305 

8009020266 

8809060402 

REVIEW GRP 
REVIEW GRP 
50 255 F 

40 0452 

40 8452 

880B30Q263* 50*219 

8809220324* 60-327 

8809010289* 50 333 
8809130336* 50 220 
8809290300 50-220 

P 

P 

P 

P 

F 

CHATTEN.R E 
CHAUBALD.M 
CHAUBARD.M, 
CHAUDHARY.S K. 
CHAUDHARY.S K 

8809210215* 
8809200348 
8809260347* 
0808260339* 
8008290281 * 

CONTRACT 

50 266 f 

50*286 F 

50 219 Q 

50 213 0 

8808310077 50 271 
8809 150308 50 271 
8809210126 50-271 
8809260189 50-271 
8809260195 50 271 

R 

P 

P 

P 

P 

CHAUDHARY.S.K 
CHAUDHARY.S K, 
CHECK, P.S 
CHENERY.S.G 
CHEUNG, L 

8809020032* 

0809130076* 

8011200491* 

8009090199 

8009260003* 

50 277 Q 

50 220 Q 

50 410 P 

PR 

50 309 0 

8809220046 50*313 

8809020129 PR 
8809090092 PR 
0609090229* PR 
8809090244* PR 

P 

CHEUNG.L 

CHILDS, W.V, 
CHILK.S.J, 

CHILK.S J 

CHILK.S J. 

8009260225* 
08 0920023 B 
8711040272* 
8805020350 
0807280361 

50 293 Q 
50*333 S 
REVIEW GRP 
PR 

1QCFR 

8809090247* PR 
8609120242* PR 
8809120244* PR 
8809120240* PR 
8809120260* PR 


CHILK.S.J, 

CHILK.SJ 

CHILK.S.J. 

CHILK.SJ 

CHILK.SJ 

8808260305 

8800260311 

8800260329 

8009010121 

8009010306 

10CFR 

10CFR 

10CFR 

10CFR 

10CFR 

8809130320* PR 
8809000064 50 450 

8809160116* 50-293 

8809070058 50-302 

8B09090274* 50 29 

R 

Q 

S 

P 

CHILK.S J. 

CHILK.S J. 

CHILK.SJ. 

CHILK.SJ. 

CHILK.SJ, 

8809020024 

8809020045 

8Q09020060 

88090700B6 

B8O9O0D146 

50 443 G 

50 341 G 

50 352 G 

PR 

PR 

8809130076* 50 220 

0809020032* 50-277 
8609120151* 50*259 

8809140336* 50 261 

8809190085 50 29 

Q 

Q 

Q 

G 

R 

CHILK.SJ 

CHILK.S.J. 

CHILK.S J, 

CHILK.SJ 

CHILK.SJ, 

8009090010 

8809090019 

0809090111 

8809090168 

8809120015 

PR 

PR 

50 275 P 

PR 

50-327 G 

8808290044 50 400 
8809230147 50 400 
8809130130 50*261 
8B09080173 50*387 
88091 502B6 NUREG 

S 

S 

s 

R 

CHILK.SJ 

CHILK.SJ. 

CHILK.SJ 

CHILK.SJ. 

CHILK.SJ 

8809120043 

8809130198 

0809130358* 

8809150329 

8009160010 

60 250 G 

10 CFR 

PR 

PR 

PR 

8808300212* 50 315 

8809230261 * 50*483 
8809140353 50-280 

8809150001 50*338 

6809150295 50 280 

Q 

Q 

S 

Q 

Q 

CHILK.SJ 

CHILK.SJ 

CHILK.SJ. 

CHILK.SJ 

CHILK.SJ 

8809160040 

8009160152* 

8809160313* 

8809190170 

8809210101* 

50-440 G 

REVIEW GRP 
FOIA 

50 443 6 

WASTE MGT 

8809190174 50*280 
8809 190200 50*200 
0009200104 50 280 
8809200124 50 280 
8809200146 60*338 

P 

F 

F 

R 

P 

CHILK.SJ. 

CHILK.SJ 

CHILK.SJ, 

CHILK.SJ 

CHILK.S J. 

8809210148* 

8809220012 

0809230042 

8809230046 

8809230074 

WASTE MGT 
10CFR 

10CFR 

10 CFR 

PR 

Q809200267 ' 50-338 
8809210024 50 338 
8809220185 50 200 
8809220192 50*330 
8009270131 50-280 

R 

Q 

F 

P 

G 

CHILK.SJ 

CHILK.SJ 

CHIRAMAL.M 

CHO.N. 

CHO.N 

8809260054 

8809270038 

8009160272* 

8809060147 

8809060157 

50 443 G 

PR 

REVIEW GRP 
NUREG 

NUREG 

8809140393* 50-628 | 

8809260050* 50*443 G 

8809210166* REVIEW GR P 

8809060119 40 8907 

8809020026 50 322 G 

CHOU.R C 

CHOU.R.C 

CHOULES.N C, 
CHOVAN.C 
CHRISTENSEN, H 

8809 120151* 
8009220182* 
8808300212* 
8809090043 
8608290088 

50 259 G 

50 289 0 

50 315 0 

50-456 S 

50-251 $ 

8809020026 50-322 G 

90 092 1 0239* WASTE MGT 

8809020226 QA 999 

8809130305 50 254 S 

8809260069* 50-443 G 

CHRISTENSEN.H. 
CHRISTMANJ N 
CHRISTMAN, J.N 
CHRISTMANJ N. 
CHRISTMAN.J.N 

0808300339 

6809020050 

8809020050 

8009020102 

6009020102 

60 251 S 

60 922 G 

50-322 G 

60-322 G 

50*322 G 

8809260069* 50-443 G 

8809020213 40 0926 

8809060076 40 8920 
8809060178 40-8926 

8009120092 WASTE RES 

CHRISTMAN, J N. 
CHRISTMAN, J.N. 
CHRZANOWSKI.R. 
CHRZANOWSKI.R 
CHRZANOWSKI.R 

8809120030 

8609120030 

8808290278 

6808310031 

8809190300 

50 322 G 

50-322 G 

50-454 P 

50*454 P 

50 454 P 

8809280214 NUREG 
8809220026 50-382 
8809200111 50-416 

R 

R 

CICOTTE.G R. 
CICOTTE.G.R. 
CILIMBERG.R L 

8000060298* 

8809220082* 

0809150096* 

50 397 0 

50 397 G 

QA999 
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AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

Cl PR IAN U 

CIPRIANI.J. 

CLARK. R 

CLARKIN.K 

CLAV.E L 

0606310014 
0609260032 
8809160245 
88090601 B2 
8809130107* 

50-346 

50 346 

50 362 

40-0714 

70-1113 

n 

R 

Q 

COLLINS, D M, 
COLLINS, 0 M 
COLUNS.D.M 
COLUNS.D M. 
COLLINS , 0 M 

8BO0 160026 
8009 160286 
8809190204 
8800190221 
0809200083 

50 321 

50 413 

ORG 

50 424 
50-330 

F 

Q 

F 

Q 

CONWAY.W F 
CONWAY.W F. 
CONWAY.W.F, 
CONWAY.W.F, 
CONWAY.W F, 

CLEVELAND, J E 
CLEVELAND J E 
CLINE, WE 

CLINE, W E 

CLINE, WE 

8809060313 

0009140143 

0600260013 

8606260486 

8808260512 

40 8005 

40 8905 

50 369 

70 143 
50-398 

Q 

Q 

COLLINS, DM 
COLLINS.D.M 
COLUNS.D.M. 
COLUNS.D M 
COLLINS, D M 

0BO923OO75 
8809230070 
80002601 22 
8809260125* 
8809260157 

50-324 

50 302 

50 62 

50 62 
70-143 

F 

G 

Q 

Q 

CONWAY.W F. 
CONWAY.W F 
CONWAY.W F 
CONWAY.W.F 
CONWAY.W F. 

CUN E, WE 

CUN E, WE 

CUNE ,WE. 

CLINE.W.E 

CLINE, WE 

0806290015 

0600290030 

6800290072 

8006290105 

8608300100* 

50-280 

50-395 

50 302 
50-250 
70-27 

a 

F 

F 

F 

COLLINS, DM 
COLLINS.D.M. 
COLUNS.D M. 
COLLINS.S 

COLLI NS.SJ 

8609260170 

0009260170* 

8800260240 

8809060260* 

8800260046 

60-335 

50-335 

50-321 

60*335 

50-293 

Q 

Q 

Q 

Q 

a 

CONWAY.W F. 
CONWAY.W F. 
CONWAY.W F 
CONWAY.W F 
CONWAY.W.F 

cline t we 

CUNE.W E 

CLINE, W E, 
CUNE.W.E 

CLINE, WE 

8808300106 

00 00300113 
0000310060 
8609010047 
8609060257 

50-338 

50-200 

50 424 

70 27 
50-269 

F 

F 

Q 

G 

COLLINS.S J 
COLLINS.S J. 
COLLINS, T R. 
COLLINSXR 
COLLOPY.T.J 

8609090103 

OB09140303 

0BQ926O162* 

0609260272* 

0809120100 

50 293 

50 293 

70 143 
50-250 
70-371 

Q 

Q 

Q 

CONWAY.W F. 
CONWAY.W.F, 
CONWAY.W F. 
CONWAY.W F, 
CONWAY.W F 

CLINE, WE 

CUNE.W E 

CLINE, W.E. 

CUNE.W E 

CUNE.W.E 

8809070291 

0809070300 

0009070400 

6609060046 

8809080182 

70-1113 

50-395 

50 416 

60 250 

70 1068 

F 

Q 

Q 

COLVIN.J f, 

COLVIN, J.F. 
COMFORT, G C 
CONGEUFJ. 

CONG EL, FJ 

88090001 52 
0009210013 
8009150203 
0003300013* 
6607060445* 

PR 

REVIEW GR P 
70-754 

REVIEW GR P 
REVIEW GR P 

CONWAY, W F 
CONWAY.W.F, 
CONWAY.W.F 
CONWAY.W F 
CONWAY.W F. 

CLINE.W.E 

CLINE, W E 

CLINE, W E 

CUNE.W E. 

CLINE, WE 

6609130105 

8809150018 

0009200063 

8609200151 

0009200160 

70-1113 

70-27 

70-143 

70-143 

50 413 

Q 

CONGEL.FJ 

CONGEL.FJ. 

CONGEL.FJ 

CONGEL.FJ 

CONGEL.FJ 

8809010239* 

0809140413 

0609200200* 

6009200329* 

0609210146* 

REVIEW GR P 
60-443 P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

CONWAY.W F 
CONWAYW F, 
CONWAY.W.F 
COOKJ. 

COOL.D, 

CUNE.W E 
CUNE.W.E. 
cune.we 

CLINE WE 

CLINE ,WE. 

6609200172* 

8809200197 

0809200228 

0009210050* 

6009220223 

REVIEW GR P 
70-143 

70-143 

REVIEW GR P 
70-143 

CONKUN, C- 
CON LON J 
CONLON.T 
CONLON.T. 
CONLONJ E, 

8008260300* 

8008310100* 

8809120097* 

8009230016* 

B608300315* 

60-277 

50-321 

50-416 

50-330 

50-416 

Q 

G 

a 

Q 

0 

COOPER, H F 
COOPER, R. 
COOPER.R. 
COOPER.R W. 
COOPER.RW 

CuNE.W E< 

CLINE, WE 
CUNE.W.E, 

CUNE.W E 
CUNEW.E. 

8809220299 

8009230100 

8809230202 

8800260091 

0009260252 

60 250 
50-330 
60-413 
50-250 
50-260 

Q 

F 

F 

F 

F 

CONLON.T.E 

CONLONXe. 

conlonxe. 

CONLONXE. 
CONNELLY, SR 

0008070091* 

8809070159* 

8800070397* 

0809080346* 

0809260059* 

50-426 

60-321 

50 426 

50' 424 
60'3B8 

Q 

Q 

Q 

Q 

P 

COPELAND, R A 
COPELAND, R A 
COPELAND.R A 
COPELAND, R A 
COPLAND 

aONlMGER.T.H. 
COCKFIELD.OW 
COCKFIELD.OW. 
COC KFIELD,D.W. 
CQCKRELO.D.W. 

8009080191* 

8009010056 

8809020141 

8809070062 

8809070131 

50 416 
60-344 
60-344 
50-344 
50-344 

P 

F 

Q 

Q 

R 

CONNERXB. 
CONNORJ.W. 
CONNOR.L. 
CONNORS, H J 
CONRAD, JX 

0809 090276* 
8000290228 
8809120074 
8009080010* 
GB09160134 

60 276 

50-336 

FOIA 

50-348 

50-315 

1 

S 

Q 

F 

CORREA, J H 
CORREIA, R P, 

coss.h a 

COSTELLO.F, 

COSTELLO.F, 

COCKFl ELD, D.W. 
COCKFIELO.DW. 
COCKFl ELD t O.W. 
COCKFl ELD, 0,W 
COCKFl ELD, D.W 

0809070136 

8009000961 

8000080113 

8809140126 

8009150004 

50 344 

50 344 
50-344 
50-344 
50-344 

Q 

P 

P 

P 

Q 

CONRAN, J. 
CONRAN ,J H 
CONRANJ H. 
CONSTABLE, G L 
CONTE.R 

B009 160050' 
BQQ225QU3* 
8803210547' 
8809190162* 
8009010044 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

50 298 Q 

50 320 S 

COSTELLO.J. 
COSTELLO, J J 
COTTER ,B P 
COTTONJ.B 
COTTON.SR 

COCKFlELD.aW. 
COCKFIELD.D.W. 
COCKFIELD.D.W 
COCKFl ELD, DW, 
OOCKFfELD.aW 

00091 50050 
0009150170 
8800150173* 
8809160183* 
8009190021 

50-344 

50 344 
60-344 
50-344 
50-344 

V 

P 

P 

F 

F 

CONTE, R 

CONTE, R, 

CONTE.S O 
CONVERSED, 
CONVERSE, R.J. 

0009020245 

8800230119 

0800300044* 

8809130125 

8806260049 

50 320 
50-209 
50-29 
50-333 

50 333 

S 

S 

F 

G 

Q 

COUCH, O 
COUCH.DA 
COUNSIL.W.G. 
COUNSIL.W G 
COUNSIL.W G. 

COE, OH 
COLBUHNJ.Q. 
COLBURN XG 
COLBURNXG. 
COLBURNJG 

0808300101* 

0809010216* 

0009010222* 

8009070513 

8009190102* 

50-528 

50-348 

50 346 
50-440 
60-440 

a 

p 

p 

p 

p 

CONVERSED J 
CONVERSED J 
CONVERSE, RJ. 
CONVERSED J 

CON VERSE, R.J 

8009010281 
8600010299 
800902023 S 
8809140105 
8009140427 

60 333 
50-333 
60-333 
£0-333 
50-333 

Q 

Q 

R 

V 

R 

COUNSIL.W, G 
COUNSIL.W G 
COUNSIL.W, G, 
COUNSIL.W G 
COUNSIL.W G 

OOLBURN.T G 
COLBURNXG 
COLBURN.T G. 
COLE.R.E 
COLEMANS M. 

8800190136 

0809200155 

00D926DO47 

0009260313 

0809120166 

50-440 P 

50-440 P 

50-440 P 

50 450 R 

WASTE RES 

CONVERSED J. 
CONVERSE, R J 
CONVERSED J 
CONWAY ,J T. 
CONWAY, W.F 

8-809200236 

G 0092601 92 
880926020S 
0009090204* 
0008260133 

50 333 

50 333 

SO 333 
QA999 
60-250 

S 

o 

Q 

P 

COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W G. 
COUNSIL.W G 
COUNSIL,W.a 

coier.Jt 

COLEY, J L 
COLLINGHAM.R E 
COLLINGS.S.P, 
COLLINGS.S P, 

8809010200* 

8809260259' 

8809120201* 

0009060042 

0009070904 

60-324 

50-400 

50*237 

40 0829 

40 8943 

Q 

O 

P 

CONWAY.W.F. 
CONVMY.W F 
CONWAY.W.F 
CONWAY.W.F. 
CONWAY.W F 

8800290094 

S8O02QQ1O6 

8600290144 

6600290191 

6800290220 

50-335 

50-335 

60-250 

50-250 

50-335 

R 

P 

R 

F 

S 

COUNSIL.W.G 
COUNSIL.W G 
COUNSIL.W.G. 
COUNSIL.W.G 
COUNSIL.W.G, 

COLUNGS, S P. 
COLUNGS, S.P 
COLUNGS, S P, 
COLLINS.D M 
GOLLIN&DM 

8809120188 

8009120190 

8809140241 

0800290161 

0009010038 

40-8829 

40-8029 

4O-B029 

60-250 

50-250 

F 

Q 

CONWAY.W.F. 
CONWAY.W F 
CONWAY.W.F. 
CONWAY.W F 
CONWAY.W F. 

8806300191 

B80B300237 

0600310002 

8808310127 

8806310217 

50-250 

60-250 

6Q-25Q 

60-250 

60-260 

F 

R 

V 

F 

P 

COUNSIL.W.G 
COUNSIL.W G 

counsilwg 

COUNSIL.W G 
COUNSIL.W.G 

COLLINS, D.M. 
COLUNS.D.M 
COLUNS.OM 

COLLI NS, O.M. 
COLLINS, DM. 

8809010046 

8809010149 

8809010254 

0809010316 

0809070017 

60-348 

50-396 

50-395 

60-324 

50-413 

Q 

F 

F 

F 

Q 

CONWAY.W F, 
CONWAY.W F 
CONWAY.W F. 
CONWAY.W F. 
CONWAY.W F 

8809010142 

8809010311 

8809010332 

0809020230 

0809020263 

50-336 

50-335 

50-369 

50-389 

60-250 

G 

V 

P 

Q 

Q 

COUNSIL.W.G. 
COUNSIL.W.G 
COUNSIL.W G 
COUNSIL.W G 
COUNSIL.W.G 

COLUNS.D.M. 
COLLINS.D M 
COLUNS.D.M 

COLUNS.D.M. 

COLLI NS, DM. 

0009070078 

88090B0102 

88090Q0108* 

8809130169 

0809130219 

50-261 

50-424 

60-424 

50-261 

50-416 

Q 

0 

Q 

Q 

F 

CONWAY.W F 
CONWAY.W.F 
CONWAY, W.F. 
CONWAY.W.F. 
CONWAY.W.F 

8809060201 

8809060255 

8609060372 

6609&7023B 

8809070259 

60-335 

SO- 33 5 
50-335 
50-250 
50-250 

P 

Q 

R 

R 

S 

COUNSIL.W G 
COUNSIL.W.G. 
COUNSIL.W.G. 
COUNSIL.W.G 
COUNSIL.W.G. 

COLLI NS.DM. 
COLLINS.D M 
COLUNS.D.M. 

0009130238 

0009130253 

8009140462 

50-336 

50-348 

50-289 

F 

F 

Q 

CONWAY.W.F 
CONWAY.W.F. 
CONWAY.W F. 

8809070460 

8809070538 

8B09060032 

50-260 

50-250 

50-369 

Q 

S 

P 

COUNSIL.W.G. 
COUNSIL.W G, 
COUNSIL.W.G 


ACCESSION 

NUMBER 

0GO9OBO187 

83-09080238 

3309090047 

8309120144 

8609130161 

8809140329 

6509160195 

8509150232 

8509160224* 

8509160298 

0809190120 

0509190166 

8809190169 

8809190171 

0809190173 

0809190175 

6809190178 

6809190205 

8809190242 

8009190286 

0009190358 

0809200121 

8009200354 

8009220070 

0009230295 

8009260179 
ODO920O21 1 
B0O927OOQO 
0809140427 
0809190256' 

8609000000 

8809140410 

0609230269* 

0009260267* 

8009260339 

0909140331 

6600210056 

8009210245 

3Q09220040 

0609200108 

6009230157 
0009210095* 
0609220329 
8803300021* 
86090201 OB* 

0009200104 

8600060295* 

8809020093 

8609000026* 

8008300294 

8009130207 

0009060207 

0806260048 

8600260063 

8806260101 

8066260123 

8000290010 

8000290067 

0000200239 

0BOO31OOB3 

8800310185 

0806310192 

8006020268 

8606060315 

8606060392 

8609060396 

8809070007 

8809070332 

8800070407 

8809070416 

0609070555 

8609060143 

8809080176 

8600080164 

8809130330 

8009140083 

8809140277 

0809140278 

0609140340 

0609140367 

8809160099 

0809160100 

8809160291 

8809190291 

8809200376 

0809230123 
8B0923012 7 
8B09230171 


SUBJECT 


CATEGORY 

50 250 

R 

50-250 

Q 

50-250 

R 

50-250 

R 

50-335 

F 

50-335 

Q 

50-335 

P 

50*309 

P 

REVIEW GR P 

50-251 

S 

50-251 

S 

50-251 

s 

50-250 

R 

50-250 

R 

50-250 

a 

50 250 

s 

50 335 

s 

50 335 

F 

50-335 

V 

50-250 

P 

50 335 

Q 

50 335 

P 

50 335 

F 

50*250 

R 

50 251 

S 

50 250 

s 

60 250 

V 

50 335 

F 

60-333 

n 

REVIEW GR P 

60 155 

V 

60 440 

s 

50 440 

Q 

50 461 

Q 

50-440 

S 

TOPREP 
TOPREP 
TOPREP 
TOPREP 
WASTE MGT 

TOPREP 

60-482 

a 

60-317 

F 

REVIEW GR P 

70 698 

50-200 

F 

CONTRACT 

60-335 

G 

50-277 

R 

50-410 

F 


40-8027 
40-8027 
60-445 F 

50-445 F 

50-445 Q 

50-445 S 

50-445 Q 

60-445 Q 

50-445 A 

50-445 Q 

50-445 S 

50-445 J 

50 445 A 

50 445 S 

50-445 S 

50 445 S 

50 445 S 

50 445 S 

50 445 S 

50-445 S 

50-445 Q 

50-445 S 

50-445 V 

60 445 Q 

50 445 S 

60 445 F 

60 445 S 

60 445 Q 

60-445 A 

50 445 A 

50-445 A 

50 445 H 

50-445 Q 

60 445 S 

60-445 S 

60-445 A 

50-440 A 

50-445 S 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION SUBJECT 
NUMBER CATEGORY 

COUNSIL.W.G 
COUNSIL.W G 
COUNSIL.W.G 
COUNSIL.W.G 
COUNSIL.W G 

8909230249 

8809260080 

B809260123 

8809260131 

8809260159 

50*445 

50-445 

60*445 

50*445 

50-445 

S 

S 

Q 

S 

A 

CRUDEN.DS 
CRUDEN.DS 
CRUDEN.O S 
CRUDEN.DS 
CRUDEN.D.S 

8809010135 

8809020227 

8609070079 

6809070541 

8B090B0039 

50 280 

50 200 

50 330 

50 280 
50-338 

P 

P 

S 

R 

R 

DAViS.A B 

DAVIS, A e 

DAVIS.A B. 

DAVIS.A B 

DAVIS.A B 

8009080116 50 340 Q 
8809080128* 50*348 O 
8809080147 50 461 O 
8009120048 50 331 P 
8809140016 50 331 Q 

COUNSIL.W G 
COUNSIL.W.G 
COUNSIL.W G 
COUNSIL.W G. 
COURTMANCHE.S. 

8809260109 

8809260249 

0609260335 

8009260337 

8808260253 

50*445 

50*445 

50-445 

50-445 

70-1500 

A 

S 

s 

s 

CRUDEN.DS 
CRUDEN.DS 
CRUDEN.D.S 
CRUDENJ N 

CRUNK, SL 

8609120103 

8809150326 

8809160156 

8809070275 

8809020035 

50 260 

50 200 

50 200 

50 338 

50 312 

F 

Q 

K 

S 

R 

DAVIS.A B 

DAVIS.A B 

DAVIS.A, B 

DAVIS.A B 

DAVIS, A B 

8809140062 50-155 Q 

8809140173 50-237 Q 

8809140100 50 461 Q 

0809200346 50 254 Q 

8809200350* 50 264 O 

COVILL.O, 

COWAN. RE 

COWAN, RE 
COWGILL.C 
COWGILL.C 

8808300263* 

8009200359* 

0 BO 920 0357* 
08090 10044 
8609010375* 

50 218 P 

REVIEW OR P 
REVIEW GR P 

50 320 S 

50 219 Q 

CRUNK, SL 

CRUNK, SL 

CRUNK, S.L 

CRUNK, SL 

CRUNK, S L 

6609020157’ 

8609020159’ 

8B09020160’ 

8609020174’ 

8809020175’ 

50-312 

50-312 

50 312 

50 312 

50 312 

R 

R 

R 

R 

R 

DAVIS.A B 

DAVIS.A B 

DAVIS.A 3 

DAVIS.A B 

DAVIS.A B. 

8609200382* REVIEW GO P 
8809210155* REVIEW GRP 
0809210166* REVIEW GRP 
0809230235* REVIEW GR P 
8009230202* REVIEW GRP 

COWGILL.C. 

COWGILL.C. 

COWGILL.C 

COWGILL.C. 

COWGILL.C 

6809020192* 

B80902024S 

8609070314* 

8809130293* 

8800140154 

50-219 

50*320 

50 289 
50-320 
50*244 

Q 

s 

Q 

Q 

S 

CRUNK.SL 

CRUSE, CH 
CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 

6609200134 

8609210183 

8609010364’ 

8809130247 

8809140206 

50 312 

50 317 
50-313 

ORG 

50 348 

R 

P 

P 

P 

DAVIS, A B 

DAVIS.A B 

DAVIS.A B 

DAVIS, A, B. 

DAVIS, A, B 

0609230204* REVIEW GRP 
6609260190 50 450 Q 

0009280090* REVIEW GR P 
8809280115* REVIEW GRP 
8809290107* REVIEW Gn P 

COWGILL.C 
COWGILL.C 
COWGILL.C, J 
COWGILL.C J 
COWGILL.C J. 

8609230118 

8609230146 

8608200277 

6808200287 

6809010305* 

60 289 

60 244 

60 219 

60 289 

50 244 

S 

S 

Q 

Q 

Q 

CULANZ.E J 
CULBERSON, DC 
CULBERSON, DG 
CULBERSON.DG 
CULBERSON.D G 

8609010090 

6809260333 

6B08260474 

B608260507* 

8B09220130 

PR 

70 135 
70*135 
70-135 
70*364 


DAVIS.A M 

DAVIS.A M 

DAVIS.A M 

DAVIS, B.A 

DAVIS, J M 

8809020264 40 8907 

8009060104 40 8907 

8009070280 40 6907 

8809140026 60 305 Q 

8809070320 50 269 F 

COWGILL.C J. 
COWGILL.C J. 
COWLES, a 

COX.T.H 

CRAG NOLI NO, G. 

6809080124 

6809080139 

8809160274 

8809130303* 

8600220039 

50 219 
50-210 
50-354 

PR 

NUREG 

Q 

a 

S 

CULBERSON.DG 
CUMMINGS, JJ 
CUMMINGS, JJ 
CUMMINGS.JJ 
CUMMINGS.JJ 

8800260318 
8809300034* 
B809300095* 
8B093 00090* 
8809300099* 

70 135 

FOIA 

FOIA 

FOIA 

FOIA 


DAVIS, M J. 

DAVIS, MJ 

DAVIS, M.J 

DAVIS, M J. 

DAVIS, P 

0808310006 50 528 P 
8808310020 50 528 P 
8009130031 50 529 P 
8009230129 50 520 P 
8809060193 NUREG 

CRAIG, J 

CRAIG, J.W 
CRANE.CJ. 
CRANE.CJ. 
CRANE.K.L 

8809160102* 

8608300183 

6809090144’ 

6809090144* 

6809090147 

60 293 
TOPREP 

50 261 

60 261 

50 369 

p 

G 

0 

P 

CUMMINGS J J 
CUMMINS, J E 
CUNNINGHAM, A L 
CUNNINGHAM.G H 
CUNNINGHAM, LJ 

0800000102* 

8809260095* 

8809010209* 

8809120227* 

0605250229* 

FOIA 

50 290 Q 

50 338 O 

FOIA 

REVIEW GR P 

DAVIS, T F 

DAVIS, T.F 

DAVIS, T F 

DAVISON, WS 
DAWSON, M 

8803300024* REVIEW GRP 
8003300032* REVIEW GR P 
0809200272* REVIEW GRP 
0B09080163 60-397 S 

8800290024 50-255 F 

CRANWELL.R M 
CRAPO.H.S 

CRAVENS. K,B. 
CRAWFORD.J 0. 
CRAWFORD, J D 

8809130321 

8809140366 

8809200253 

8000200312' 

880B290332* 

WASTE RES 
NUREG 

50 254 S 

50 259 R 

50*259 R 

CUNNINGHAM.LJ 
CUNNINGHAM, LJ 
CUNNINGHAM.LJ 
CUNNINGHAM, L J. 
CUNNINGHAM.LJ 

OBO0O2O17O’ 

8609080204 

8809130167 

6809130190 

6800200308 

ORG 

REVIEW GR P 
ORG 

TOPREP 

REVIEW GR P 

DAY.J E 

DE AGAZIO.AW 

OE AGAZIO.AW 

DE AGAZIO.AW 

DE AGAZIO.A W 

88090900G7 WASTE MOT 

0800260353 50-346 P 

0808260367’ 50 348 P 

8008300110 50-348 P 

0808300119* 60-348 P 

CRAWFORD.J D. 
CRAWFORD, J.D, 
CRAWFORD.J D. 
CRAWFORD.J D. 
CRAWFORD.J D 

0008290334* 

8808290335’ 

8606200336’ 

8600290337* 

8008200338’ 

50-259 

50-259 

50-259 

50*259 

50-259 

R 

R 

R 

R 

R 

CUNNING HAM.R E 
CUNN1NGHAM.R E 
CUNNINGHAM.R.E 
CUNNINGHAM, R.E 
CUNNINGHAM, R E 

0609090239* 

8809120184* 

8009200118* 

8809200363* 

0809200373* 

PR 

FOIA 

REVIEW GRP 
REVIEW GR P 
REVIEW GR P 

DE AGAZIO.AW 

DE AGAZIO.AW. 

DE AGAZIO.AW 

DE MICHELE, O.M. 
DEAGAZIO.AW 

8809010213 50-340 P 
8809010220 50-340 P 
0009210210’ 50-348 P 
8009080090* 60-520 1 
8809150266 50-346 P 

CRAWFORD.J a 
CRAWFORD.J D 
CRAWFORD, J.D. 
CRAWFORD.J D 
CRAWFORD, J.D 

8806290330’ 

880B2G0340* 

QB06290343* 

00QB29O346* 

0606290347* 

50-259 

50*259 

50-259 

50-259 

50-259 

R 

R 

R 

R 

R 

CURRAN, O 
CURRAN.D 

CURRAN, D, 
CURRAN.D 
CURRAN.D 

8809020010 

0809020010 

8809020013 

8809020013 

8809020015 

50-443 

60-443 

50-443 

50-443 

50-443 

G 

G 

G 

G 

G 

DEAGAZIO.A W. 
DEAGAZIO.A W 
DEAGAZIO.A W 
DEALMEIDA.T, 
DEAN.G B 

8809150260* 50-340 P 

0809160006’ 50 346 P 

0609200211 50 340 P 

0009070166* CONTRACT 
0800140064 50 443 G 

CRAWFORD, J.D 
CRAWFORD, J D. 
CREAMER.K L 
CREAMER. K L. 
CREAMER.K L, 

8008290349* 

6808290350* 

6808290318* 

880B290322* 

QB0B290329* 

50-259 

50-259 

50*259 

50-259 

50-259 

R 

R 

R 

R 

R 

CURRAN.D 

CURRAN.D 

CURRAN.D 

CURRAN.D 

CURRAN.D 

0BO9Q20016 

0609020020* 

8609020020* 

0809020030 

8809020038 

50 443 

60 443 

50 443 

50 443 

50 443 

G 

G 

G 

G 

G 

DEAN.G B 

DEAN.G B 

DEAN.G D. 

DECKER, J R 
DECKER.TR. 

880D1 40068* 60 443 G 

0809190105* 50 443 Q 

0009190099 60 443 G 

D809060245 NUREG 

0809010156* 60-327 Q 

CREAMER, K L 
CREAMER.K L 
CRECINE.JP. 

CREED JR. 
CREEDJ.R 

0806290330* 
0806290331* 
8809090001 
8B0 02901 24* 
8609150081* 

50 259 

50 259 

60 220 

60 315 

50 456 

R 

R 

P 

Q 

Q 

CURRAN A 
CURRAN.D 
CURRAN.D 
CURRAN.D, 
CURRAN.D 

0009020044 

8BQD020044 

8809120016 

8809120018 

6809160090 

50 443 

60 443 

50 443 

50 443 

50 443 

G 

G 

G 

G 

G 

DECKER, T.R, 
DECKER, T R 
DECKER, T.R 
DECKER.TR 
DEDDENSJ C 

8809010209* 50-330 Q 

0009130160* 50 201 Q 

0809140463* 60 269 Q 

0009200129* 60 02 Q 

0009230222 50 468 F 

CREEL, G C. 
CRESTiN.D.C 
CREWS, J L. 

CREWS, J.L 
CRIBBE.T.E 

88091 40221 
8B091 20236 
8B091 40216* 
6809190240* 
B609230149 

50 317 

50 272 
50-397 
50-276 
50*277 

Q 

P 

Q 

Q 

S 

CURRAN.D 

CURRAN.D. 

CURRANA 

CZAJKOWSKI.C 

DAGUISE.G 

0609160090 

8609230105 

0809230105 

0809220039 

0309290147* 

50 443 G 

60 443 G 

50 443 G 

NUREG 

REVIEW GR P 

DEELSNYDER.L 
DEFAY ETTE.R W, 
DEFAYETTE.R W 
DEGRAFF.M 
DEGRAFF.M 1 

0809200269 60 254 R 
0009260019* 50 348 Q 
8009260064* 60 348 Q 
B809220266* 50 324 Q 
8808260436* 50-201 O 

CRINIGAN.P.T 
CRLENJAK.R.V. 
CRLENJAK.R V 
CROCKER, L P 
CROCKER, L P 

S 6091 3001 4 
6609070063* 
6809130156* 
6809070030 
0809160275 

60 317 

50 335 

50 250 
50-321 
60-321 

R 

Q 

Q 

Q 

P 

DAHL.G, 
DAHLBERG.K A 
DAMON.O J, 

DANCE, H C. 

DANCE, H a 

6808310163 

8609200127 

860S300309* 

880B310080* 

8809070380* 

50-247 

60-220 

50 456 
50-348 
50-416 

S 

R 

V 

Q 

Q 

DEHNEY.J R. 
DELLA.A 

DEMOSS, G M 
DENERO.J V 
DENHAM, D.H, 

8 BOB 080062 PR 

8808300341 * 70 1 180 

0809100 126* REVIEW G R P 
8808290090* PROJ 
8809130221 WASTE RES 

CROCKER, L P 
CROCKER, L P. 
CROFT, B.Y. 
CROFTON.S.P. 
CROLEY.B.G 

6009160281 

6809190259 

6809020136 

6809090274’ 

8800190261 

50-321 

50-321 

PR 

50-29 

50-312 

P 

G 

P 

Q 

DANESE.F L 
DANIELSON, D H 
DANIELSON, D H. 

danielsonah. 

DANIELSON, DH 

8809060222’ 

8809020180* 

8809070470* 

8800070498* 

8800070550* 

PROJ 

50 454 

60 316 
60-373 
50-461 

Q 

Q 

Q 

Q 

DENKOWSKI.WJ. 
DENKOWSKI.WJ 
DENTON.H R. 
DEPSON.K J 
DESMARAIS.E.W 

7903150370* 60-255 Q 

00090601 10* 50-255 O 

8809060368 ORG 

8809200230* 60-313 Q 

8009260077* 60-443 G 

CROLEY.B.G. 
CROMWELL.E.S 
CROMWELL, P B. 
CRONIN, J.B. 
CROSS.J.E 

8009200204 

8009130210 

8009140260 

0808260141 

8809070238 

50-312 

50 277 

50 277 

50 456 
50-250 

F 

Q 

Q 

S 

R 

DANIELSON, D H 
DANIELSON, D.H. 
DANIELSON, D H 
DANIELSON, T.S. 
OAViDSON.aS 

8809140441* 
8800230280’ 
8809260235* 
0BO92QO1 12 
8009220306* 

50 266 

50 346 
50-282 

PR 

50-247 

Q 

Q 

Q 

0 

DEVINCENTISJ. 

DEVINCENTIS.J 

DEVINCENTIS.J. 

DEVINCENTISJ, 

DEWEASE.J.G 

0808290223 60-29 P 
0809070304 60-29 Q 
8809070509 50-29 O 
8809090270 60-29 P 
8809010071 60-382 P 

CROTEAU, R 
CROTEAU, R. 
CROWLEY.B.R 
CROWN, W. 
CRUDEN.D S. 

0806300240’ 

8B09200209* 

8809260151* 

8809150107* 

8806260364 

50-369 

60-369 

60-413 

50 450 
50-200 

Q 

Q 

Q 

G 

P 

DAVIS, A, B, 

DAVIS, A.B. 

DAVIS, A B 

DAVIS, A.B. 

DAVIS, A.B, 

8802160054* 

8802220372* 

0608300063 

8806300065* 

8806300313 

REVIEW GRP 
REVIEW GR P 
50-340 Q 

50-346 Q 

50-295 Q 

DEYOUNG.RC 
DEYOUNG.R.C 
DEYOUNG, R C 
DIBBLES.M. 
DtBENEDETTO.P 

0305090714* FOIA 
8409120034* FOIA 
8809120106* FOIA 
8009290226* REVIEW GRP 
0006090141 * 60-261 O 

CRUDEN.DS. 
CRUDEN.D S. 
CRUDEN.D, S, 

8008290267 

8B08290303 

8608300233 

50-281 

50 338 

50 338 

P 

Q 

Q 

DAVIS, A B. 

DAVIS, A B. 

DAVIS, A B 

8809060007 

8809060000* 

0609070303 

60 373 
50-373 
50-341 

Q 

Q 

Q 

DICHARRY.R.D. 

DICK.G.F. 

DICK.G F 

8800010107 PR 
8809060395 50 498 P 

8B091 30074 60-498 P 


00 
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OICK,G.F* 

8809130169 

50 498 

P 

EBNETER.S.D. 

DiCK,G F. 

8809160301 

60 498 

P 

EBNETER.SO 

OfCUS^G J. 

8009090190 

PR 


EBNETER.SO 

DfEDERICH.G J 

8608260405 

50-373 

R 

EBNETER.S.O. 

DiEDERICH,G J 

6808290201 

50-373 

S 

EBNETER.S.D 

DIEDEFtICH.G J 

8809010347 

50 374 

S 

EBNETER.S D 

OIEDERICH.GJ 

8009010349 

50 374 

S 

ECONOMOS.N 

OIEOERICH.G J. 

8009260135 

50-374 

s 

EDEN.W 

DIEOHICH.G J. 

0009080050 

50-373 

s 

EDGAR.G L 

DIEOaiCH.G J 

6809150036 

50-373 

R 

EDGAR, G.L. 

D5ETZ.C R. 

8809230159 

50 261 

Q 

EOGEWORTH.P, 

DIFFER ENT, PM. 

8809190311 

50 416 

S 

EDGEWORTH.PJ 

CHGIOVINE.AS. 

8009270100* 

50 29 

P 

EOGEWORTH.P J 

OIGNAN.T G. 

8009160079 

50 443 

G 

EDGEWORTH.PJ 

OIGNAN.T.G. 

8009160070 

50 443 

G 

EDGEWORTH, P.J. 

dignanxg. 

8809190203 

50-443 

G 

EDGEWORTH.PJ. 

09GNAHXG 

8809230035 

50 443 

G 

EDGEWORTH.PJ. 

OIGN’AM TG 

8809230035 

50 443 

G 

EDGEWORTH.PJ 

OIGNAN.T.G. 

8009260119* 

60 443 

G 

EDGEWORTH.PJ 

DIGNAN.T.G. 

8809260119* 

50 443 

G 

EDGEWORTH.PJ 

CHEANNI.O 

8809210271 

60-282 

P 

EDGEWORTH.PJ. 

0)IANNI a G> C 

8808260131 

50 282 

P 

EOGEWORTH.P J 

CH1ANNI.D.C, 

8800260401 

50 202 

P 

EDGEWORTH.PJ 

CHIAN N^D C 

8009060360 

50 202 

P 

EDGEWORTH.PJ. 

□IIANNI.D C, 

8009200250* 

50-155 

P 

EDGEWORTH.PJ 

DUANNI.D.C, 

0609270001 

50-202 

P 

EDGEWORTH.PJ 

DiMENNA.R A. 

8809220096 

NUREG 


EDISON, G.E 

CHNGELL.J 

8809190010* 

FOIA 


EDISON, G.E. 

DING ELL, J.O. 

8809210083* 

COMMISSION 

EDISON, G E 

DRCKS.YVJ 

8809090122* 

FOIA 


EDISON, G.E. 

DtRCKS.WJ, 

8809120123* 

FOIA 


EDISON, G.E 

D6STEFANOJ. 

0809090274* 

50-20 

P 

EDISON, G E. 

dSTEFANQJG. 

8809090219 

60-410 

P 

EDWARDS,D. 

CKXON,<3 N. 

8809060222* 

PROJ 


EDWARDS, D.W 

DOWER.J A 

8809210132* 

COMMISSIO N 

EDWARDS, R.P 

OGNOHEW.J, 

0009010260 

50 327 

P 

EENIGENBURG.E 

DONOHEW.J. 

0609130201 

60-260 

Q 

EENIGENBURG.E. 

DONOHEW.J N 

8809010351 

50-327 

P 

EENIGENBURG.E. 

DCNOHEWJ N, 

0809060379 

60 327 

P 

EICK.S D. 

DONOHEWJ.N, 

8809220005 

60 327 

P 

E1CK.S.D. 

OONOVAN.L 

8010110385* 

REVIEW GR P 

EIDEM.M.E. 

OORNSIFE.WP 

8009230096 

PR 


EISENHUT.D.G 

DORSEY, M 

8800070041 

CONTRACT 

ElSENHUT.D G 

DORSEY.M. 

0809200368 

CONTRACT 

ELBERT, P.A. 

DORSEY.M. 

8809210117 

CONTRACT 

ELLER SHAW.LE 

DORSEY.M. 

8009210235 

CONTRACT 

ELLIOTT.P E 

DORSEY.M 

8009260024 

CONTRACT 

ELMS, A. L. 

DOTY.R L. 

0009080173 

50-307 

R 

ELTAWILA.F. 

DQUIN.CLS. 

B8091 40078* 

60-205 

Q 

ELTAWILA.F, 

DftABXB. 

B809Q601 10* 

50-255 

Q 

ELTAWILA.F. 

ORAWBRIDGE.B.I 

8009230200 

50 29 

F 

ELTAWILA.F 

OREW.H M. 

8009010322 

PR 


ELTAWILA.F. 

DREY.K 

0808290197 

50 403 

H 

ELWAFD.T W 

DREY.K 

8809130071* 

40-7102 


ELY.P.C. 

DROME RICK.A.W. 

8800120101 

60 219 

P 

ENGELMANN.R 

DRQMERICK.A.W. 

8009200018 

60 219 

P 

ENGLAND, L A 

ORONKERS.J J 

0000310012 

WASTE MGT 

ENGLAND, LA. 

OROUILLARD.R.C. 

0009000111 

60-16 

R 

ENGLAND, LA 

CRUGA.FI J. 

8809070370 

50-334 

R 

ENGLAND, L.A. 

DUEtM.N 

8809070087* 

60-410 

R 

ENGLE.L, 

DUELL.J-N. 

8609130312 

50 410 

S 

ENGLE, LB. 

OUGSTAD.O. 

8009220107* 

50-202 

R 

ENNIS.J.D 

GUGSTAO.D 

0809220100* 

50-202 

R 

ENNIS, J.D 

0UNKLE8ERGER.J. 

B809220127 

WASTE MGT 

ERICKSON, P.B. 

DUNN, G- A- 

B8091 40467 

60-440 

S 

ERICKSON, PB. 

donm.g a 

88092001 28 

60 440 

R 

ERIN,LE. 

dumn.j. 

8009090050 

71-659 


ERNST, M.L, 

OUMN.M. 

8009010173 

PR 


ERTLE.R.F. 

gxkxjettejm. 

8808290040 

50-255 

F 

ESELGROTH.P.W. 

DUQUETTE, J M. 

8808300219 

50*255 

F 

ESELGROTH.P.W 

DUQUINJ.A 

8003300027* 

REVIEW GR P 

ESELGROTH.P W. 

DURft.J. 

0000300107* 

50-387 

Q 

EUREJ.A. 

DURFt'J. 

8B09200334* 

60-286 

Q 

EURY.L.W. 

OURRJ P. 

8803300047* 

50-293 

Q 

EURY.L.W. 

OURR.JP. 

8808260259 

50-29 

Q 

EVANS, K. 

DURR.JP. 

0000290052 

50 289 

Q 

EVANS.R. 

DURR.J P- 

0809020023 

50-277 

Q 

EVERETLR.J 

DURR.J P. 

8809020162 

50-293 

Q 

EVERETT.RJ. 

DURaJ-P 

8809130070 

50-220 

Q 

EVERETT, R.J. 

DURFI.J P 

8809160295 

50-209 

Q 

EVLETH,R.M, 

OURRyJ.P. 

8B09190384* 

50-334 

Q 

FAIX.RJ. 

OURR.J.P. 

8809220309 

50-220 

Q 

FAIX.R.J, 

OWIG-HT.G.E. 

8808280158* 

50-293 

U 

FANCETT.D. 

EAGLE S.WM, 

8809140263 

50-277 

Q 

FANTACCI.C.L 

EAPEN.P.K. 

8808260265* 

50-29 

Q 

FARRELL, FLE, 

EAPEN.ILK. 

8809160296* 

60-289 

Q 

FAY.C.W. 

EARNEST.AB. 

8809200078* 

60-267 

Q 

FAY.C.W. 

EBNETER.SO. 

8808260421 

70-607 


FAY.C.W, 
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0000260460 

50 277 

F 

FAY.C.W 

6809000355 

50-266 

P 

8806290056 

70 1100 


FAY.C W. 

6609120160 

50-266 

Q 

0808290071 

50 219 

F 

FAY.C W 

6809 140248 

50-266 

R 

0BOO29OO77 

50 333 

F 

FAY.C W 

8009140390 

50-266 

S 

0600300226 

60-219 

Q 

FAY.C.W. 

8809160059 

50-266 

S 

0009260111 

50 277 

Q 

FAY.C.W, 

8009150252 

60-301 

P 

8800310117* 

50 302 

G 

FAY.C.W. 

88091 90301 

50-266 

Q 

0809200092* 

REVIEW GRP 

FAY.C W 

8809200123 

50-266 

S 

0809020052 

60 445 

G 

FAY.C W. 

8809210260 

50-266 

P 

C 800020052 

50*445 

G 

FEDRICKSON.PE 

8809130173* 

50-324 

Q 

8809060360* 

CONTRACT 


FEIGENBAUM.TC 

8608300055 

50 443 

Q 

8809010343* 

CONTRACT 


FEIGENBAUM.T.C 

8809230015 

50 443 

G 

8809060295* 

CONTRACT 


FE1TIS.M. 

6809140132* 

CONTRACT 


8809070093* 

CONTRACT 


FELDMANN.M J. 

6809160270* 

60 293 

P 

0509070166* 

CONTRACT 


FELTON.J M 

0809070430 

FOIA 


0009140030* 

CONTRACT 


FELTON.J.M 

8009090203 

FOIA 


8009200300* 

CONTRACT 


FELTON.J M. 

8609120101 

FOIA 


8009210144* 

CONTRACT 


FELTON.J.M. 

88091 2023 8 

FOIA 


6009210203* 

CONTRACT 


FELTON.J M 

0809160162 

FOIA 


6009210225* 

CONTRACT 


FENN.K W. 

0809010041 

50 328 

S 

0009210244* 

CONTRACT 


FENN.K.W. 

B809140174 

50 328 

s 

0009230050* 

CONTRACT 


FENN.KW 

0009140292 

60 328 

s 

0009260332* 

CONTRACT 


FERNANDEZ, J A 

00002 10239’ 

WASTE MGT 

0009270077* 

CONTRACT 


FERRELLS D. 

8608290114* 

60-335 

R 

0009270080* 

CONTRACT 


FERSTER.A 

8809120022 

60-271 

G 

0009270107* 

CONTRACT 


FERSTER.A 

0809120022 

50-271 

G 

0008260230 

50 250 

P 

FERSTER.A. 

BBQ9120121 

60-271 

G 

8000300265 

50 250 

P 

FERSTER.A 

0009120121 

50 271 

G 

88001 30040 

50-260 

P 

FERSTER.A 

0009160090 

50 443 

G 

8009130109 

50-260 

P 

FERSTER.A. 

8809160090 

50 443 

G 

0009130352 

50 250 

P 

FEY.F.L 

0000260317 

60 263 

F 

CD09160147 

50 250 

P 

FEY.F.L. 

0800310136 

50-282 

R 

0009 140066* 

40 3453 


FEY.F.L 

8000310216 

50-263 

R 

GG0907056B 

PR 


FEY.F.L 

0009070400 

50 263 

F 

8000290353 

50*425 

M 

FEY.F.L. 

8009160302 

50 282 

F 

8809010235 

50 10 

R 

FEY.FL 

8609270113 

50 282 

F 

0809 140053 

50-237 

S 

FIEGE.E.J. 

0809200262* 

60 354 

Q 

0809190351 

50 237 

R 

FIELDS J A 

0809060400 

CONTRACT 

8800300212* 

50 316 

Q 

FIERCE, A R. 

6B00260033 

50*443 

G 

0609230261* 

50 403 

Q 

FILIPY.R.L 

8000060246 

NUREG 


08091 40078* 

50-205 

Q 

finkel.ae. 

6809210095* 

50 4B2 

Q 

8202120080* 

60 275 

P 

FIRUTJ.F. 

0008260006 

60 312 

S 

6501210322* 

FOIA 


FIRL1T.J F. 

0BOB31OO38 

60-312 

Q 

0609090054* 

50 255 

P 

FIRUTJ.F. 

0009000168 

60-312 

Q 

8608030091* 

50 490 

Q 

FIRUTJ F. 

8009140147 

60-312 

S 

8809230081* 

60-374 

P 

FIRUTJ.F. 

8C09140231* 

50-312 

Q 

8009220103 

BO 423 

R 

FIRUTJ.F. 

8809140260 

50-312 

S 

8009000147 

NUREG 


FIRUTJ F. 

8809150331 

60-312 

Q 

8009000157 

NUREG 


FIRUTJ F. 

6809200230 

50-312 

P 

8809060174 

NUREG 


FIRUTJ F. 

GB09260029 

50-312 

P 

6000060101 

NUREG 


FISCHER, D.C 

0809020238 

60-272 

P 

8800060193 

NUREG 


FISH,R 

680916018 1 

50-344 

F 

8809140177 

60-166 

R 

FISH.R F. 

0099140136* 

50-397 

Q 

6609160204* 

40-7004 


FISH.R.F, 

8B09220136* 

50-312 

Q 

6B09060006 

40 8964 


FISHER, W.L. 

8804200347* 

REVIEW GR P 

0600310152 

60 450 

S 

FISK.R.H, 

8803260025 

XPORTLIC 


8609070321 

50 450 

s 

FISK.R.H. 

8809200043* 

XPORTLIC 


0009160263 

50 450 

s 

FITZPATRICK.E 

8800300351 

60-219 

S 

8009230104 

50 458 

s 

FITZPATRICK.E. 

8809010278 

50-218 

a 

8806260365 

50-338 

P 

FITZPATRICK.E 

8009010204 

50-219 

p 

0809140201 

60 33 B 

p 

FITZPATRICK, E 

8809060244 

60-210 

s 

0008200514* 

60 338 

Q 

FITZPATRICK.E 

0909080044 

50-219 

V 

8808290010* 

50-280 

Q 

FITZPATRICK.E. 

80092001 69 

50 219 

Q 

8612290143* 

PR 


FITZPATRICK.E 

8809200361 

50 219 

Q 

0809140237 

50-171 

P 

FITZPATRICK.E. 

8809230019 

60219 

S 

0800260238* 

60-282 

P 

FITZPATRICK, R, 

8809060147 

NUREG 


8809160154* 

60-348 

Q 

FITZPATRICK, R. 

8809060157 

NUREG 


8009070458 

60-440 

J 

FITZPATRICK, R. 

0BQ9Q6O1 74 

NUREG 


8009080344* 

50 317 

V 

FITZPATRICK, R 

8009060181 

NUREG 


8809100147* 

50-272 

V 

FITZPATRICK, R. 

8809060193 

NUREG 


0609230174 

60-317 

V 

FLACK, E. 

0806300041 

l&E 


8B09070260 

PR 


FLACK.E, 

8806300001 

60-200 

Q 

0003260135 

50-261 

Q 

FLACK, E. 

0609010040 

l&E 


8009010128 

60-324 

P 

FLACK.E, 

8009060049 

l&E 


8809230214 

50 4S1 

F 

FLAHIVE.R. 

8809140056 

50 454 

s 

8809140070* 

50-498 

Q 

FLEENOR,C.M. 

6606260016 

CONTRACT 

880B300148* 

60*458 

Q 

FLOREK.D.J. 

0608290031* 

50-237 

Q 

6809190257* 

60 446 

Q 

FLOWERS, F.D. 

8006090165* 

XPORTLIC 

8809200078* 

50 267 

Q 

FLOWERS, F.D. 

8809090170* 

XPORTLIC 

8609210147* 

REVIEW GR P 

FLOWERS.F.D 

8809190097 

XPORTLIC 

8809260007* 

50-443 

G 

FLYNN, H.J. 

0809120033 

50 443 

G 

8808260087* 

60-443 

G 

FLYNN, HJ. 

8809120039 

50 443 

G 

8809260153 

50-354 

F 

FLYNN, H,J. 

8B0 91 60014 

50-443 

G 

0809080004 

50*468 

R 

FLYNN, M.J, 

8809070450 

CONTRACT 

0609070274* 

60-207 

Q 

FLYNN, M.J. 

0809070539 

CONTRACT 

8808290296 

50 266 

P 

FOGARTY, E.P, 

8800290093 

60-277 

S 

8808310145 

60 260 

R 

FOGARTY, E.P, 

8800310035 

50-352 

S 

8800020264 

60-266 

F 

FOGARTY, 6 P. 

080901 0330 

60-277 

s 
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AUTHOR 

FOGARTY, E P 

8809070236 

50-278 

S 

GALLO, R M 

FOGARTY.EP 

8609130066 

50-277 

s 

GALLO.RM 

FOGARTY.E P 

8609130260 

50 352 

s 

GALLOWAY.TJ, 

FOGARTY.E P 

8609140378 

50-352 

s 

GANNON.WC. 

FOGARTY.E P 

8609190132 

50 277 

s 

GANNON, W C 

FOGARTY, E.P 

8809190366 

50 277 

F 

GARCIA.P J 

FOGARTY.EP 

8809200093 

60 362 

s 

GARDNERS N 

FOGARTY.E P 

8809260247 

50 278 

s 

GARNER, 8 

FORMICA.C.O 

8809060110* 

50 255 

Q 

GARNER,LW. 

FORNEY.W L 

8608300209 

50 295 

P 

GARRISHJJ, 

FORNEY ,W L 

8809130047 

50 237 

Q 

GARRISON, D.L 

FORNEY, W L. 

8609 160166 

50 295 

Q 

GARRISON, DL 

FORNEY.WL 

8609220284 

50 456 

Q 

GASTON, DM, 

FORNEY, W L. 

8609230007 

50 456 

Q 

GATES.W G, 

FQRSYTH.M 

8609220035 

50 498 

R 

GATES, W G 

FOSTER.J 

8609190352* 

50 315 

Q 

GAUSDEN.M 

FOWLERE.B. 

8609220040 

NUFIEG 


GAUSDEN.M, 

FOX.E F. 

86090200B9* 

50 206 

Q 

GAVULA.J A. 

FOX.E F 

8609020109' 

50 247 

O 

GAVULA.J A 

FRANCE, G.M 

8609070315* 

70 0 


GAVULA.J, A. 

FRANCIS.E 

8B09060269 

40 6622 


GAYLEY.R B. 

FRANCIS, E. 

8609130307 

40-6622 


GEARS.G E. 

FRANCO, F.F. 

8609270073 

50-285 

F 

GEARS,G E 

FRANKL.WS 

8B09080057 

PR 


GEARS.G.E, 

FRAZEE.T.C 

8809290233* 

REVIEW GR P 

GEARS.G E 

FRAZIER.L 

8809020040 

50-34 1 

F 

GEHLE.O. 

FREORICKSON.P 

8BOB3OO120* 

50-324 

Q 

GEHMLICH.DK 

FREDRICKSON.P 

8609080379 

50-324 

Q 

gehmlich.dk. 

FREDRICKSON, P. 

8809130232* 

50-261 

Q 

GEISMAR.B 

FREEMAN.A L 

8606310095* 

50 461 

P 

GEIST.J.D. 

FREEMAN.M D. 

8609060069 

40 B768 


GEJDENSON.S, 

FREEMAN, R D. 

0609150164 

60 461 

S 

GEJDENSON,S 

FRICK.TM 

8B09060018* 

50-348 

Q 

GEJDENSON.S 

FRIEDMAN, L 

8003300021* 

REVIEW GR P 

GELB.M 

FRIEDMAN.W.F. 

0609010138 

PR 


GEPHART.S.B, 

FRIEORICHSEN.J 

8609160044 

50-285 

s 

GERTZ.CP 

FRIEND.H.8, 

8609150034 

TOPREP 


GERTZ.CP 

FRISCH.R R 

8609060009 

50-165 

P 

GESSNER.R.F, 

FRISCH, R R 

0609070313 

50-155 

S 

GIANNUZZIAJ 

FRtSCH.R.R, 

B80 9 190078 

50-155 

P 

GIBBONS.D R 

FRISCH, R R 

0809190111 

50-165 

P 

GI0BONS.DR 

FRISCH, R.R. 

8809200234 

50-155 

V 

GIBBONS.D R. 

FRIZZLE.C D 

8809140252 

60 309 

Q 

GIBBONS.D R 

FRY.M 

B809200286* 

REVIEW GR P 

GIBBONS.D R 

FRYE, J.H. 

8609120006 

60 277 

G 

GIBBONS.O.R 

FULLER, C,H 

8809190193 

60 267 

P 

GIBBONS, O.R. 

FULLER.C H 

0809220041 

60 267 

R 

GIBBONS.D.R 

FULLER, GH 

8809260120 

50 267 

S 

GIBBONS, DR, 

FUNCHES.J.L 

8809200275* 

REVIEW GR P 

GIBBONS.D.R, 

FUNK.DE. 

8808290124* 

60 315 

G 

GIBBONS.D R, 

FURIA.R.V. 

8809140254* 

50 219 

P 

GIBBONS, O R, 

GAD.R K 

B809 120031 

50 271 

G 

GIBBONS.D R. 

GAD.H K. 

B809 120031 

60 271 

G 

GIBBONS.D R 

GAO.R K 

8809210028 

50 271 

G 

GIBBONS.D R 

GAD.H K. 

8809210028 

60 271 

G 

GIBBONS.D.R, 

GAO.R, K, 

0809200143 

60 271 

G 

GIBBS, R. 

GAO.R K. 

8809260143 

50 271 

G 

G1BSON.AF 

GAGLFARDO.J E 

8809020209* 

50 336 

Q 

GIBSON, J. 

GAGLFARDO.J E. 

8809060021* 

60 382 

Q 

GIBSON, J. 

GAGLfARDO.J E 

8809060332* 

50 482 

O 

GIBSON ,L.C, 

GAGLIARDO.JE 

8809080101* 

50 335 

Q 

GI8SON.M, 

GAG LIAR DO, J E, 

8809140070* 

50 4B8 

Q 

G1GLIOTTI.RJ, 

GAHAN.M J, 

8809150071 

50 317 

S 

GUTTER, J.G 

GAINES.C R 
GALANTI.D.M. 

8809070058 

60 382 

S 

GUTTER, J.G 

8608290124* 

50-315 

Q 

GUTTER, J G. 

GALLAGHER, JW 

8606290314* 

50-277 

P 

GILBERT, L.D 

GALLAGHER, J W 

BB09010143* 

50 277 

P 

GILLESPIE,F P. 

GALLAGHER, J.W. 

0609010294* 

60-277 

P 

GIPSON, D.R 

GALLAGHER.J.W 

0BO9O 10360 

50-277 

Q 

GLASMAN,M. 

GALLAGHER.J W. 

8B09020243 

60 277 

P 

GLASMAN.M. 

GALLAGHER, J.W. 

8809080019 

60 277 

P 

GLENN, C, 

GALLAGHER,J W, 

8809090232* 

60 277 

P 

GLENN, J, 

GALLAGHER.J.W 

8809120059* 

50-277 

P 

GLENN, J. 

GALLAGHER, JW. 

8809130138 

50-277 

V 

GLENN.J.H 

GALLAGHER.J, W. 

8009140211* 

50-277 

P 

GLOERSEN.W.EJ. 

GALLAGHER, JW. 

8809140226* 

50-277 

P 

GLOERSON.W.B. 

GALLAGHER, J W. 

8809140232 

50-352 

F 

GLOZMAN.V. 

GALLAGHER, J.W, 

8809140431 

60-277 

P 

GNUGNOLI.G N. 

GALLAGHER, J W. 

0809190207 

50-277 

Q 

GOB8ARD,PS 

GALLAGHER, J.W 

8809200058* 

£0-352 

P 

GODKNECHT.M. 

GALLAGHER, JW. 

8809200356 

50-277 

G 

GODWIN, A V. 

GALLAGHER, J.W. 

8809210192 

50-277 

Q 

GOLDBERG.J.H 

GALLAGHER, JW, 

BBO022O1 1 2 

60-352 

Q 

GOLDBERG, J.H. 

GALLO.RM. 

0800260100 

50-322 

V 

GOLDBERG, J.H. 

GALLO, R.M 

0800290031* 

50-237 

Q 

GOLDSCH LAGE R, N. 

GALLO, R.M. 

8809020142 

50-247 

Q 

GOLDSMITH, R. 

GALLO, R M. 

0609020206 

50-336 

G 

GOLLA,J,A. 

GALLO, R.M. 

BB0908034Q 

50-317 

V 

GOLLA.J A 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BB09130081 

50-277 

V 

GOLTRA.E R 

6809140366* 

40 6027 


8809169303 

50-388 

Q 

GONGAWARE.B L 

8809120094* 

50 403 

P 

8809199120 

50-213 

S 

GOOD.G M 

0809140136* 

50 397 

o 

B8O8290 1 10 

40-6940 


GOODHUE.N 

6809200381 * 

REVIEW GR P 

6809190264 

40-6940 


GOODMAN.L S 

0809160267* 

REVIEW GR P 

8809200010 

40-8027 


GQRALSKI.G 

8809150169 

50 255 

R 

8008260387* 

50-202 

Q 

GORDAN.E C 

8808310176 

50 220 

F 

0809200267 

50-330 

R 

GORDON.CS 

8B08260338 

50 346 

s 

8809130232* 

50-261 

Q 

GORDON.CS 

8009130002 

50 346 

s 

8808240335* 

PR 


GORDON.CS 

8009190328 

50 346 

S 

8809060370* 

50-498 

Q 

GORDON.CZ 

8009070515* 

50 20 

Q 

8809130015* 

50 490 

Q 

GORDON.CZ 

8009190296* 

50 220 

Q 

8809060168* 

50-255 

Q 

GORDON, G. 

8009160011 

50 346 

F 

8809080017 

50-2B5 

R 

GORSKI.J P 

8009270100* 

50 29 

P 

8809200237 

50-285 

R 

GOTTULA.R C 

8809070500* 

50 336 

P 

8809010164 

50-316 

R 

GOTTULA.R C 

0009210240* 

50 255 

P 

8809010186 

50-315 

R 

GOULO.K.L 

8009070495 

PR 


88090201 B0* 

50 454 

Q 

GOULD.M 

8009200179 

PH 


8809070478* 

50-316 

Q 

GOVE.RM 

8009120092 

WASTE RES 

8809070498* 

50 373 

Q 

GOWDY.G.M 

8009020276* 

50 395 

R 

8808300351 

50-219 

S 

GRACE, J,N. 

8B05040165* 

REVIEW GR P 

8006260138 

50 260 

Q 

GRACE, J N 

8805230314* 

REVIEW GR P 

8800260495 

50-260 

P 

GRACE.J.N. 

8006030035’ 

REVIEW GR P 

8808290320 

50 260 

Q 

GRACE, J N 

8806030368* 

REVIEW GR P 

8609130154 

60 260 

Q 

GRACE, J N, 

0808260465 

50 321 

Q 

6B09300065 

50-305 

H 

GRACE, J.N. 

8808260518 

50 335 

G 

6B09150060 

50 407 

R 

GRACE, J N 

8608290084 

50 302 

Q 

8B09190252 

50 72 

Q 

GRACE, J,N, 

8808300098 

70 27 


0BO919O321 

50 206 

H 

GRACE, J.N. 

8808300124 

50 324 

Q 

8B09080066* 

50 528 

1 

GRACE, J N. 

8808300211 

70-27 


0009070485* 

FOIA 


GRACE, J N 

8808300268 

70 27 


8809160266* 

REVIEW GR P 

GRACE, J.N. 

8008300324 

70 27 


0BO919O01Q* 

FOIA 


GRACE, J N 

8809010144 

50 260 

n 

8809210048 

60 224 

G 

GRACE, J,N. 

8809010146 

50 302 

F 

8809160062 

50 277 

Q 

GRACE, J N, 

8809010152 

50 269 

Q 

8809120113 

WASTE MGT 

GRACE, J N 

8809010221 

50 321 

Q 

8809120173* 

WASTE MGT 

GRACE, J N 

8809010225 

50 424 

P 

8800290096* 

PROJ 


GRACE, J.N, 

8809070094 

50 369 

Q 

8808300037* 

50 333 

P 

GRACE, J N 

8809070144 

50 389 

Q 

8809210211* 

REVIEW GR P 

GRACE, J,N, 

8809070152 

60 321 

Q 

8809210237* 

REVIEW GR P 

GRACE, J,N. 

8809070155* 

50-321 

Q 

8809210243* 

REVIEW GR P 

GRACE, J.N, 

8809000024 

50 260 

Q 

8809210254* 

REVIEW GR P 

GRACE, J,N, 

8809080027 

50-324 

Q 

8809210260* 

REVIEW GR P 

GRACE, J,N. 

8809080167 

50 269 

Q 

8809210264* 

REVIEW GR P 

GRACE.J N. 

8809080168* 

50-269 

G 

8809210270* 

REVIEW GR P 

GRACE.J N 

8809080174 

50 335 

0 

8809210276* 

REVIEW GR P 

GRACE, J.N 

8809080178* 

50 335 

Q 

8809220011* 

REVIEW GR P 

GRACE.J.N, 

8809080354 

50 260 

G 

8809220068 1 

REVIEW GR P 

GRACE, J N 

8809080357* 

50 260 

Q 

8809220145* 

REVIEW GR P 

GRACE.J N 

8809090053* 

50 322 

F 

8809220152* 

REVIEW GA P 

GRACE.J N 

8809120067 

50-269 

G 

8809220159* 

REVIEW GR P 

GRACE.J N. 

8809130163 

50 324 

Q 

8809220238* 

REVIEW GR P 

GRACE.J N 

8809130271* 

PR 


8809220295* 

REVIEW GR P 

GRACE.J.N, 

0809140373 

50 280 

Q 

8809280275* 

REVIEW GR P 

GRACE.J N 

8809140473 

60 400 

G 

8809220266* 

50-324 

Q 

GRACE.J N 

8809140476 

60 250 

G 

880B260471 

50-321 

Q 

GRACE.J.N. 

0809160323 

50-260 

P 

8809220093* 

60-336 

R 

GRACE.J N 

8809160007 

70 27 


8809220095* 

50-336 

R 

GRACE.J N. 

8809160013 

60 335 

Q 

8809090169* 

60-322 

P 

GRACE.J N 

B8091 60015 

50 321 

O 

8009160126 

50-315 

F 

GRACE.J.N 

8809160022 

70 27 


8809070354 

70-371 


GRACE.J.N. 

8809160029 

50 260 

P 

8809010246 

50-305 

P 

GRACE.J.N 

6809160033 

50 2BO 

Q 

8809020232 

50-305 

P 

GRACE.J N. 

8809160036 

60-160 

Q 

8809060363 

60-305 

P 

GRACE.J N 

B8091 90096 

50*335 

Q 

6809130015* 

60-490 

Q 

GRACE.J N 

8609190389 

50-260 

S 

8808300204 

PRM 


GRACE.J.N. 

8809200023 

50-34 B 

G 

0QO9OSO1 11 

50-16 

R 

GRACE.J N 

0809220172 

50-324 

G 

8B09070089* 

60-424 

Q 

GRACE.J N 

8809220176 

70-27 


6809130124’ 

50-335 

Q 

GRACE.J.N. 

8809220216 

50-324 

O 

8809200149 

WASTE MGT 

GRACE.J.N. 

8809230108 

50-400 

O 

0809230006 

l&E 


GRACE.J N. 

8809260025 

50-270 

0 

8809230212* 

COMMISSION 

GRACE.J N. 

8809260098 

50-250 

0 

8809190036* 

FOIA 


GRACE.J N. 

08092601 10* 

50-250 

0 

8809080110* 

50 424 

Q 

GRACE.J.N, 

0809260127 

50 400 

0 

8809260272* 

50-259 

Q 

GRACE.J.N. 

8809260144 

50 250 

0 

8809220092 

NUREG 


GRACE.J.N, 

8609280146 

50 280 

s 

8809200163 

WASTE MGT 

GRACE.J.N 

8609260156 

50 160 

0 

8809070556 

PR 


GRACE.J N, 

8809290121* 

REVIEW GRP 

8809230019 

50-219 

S 

GRACE.N J 

8809140197 

50 321 

F 

8809200100* 

REVIEW GR 

IP 

GRACE, S,R, 

8609140184* 

40 8906 


8809070324 

50 499 

s 

GRAHAM, C,P 

8809260039 

50 443 

G 

8809080052 

50 408 

J 

GRAMANN.R.H. 

8008260065 

70 3047 


8809190209 

50-498 

Q 

GRAMANN.R.H, 

8608260129 

40 8954 


8809080054 

PR 


GRAMLING.J.M 

8808260120 

50 267 

S 

8809190043 

WASTE MGT 

GRANT, W.B. 

8609190345* 

50 454 

Q 

8008280265* 

50-29 

Q 

GRAVES, D.N, 

0808260114* 

50-458 

V 

8009160296* 

50-209 

Q 

GRAVES, D.N. 

8608310057 

50 4 SB 

V 
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GREENE.HT 

8809200008* 

50-313 

P 

GREENMAN.E G. 

8808260018 

50-254 

Q 

GREENMAN.E G, 

8B08260250 

50 454 

Q 

GREENMAN.E G 

8808260267* 

50 454 

Q 

GREENMAN.E G 

6000260275 

50 454 

P 

GREENMAN.E G 

860Q290290 

50-254 

Q 

GREENMAN.E G. 

0808290301* 

50-254 

Q 

GREENMAN.E G 

8009010237 

50-237 

P 

GREENMAN.E G 

8809000102 

60-155 

Q 

■GREENMAN.E.G, 

8809090161 

50-461 

Q 

GREENMAN.E G. 

8809090187 

50 305 

Q 

GREENMAN.E G 

0B09220267 

50 331 

P 

GREENMAN.E G 

8009260021 

50 346 

Q 

GREENMAN.E G. 

0000260130 

50 295 

Q 

GREENMAN.E.G 

0809260172 

50-237 

Q 

GREENMAN.E.G 

8809260277 

50-254 

Q 

GREGER.L R 
GREGG, RJ. 

8809010131* 

8809000064 

50-316 

70-371 

Q 

GRIOLEY.R. 

8808260081 

50-327 

T 

GRIOLEY.R. 

8808260496 

50 390 

Q 

GRIDLEY.R. 

660829001 1 

60 327 

P 

GRIDLEY.R 

0BOB29O116 

50 260 

P 

GRIDLEY.R 

8806290125 

50-259 

P 

G RIDLEY, H 

0BOB20O133 

50-259 

P 

GRIDLEY.R 

8808290151 

50-390 

Q 

GRIDLEY.R 

8808290247 

50-327 

Q 

GRIDLEY.R 

8808290254 

50-327 

Q 

GRIOLEY.R. 

8808300079 

50-327 

P 

GRIDLEY.R 

0808300096 

50-327 

P 

GRIDLEY.R. 

8808300122 

50 327 

Q 

GRIDLEY.R 

860B300243 

50 327 

S 

GRIDLEY.R 

8808300208 

50-390 

R 

GRIDLEY.R. 

0808310034 

50-327 

Q 

GRIDLEY.R. 

8808310219 

50-390 

Q 

GRIDLEY.R 

8809010181 

50-259 

P 

GRIDLEY.R. 

8800010295 

60-269 

G 

GRIDLEY.R 

8809010296 

50-390 

Q 

GRIDLEY.R. 

8809010333 

50-259 

S 

GRIOLEY.R, 

8809020104 

50 269 

P 

GRIOLEY.R. 

8809020257 

50-269 

P 

GRIDLEY.R. 

8809060224 

50*259 

Q 

GRIDLEY.R 

0809060235 

60-320 

Q 

GRIDLEY.R. 

0809060248 

50-430 

R 

GRIDLEY.R 

0809060259 

60-566 

A 

GRIDLEY.R 

8809060297 

50-390 

S 

GRIDLEY.R 

8809070037 

50-327 

P 

GRIDLEY.R. 

0809070231 

60-259 

P 

GRIOLEY.R. 

8800070299 

50 390 

Q 

GRIOLEY.R. 

8809070488 

60-390 

A 

GRIOLEY.R 

8B09070532 

60-327 

Q 

GRIDLEY.R 

0809070536 

50-327 

P 

GRIDLEY.R. 

0009070551 

50-327 

Q 

GRIDLEY.R 

8009080384 

50-327 

P 

GRIDLEY.R. 

8009130313 

60-259 

F 

GRIDLEY.R 

8809140010 

60-327 

Q 

GRfDLEY.R. 

8809140013 

50-327 

Q 

GRIDLEY.R. 

8809140302 

50-438 

K 

GRIDLEY.R. 

8809140466 

60 259 

R 

GRIOLEY.R. 

8809150132 

60 390 

S 

GRIOLEY.R. 

8B0915021 1 

50-327 

Q 

GRIDLEY.R 

0009150229 

50-390 

Q 

GRIDLEY.R 

8B09150318 

50-327 

Q 

GRIDLEY.R. 

0009190015 

50-327 

P 

GRIDLEY.R. 

88091 90349 

50-390 

S 

GRIDLEY.R 

8809200231 

50-259 

F 

GRIDLEY.R. 

8809200374 

50-390 

Q 

GRIDLEY.R, 

8809210009 

50 259 

P 

GRIDLEY.R. 

8809210060 

50-259 

P 

GRIDLEY.R. 

8809220224 

50-259 

P 

G RIDLEY, R. 

8809220229 

50-327 

Q 

GRIDLEY.R 

8009220232 

50-269 

K 

GRIDLEY.R, 

0009220236 

60-390 

Q 

GRIOLEY.R 

8809220323 

50-327 

P 

G RIDLEY, R.L. 

0009060357 

50-259 

V 

GRIDLEY.R L 

8809070060 

50-327 

F 

GRIDLEY.R.L 

8809080072 

60-259 

F 

GRIDLEY.R L 

8809150188 

50-269 

1 

GRIDLEY.RX. 

8809150237 

50-390 

A 

G RIDLEY, R.L 

GRIER .B.H. 

8809100131 

8106240090* 

50-259 

FOIA 

Q 

GRIFFIN, R E, 

8808290192* 

60-382 

Q 

GRIFFIN.RL 

8809210055 

50-445 

G 

GRIFFIN.R.L. 

0009210056 

50*445 

G 

GRIFFIN.R L, 

8809210062* 

50-445 

G 

GRIFFIN.RL 

8809210062* 

50-445 

G 

GRIPPING. E P. 
GRIMES, 8.K. 

8809080111 

8808250192 

50-16 

ORG 

R 

GRIMES, B.K. 

8808260039 

STATE PROG 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

GRIMES.B K 

GRIMES, B K. 

GRIMES, B K 

GRIMES, 8 K 
GRIMES.B K 

8808260150 

880B260173 

880B260223 

8808310193 

6809010208 

ORG 

ORG 

ORG 

ORG 

ORG 

GRIMES, B.K. 

GRIMES, BK 

GRIMES, BK 

GRIMES, B,K, 

GRIMES, C L 

8009130099 

8809210149 

0809220086 

0800220249 

8B08260Q61 

QA989 

QA099 

50 259 P 

ORG 

50-445 V 

GRIMES, Cl 

GRIM6S.C 1 

GRIMES, C.l 

GRIMES, Cl 

GRIMES, Cl 

0009010297 
8B09D1Q301 * 
8809010307* 
8809060302 
8809090105 

50 445 A 

50 445 A 

50 445 A 

50 445 A 

50 445 Q 

GRIMES, C 1 

GRIMSLEY.D. 

GRIMSLEY.D. 

GRIMSLEY.D 

GRIMSLEY.D 

8809140255 

8809070146 

0509070316 

0BO9OBO234 

0009120182 

50-445 V 

50-410 P 

FOIA 

60-255 P 

FOIA 

GRIMSLEY.D, 

GRIMSLEY.D 

GRIMSLEY.D, 

GRIMSLEY.D. 

GRIMSLEY.D 

0009120211 
8009120239 
8009150253 
8809150265 
8809 1 60085 

FOIA 

FOIA 

FOIA 

50-271 Q 

50-203 P 

GRIMSLEY.D 
GRIMSLEY.D.H 
GRIMSLEY.D H 
GRIMSLEY.D.H 
GRIMSLEY.D.H. 

8809 160168 
8009070441 
8009070517 
0009090037 
0009090044 

50-203 Q 

FOIA 

FOIA 

50-322 F 

50 275 P 

GRIMSLEY.D.H, 
GRIMSLEY.D H 
GRIMSLEY.D.H 
GRIMSLEY.D H 
GRIMSLEY.D.H 

8809090063 

0009090090 

8009090117 

8009090143 

8809090150* 

FOIA 

50*186 Q 

FOIA 

FOIA 

PR 

GRIMSLEY.D H 
GRIMSLEY.D.H, 

Srimsley.dh, 

GRIMSLEY.D.H 

GRIMSLEY.D.H. 

8009090157 

0809090214 

8809000248 

8009090269 

8809120001 

FOIA 

50-410 P 

FOIA 

60 275 P 

60 206 P 

GRIMSLEY.D.H. 
GRIMSLEY.D H. 
GRIMSLEY.D.H. 
GRIMSLEY.D H. 
GROOMS.J.V. 

0809120222 
0800160314 
0000150172 
00091 60177 
8009220246* 

FOIA 

FOIA 

FOIA 

FOIA 

50-317 P 

GROPP.R.W, 
GROSS.K W. 
GROSS.K.W. 
GRUBIC.D D, 
GRUNSEICH.HW 

0009010178 

8809070250 

8809260179 

8009150123* 

8808310191 

50-352 R 

50-250 S 

60-260 S 

50-3B2 Q 

50-322 S 

GRUNSEICH.R W. 
GRUNSEICH.RW 
GUNTRUM.B.C. 
GUPTA.D.C, 

GWINN.P A 

8809010063 

8809230274 

8809010341 

8809140412* 

0809080129 

60-322 S 

50*322 S 

60-445 S 

WASTE MGT 
60-443 S 

GWINN.R A 

HAAG.B. 

HAAG.R 

HABCHI.S D. 
HACKNEY, C, 

8009190187 

6809060377 

6809060403 

6809220060 

8808310109 

60*443 S 

60 313 S 

50 313 S 

NUREG 
l&E 

HAGAN.J J. 

HAGAN, J.J. 

HAGAN.J J. 

HAGAN, J.J. 

HAGAN ,T F. 

8B09060251 

8009060300 

8809140246 

8809160274 

8009070052* 

50-354 S 

50-354 S 

50-364 S 

50-354 S 

CONTRACT 

HAGAN ,T F. 

HAGAN.T F 

HAGAN ,T F. 

HAGAN, T.F 
HAGAN.T.F. 

8809130265* 
8809130281* 
8809140132* 
8809200371 * 
B809210121 * 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HAGAN.T F 
HAGAN.T.F 

HAGAN.T F. 

HAGAN.T F. 
HAGAN.T.F. 

8809210133* 

8809210138* 

8809210244* 

8809210252* 

8809230021* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HAGAN.T F. 
HAGAN.T.F. 
HAGAN.T.F 
HAGEMAN.J. 
HAGEMAN.J P 

8809260022* 

8009260312* 

8809270093* 

8009020172* 

8808260051 

CONTRACT 
CONTRACT 
CONTRACT 
WASTE MGT 
WASTE MGT 

HAGEMAN.J.P. 

HAGEMAN.S 

HAGER, J. 

HAGEY.H, 

HAIRSTON ,W,G 

8808290289 

8809210107* 

8809190392 

8809060286 

8808300023* 

WASTE MGT 
REVIEW GR P 
50 255 F 
CONTRACT 

50 425 J 

HAIRSTON, W.G. 
HAIRSTON, WG. 
HAIRSTON, W G. 

8800310063 

B80B310088 

8808310116 

50-348 P 

50-366 S 

£0-346 Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


HAIRSTON, WG 

6808310154 

50-340 

P 

HAIRSTON, WG 

6809910043 

50-348 

F 

HAIRSTON, W 6 

8809010083 

50-424 

P 

HAIRSTON.WG 

8809910089 

60-424 

R 

HAIRSTON, WG 

8809910218 

50-321 

R 

HAIRSTON.WG 

6809910321 

50-348 

R 

HAIRSTON.WG 

6809060016 

50-348 

Q 

HAIRSTON.W G 

6809970021 

50-424 

S 

HAIRSTON.W G 

6809970305 

50-424 

P 

HAIRSTON.W G 

6809970386 

50-348 

V 

HAIRSTON.W.G 

8809970309 

50-424 

P 

HAIRSTON.W G 

6B09120141 

50-321 

F 

HAIRSTON.W G 

6609130343 

50-321 

S 

HAIRSTON.W G 

6809140005 

50-424 

F 

HAIRSTON.W G 

88091 40054 

50-321 

R 

HAIRSTON.W G 

8809140065 

50-366 

S 

HAIRSTON.W.G. 

8809140092 

50-321 

Q 

HAIRSTON.W G 

8809140090 

50-321 

Q 

HAIRSTON.W G. 

8809140139 

50-424 

Q 

HAIRSTON.W.G 

8809140181 

50-321 

F 

HAIRSTON.W G 

8809140187 

50-321 

Q 

HAIRSTON.W.G 

8809140274 

50-321 

S 

HAIRSTON.W G, 

8809140297 

50-348 

Q 

HAIRSTON.W.G 

8809140361 

60-321 

P 

HAIRSTON.W.G 

6809150141 

60-321 

P 

HAIRSTON, W-G 

0 8091 503 19 

60-321 

P 

HAIRSTON.W.G 

0009150321 

50-424 

F 

HAIRSTON.WG 

6609190157 

50-348 

P 

HAIRSTON.WG 

8B09190168 

50-348 

P 

HAIRSTON.W G. 

8609190190 

50-348 

Q 

HAIRSTON.WG 

8809190198 

50-348 

F 

HAIRSTON.W.G. 

8009190229 

50-348 

Q 

HAIRSTON.WG 

8009190245 

50-348 

P 

HAIRSTON.W.G. 

8009200273 

50-424 

P 

HAIRSTON.W.G- 

8800200295 

50-424 

S 

HAIRSTON.W.G 

6809200323 

50-424 

Q 

HAIRSTON.W.G, 

B809220051 

50-364 

R 

HAIRSTON.WG 

0800220055 

50-348 

R 

HAIRSTON.W.G, 

0809230023 

60-34B 

P 

HAIRSTON.WG, 

8809230249 

60-340 

P 

hairstonw.g* 

8609260229 

50-424 

Q 

HAJOS.L G 

8 6082604 H* 

50-272 

Q 

HALE.M. 

HALL.A 

HALL. A, 

8600140269 

8600020136 

8609120210 

60-400 

PR 

FOIA 

R 

HALL. DP 

8809120107 

60-461 

P 

HALL.O P 

6309150164 

50-461 

S 

HALL.D P 

6309200074 

50-401 

Q 

HALL, UP, 

6809220144 

50-461 

Q 

HALL.JM 

8809000010* 

50 340 

Q 

HALL.J.M 

8809130036* 

50 206 

Q 

HALL. J R 

HALL.R.E 

8809220277 

8000310155 

50 331 
l&E 

P 

HALL.SP, 

HAILE.D H 

HALLE.H J 

8809230214 

8809280084 

88090601 9B 

50 461 

PR 

NUREG 

F 

HALLER.W.A 

8009070295 

50 413 

P 

HALLSTROM.G.A 

8609200259* 

50 400 

Q 

HAL71WANGER,J. 

80092201 IB 

50 305 

a 

HAMILTON^. 

8009010096 

60 369 

F 

HAMILTON, P. 

88QB 190291 

60 293 

R 

HAMLIN.J B 

0809090095 

50 275 

P 

HAMMER 
HAMMES.R.J. 
HAMRICK, J.S 

8008260317 
6009 150287 
6B00120156 

50 263 

PR 

40 6681 

F 

HAMRICK, N.P 

8609230021 * 

CONTRACT 

HANDYSIDE.I. 

8609200336* 

REVIEW GR P 

HANING.J L 
HANNEN.R.L 
HANNEN.R L 

8009090145* 

8800260494 

8806260497 

50-409 

71-9208 

71-9224 

Q 

HANNEN.RL 

8800310097 

SO 331 

S 

HANNEN.R.L. 

8809010112 

50 331 

R 

HANNEN.RL. 

0609080120 

50-331 

S 

HANNEN.R.L. 

0809130297 

50*331 

s 

HANNEN.RL. 

HANNON.J N. 

8009140339 

8806300075 

50-331 

ORG 

s 

HANNON.J.N, 
HANNON.J N 

8809060051 

8809130191 

50 424 
ORG 

V 

HANRAHAN.E J 

8809210082* 

WASTE MGT 

HANSELL.J.B 

HANSELL.J.R 
HANSON, RG, 

8609140354 

8609090205 

8809220096 

50-307 

PR 

NUREG 

p 

HARBUCK.C.C 

8806260008 

50 313 

p 

HARBUCK.C C. 

6808260077 

50-313 

P 

HARBUCK,C.C 

8608260181 

50-368 

p 

HARBUCK.C.C. 

8600300168 

50-313 

p 

HARBUCK.C C 

8809010363 

50-313 

p 

HARBUCK.C C. 

8809020194 

50-313 

p 
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AUTHOR 


ACCESSION 

number 



HAR8UCK.CC 

8809160293 

50 313 

P 

HARDGROVE.TW 

8809120179 

40 2259 


HARLAN.C P 

8809060048 

WASTE HES 

HARNESS.J L 

6808310203 

50*324 

S 

HARNESS, J L. 

8808310206 

50 324 

s 

HARNESS, J L 

6809010012 

50*324 

s 

HARNESS, J L, 

8809010045 

50 324 

H 

HARNESS.J L 

B809070529 

50 325 

S 

HARNESS, Jl 

B8090B0045 

50 324 

R 

HARNESS, J L 

6809080053 

50 324 

Q 

HARNESS.J l 

68090B0071 

50*324 

S 

HARNESS, J L 

8809090073 

50 324 

S 

HARNESS.J L 

B809090076 

50 324 

S 

HARNESS.J L 

B609090083 

50*324 

s 

HARNESS.J L 

8609140381 

50*324 

Q 

HARNESS.J L 

8609160271 

50*325 

S 

HARNESS JL 

6809160294 

50*325 

s 

HARPER.G A 

8809260104* 

50 443 

G 

HARPER, Q A 

8809260104* 

50-443 

G 

HARRELL, P.H 

880B300008* 

50*285 

G 

HARRtS.DR 

8809020123 

50-225 

Q 

HARRIS.J 

8809230016* 

50-338 

Q 

HARRIS, J.E 

8809220164 

MISC 


HARRIS, R, 

8809120109 

50-348 

F 

HARRISON, D.F. 

6808290313 

50-368 

ft 

HARRISON.D F 

8809200337 

50 368 

R 

HARRISON, J J 

B808260376 

50 282 

Q 

HARRISON.J J 

0808300196 

50*315 

Q 

HARRISON, J J. 

8808300206* 

50 315 

Q 

HARRISON.J J 

8809020179 

50 454 

Q 

HARRISON.J J 

0809070473 

50 316 

Q 

HARRISON, J.J 

8B09070492 

50 373 

Q 

HARRISON, JJ 

8809070548 

50*461 

G 

HARRISON.J J 

8809140439 

50*266 

G 

HARRISON.J J 

8809230258 

50-483 

Q 

HARRISON.J J 

6809230279 

50*346 

Q 

HARRISON.J J 

8809260233 

50*282 

Q 

HARRISON, JJ 

8809260291 

50-254 

Q 

HARRISON, R J 

8809020233 

60 443 

I 

HART.R 0 

B8Q8290037 

WASTE RES 

HART.R S 

8809120140 

60*171 

G 

HARTMAN ,Q 

8809060292 

40*1341 


HARVEY, S P. 

8808300074 

50-483 

F 

HASSE.R A. 

8B09140417* 

50 373 

G 

HASSLER.O V 

8809070339 

50 289 

S 

HATZIS.C 

8808300001 

71 65B 


HAUBER.R D, 

8809200184* 

REVIEW GR P 

HAUBER.R D 

8809200303* 

REVIEW GRP 

HAUGHEY.MF 

8809060097 

50-220 

P 

HAUGHEY.M.F. 

8809120112 

50 220 

G 

HAUGHEY.M F 

8609120158 

50 220 

P 

HAUGHEY.M.F, 

8B091 30332 

50 220 

P 

HAUGHEY.MF. 

8B091 40096 

50 220 

P 

HAUGHEY.MF 

8809160149 

50-220 

P 

HAUGHEY.M F 

8B091 90067 

50-220 

O 

HAUGHEY.M F 

8809190382 

50-220 

P 

HAUGHEY.M.F 

8809200216 

50*220 

Q 

HAUGHEY.M.F, 

8809220100 

50*220 

P 

HAUGHNEY.CJ. 

8809130171* 

50 341 

Q 

HAUGHNEY.CJ, 

8009260095* 

50*298 

G 

HAVERKAMP.D R, 

8808300267 

60*271 

Q 

HAVERKAMP.D R 

8809220319* 

50*29 

G 

HAWKINS.E.F, 

8808290107 

40 8904 


HAWKINS.E F 

8809200025 

40-1341 


HAWKINS.E F 

8009200287 

40*0502 


HAWKINS.E.F 

880920028B 

40-2259 


HAWKINS.E F. 

8009200291 

40 8452 


HAWKINS, E P. 

8809270141 

40-8502 


HAWKINS.FC 

8809210095* 

50 482 

Q 

HAWKINS, EF 

8009270144* 

40 8502 


HAYES ,B 

8B08300090* 

50 348 

P 

HAYES, B B. 

8009160203* 

FOIA 


HAYES, B B. 

8809160246* 

FOIA 


HAYES, J,J 

8809210012 

60*395 

P 

HAYES, J.J. 

8009220220 

50*395 

P 

HAYES, J.J. 

880922030B 

50-395 

P 

HAYNES, H.F. 

0809140129 

50-245 

S 

HAYNES, H F. 

8809150348 

50 423 

S 

HAYNES.J.G 

8809260071 

50*528 

R 

HAYNES, J G, 

8808260205 

50*528 

S 

HAYNES.J.G, 

8008260419 

50-528 

S 

HAYNES.J.G. 

8008290250 

50*530 

S 

HAYNES, J.G. 

8009020057 

50*529 

s 

HAYNES.J.G. 

8809060002 

50*528 

s 

HAYNES.J.G. 

0809140167 

S0-52B 

s 

HAYNES, J.G. 

8809140245 

50-530 

s 

HAYNES, J G 

8009220139 

50-528 

R 

HAYNES.J.G, 

8009260264 

50-528 

s 


HAYNES.L S 

8809070457* 

CONTRACT 


HAYNES.R C 

8809160173* 

50 293 

Q 

HAYNESWORTH.V 

8809140300 

50 261 

R 

HEALY.B 

8809010292 

PR 


HEFFNEft.G 

8809130166 

50 440 

F 

HEITKAMP.A F 

8808290170* 

XPORTLtC 


HEITKAMP.A F 

8808290171* 

XPORTLIC 


HEITNER.K L 

8809020092 

50*267 

P 

HEITNER.K.L 

8809060203 

50 265 

P 

HEITNER.K L 

8809130004 

50 267 

P 

HEITNER.K L 

8809130050 

50 207 

F 

HEITNER.K.L 

8809160314 

50-267 

F 

HEITNER.K L 

8009230027 

50-267 

P 

HEITNER.K L 

8809230055 

50*267 

P 

HEITNER.K L 

8809230131 

50 267 

P 

HEITNER.K L 

8809260037 

50 267 

S 

HELWIG.D R 

8809140192* 

50*353 

A 

HENDRICKSON.R, 

8809010072 

50-116 

V 

HENDRICKSON.R 

8809060305 

50-116 

P 

HENDRIX.G.H 

8809230103 

PR 


HENRY.LG, 

8009010387 

50 57 

R 

HENSLEY, K D 

8809120249 

70 143 


HENSLEY.K D. 

8809220153 

70 143 


HERDT.A R 

8806290113 

50 348 

Q 

HERDT.A.R. 

8808300312 

50 416 

Q 

HERDT.A R 

8808300319 

50 280 

Q 

HERDT.A R 

8808300326 

50*321 

Q 

HERDT.A R. 

8808310067 

50*302 

Q 

HERDT.A R 

8808310075 

50-321 

Q 

HERDT.A R 

8809010192 

50 424 

Q 

HERDT.A.R. 

8809010197 

50 324 

Q 

HEflOTAR 

8009070061 

50 424 

Q 

HERDT.A R 

8009070071 * 

60 424 

Q 

HERDT.A R 

8009070090 

50 425 

Q 

HERDT.A R. 

0009070140 

50*280 

Q 

HERDT.A R 

8809070161* 

50*200 

Q 

HERDT.A R 

8809070385 

50*425 

Q 

HERDT.A.R. 

8809080341 

60*424 

Q 

HERDT.A.R. 

8809120095 

50-416 

Q 

HERDT.A.R. 

8809130089 

60-335 

0 

HERDT.A R 

0809130268 

50-400 

Q 

HERDTAR. 

0809140335 

50-261 

Q 

HERDT.A R 

6809220134 

50*395 

Q 

HERDT.A.R. 

8809220138 

50-400 

Q 

HERDT.A R 

8809220178 

60-269 

Q 

HERDT.A R 

8809220191 

50-425 

Q 

HERDT.A R. 

8809220195 

50-424 

Q 

HERDT.A.R 

8809230012 

60-338 

Q 

HERDTAR 

8809230014* 

60*338 

Q 

HERDTAR. 

8809260147 

50-413 

Q 

HERDT.A R. 

8809260200 

50-302 

Q 

HERDT.A R 

8809260224 

60-425 

G 

HERDT.A R 

8809260250 

50-400 

Q 

HERDTAR- 

8809270011 

50 250 

G 

HERNAN.R.W 

8809150222 

50-289 

F 

HERNAN.W.R. 

8809080320 

60-289 

P 

HERRERA, E.Y 

8809260117 

WASTE MGT 

HESS.J E 

8809200106 

71-9222 


HESSE.D.J. 

8809220058 

NUREG 


HEWARD.R.W, 

8809020228 

50*146 

P 

HEYER.R S 

8809200210 

40-1102 


HEYER.R S. 

8809200218 

40 6914 


HEYER.R S, 

8809200281 

40-1162 


HEYER.R. S. 

8809200341 

40 0584 


HEYSEK.W.G. 

8808310015* 

50 219 

Q 

HICKEY.J, 

8809120246* 

PR 


HICKEY.J W 

8809190230* 

REVIEW GR P 

HICKMAN.D E, 

0808310177 

50*361 

P 

HICKMAN.D.E. 

8808310199 

50*361 

P 

HICKMAN, D.E 

8808310228* 

50*361 

P 

HICKMAN.D E 

8808310228* 

50-361 

P 

HICKMAN.D E. 

8809010345 

50-361 

P 

HICKMAN.D.E. 

8809060122 

60-361 

P 

HICKMAN.DE 

8809060131 

50*361 

P 

HICKMAN.D.E. 

8809070060 

60-361 

P 

HICKMAN.D.E 

8809160029 

50-361 

P 

HICKMAN.D.E 

0809150090 

50-361 

P 

HIGGINSJ, 

0000140048 

50-454 

S 

HIGGINS, W R 

0808300283 

50-396 

S 

HILDENBRAND.P, 

8809060210 

40*6857 


HILL.H.L 

8809090093 

50-457 

s 

HILL-WHILTON.R. 

0809230039 

50*443 

G 

HILL-WHILTON.R 

0009230039 

50*443 

G 

HILLMAN, C.T. 

0009150305 

50-255 

F 

HILLMAN, D.J 

0809290109* 

REVIEW GRP 

HINDMAN.T.B. 

8809150320* 

WASTE MGT 

HINDS.J.M, 

6808260299* 

50*454 

Q 

HINDS.J M. 

8809160169* 

60-295 

Q 


HINDS, J M 
HINKEBEIN.T E. 
HINSON, L 

HINSON, L 

HINTZ.D.C. 

8009220205* 

8809210239* 

0008290002 

0809270050 

0009150065 

50 456 o 

WASTE MGT 

50 344 S 

50 344 ft 

50 305 o 

HIRT.J A. 

HLASTALA.M P, 
HOCHREITER.L E. 
HODGDON.A.P 
HODGE, G.R. 

8809260056 
B8090 60245 
6009070049* 
B809140119 
6809230185* 

50*307 ft 

NUREG 

50 327 p 

50-271 Q 

REVIEW GR P 

HODGE.WM. 

HODGES, M.W. 
HODOR.R S, 
HOFFMAN, DP 
HOFFMAN, O.P 

6809000369 

67050B0057* 

6808260387* 

6809210226* 

8809260051 

50*315 8 

50*410 p 

50 2B2 q 

50*255 p 

50 255 0 

HOFFMAN, O.P 
HOFFMEISTER.J. 
HOFMAYER.C H 
HOKEL.B 

HOKEL.B. 

6809280003* 

B809200345* 

6809060195 

6809210035* 

8809210049* 

50 255 p 

REVIEW GRP 
NUREG 
REVIEW GRP 
REVIEW GRP 

HOKEL.B 

HOKEL.B W. 

HOKEL.B, W, 

HOKEL.B W 

HOKEL.B, W. 

8809220103* 

6809210030* 

0809210059* 

8809210064* 

8809210076* 

REVIEW GRP 
REVIEW GR P 
REVIEW GRP 
REVIEW GRP 
REVIEW GRP 

HOLAHAN.G 
HOLAHAN.G.M. 
HOLAHAN.G M 
HOLAHAN.G.M. 
HOLAHAN.G M 

8009140356* 

8000310016 

8809020001 

8009130165 

8809210092 

50 302 P 

50 361 S 

60-315 P 

50-341 Q 

50 482 Q 

HOLAHAN.G M 
HOLAHAN.G.M. 
HOLAHAN.G M. 
HOLLAND, W.E. 
HOLLAND, W E 

8609210274* 

0009230224 

8609260094 

8B08280073* 

8009140304* 

50-282 p 

50-285 Q 

50-298 Q 

50-280 Q 

50 280 G 

HOLLER, E, 

HOLLER.E 

HOLLER, E. 

HOLLER.E, 

HOLLER.E.J 

8008300301 

8B09060370* 

8009060399 

6009150160 

8009060354* 

50 498 S 

50 490 Q 

60 498 $ 

60 498 G 

50 498 Q 

HOLLEY, W.L. 
HOLLOWAY.C.J 
HOLLOW AY.CJ. 
HOLMES.R E 
HOLON1CH.J. 

8809260031 

0808290157 

0009160099 

8009200241 

0009200036* 

70 854 

60 461 P 

60 320 P 

40-7102 
WASTE MGT 

HOLONICH.J.J. 
HOLTZSCHER.D L 
HOLTZSCHER.D.L. 
HOLTZSCHER.D L, 
HOLTZSCHER.D.L 

8009150249 
8800290308 
8808300015 
8809070130 
B8091 20045* 

WASTE MGT 
50-461 S 

50-401 P 

50 461 R 

50 401 F 

HOLTZSCHER.D.L 
HOLTZSCHER.D L 
HOLTZSCHER.D.L. 
HOLTZSCHER.D.L. 
HOLTZSCHER.D.L. 

6809130061 

8809140153 

0809140157 

0809100204 

8009190363* 

50 461 S 

50 461 S 

50-401 V 

50 461 S 

50*401 P 

HOLTZSCHER.D L. 
HON.A.L 

HOOD.D, 

HOOD.D 

HOOD.D, 

8809200140 

880B290249* 

8800260033 

8809150342 

8809160216 

50 461 R 

60 200 0 

50 369 P 

60 369 P 

50 269 P 

HOOD.D, 

HOOD.D S. 

HOOD.D S, 

HOOD.D.S, 

HOOKER, C.A. 

8809190144 
8809010338 
8809060410 
8B091 50228 
8809060336* 

60-369 P 

60-369 P 

60-369 P 

50-369 P 

60-312 0 

HOOPES.J. 
HOPKINS.G W. 
HOPKINS.J A 
HOPKINS.J.B. 
HOPKINS.J.8. 

8809190016 

8009130036* 

8808300309* 

8008300202 

8809160134 

WASTE MGT 
60-206 Q 

50*456 V 

50 424 P 

50 321 P 

HOPKINS.J.B. 

HOPKINS.J.B, 

HOPKINS.P.C. 

HORN,G R 

HORN.G R, 

8009220098 

8809230013 

8809210095* 

8808290005 

8609080066 

60 424 P 

50 425 A 

50 482 Q 

50 290 S 

50 29B S 

HORN.G.R, 

HORN.M.L 

HORN.M.L 
HORSCHEL.D.S 
HOSEY.C M 

6009160171 

8609090088* 

8809230109* 

6809220018 

8800310239* 

50-298 8 

70*3010 
70-162 
NUREG 
50-327 0 

HOSEY.C.M. 

HOSEY.C.M. 

HOSEY.C M, 
HOSEY.C.M. 
HOSEY.C.M. 

8809010039* 

0809080110* 

6809220278* 

6809200162* 

6809260181* 

50-260 0 

60-424 0 

50*395 Q 

70-143 

50-335 0 

HOSEY.C.M. 

HOSEY.C, M. 

HOUGH, R. 

8809260248* 

8809260272* 

8809200065* 

50 321 g 

50-259 g 

50*366 P 



PERSONAL AUTHOR INDEX 293 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


HOUSE, J E. 
HOUSE, W.B 
HOWARD, D.R 
HOWARD! R 
HOWARD, D R 

HOWARO.D R 
HOWARD.D.R. 
KOWARD.O.R 
HOWARD.D R. 
HOWARD.D R. 

HOWARD.D R. 
HOWARD, D.R 
HOWARD.D.R 
HOWARD.D R. 
HOWARD, J £. 

HOWE, A G 
HOWE, AG. 
HOWE, AG. 
HOWE, A J 
HOWE, A J 

HOYLE, J. 
HOYLE.J C. 
HOYLE, J.C. 
HOYLE, JC. 
HOYLE, J.C 

HOYLE, J.C 

HSU.CJ 

HSU.C.J. 

HSU.C J. 

HUBER.M P. 
KUCK.P.J. 
HUDSPETH, J.B. 
HUENTES.R T. 
HUEY.F.fl. 

HUEY.FR, 
HUEY.R 
HUFF.W.J. 
HUGHES, A. 
HUGHES, A, 

HUGHES, A. 
HUKILL.H D. 
HUKILL.H.D. 
HUKILL.H.D. 
HUKILL,H D 

HUKILL.H D. 
HUKILL.H D, 
HUKILL.H D. 
HULBERT.D.D 
HUMPHREY.L.W. 

HUNNICUTT.D.M, 
HUNSADER.S.C. 
HUNSADER.S.C, 
HUNSADER.S.C, 
HUNSAOER.S C. 


8809020277* 

8808290313 

8808290323 

8809140101 

8009140405 

8809190203 

8809200056 

8809200328 

8609200337 

8009220174 

8809220293 

8809220301 

8009260132 

8808290192* 

8008260102 * 

8000260272* 

0809130100* 

8809140359 

8809190333 

8009020002 

0000290041 

0009020137 

0809090006 

8809130309* 

8809190155 

0000000147 

0009060167 

0809060101 

0809130030* 

8809140441* 

8809120099 

0009150212 

0009160126 

8800200249* 

8809190240* 

8808300021 

8009070482 

8009010339 

0009130128 

8809140123 

8809070325 

8800070330 

0009070339 

0009080049 

0809160007 

8809200047 

8809200164 

8809140202* 

8009200008* 

8809060364* 

8809010051 

8009010272 

8809080406 

0009130311 


50-454 

Q 

1TZO.R.F. 

50-395 

R 

JABBOUR.K N 

50-368 

R 

JABLONSKI.F J 

60 313 

R 

JABLONSKI,F J 

50-313 

R 

JACKSON.G 

60-360 

P 

JACOBSON, J M 

50*313 

Q 

JACOBSON, LM, 

50 368 

P 

JAFFE.DH. 

50 313 

R 

JAFFE.O.H. 

50-368 

R 

JANG.J C, 

60-313 

P 

JANUSKA.A 

50-313 

V 

JANUSKA.AG, 

60*313 

Q 

JAPE.F 

50-313 

P 

JAPE.F, 

50 382 

Q 

JAPE.F 

50-322 

V 

JAPE.F. 

50-373 

V 

JAPE.F 

50-277 

V 

JAPE.F 

60-400 

s 

JAPE.F. 

50 400 

s 

JAUDON.J P. 

QA999 


JAUDON.J P. 

COMMISSION 

JEFFERSON, R M 

COMMISSION 

JEFFRIES, C. 

COMMISSIO N 

JENISON.K M 

PR 


JENKINS, R.E. 

COMMISSION 

JENKINS.R.E. 

NUREG 


JENKINS.R.E 

NUREG 


JENSEN, W. 

NUREG 


JOHANSEN, J. 

50-200 

Q 

JOHANSEN, J 

60-200 

Q 

JOHNSON.A.D. 

WASTE RES 

JOHNSON, B D 

60-340 

F 

JOHNSON, B.D. 

50-315 

F 

JOHNSON, B.D, 

60-200 

Q 

JOHNSON, B.D. 

50-276 

Q 

JOHNSON, B.D. 

50-361 

S 

JOHNSON, C.E 

PR 


JOHNSON, C.E 

CONTRACT 

JOHNSON, D E. 

CONTRACT 

JOHNSON.DE 

CONTRACT 

JOHNSON, I.M 

50-269 

Q 

JOHNSON, LM. 

60-280 

P 

JOHNSON,! M 

50-209 

S 

JOHNSON,! 

60-209 

R 

JOHNSON.J. 

50-280 

Q 

JOHNSON, J R 

50-209 

S 

JOHNSON.J R 

60-289 

R 

JOHNSON.J. R. 

60 440 

G 

JOHNSON.J R 

50-313 

P 

JOHNSON.J. R, 


60-498 
60-460 
60 456 
60-450 
50-454 


Q 

F 

P 

P 

P 


HUNSAOER.S C. 

8809140024 

60-466 

Q 

HUNSADER.S.C. 

8809140050 

50-457 

P 

HUNSADER.S.C. 

8809190176 

50 457 

S 

HUNT.M. 

8009230016* 

60-338 

Q 

HUNTJVIO. 

8809070091* 

50-425 

Q 

HUNT.M.D 

0809070397* 

60-425 

Q 

HUNTER.D.R. 

8609060332* 

50*402 

Q 

HUNTER.D R 

8809210095* 

60 482 

Q 

HURLEY, J. 

8600300294 

50-416 

F 

HUTCHISON, L 

8009010199 

50-397 

R 

HUTCHISON! B 

8B09160197 

60-397 

R 

MUTTER, A M. 

6809080067 

PR 


HYATT!!. 

8809150286 

NUREG 


IGNE.E. 

8809100091* 

50-293 

F 

IMBRO.E.V. 

8009230229* 

50-285 

Q 

INGLE.S. 

8809010283 

40-8857 


INGLE, S 

8809060029 

40-0667 


1NGLE.S 

0809060163 

40-8502 


INGIE.S. 

8809060274 

40 6502 


INGLE.S 

8809070012 

40 8857 


INGLE! 

0809140115 

40-8684 


INGRAM.F.L 

B8091 20240* 

PR 


INTER RANTE.C.G 

8808300168 

WASTE RES 

1PP0LITOJA 

8809160123* 

50-293 

P 

IRWIN.D.P. 

8809120009 

50-277 

G 

IRWIN,D P. 

0809120009 

50-277 

G 

IRWIN.D.P. 

8809210011 

50-322 

G 

IRWIN ,D.P, 

8809210011 

50-322 

G 

IRWIN, D.P. 

8009230017 

50-322 

G 

IRWiN.O.P, 

8809230017 

50-322 

G 

IRWIN, D.P. 

8809230022 

50-322 

G 

IRWIN ,D,P, 

8809230022 

50-322 

G 

ISKANDR1AN.A.S. 

8809010317 

PR 



JOHNSON, K.I. 
JOHNSON.P 
JOHNSON.P H. 
JOHNSON.P.H. 
JOHNSON.R. 

JOHNSON, R. 
JOHNSON, R.W. 
JOHNSON, S.C. 
JOHNSON.SC. 
JOHNSON, s.a 

JOHNSON, T. 
JOHNSON, T.C. 
JOHNSON, WJ. 
JOHNSON.W.J. 
JOHNSON, WJ. 

JOHNSON.W.J, 
JOHNSTON, J R, 
JOHNSTON.W.V, 
JOHNSTON.W.V, 
JOHNSTON.W.V. 

JOHNSTON.W.V, 
JOHNSTON, W-V. 
JOHNSTON.W.V. 
JOHNSTON.W.V 
JOHNSTON.W.V. 

JONAS.O 
JONAS, O. 
JONAS, S.A 
JONAS, S.A. 
JONAS, S A. 

JONAS.S A. 
JONAS.S.A 
JONAS.S A, 
JONAS, S.A. 
JONAS.S.A, 

JONAS, S, A, 
JONES, D.W. 
JONES.D.W. 


ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 


0809070527* 

PROJ 


JONES, !M. 

0609130133 

50 413 

P 

JORDAN.E.L 

80OB3OO212* 

50-315 

Q 

JORDAN.E l 

8809230261* 

50-483 

Q 

JORDAN.E.L 

8809140380* 

40 20B1 


JORDAN.E L 

0609070470* 

50 316 

Q 

JORDAN.E L 

0BO926O134* 

50 443 

G 

JORDAN.E L. 

8009190109 

50-336 

P 

JORDAN.E.L 

8009220050 

50-423 

P 

JORDAN.E L 

8809230002* 

50-307 

Q 

JORDAN.E.L 

0809 260350* 

50-263 

Q 

JORDAN.E.L 

8808290309* 

50-237 

Q 

JORDAN.E.L. 

0008300322* 

50-200 

Q 

JORDAN.E L 

8808300331* 

50-321 

G 

JORDAN.E.L 

8809070170* 

50-200 

Q 

JORDAN.E.L 

6809130263* 

50-400 

Q 

JOROAN.E.L 

8809220140* 

50-400 

Q 

JORDAN.E L. 

8609220106* 

50-424 

Q 

JORDAN!!. 

8809260207* 

50-302 

Q 

JORDAN.E L. 

8009010006 

50-295 

S 

JORDAN.E L 

8809080276 

50-333 

S 

JORDAN.E! 

8809010164 

PR 


JORDAN! L 

0009200147 

50-400 

s 

JORDAN!!. 

0809200237* 

50-327 

Q 

JORDAN.E! 

8600300248 

50 410 

S 

JORDAN.M. 

8800310090 

50 410 

S 

JORDAN.M 

8809010247 

50 410 

S 

JORDAN.M J. 

8809140066* 

40-3453 


JORDAN!. 

8B09200335 

l&E 


JOROAN.W.S. 

8009210195 

ISE 


J ORGAN, W! 

0008200249* 

50 206 

Q 

JOSEPH, V.R. 

8807130473 

60 255 

Q 

JOSIGEFLW.A 

8800060278 

60-255 

R 

JOSIGER.W A, 

0809080013 

60-155 

R 

JOSIGER.W, A. 

0809140160 

60 265 

S 

JOSIGER.W A 

0009160110 

60 155 

P 

JOSIGER.W. A. 

8009020103* 

60 490 

Q 

JOSIGER.W A. 

80091 40076* 

60 400 

Q 

JOYNER,! 

8009260142* 

50 443 

G 

JOYNER! 

8009260142* 

50 443 

G 

JOYNER, J.H. 

8809070461 

60-254 

P 

JULIAN ,C. A. 

0BO912O189 

50-237 

P 

JULIAN, C.A. 

0009160330 

60 237 

P 

JULIAN, C.A. 

8809060160* 

50 265 

Q 

JULIAN! A 

8809140293 

50 206 

P 

JULIAN! A 

880E3260400* 

50-333 

Q 

JULIAN, C.A. 

880B300247 

50-400 

S 

JULIAN! A. 

8809010344 

50 400 

S 

JULIAN.CA 

8809140146 

50*400 

s 

JULIAN! A 

8009230155“ 

50-220 

Q 

JULIAN! A. 

8809220009 

NUREG 


JULIAN! A 

880B300021 

60-361 

s 

JULIAN, CA 

8809140215* 

50-397 

Q 

JULIAN!!. 

0609220106* 

60-206 

Q 

KAHLE.J.B 

8008260340 

60 261 

F 

KAHLE.J B. 

0009190128 

50 201 

F 

KAHLE.J.B. 

8009220096 

NUREG 


KALE.S.H. 

8809210261 

70 143 


KAMMERER.C. 

8809220275 

70-143 


KAMMERER.C 

8809080041 

50-302 

R 

KAMMERER.C. 

8609080202 

60-270 

S 

KAMMERER! 

0009260152 

WASTE MGT 

KANE.G E. 

8809070414 

60 601 

K 

KANE.W.F. 

8809150082 

TOPREP 


KANE.W.F. 

8809260290 

TOPREP 


KANE.W.F. 

8809260298 

TOPREP 


KANE.W F. 

8809140177 

50-165 

R 

KANE.W.F. 

8800260325 

50-219 

Q 

KANE.W.F 

0808290280 

60-213 

Q 

KANE.W.F, 

8808300066 

50-272 

Q 

KANE.W.F. 

8808300104 

50-387 

G 

KANE.W.F, 

8808300123 

50-307 

Q 

KAPLAN, A. 

8808300350 

60-271 

Q 

KAPLAN, A. 

8809020064 

50-423 

Q 

KAPLANA 

8809130085 

60-363 

Q 

KAPLANA 

0609060200 

NUREG 


KAPLAN, A. 

0809060200 

NUREG 


KAPLANA 

8009120134 

60443 

G 

KAPLANA 

8809120134 

60-443 

G 

KAPLAN, A 

8809120134 

60-443 

G 

KAPLANA 

8809120134 

60-443 

G 

KAPLANA 

8809120136 

50-443 

G 

KAPLAN, A. 

0809160071 

60 443 

G 

KAPLANA 

0809190026 

60-443 

G 

KAPLANA 

8809190074 

60-443 

G 

KAPLAN.A 

0009260040 

50-443 

G 

KAPLANA 

8809010049* 

70-27 


KARAM.R A 

8809200157* 

70-143 


KARAM.RA 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8809010343* 

0702030158* 

0708050242* 

0708200077 

0601270199 * 

8802100001 

8002250961* 

8803070309* 

8804140381 

8804210482 

8B05040309* 
06051 10236 
0005250009 
0006130173* 
8807120677 

8807190092 

8808300126 

6809010324 

6809010329 

0609130254 

0009160167* 

0009190005* 

8009190101 

8809200138 

8800260272* 

8809070336* 
0008310040* 
0009020184 
80092101 19* 
8809210119* 


CONTRACT 
50-293 P 
PR 

REVIEW GRP 
REVIEW GR P 

50-348 Q 
REVIEW GRP 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

50-322 F 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
50-373 V 


60-341 ' 

60-254 ' 

40-0971 
WASTE MGT 
WASTE MGT 


8809260342 

50-423 

S 

8809O1O276 

50-286 

P 

6809070320 

50-286 

R 

6809090024 

60-266 

Q 

6B091403B3 

50-266 

V 

6809150205 

60-266 

O 

8809260184 

60-266 

R 

8808260020 

70-1100 


8809210190* 

REVIEW GRP 

8809210127* 

REVIEW GRP 

0BO826O427 

50 261 

Q 

8008260432* 

50 261 

Q 

8809020223* 

50-315 

Q 

8009060012* 

50-315 

Q 

8009070112 

50-369 

V 

8009070200 

50-259 

V 

8609130023 

60-413 

Q 

8009130029* 

60-413 

Q 

0009200042 

SO 62 

V 

0909200259 

50-335 

Q 

8809220263 

50-324 

Q 

0009260274 

50-330 

Q 

0609100054 

50-335 

G 

8009070022* 

50-413 

Q 

8909160290* 

50 413 

Q 

8809200086* 

50-330 

Q 

8809150320* 

WASTE MGT 

8808300171 

STATE PRO G 

0009160194* 

FOIA 


0609 100305* 

FOIA 


8609200294* 

REVIEW GR P 

8809080091 

50-339 

S 

0702190275* 

50-293 

P 

0808260406 

50-387 

Q 

8608290189 

50-247 

Q 

8800290190* 

50-247 

Q 

8809010388 

50-210 

Q 

8809160184* 

50-293 

T 

0809160189* 

50-293 

T 

0809160196* 

50-293 

P 

8609260165 

50-277 

Q 

8800250304 

60*440 

S 

8800260245 

50-440 

O 

0809010196 

50-440 

R 

8809060038 

60-440 

R 

8809070363 

50 440 

Q 

8809080030 

60-440 

R 

8809130166 

50-440 

F 

8609140019 

50-440 

P 

8009140265 

50-440 

O 

8009140434 

50-440 

F 

8009140467 

50-440 

S 

0009150064 

50-440 

H 

0009200116 

60-440 

O 

8009200120 

50-440 

R 

0009260205 

50-440 

P 

9009200131 

60-160 

G 

0009200139* 

50-160 

Q 
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AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 

KARNER.D B 

0809010109 

50*528 

P 

KARNER.D B 

0809010257 

50*529 

P 

KARNER.D B 

6809060032 

50 526 

R 

KARNEfl.D.B 

6809070048 

50 528 

F 

KARNER.D B 

8809070150 

50 528 

F 

KARNER.D.0 

6809070298 

50*528 

V 

KARNER.D B. 

8609070301 

50 528 

Q 

KARNER.D B 

0609080059 

50 528 

1 

KARNER.D.8 

8609090159 

50 528 

P 

KARNER.D B. 

6809140222 

50-528 

O 

KARNER.D B 

8609150147 

50 520 

P 

KARNER.D.B, 

8909200152 

50 528 

Q 

KARNER.D B, 

B0O92OO1B3 

50-528 

P 

KASSIRMK, 

8809060195 

NUREG 


KASZA.K E 

0009060198 

NUREG 


KATZE.a 

8009080325 

TOPREP 


KAVANAUGH.M 

8009150026 

50 416 

F 

KAVUIAMP 

0809150304 

PR 


KAY.C.B. 

8600290324' 

WASTE MGT 

KAY.C.E, 

8009150273 

PR 


KAY,C E 

0809210210' 

WASTE MGT 

KEAST.DtX 

0809260149' 

50-443 

G 

KEAST.D.N. 

8000260149* 

50*443 

G 

KEATING ,L. 

8309190055* 

XPORTUC 


KEHELEY.T.H. 

0809120200* 

60-237 

P 

KEIMIG.R R. 

8000260348* 

70-371 


KEIMIG.R.R 

0803300341* 

70*1100 


KEIMIG.R R 

8809010381* 

50-277 

Q 

KEIMIG.R R. 

0009260116* 

60-277 

a 

KEIMIG.R R. 

8809260116* 

50-277 

Q 

KEISER.H.W 

6809010233 

50*307 

p 

KEISER.HW, 

6809080121 

60*307 

V 

KEISER.H.W 

8B090C0127 

50*307 

Q 

KEISER.H W. 

0609080173 

50*307 

R 

KEISER.H.W, 

6809150161 

50-367 

V 

KGISERH W. 

8009160253* 

REVIEW GR P 

KEISER.H.W 

6809260056 

50*387 

R 

KEIS6R.RW 

6609269292 

50 367 

F 

KEISER.H.W 

8809270115 

60 367 

F 

KELLEY.C D, 

8B09120196 

40-6914 


KELLEY, C D. 

6009160065* 

40 8914 


KELLY ,4 A, 

6809300148* 

60 458 

Q 

KELLY J L 

8009010312 

60*259 

R 

KELLY.L 

8609260194 

50*266 

R 

KELLY,W J 

6609010334 

50 275 

S 

KELMERS.AX), 

8609120092 

WASTE RES 

KEMPER.JS, 

8008260095 

50-353 

O 

KEMPEFU S 

B808290274 

50*353 

A 

KEMPER.J S. 

8809140189 

60*353 

A 

KENEFJCK.R A 

3808290083* 

50-128 

a 

KENNEDY.E.E 

6309060168 

40 6903 


KENNEDY.E IL 

8809140091 

40*8903 


KENNY,P.J. 

0609160254* 

50-293 

0 

KENNY.P J 

0809180265* 

50-293 

G 

KEWSICKLS.F. 

8809060030 

50 440 

fl 

KEPPER.J, 

8609120170' 

WASTE MGT 

KEPPLER.J G 

8809090160* 

50*186 

Q 

KEPPLEfl.J.G. 

0809090259* 

PR 


KERR, GW. 

8809120251* 

PR 


KERR.W 

8606070418 

50*2 

F 

KEUTER,D R. 

8808300101 

50 312 

R 

KEUTER.Q R. 

9B09Q60348 

50-312 

P 

KEUTER.D R. 

0809070452 

50312 

P 

KEUTER.O R 

8800070557 

60 312 

S 

KEUTER.O R. 

8800130213 

50-312 

R 

KEUTER.O.R 

0600140223 

50-312 

S 

KEUTER.D R, 

6809160100 

50 312 

S 

KEUTER.O R 

8809160092 

50 312 

P 

KEUTER.D fl. 

8609220325 

50-312 

R 

KEUTER.D.R 

8009230083 

50-312 

P 

KHAN.T.A. 

0BO922OO-1 4 

NUREG 


KHATIB-RAHBAR 

0009260214 

NUREG 


KIDD.B Q 

8800300334* 

70-27 


KIDO.C. 

8710150112* 

50-275 

P 

KILGORE, B E 

B8O031O166 

60-327 

S 

KING.L.P. 

8806260466* 

50-338 

a 

KING.M. 

8803310040* 

50-254 

V 

KING.T.F. 

6809070056 

50*493 

p 

KINGSLEY .O.D. 

6809190311 

50 416 

s 

KINGSLEY.O 0. 

8800260004 

50 418 

s 

KINGSLEY.O D. 

8808260125 

60 416 

p 

KINGS LEY, O.D 

8008260312 

60 416 

p 

KINGSLEY.O 

8806300294 

50-416 

F 

KINGSLEY.O D. 

8006310060 

50 313 

1 

KINGSLEY.O D 

8800010066 

50-416 

P 

KINGSLEY.O D 

0809060283 

60-416 

V 

KINGS LEY, 0.0. 

8B09060331 

60-416 

R 

KINGS LEY, O.D. 

8809070565 

50 416 

R 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

KINGSLEY.O D 

8809080119 

50 416 

P 

KINGSLEY.O D 

8009080100 

50-416 

P 

KINGSLEY.O D 

9B09140082 

50-313 

P 

KINGSLEY.O D 

8B0 91 50026 

50 416 

F 

KINGSLEY.O D 

8809150220 

50 416 

a 

KINGSLEY.O D 

0609150233 

50 416 

Q 

KINGSLEY.O D 

8809160044 

50 416 

a 

KINGSLEY.O D 

8809190381 

50-416 

s 

KINGSLEY.O D 

0809200060 

50-416 

0 

KINGSLEY.O 0 

0009200111 

50 416 

R 

KINGSLEY.O D 

8809200112 

50 416 

a 

KINGSLEY.O D 

0BO92OO304 

60 416 

F 

KINNEMAN.J 

6809020188* 

70 698 


KINNEMAN.J D 

8809010308 

40-7102 


KINNEMAN.J D 

8809020180 

70 698 


KINNEMAN.J D 

8809130060 

40-7102 


KINTNER.EE. 

8808300036 

PROJ 


kintner.ee 

6606300036 

PROJ 


KINTNER.E.E. 

8808300262 

50-320 

P 

KINTNER.EE 

8809210041 

PROJ 


KINTNER.L L. 

0808290038 

50-416 

P 

KINTNERiL L, 

8809060322 

50-416 

P 

KINTNER.LX. 

8809060324* 

50-416 

P 

KINTNER.L L 

0809190064 

50-416 

P 

KINTNER.L L 

8809190075 

50-416 

P 

KINTNER.LX 

8809190088 

50-416 

P 

KINTNERX.L, 

0809220036* 

50-416 

P 

KINTNERXL 

8809230024 

50-416 

P 

KINTNER.L L, 

8009260049 

50-416 

P 

KIRSCH.D.F. 

0609070530 

50-32 

V 

KIRSCH.DF. 

8809080016 

50-288 

V 

KIRSCH.D.F. 

8009090277* 

PR 


KISER, D.M 

0BO922OO96 

NUREG 


KLEINSORGE.W P. 

680927002 2* 

50-250 

Q 

KNAPP, M.R. 

8809090051 * 

50 322 

F 

KNfGHT.J.P. 

8412050571’ 

50-410 

P 

KNIGHT, M R 

8809200047 

50 269 

S 

knight.s p. 

8609020191 

40-8027 


KNIGHT.S.P 

8809060128 

40-8027 


KNIGHT, S P 

6809070013 

40 8027 


KNIGHTON, Q W. 

8608260117’ 

60-344 

P 

KNIGHTON.G W 

6808260188* 

50-206 

P 

KNIGHTON.G W. 

8806310172* 

50 206 

P 

KNIGHTON.G W 

8600310191* 

50-361 

P 

KNIGHTON.G W 

6808310208’ 

50-361 

P 

KNIGHTON.G.W 

8000310225' 

50 361 

P 

KNIGHTON.G W. 

680&010232* 

50-275 

P 

KNIGHTON.G.W 

880906034V 

50 275 

P 

KNIGHTON.G W. 

8609150025* 

60-206 

P 

KNIGHTON.G.W 

8809150032* 

60-361 

P 

KNIGHTON.G.W. 

8809160179* 

50 397 

P 

KNIGHTON.G W 

8809230134* 

50 520 

P 

KNIGHTON.G.W 

8809270064* 

60-206 

P 

KNIGHTON.G.W 

6809270071 

50 206 

P 

KNODE.R. 

8809140038 

40-0943 


KNOP.R, 

8809140418 

50 440 

s 

KNOP.R.C 

8809230283 

50 440 

Q 

KNOP.RC. 

8609230288* 

60 440 

Q 

KNOP.RC 

8809260010 

50-346 

Q 

KNOP.RC 

8009260280 

50-461 

Q 

KNOP.R.C 

8809260284’ 

50-461 

Q 

KNOP.R.C. 

8809260339 

50 440 

S 

KNOTT,J 0. 

0809210112* 

WASTE MGT 

KNOTT. J.B. 

8809210112* 

WASTE MGT 

KNOX.E 

8809070088 

CONTRACT 

KNOX.E. 

0609260307 

CONTRACT 

KNOX. J A 

8809090245 

FOIA 


KOBYLINSKI.A.W 

8809230128* 

REVIEW GR P 

KOCRIS.PJ. 

0809200090* 

50-320 

P 

KOLSKY.K B 

8809230160 

WASTE RES 

KONKLIN.J E, 

8809130171* 

50-341 

Q 

KONWINSKI.G R. 

8809200280 

40 2259 


KONWINSKI.G R 

8609200291 

40 8452 


KOSHURBA.D P 

8809070049* 

60-327 

P 

KOSHY.T. 

8809020163’ 

60-293 

Q 

KOSHY.T, 

8809220311* 

60-220 

O 

KOTKOWSKI.G.A 

8809140052* 

50-443 

G 

KOTTAN.J J. 

0609220322* 

50-293 

Q 

KOTTAN.JJ 

8609230004* 

50-29 

Q 

KOWALCHUK.J N. 

8809080140* 

50-213 

P 

KOWALSKI.S J. 

0808310049 

50-353 

S 

KOWALSKI, S,X 

8809150002 

60 352 

Q 

KOZUP.C S. 

8008260024 

50-255 

F 

KOZUP.C S 

8809140150 

50-256 

S 

KOZUP.C S 

0000190392 

50-255 

F 

KRAJICEK, J E- 

8809230268* 

50-397 

P 

KRAUSE.C.W 

880914024B 

50-266 

R 

KRAUSE, R.W 

0009060068 

50-298 

S 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

KREH.J L 

8809010156* 

50 327 

O 

KREH.J L. 

8009140463’ 

50-269 

Q 

KRIEG.D J 

8Q0 9080093* 

50 412 

P 

KRIEGER.R 

8809150126 

50 315 

F 

KRIEGLER.R 

8009010371 

50 315 

F 

KRIEGLER.R 

6800020007 

50 315 

F 

KRIEGLER.R. 

8809020018 

50 315 

F 

KROESCHE.J.B 

8009210033 

50*224 

a 

KROESCHE, JJB, 

8809210033 

50 224 

G 

KROESCHE.J.B 

8809210048 

50 224 

G 

KROESCHE.J.B 

8809210048 

50-224 

G 

KRYTER.K D. 

0809260158* 

50 443 

G 

KRYTER.K D 

8009260160* 

50 443 

G 

KUPLICK.M 

8809070157 

FOIA 


KUEMIN.JX. 

BB09060030 

50 255 

P 

KUEMIN.JX 

8809140294 

50 255 

P 

KUEMIN.J L. 

0809210223 

50 265 

P 

KUEMIN.J L 

8809230020 

50 255 

P 

KUFFEL.E.G 

8609060245 

NUREG 


KUNCL.L G. 

8809150031 

50 298 

Q 

KUNCL.L G. 

8809220016 

50 298 

Q 

KUNOWSKI.M A 

8800010131* 

50 315 

Q 

KUO.A 

8806300037* 

50-333 

P 

KUROWSKI.LG, 

8809000155 

FOIA 


KUZAY.T.M 

8809060198 

NUREG 


KUZO.G B. 

0009010039* 

50-250 

a 

KWOK.K.S 

8809070337 

60 20 

R 

KWOK.KS. 

8809190070 

50 20 

n 

LA0RUNA.S, 

0808260099 

50-354 

s 

LAB R UNA, S 

8809010080 

50-354 

s 

LACKER, O.K 

8809150316 

PR 


LACKER.P.K. 

8009230272* 

REVIEW GR P 

LAGRANGE.R.G, 

8809090141* 

50-261 

0 

LAI.Y.L 

8809060245 

NUREG 


LAI NAS ,G C. 

8702120481* 

50 410 

p 

LAINAS.G C. 

0702250407* 

50 410 

p 

LAMiP. 

0800310189* 

ORG 


LAMASTRA.M.A 

8009200353’ 

REVIEW GR P 

LAMBE.W M, 

88003001 26 

50-346 

M 

LAMBERT, K 

0809070025 

40 8966 


LAMBERT, P A 

8009120111* 

60-461 

P 

LAMBERT.P A. 

0809230001* 

50 374 

P 

LAMBERT.P.E 

0808300338* 

50 331 

P 

LANCASTER.W K. 

8809260116* 

50 277 

0 

LAN CASTE R,W K 

88092601 18* 

60-277 

Q 

LANE.P H 

8009140303* 

50 528 

1 

LANGE.DJ. 

8808260102* 

50 322 

V 

LANGE, DJ 

0809130100* 

50-277 

V 

LANGE, OL. 

B809080123 

50 219 

V 

LANGFORD.D, 

8809010238 

50-247 

p 

LANGFORD, D 

0809010242* 

50-247 

p 

LANGFORD.D 

8009020017 

50 247 

p 

LANGFORD.D 

8009060273 

50 247 

P 

LANGFORD.D 

0809210265 

60-247 

Q 

LANGLEY.J R 

0609060197 

TOPREP 


LANGLEY, J R. 

8809130205 

TOPREP 


LAROCHE, G, 

0808290221 

40-8801 


LAROCHE.G 

8008200233 

40 0801 


LAROCHE.G. 

8808310240 

40 8801 


LAROCHE.G 

0809060345 

40-8601 


LAROCHE.G 

8009060367 

40 B801 


LAROCHE, G 

0809070073 

40 8801 


LAROCHE.G 

0809070285 

40-0601 


LAROCHE.G 

8009150230 

40 0801 


LARRAGOITE.L.S 

8809200266 

60-317 

s 

LARSON.C E. 

0008290115 

50-263 

Q 

LARSON, C.E 

8009060040 

50-263 

Q 

LARSON, C.E. 

8809140094 

60 263 

Q 

LARSON.C.E 

0809150301 

50-202 

Q 

LARSON.C.E. 

8009150303 

60-263 

a 

LARSON.C E 

0809190216 

60 263 

Q 

LARSON.C.E 

8009270016 

50-282 

Q 

LARSON.J R. 

8809220096 

NUREG 


LASH.T R. 

8809080007 

PR 


LATHAM.S B. 

0809190094* 

60 322 

G 

LATHAM ,S,B. 

8009100094* 

50-322 

G 

LATHAM.S B, 

080923001 1 

50 322 

& 

LATHAM.S.B 

0009230011 

60-322 

G 

LATTA.R.M 

8009130232* 

50-261 

Q 

LATZ.J E, 

8009230267 

WASTE MGT 

LAUER.M.T, 

8009010039* 

50-250 

Q 

LAUER.M T. 

8009260181* 

60-335 

Q 

LAUHAU, K.E 

0809060245 

NUREG 


LAVEN.DX. 

0009010145 

PR 


LAWARENCE, R.E 

8008290096* 

PROJ 


LAWYER, L 

8809020223* 

60-315 

Q 

LAWYER.L 

0009060012* 

50 315 

O 

LAZARUS, WJ. 

8008260308* 

50-277 

Q 
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AUTHOR 
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NUMBER 
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CATEGORY 

LAZAPUS.WJ 
LAZARUS, WJ 
LA2ARUS.W J 
lazarus.wj 
LAZARUS, W J 

8009020009* 
8809020109* 
8809070515* 
0809160191 * 
0809190296* 

50 286 

50-247 

50-20 

50-293 

60-220 

Q 

Q 

Q 

F 

Q 

LE ROY.S E 

LEACH, CE. 

LEAVER ,D 

LEE.L. 

-EE.L 

8000260320 

8809120094* 

0809210043* 

0809220050* 

8009220081* 

50 370 S 

50-403 P 

PROJ 

REVIEW GR P 
REVIEW GR P 

-EE.L 

.E6,L 

EE,L 

EE.TD 

EE, TO 

0809220113* 
0809220121 * 
8800220126* 
0800300100* 
8009200232* 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
70-27 

70-143 

EEDS.E 

EGETTE.F l 
EGETTE.F.L 

ehman.ll 
ehman.l L. 

8608310109* 

0009190134 

0809200103 

0000300300 

0009260340 

ORG 

50-261 

50-261 

50 205 
50-285 

S 

S 

S 

s 

EHNER.J.5 

EHNER.J R 

EHNER.J fl 

EHNER.J R. 
EHNER.J ft 

8609080147 

8809060167 

8809060174 

0009060101 

0009060193 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 


EITCH.G M. 

EITCH.G M 

EITCH.G M. 

EITCH.G M 
ElTMAN.L W 

8809010170 

0809060023 

0009000065 

6609200164 

8009060244 

50*362 

50-362 

60-352 

50-362 

60-219 

R 

R 

ft 

R 

S 

EONARD.JD, 

eonard.j.d. 

eonard.j.d 

EONARD.J.D, 
E0NARD.J D 

0009010136 

8009010340* 

0809020272 

0609070455 

0009090016 

50-322 
50-322 
60-322 
60-322 
60 322 

F 

V 

R 

Q 

G 

EONARD.J.D. 

EONARD.R 

EROY.S.E, 

EROY.SE 

EROY.SE, 

0809150231 

0809010006 

0000300016 

0009140124 

0009160217 

50-322 
50-359 
60-370 
50-369 
60 370 

Q 

F 

S 

s 

s 

EROY.S E 
EROY.SE. 
EROY.SE 
ESKE.D.N. 
ESSER.MS 

0009160308 

0809230220 

0000260220 

0000060041 

0009010174* 

60-360 S 

50-369 S 

60-370 S 

WASTE MGT 
50 413 G 


EVINE.J M. 
zVlNEJ M 
iVINE.J M 
EVINE.J M 
E'/INE.J.M. 

LVIS.W, 

EWALD.Q H 
rWALD.G.H. 
IWIS.DR 
2WIS.J 

"WIS.J, 

•WIS.J 

■WIS.J 

“WJS.J. 

‘WIS.J. 

"WIS.J 

WIS.J. 

"WIS.J 

WIS.J. 

WIS.J 

WIS.J 

WIS.M 

WIS.M 

W.BD 

:8ERMAN,E.B 

:berman,eb. 

:berman,j 

IBERMAN.J 
BERMAN, J. 

8ERMAN.J, 
‘8ERMAN.J, 
BERMAN, J. 
BERMAN, J 
BERMAN ,J 

BERMAN, J 
BERMAN.J 
BERMAN, J. 
BERMAN, J. 
BERMAN, J. 

BERMAN.J. 
8ERMAN.J. 
BERMAN, J. 


8000300167 

8808310107 

00091S014G 

8600200037* 

8809200226 

8009130173* 

8800120014 

8809120014 

0B0926023B 

0800290132* 

0008290137* 

8808290139* 

6800200140* 

08OB20O143* 

0BOB2OO146* 

0000290147* 

8808290140* 

8808290149* 

0800290163* 

0800290164* 

0008290166* 

8800290168* 

8808200088 

8800300339 

0809140436 

8009260160* 

8809260168* 

8203240109* 

8206120056* 

82081203SB* 


60-360 

60-313 

60-368 

60-313 

50-368 

60-324 
60-443 
60-443 
50 403 
60-269 

60 260 
60-260 
60-259 
50-269 
60-269 

50-250 

60-250 

60-269 

60-259 

60-259 

60-269 

50-269 

60-251 

60-251 

50-327 

60 443 

60-443 

FOIA 

FOIA 

FOIA 


S 

Q 

S 

Q 

S 

Q 

G 

G 

F 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

S 

S 

s 

G 

Q 


8805100326* FOIA 
8008300041 I&E 
8808300081 50-280 Q 

8809010040 l&E 

8809060049 l&E 

8009070542 50-324 G 

8800080327* FOIA 

8800080336* FOIA 

8009000345* FOIA 

8809000370* FOIA 

0809000375* FOIA 

0809080303* FOIA 

8809080393* 60-10 Q 


AUTHOR 


LIEBERMAN.J 

UEBERMAN.J 

LIEBERMAN.J 

UEBERMAN.J 

LIEBERMAN.J 

UEBERMAN.J. 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J 

LIMROTH.D 

LINDER, R 
LINDQUIST, T.R 
LINDQUIST.TR. 

lindsey.t D 
LINEHAN.J 

LINEMAN, J. 

LINEMAN, JJ 
LINEMAN, J.J 
LINEHAIUJ. 
LINEHAN.J J. 

LINEHAN.J J 
LINEHAN.J J. 
LINTON, 0,W 
UNVILLE.J 
LINVILLE,J. 

UNVILLE.J 
LINVILLE.JC 
UNVILLE.J, C, 
L1NVILLE.J.C 
UNVILLE.J C. 

LITTLE, W S 

LIVERMORE.H.H 

LO.R. 

LO.R.H 

LO.n.H. 

LOCH.E.P. 
LOCKE.H.V 
LOCKE, R F. 
LOESCH.R 
LOFGREN.E.V. 

LOFLIN.L I. 
LOFLIN.U. 
LOFLIN.L) 
LOFUN.L.I. 

LOFLIN.L I 

LOFLIN.L) 

LOFLIN.L,! 

LOFY.R A. 

LOFY.R A. 
LOGSDON, M J 

LOGSDON, MJ. 
LOGSDON, MJ 

lohaus.p.h. 

LOHAUS.PH 

LOHAUS.PH 

LOHMAN.D C. 
LOIBL.J M 
LOMBARDI, J P. 
LONG.J 
LONG.J.L 

long.j t. 

LORD.W 
LORENZO, ft 
LORINO.J.W. 
LOSS.F J 

LOUX.R R 

loux.r.r. 

LOUX.ft ft. 

LOUX.ft R. 

lovejoy.ca 

LOVEJOY.C A. 
IOWENBERG.H. 
LUCKAS.W.J. 
LUCKAS.V/ J 
LUCKAS.W.J. 

LUCKAS.WJ. 

LUCKAS.W.J. 

LUCKAS.WJ 

LUEHMAN.J. 

LUEHMAN.J 

LUEHMAN.J. 
LUEHMAN.J. 
LUETTEftSJLH. 
LYNCH, T.P 
LYONS, E 

LYONS, E. 

LYONS, E L 
MACDONALD.CE. 


ACCESSION SUBJECT 
NUMBER CATEGORY 

0009130325 50-456 Q 

8B091 90400 50-254 Q 

8809200335 l&E 
0809210030 50-456 Q 

8809210195 l&E 

BB09210197 50-317 Q 

8809210201 50 307 Q 

8809260045 50-120 Q 

8809270065 50-266 Q 

8009190151 50-317 S 

6008300340* 50 498 P 

8009210242* 50 255 P 

0809230026* 50-255 P 

8809200386* REVIEW GR P 

8809160257 WASTE MGT 

6809270153 WASTE MGT 

6808290091 WASTE MGT 

0809060249 WASTE MGT 

0809160105 WASTE MGT 

8009230287 WASTE MGT 

6809230290* WASTE MGT 

8809230296 WASTE MGT 

0809070652 PR 

8809300316 50-352 

0009010379* 50-352 


8809080202 

8808290068* 

8809QQQ134 

8809080257 

0009140298 

8809260Q43* 

8809090108* 

8809070121 


0009060405 

0809200045 

0809160106 

88091501B5 

8009190284* 

0BO916O126* 

6008260369 

8809060208 

8009060309 

8809070440 

0009080631 

0009080274 

8809260005 

8009090476 

8809270093* 

8712150331 

8809000084 
08090601 40 
8809090130 
8809090130 
0009120167 

0806090182 

8809150286 

0809200300* 

8009190263* 

8808310072 

68O92BD302* 

0809190065 

8008300263* 

0809160107* 

8809220043 

0712100010 
0809120105 
0809120131 
8809270156 
8809090281 ' 

0809090281* 

0809190012 

0611040400* 

8809060147 

8809060167 

0609060174 

6809060181 

8809060193 

8009190400 

8809210197 

8809210201 

0809270065 

8809070543* 

8809220053 

8009160298 


50 270 
60 353 
50 277 
50-277 
50-277 

50-269 
50 445 
50 261 
50-261 
50-261 

70-1151 
60 275 
50 312 
50-317 


S 

Q 

S 

G 

Q 

ft 

P 

Q 

G 

P 

P 

P 


Q 

H 

G 


REVIEW GR P 

50-400 P 

60-261 Y 

50-261 P 

50 4 00 Q 

60 400 P 


60 400 P 
50-324 H 

FOIA 

CONTRACT 
WASTE RES 

WASTE RES 
WASTE RES 
WASTE MGT 
WASTE MGT 
40 6500 


50 305 S 
NUHEG 
REVIEW GR P 
REVIEW GR P 
50-327 S 

REVIEW Gft P 
60 443 G 
60-219 P 

60-458 Q 

NUREG 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-275 T 

50 275 T 

WASTE MGT 
50-410 P 

NUREG 
NUREG 


NUREG 

NUREG 

NUREG 

50-264 

50-317 


50*387 Q 

50-286 Q 

CONTRACT 
NUREG 
50y?51 S 


6809020133 

8800310120 


50-251 

PR 

71-9036 


S 


AUTHOR 


MACDONALD.C B 
MACDONALD, C B 
MACDONALD.C E 
MACDONALD.C B 
MACDONALD.C E 

MACDONALD.C B 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E. 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 
MACDONALD.C E 
MACDONALO.CE 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E. 
MACDONALD.C E. 
MACDONALO.CE 
MACDONALD.C E, 
MACDONALD.C E. 

MACDONALD.C E 
MACDONALD.C E 
MACDONALO.CE 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 
MACDONALO.CE 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD, C.E 
MACDONALO.C.E 
MACDONALO.CE 
MACDONALD.C E 
MACDONALD.C E. 

MACDONALD.C E 
MACDONALD.C E 
MACDONALO.CE. 
MACDONALD.C E. 
MACDONALD.C E 

MACDONALD.C E 
MACE.M H 
MAGE.W K 
MACENTEE.LE 
MACFARLANE.D 

MACHIROS.A. 
MACKENZIE.O. 
MACKTAL.J J, 
MADDEN, J 
MAD DEN, 0 A 

MADEDA.T J, 
MADNI.I K 
MADSEN, G L 
MADSEN, G L 
MADSEN, G L 

magan.t f 

MALARO.J C 
MALATESTA.J p 
MALDONADO. fi A 

malinoski.j.w 

MALLETT.B 

mallett.b.s, 

MALLETT.B S, 
MALLETT.B S 

mallett.b.s 

MALLETT.B S 
MALLETT.8.S 
MALLETT.B S 

mallett.b.s, 

MALLETT.B S 

MALLETT.B S 
MALLETT.B S 
MALLETT.B S. 
MALLETT.B $ 

mallett.b.s, 

MALLETT.B S, 

mallett.b.s. 

MALLETT.B S 
M ALLOY, M, 
MALLOY, M 

MALODY.CW 
MALODY.CW. 
MALODY.CW 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8Q09010179 

8809010190 

6809010193 

8809010202 

8809010215 


71 6717 
71-9036 
71-5957 
71 5939 
71 9216 


0009010231 71-6717 
8609010264 71 657 
8609010266* 71-657 
8809010270 7M73 
8809010274* 71-173 


8609010314 

8009010319 

8809010325 

8609010342 


71-6717 
71-9056 
71 9102 
71-6717 


8809020110 71-9036 

8009020149 71-9056 

0809060265 71-6717 

8609060293 
8809070141 
8809090055 


71-6717 

71-6717 

71*6003 


0809090057 * 71-6003 

8B09130018 71-9197 

8809130022 71-9010 

8809130026* 71-9010 

8809130126 71-9032 

6809160016 70-2766 

8809200035 71-5980 

8809200182 71-361 

8809200191* 71-361 

8B09200240 71*9176 


8009200245 

8809200255 

8809200260 

8B09200263 

8809200283 


71-5957 

71-9081 

71-9010 

71-9079 

71-9070 


8809200332 71-9151 
8809200340* 71-9151 
8809200360 71-9016 
0809200366* 71-9016 
8809200372 71-9015 

8809200377' 71-9015 
8809220208 71-9183 
8B09230049 71-6553 
8809230052* 71-6553 
6809260183 71-9183 


8809260168* 

8809210207 

8009210215’ 

0809130185 

8808310011* 

8809230056* 

8809200290* 

8809210067* 

8B09010381* 

8609260116* 

6809150081* 

8809280214 

8000310126 

0009140089 

8809190162* 


71-9163 
CONTRACT 
CONTRACT 
50-277 Q 

50-219 Q 

50 443 G 

REVIEW GR P 

50-445 G 

50-277 Q 

50-277 Q 


50 456 
NUREG 
50-458 
50-45B 
50-29B 


S 

S 

Q 


8009060407* CONTRACT 
8809200109* REVIEW GR P 
8809220237 50-277 Q 

88091 40291 50-277 Q 

8008310100 71*9032 

8009210143* REVIEW GRP 
6808290119 50-315 Q 

0808290124* 50-315 Q 

8809140442 50-263 F 

8009140446 50-263 F 


0809140455 

8609150081* 

8609160132 

0809190159* 

0009190274* 

0809200229* 

8809230230* 

0809230252 

8009230277 

8009270055 

0009290169* 

0609290190* 

0009290255* 

00O923Ot7O 

6009260160 


50-282 F 

50-456 Q 

50-282 F 

REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GR P 
50 483 F 

l&E 

50-461 S 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
50-445 A 

50-445 A 


880829034 1 * XPORTLIC 
8808290345 XPORTLIC 
6808300071* XPORTLIC 



296 PERSONAL AUTHOR INDEX 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


MALODY.C.W, 

8808300097 

XPORTLIC 

MAIODY.C W. 

8809070437 

70-1257 


MALODY.CW, 

8009150349 

PR 


MALONE, D.L 

8609220324* 

50-327 

P 

MALSCH.M G 

8703060109 

SECY 


MALY.J A, 

8809060147 

NUREG 


MALY.J A 

8809060157 

NUREG 


MANGAN.C V 

8809070350 

50*220 

Q 

MANGAN.C.V, 

6809200034 

50-410 

G 

MANGANARO.F F 

8809080249* 

50219 

Q 

MANN.S A. 

8809010261 

PR 


MANN.S A 

8809200168 

PR 


MAR KEY, E J 

8808290348* 

COMMISSION 

MARKLEY.M T 

0809190275* 

50-387 

Q 

MARKS, B K. 

0BO826O292 

50-259 

F 

MARRIOTT, P.W 

6809160103 

50 605 

A 

MARSCHALL.C 

8809140154 

50 244 

S 

MARSCHALL.C 

8809230146 

50 244 

S 

MARSH.L B 

8809060309 

50-244 

P 

MARSH, LB 

8009070254 

50 335 

P 

MARSH, L 8. 

8809070428 

50-39? 

P 

MARSH.L B. 

8809080223 

50-250 

P 

MARSH, RN 

9609010091 

TOPREP 


MARSHALL, B.M. 

8809020231 

50 338 

s 

MARSHALL J.S 

8809070416 

50-445 

s 

MARSHALL, J.S. 

8809140083 

50 445 

F 

MARSHALL, J S 

0009140340 

50 445 

A 

MARSHALL, J.S, 

8809140367 

50 445 

A 

MARSHALLJ.S. 

6809190281 

50-445 

S 

MARSHALL JS 

8809260080 

50-445 

S 

MARSHALLJ.S. 

8809260186 

50 445 

A 

MARSHALL, S 

8009210031* 

REVIEW GR P 

MARSHALL, W 

8809010323 

50 302 

F 

MARSHALL, W. 

8609010363 

50 302 

F 

MARSHALL.W 

8809260257 

50 302 

F 

MARTIN, D.B, 

8805250237* 

REVIEW GR P 

MARTIN.J.B 

8608290237 

50 200 

Q 

MARTIN.J B 

8806290241 * 

60 206 

Q 

MARTIN.J.B. 

0800290243* 

60 200 

Q 

MAH TIN J B 

6809190227 

50 275 

Q 

MARTIN.J.B. 

8909190233* 

50 275 

Q 

MARTIN.R D 

8600300139 

50-456 

Q 

MARTIN, R.D, 

8809020275 

60 498 

Q 

MARTIN, R.D 

6809120145* 

FOIA 


MARTIN.R D. 

8809160217* 

FOIA 



MARTIN.RU 
MARTIN.R D, 
MARTIN.R. E, 
MARTIN.R L 
MARTIN,!, 

MARTIN.TT. 
MARTIN.T.T. 
MARTI N.T.T, 
MARTIN,!,!, 
MARTIN.T.T 

MARTIN, T.T 
MARTIN.TT, 
MARTIN.T.T 
MARTIN.TT, 
MARTIN.T.T 

MARTINJ.T. 

MARTIN.T.T. 

MARTIN,!,!, 

MARTIN.T.T 

MARTIN.T.T. 

MARUYAMA.T, 

MARUYAMA.T, 

MARUYAMA.T 

MARUYAMA.T. 

MASNIK.M.T. 

MASNIK.M.T. 
MASNIK.MT, 
MASNYK.O.M 
MASNYK.O M. 
MATHER, R.P. 

MATHER ,R,P. 
MATHEW, R K. 
MATHIS.J.L 
MATTHEWS.D.B. 
MATTHEWS, D.B 

MATTHEWS.D.B, 
MATTHEWS.D.B, 
MATTHEWS, D B. 
MATTHEWS.0 8. 
MATTHEWS.D.B. 

MATTHEWS, D B, 
MATTHEWS.D.B 
MATTHEWS, D.B. 


aeoe 100200 

8Q09230125 

8809020247 

8B09160227 

0809190327* 

8802030409* 

8802100207* 

8803300031* 

8804120300* 

8804120361* 

0804130206* 
8808310125 
8809190140 
8809190377* 
68091 9037D 

86091 903B8 
8809200330 
6809230180 
8809260002 
8809260223 

6808260062 

8808260097* 

8000290265 

0600290268* 

0808290003 

8609060381 

0809270152 

6808260519* 

8009060262* 

8009020012 

8809020022* 
880922031 1 * 
8809070380* 
0808260037* 
8808200377 

8008260383 

08OB3OO2O5* 

8809130135* 

8809160276* 

6 B091 60283* 

8609190146* 

0809220111* 

8809220132* 


50-482 

50-313 

60-277 

60-29 


Q 

Q 

P 

Q 


REVIEW GR P 

REVIEW GRP 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
ORG 

50-272 V 

REVIEW GR P 
50-334 Q 

50-293 P 

50-200 Q 

50-271 Q 

50-309 Q 

60 293 Q 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50*320 V 


60-320 
60 320 
60-335 
50-266 
50-277 

50-277 

60-220 

50-416 

50-389 

50-413 

60-269 

50-424 

50-413 

50-321 

50-321 


V 

P 

Q 

Q 

G 

G 

Q 

Q 

P 

F 

P 

P 

P 

P 

P 


60-369 p 

50 424 P 

50-269 p 


AUTHOR 


MATTHEWS.DB 
MATTHEWS, 0 B. 
MATTHEWS.M, 
MATTHEWS.M. 
MATTHEWS.M. 

MATTHEWS.M 

MATTHEWS.M 

MAUCK.CJ. 

MAUCK.CJ, 

MAUCK.CJ 

MAXWELL.D.C 

MAY.B, 

MAZZAFERRO.P 

MAZZAFERRO.P. 

MAZZAFERRO.P. 

MAZZAFERRO.P A 
MAZZAFERRO.P, A. 
MAZZAFERRO.P A 
MAZZAFERRO.P A. 
MAZZIE.V.J 

MAZZIE.VJ 
MCALPINE.EJ. 
MCALPINE.E J 
MCALPINE S E J. 
MCALPINE.E.J, 

MCALPINE.EJ, 
MCALPINE.EJ 
MCALPINE.EJ 
MCALPINE.E J. 
MCBREARTY.R A 

MGBURNETT.M.A 
MCBURNETT.M.A. 
MCBURNETT.M.A. 
MCBURNETT.M A. 
MCCABE.E C. 

MCCABE.E.C, 
MCCABE.E C. 
MCCABE, E.C 
MCCABE.E C 
MCCABE.E C. 

MCCALLUM.E J. 
MCCANDLES.R N 
MCCANN. G.M, 
MCCARTY, B 
MCCAUGHEY.D.A, 

MCCAUGHEY.DA 

MCCLESKEY.K.E. 

MCCLESKEY.K.E. 

MCCORKLE.G.W. 

MCCORKLE.G.W, 

MCCORKLE.G.W. 
MCCORKLE.G.W 
MCCORKLE.G W, 
MCCORKLE.G.W. 
MCCORKLE.G W. 

MCCORKLE.G W, 
MCCORMICK 
MCCORMtCK.MJ. 
MCCORMICK, M J. 
MCCORMICK.MJ. 

MCCORMICK, R.D. 
MCCOY, F R. 
MCCOY.F.R 
MCCOY, F.R. 
MCCOY.F.R 

MCCOY.F.R 

MCCOY.F.R. 

MCCOY, F R, 

MCCOY, F.R. 
MCCOY.F.R. 

MCCOY.F.R. 

MCCOY.F.R 

MCCOY.F.R. 

MCCOY.F.R. 

MCCOY.F.R. 

MCCOY.F.R, 
MCCOY.F.R, 
MCCRORY.S.L 
MCDONALD, D.G, 
MCDONALD, D.G. 

MCDONALD.D.G, 
MCDONALD.R.P 
MCDONALD.R P. 
MCDONALD.R.P. 
MCDONALD.R.P. 

MCDONALD.R P, 
MCDONALD.R.P. 
MCDONALD.R.P. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8809230036 

880923C065 

0809220050* 

8809220081* 

8809220113* 

8609220121* 

8809220126* 

8008260170 

8000290014 

0809010313 

8809190351 

8809010040 

8B09080204 

0609090146 

8809200071 


50 269 S 

60-269 P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

REVIEW GRP 
REVIEW GR P 
71-9132 
71-361 
71-6678 


60 237 
PR 

60-410 

50-410 

50-410 


50 410 
60-410 
50-410 


8809070467 
8809080169 
0609080186 
8009080240 50 410 

8809080148* 60 213 

8809080149* 60 213 

8808260017* 50 369 

8008260489* 70 143 

0609010049* 70-27 

8009130107* 70-1113 

8009150028* 70 27 

8809200157* 70-143 

0009200232* 70-143 

0009220225* 70-143 

6809130087* 60 353 

8000300316 50 498 

8609010035 50-496 

88090B0014 60-498 

8809220035 50-498 

8008 300162 50-423 


S 

S 

S 

s 

s 

s 

s 

p 

p 

0 


8809060183 
8809090005* 
88090901 13* 
8B090901 10* 
0609230122* 

8909140328 

8000300009 

8707150202* 

8809160016 

8809090004* 


P 

P 

P 

R 

Q 

Q 

Q 

S 


60-213 

60-423 

50-277 

60-317 

60-245 


71-6639 
50-271 Q 
REVIEW GRP 
WASTE MGT 
70-3018 


8809220304* 70 734 
8809120037 50 322 
8800120037 60-322 
8809010226 70-022 
8609210124 70 371 


8809210163 

8809210172 

8009210266 

0609210275 

0809220022 

8009220052 

0009200054’ 

8806260001 

8809060055 

8809060112 

8609070091* 

0800290078 

8806300270 

8806310236 

8809010148 

8809010163* 

8809120149 

8009120149 

8809200223 

8809230104 

6809230144 

6809260035 

6809260038* 

6809260160 

8809260234 

8809260265 

8809260268 

8009190226* 

8909140345 

8809140404 

8009260140 
0808290299 
0800290344 
Q8083 90010 
8008300052 

0808300120 

8800310146 

B8Q9010176 


70-27 
70-1267 
70 371 
70 143 
70-1113 

70-27 

50-346 

60-352 

50-352 

60-352 

50 425 
50 327 
50-269 
50-327 
50-327 

50-327 

50*259 

50-259 

60-327 

60-259 

60-327 
60-259 
50-269 
50 390 
50-327 

50-327 
50-259 
50-285 
50 293 
50-293 

50-293 
60 321 
50-424 
60-425 
50-424 


Q 

S 

R 

S 

Q 

Q 

F 

Q 

Q 

Q 

Q 

Q 

V 
F 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

V 
P 
P 

P 

F 

F 

J 

S 


50-321 Q 

50-321 Q 

50-424 S 


AUTHOR 


MCDONALD.R P 
MCDONALD.R.P. 
MCDONALD.R P 
MCDONALD.R.P 
MCDONALD.W.G 

MCDONALD. W.G 
MCDONALD, W G. 
MCDONALD.WG 
MCDONALD.W.G 
MCDONALD, W G. 

MCDONALD W.G 
MCDUFFIE.M A 
MCDUFFIE.M.A 
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-B6Q922014B Forwards safety insp on 080204 No violation noled.but 30 day rept ro- 

a uired 

riEDEMAN.D G Region 3, Ofc of the Director SE426 00/02/18 GRESHAW.D. Ford 
Motor Co Ip 46962 136 46962 130 

“8609220151 Safety Insp on 880205 of general license No violations observod.but 30 
day rapt required becauso 22 Model 906 units will be roturnod to 3M due to contain! 
natum 

WIEDEMAN.D.G, Region 3, Ofc of the Director * Ford Motor Co SE426 88/02/17 
Ip 46962 137-46962 137 

“6809220152 insp Rept 99990003/08 04 on 800205,Contamlnalion noted 
GIBBONS.DR Region 3, Ofc of the Director, SE426, 08/02/05 2pp 46962:13B- 
46962.139 


” 8 - B R 9 i,l 0 ^ S n, 8p PSP* 9?»»0M/|6;32 on ®80302.Conlamrnation noted. 

Region 3, Ofc ol the Director SE434 08/03/02. 2pp, 46962 182 46962.183 

' fl8 uired 0251 Forwd9 &afQty in5p on 8B020BNO violations noled.but 30 day repl re* 

"’ 0 Dl,<,0 * 0f S£435 89/02/22 AnhwsefSuach 

^ in3p on , 6Q< !? 0 i? ? f S 0 " 6 ™ 1 license No violations obseived.but 30 
day rept required oooause two Mode) 9o8 units will bo returned to 3M due to contaml* 
nation r 

sB%aaS' QGG - WW ' **—"*■* Cos. loo. 


-8009220154 Forwards safety insp on 800204 No violation noted 
WIEDEMAN.DG, Region 3, Ofc of the Director SE427 88/02/18 GRESHAW.D, Ford 
Motor Co Ip 46962 140 46962*140. 


n£of A 7u, inspnept wsfflTO003/0B-l2 on 880208 Contamination noted 
46962-168* R ° 9 ° n 3 * 0fC 0f th ° Dlroct0r * SE435, 8B/G2/06. 3pp. 46962,166- 


“8009220157 Safety Insp on 060204 of general license No violations observed 
WNEDEMAN.DG Region 3, Ofc of tho Director * Ford Motor Co SE427 60/02/17. 
Ip 46962 141 46962 141 


^JneSSuR. Fomards safety Insp on aa0S09.No violation noted. 

«M£ieMM62 ?0§ 3 ' 0,0 01 ,he D,rect0/ SE ' 136 ®9/02/22, Comran Corp. Ip 


-eag^OlSU Insp Repl 99990003/80 03 on 000204 No contamination noted, 
GIBBONS.Q.R. Region 3, Ofc of tho Director. SE427 00/02/04. 2pp, 46062 142- 
46962 143. 

“8009220161 Forwards safety Insp on 080215 No violation noted 
WIEDEMAN.D.G. Region 3, Ofc of tho Director SE428, 00/02/19. JOHNSON, EJ 
Northern Engraving Corp Ip. 46962 144-46962.144. 

“0909220165 Safety Insp on 080215 of general license No violations observed 
SKEAR.G L. Region 3, Ofc of the Director * Northern Engraving Corp SE420. 08/02/ 
18. fp 46962 145 469G2-14S 

“9899220167 Insp Ropt 69990003/00-05 on B00216 No contamination noted, 

SHEAR, Gi, Region 3, Ofc of the Director SE420, 00/02/15 Gpp 46962,140* 
46902151. 

-8809220170 Forwards safety Insp on 80020D.No violation notod. 

WJE0EMAN.0G. Region 3, Ofc of the Director. SE420. 06/02/23 LUCE.RJ, Olan 
Mills, Inc Ip 46902 152 46002 152. 

-8009220171 Safely Insp on 080209 of general license No violations observed. 
PATTERSON, J.W, Region 3, Ofc of Iho Director * Olan Mills, Inc SE429 88/02/22. 
Ip 46962.163-46962:163. 

“8809228175 Insp Rept 99990003/00 14 on 000209, No contamination noted. 
PATTERSON. J.W. Region 3. Ofc of tho Director, SE429. 80/02/00 2pp. 46902.154- 
46902.155. 

“88092201 00 Informs of results of rovlow of Slato of I A, Dent of Public Health survey 
results re Insp on 800211 of Dial Corp facility &/or uso of 3M Po-210 static elimination 
devices No violation a noted .but 30 day ropt roquirod. 

MUUAUER.J, Region 3, Ofc of tho Director SE430 00/03/02 Region 3, Ofc of tho 
Director- Ip. 46962.156-46962:156 

“8009220103 Insp Repl 09090003/08 01 on 08021 1 .Contamination noted, Related Info 
end, 

HOKEL.B, Raglon 3, Ofc of tho Director SE430 80/02/11 Gpp 46962-157- 
46962.104 

“8009220180 Forwards safety Insp on 00021 1. No violation notod. 

WIEOEMAN.D.G, Region 3, O/c of tho Dfroctor SE431 0B/02/P2 Bristol Myors Co, 
1j> ( 46962.165 46962-165. 

“8809220109 Safety Insp on 88021 1 of general Ilcenso.No violations observed. 
MILLER.D.E. Redon 3, Ofc of the Director, ‘ Bristol-Myers Co. SE431 88/02/10. Ip. 
46962.160 46962-166. 


*’ B u!i^ 2 ca 2 r??: S D ,0t y ln 5P S V 000209 of genera! license No violations observed 
M L ir«962W4 n 89S2 l 100 >f ' h0 DlreC '° r 0QQ,WW Comran Cor P SE « B ’ 

“ 8 ®S®«0?«2 Inap Repl 8M90003/88 1 0 on B80209 No contamination notod 
46963 193 R °° 0n *' 0,0 °* ttle D ' ,ect<ir ' SEW 68/02/09 3pp. 46002.10,- 

-6809220266 Fomards safely Insp on 6802, 0.No violation noled.but 30 day root re- 
quired. r 

CorfP 1 p ^^3962 - 1 Stf-4 69 62 m ** Dif ° Cl ° r SE<137, * m2/2Z McDonnsl1 bugles 

-- 6009220208 Safety Insp on 0602 10 of general ficonso.No viotalions observed.but 30- 
day ropt required because six Model 002 unlla will bo returned to 3M due to contamf- 
nation 

s^ L 3| R a°fd2/Sf Q ,-^ mo Dlfeotor ' * WcDonne " Dou <"* 8 c °"> 

Repl 09000003/00-17 on 960210.Contamfnation notod. 

^LLERjD.E. Region 3, Ofc of the Director, SE437. 68/02/T0 4pp 46962.196- 

-8009220274 Forwards safety Insp on 000226 No violation noled.but 30-day repl re- 
quired, 

1p^40^62 l 2^6o ° ,C ° f 1h ° Dir ° Cl0r ‘ SE433 00/03702 HILL.K. Mailer, Inc 

“0809220276 Safely Insp on 800226 of general lie on so No violations observed.but 30- 
902 F will bo relumed to 3M due to contamlnalion. 
46062 2OM'6902 20? ^ ^ °° ° th ° Dfrocl0r * * W9lJof - Jnc * SE430 ' 00/03/01. Ip 

“0809220295 Insp Ropt 9D90OQQ3/BO-57 on 060226 Contamination nolod 
GIBBONS.D.R Rogton 3, Ofc of Iho Director. SE430, 06/02/26 5pp 46962.202- 
46902:206, 

“0809230128 Advises that during roulmo leak testing on 671 221, set of 3M nuclear 
static eliminators Models 205.S/N A303O9 & 604, SN A25974 containing 5 a 10 mCf 
Po-210 discovered leaking. 

KOBYLINSKIAW General Electric Co SE457. 87/12/22. Region 1, Ofc of the Direc- 
tor. 2pp, 46964:01646904017 


“0900220190 Insp Repl 99090003/08-18 on 800211 No contamlnalion noted, 
MILLER.D.E., OGG.WW Region 3, Ofc of tho Dlroctor. SE431. 00/02/11 2pp, 
46902-107-469G2.168. 

“9800220197 Forwards safety Insp on 0OO211.No violation notod.but 30 day ropt re- 

pufrfflj 

WieOEMAN.D.G Roalon 3, Ofc of tho Dlroctor. SE432. G0/02/22 Vl-Jon Laborato- 
ries. Inc Ip 46962-169 46062:169, 

—0809.220203 Safety Insp on 600211 of nonoral license No violations observed.but 30- 
day ropt required becauso two Modol OOO units will bo returned to 3M due to contami- 
nation. 

MIUER.D.E. Region 3, Ofc of Iho Director, OGG.W.W. V! Jon Laboratory Inc. 
SE432 88/02/19. 1 p. 46962.170 46962,170. 

“0809220205 Insp Rept 99990003/80-16 on 000211 Contamination notod, 

MilLER,D E , OGG,W.W. Region 3, Ofc of the Director SE432 08/02/11. 3pp. 
46982171-46962:173. 

“8009220219 Forwards safely Insp on 880226.No violation noted.but 30 day rept re- 
quired. 

WIEOEMAN.D.G. Region 3, Ofc of the Director SE433 08/03/09 WEEMAES.L Busi- 
ness Systems Finishing. Inc, WEEMAES.L ALBAR Industries, fnc, Ip. 46962:174- 
40982:174, 

“6809220231 Safety fnsp on 880226 of general license No violations observed.but 30- 
day ropl required because six Model 906 units will bo returned to 3M due to contaml 
naboo, 

WIEOEMAN.D.G. Region 3, Ofc of tho Director * Business Systems Finishing, Inc. 
SE433 88/03/09. 1 p. 4 6962: 1 75 46962-1 75. 

“$809220238 Insp Rept 99990003/88 81 on 08O226.Contamlnation noted. 
GIBBONS.D.R. Region 3, Ofc of tho Dlroctor SE433. 80/09/22 5pp, 46962'176- 
46962 100 


ft! 


■8009230175 Responds to 080413 request to continue using 3M Model 315 static elimi- 
nator bara.Llr forwarded to Slate of SC which Is Agreement Slate & has authority to 
™ant continued use ol static ollmlnalor bars 
IILLER ,V.L. Medical, Academic A Commercial Uso Safety Branch SE459 88/04/22, 
HODGE.G.R Reeves Brothers, Inc, Ip, 46964,020-46964-020, 

-0009230185 Requests continued uso of 3M Model 316 slalfc eliminator bars on 
coated fabrics mlg oquIpmonl.Uso of bare vilal to processes SE460 encl 
HODGE.G.R, Reeves Erolhers, Ino, SE459. 98/04/13 Office of Nuclear Material 
Safety & Safoguar da, Dlroctor, 2pp, 46964 021-46934:022. 


-0009230193 Authorizes transfer of Po*210 static elimination devices only fn quantities 
& models lo general licensee listed. 

THOMPSON JH.L, Office of Nuclear Material Safety & Safeguards.Director. SE461, 86/ 
04/26 WfSSlNK.R.G. Minnesota, Mining & Manufacturing Co, 3M Co Ip. 46964.023- 

ARnti a ino'i 


“8809230230 Summary of 860406 mealing w/3M re status of 3M surveys of facilities of 
general licensees conlamlnated by 3M devices, info 3M should supply in future repts 
to NRC &. procedures 3M will use to follow up on devices not returned by licensees 
MALLETT.B.S Region 3. Ofo of the Director. SE436. 06/04/14. NOREL1U-S.C.E, 
Rogion 3, Ofc of the Director, Opp, 46962,207-46962-209. 

“8009230235 Authort7ea temporary conilnued uso of stated 3M Po 210 static elimina- 
tion device s, contingent upon performing leak tests & contamination surveys of each 
3M device at Intervals not exceeding 30 days.per 880301 requesl. 

DAVIS A B. Region 3, Ofc of the Director. SE440. 88/04/14. ENGELMANN.J.H. Miles, 
Inc. {formerly Miles Laboratories, Inc,). Ip 46962-21 0-48962' 210. 

“8809230264 Forwards confirmatory order modifying general license fn 
10CFR1 10 23 fa) (4} to suspend export of any Po-210 static eliminator device, 

SHEA.J R. Region 3, Ofc of Ihe Director. SE601. 88/05/10. WISSINK.R.G. Minnesota, 
Mining & Manufacturing Co , 3M Co 2pp. 46962,236 46962:237, 


“0009220246 Informs of results of review of State of IA survey results re Insp on 
680302 of Alcoa facility &/or use of Po 210 static elimination devices. No violations 
noled.but 30-day rept re quired .Contaml nation of ono device of 93 cpm noted, 
MULWUERJ Region 3, Ofo or the Director. SE434, 80/03/09. Region 3, Olo of the 
Director. Ip. 46962.181 46962*101. 


“8009230265 Confirmatory order modifying general license In 
10CFR 11 0.2 3(a) (4) .suspending export of Po-210 static elimination device by 
3 M .effective immediately SE502 end 

SHEA. JR. International Programs. SE501. 88/04/22 Minnesota, Mining & Manulac- 
luring Co,. 3M Co 7pp. 46962:238-46962 244. 
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-8809230206 Forwards annl/sla of costs oasodnlod ^ |Yo°n mil c 'o l' m n « Ikj 1 1 1 1 ) vftl rn 
Consolidated tabs evaluation of jioloniMy looking Po2to stone otintinnnuir 



Diroctor for Stale Agroomonis Program, 2pp 40002 245 40002 240 

*'8009230289 Submits ostimnto of offorl expended ro Po2lO sialic uNmlnutor 

e:.n°sarstt «■ Mm ■ NUMWJWUJ A At. nb tan. Ill 
roc tor for State Agroomonla Program Ip 46002 240 40002.240 

♦*0009230272 Submits Info ro Stato of TX roRponso to 3M static ollmlnntor incldonl.pur 

LACKER.DK, Toxas, Stale of. SE500 00/05/00. NUSSDAUMPM) A NHD NO Do 
tnllod Affiliation Given Ip 40902 260 40002 250 

**8809230273 Application for anioml to License 2 2 000 'j / 00 H n u 1 1 ^ ^ 1 f J 0 J 1 * * J r, f| JJ] 1 

personnel to conduct radioactive contamination romoval at customs f oftw » Mai d, 
WISSINK.R Q Minnesota, Mining a ManufaClurmn CO r CrM Oo *>l W» W«>i m 
MCCANN.G M Roglon 3. Ofc of the Dlroctor 2pp 46962 261 46902 2b. 

*•8809230276 Proposes procedures ro 3M customers rouuust 1o return 3M Mcitlnl 
902,900 & 900 static eliminators for testing SL50D Ihrough bLbl I ond 
WISSINK.R, O Mmnosota, Mining & Mwudac^ng Co , * M Du o 606 ««/U * \ 
SRENIAWSKI.DJ Roglon 3, Ofc of Iho Director. 6pp 40902 26.) 4091U * 69 

-8809230202 Authorizes temporary continued use ol olnlod CJM PodjlO 
lion devices, until 60090 i.conlingont upon performance of jonk loots A contamlimiirm 
survovs at inlorvols not oxcoodlng 30 dayo,pof 060314 a ? j lira 
DAVIS AD Region 3, Ofc of IMo Dlroctor. SP513 00/05/10 SjMITH.M 1 Amuflran 
Tape Co Ip 48062 261 46002:26!. 

-0809230204 Aulhorizos tompornry continued uso of slated 3M 1*0 210 stalk: ulimfiui 
tlon devices, unli! 08Q6 15, contingent upon performance of leak tests A contamination 

surveys at Intervals not oxcoodino 30 dnya.por 08030/ romionl 

DAVIS.A Q, Region 3, Ofc of the Dlroctor, SL514 96/05/10 KlfNMRiR I tk f>xml 
Winger, Inc 2pp 46962 202 40002 207. 

-8000230201 Advisos that facility con bo released lor unroslrictmt lint*, lin-Hrtl tin M 
radiation survoy conducted on 660429 to determine If residual imJlontllvo cunlainiim 
tlon oxi 9 tod subsoquont io romoval & rolum of Po 2J0 Bjntlc cllnjkinjoni 
WIEDCMAN.D.G Roglon 3, Ofc of Iho Director SCfilli, 06/09/ 16 b>»A1UU * 
Avory Intornnllonnl Corp 4pp, 40002, 204*4 0902 20/. 

•*0009230292 Advises thnl fnclllly can bo released for unreitrluod usti, hiv.ifd tin review 
of results at 3M radiation survey on 60021/ to dotomilno If renldual radioai.tlvu i on 
tamlnntlon oxi s tod subsoquonl to romoval & rolum of Po 210 uliitili int(» n 
WIEOEMAN.D.G Ronlon 3. Ofo of Iho Director 61516 06/08/Itt JA( ORSON, f 
Cray Rosoarch, Inc 4pp 40902 266 40U02 2/1, 

-8000230294 Advises lhal facility can be released for unreidrlcUid mm. tinned on review 
of rosullo of 3M radiation survoy on 090416 to determine if reiildimf rndiorudivoi en 
lamination oxlatod subsequent to removal A return of I’e SM0 nluiti. elieilimtem 
WIEQFMAN.DG Ronlon G, Ole of Iho Director, HI 91/, 69/05/16 It Ml I l\U Modern 
Plastics Corp 0pp. 40902 2/2 46902 280 

■•0809280330 Hoquosls roptaccmonl dovico from GMdlnla of HI nulhoii/ud umilmnnl 
uso of curront dovico an woll as replacement, 

ROMANCUI.P Downl Imiualrio*), Inc St 461 (16/04/21 IAMS1HA.M NUC Nolle 
tailed Affiliation Given 2pp 46004 024 40964 025 

-6009270049 Insp Ropt 09090001/00 /0 on 06631 /No violation 1 ) unhid Mujur wnm 
inspoclud prosonco of Po 210 contamination In 3M Model 966 ulnllt. eliinleatum 
WALLACE.W.L Roglon I. Ofc of Iho Director HI 465 flfl/OG/l/ ttltjip 46961 OKI 
46064 103 


■8009280098 Aulhorizos continued temporary uso of ')M Po2IO nfntlc elrmlnailen de 
vicon Modola 902.902P A 01 1 Aulhorlzflllori oxplron on 660631 
DAVIS.A D Region 3, Ofc of tho Dimeter SI 40/ 06/04/26 I NOSTRUMS ,1 Vtl, r 
Inc 2pp 40004 179*40004 160 

•0000280115 Aulhorizos conilnuod temporary uso ol 3M PoiMO static nil de 

vIcqq Models 210 A 3 1 C Authorization expires on 660531 

DAVIS t A D Roglon 3, Ofc of Iho Dlroctor 6MI16 66/64/20 WMIN.Ml thlMte 
Screen Co, Inc 2pp 409G4 101 40904102 

•8009260129 Advises that facility rcloauod for unrestricted u'UMmsnd on review ol dabt 
from 3M radlallon survoy on 61)0330 to dotormlno II residual rmflmllvn t nnhiminumui 
oxl3lod subsoquonl to romoval of Pod? 10 slatlo elimination dovico 
WICOEMAN.DG Roglon 3, Ofc of tho Director Sf Dm 118/05/10 'itlMSfN.I) 
Docton, Dickinson A Co 7pp 4G002 261 4090? W 

-0009200165 Advlsos that facility rolonsod for tinrosirlclod «tio*(Moml on review ol data 
from 3M radiallon survoy on 600421 to dotormlno If residual mdlimhvo i enlamfiMileu 
oxl9iod subsoquont to romoval of Po 210 otnlfc ollmlnntlmi dovico, 

WIEDEMAN.D G. Roglon 3, Ofc oftho Dlroclor «U10 66/05/16 ttAlin.M Homo 
Owosso Plastics fipp 4G002 206 4000? 209 

*8809200159 Advisos thnl facility roleasod tor unrestricted use.tiased on review id data 
from 3M radlallon survey on 090410 to dotormlno if ronldunt rjirtlojn live < uninminnlidii 
oxlstorf subsoquont to removal of Po 210 malic olimmntlon dovico, 

WIEDEMAN.DG Region 3. Ofc of tho Direclor SP520, 66/05/16 WOODMAN, 'll t 
NortJic Ilf f Thayor 4pp 40902 204 46962 2U7 

*8809200165 Discusses 3M attcmplod survey ol N! fnMrian.tnr facility 9M ihinu'd 
access by security guard & no survoy performed on 000425 Horurrto Imltcnfo Hint nit 
stailc olimlnatlon dovico9 possossod by Nl Indusmos returned 1o :iM l)[ 6?? nni l 
MULLAUCR.J Region 3. Ofc of tho Director «f:f>?l 0ft/«5/Ut IfiHiioa 3, Ofi. ol the 
Director Opp 46962 200 469G2 305 

-BBOQ2GO1G0 Advisos that facility reloaded for unroslricted uftft. bnmnl on mviuw of d.iin 
from 3M radiation survey on 880331 to dotormino If rnakfual rndiimcttva < uniamln.uinii 
oxlstod subsoquont to romoval of 3M Po ?f0 static eliminator. 

WJEDEMAN.D.G Roglon 9, Ofc of tho Dlroctor SE523 60/05/10 MOf/KOfJ fiuitr 
plaslica Corp 20pp 40962 300 40962 330 

-8809280172 Advisos Itmt 30,010 dovlcos roturnod to 3M por 000420 tclLon 
SJOBLOM.G Offico of Nuclear Material Safoty & Safeguards, Director St 4fU) 86/64/ 
29 MILLER.V, Office of Nuclear Malarial Safety A Safoaunrds Olrecior in 
40964 183 46904 103. u M 
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-$6Q929fll64 Forwards listing of 3M static eliminators remaining in possession of cus- 
tomers in food, beverage, pharmaceutical, cosmetic & medical device industries List 
currant as of 6a 05 1(3 

WISSINK.RG, Minnesota, Mining & Manufacturing Co., 3M Co SE54© 66/05/17 
DAVIS, A g Region 3, Ofc of the Director 5pp, 46963 004-46963 088, 

-48092^0160 Forwards 3M status summary re 880623 incident Format beginning w/ 
subj rept changed to include proposed scheduled completion date tor activities not 
already completed 

MALIETT.9S Regie* 3, Otc of the Director SE550 08/05/24, NOREUUS.CE 
Region 3, Ofc Of <he Director 4pp 46963 009 46963 092. 

-8609299190 Forwards 3M responses to ordors.fatest listing of general liconsoos falling 
to return 3M static eliminators & chronology of responses, since 880316 
MAI LETT, 8 S. NRG - No Dotailod Affiliation Given SE550 00/05/20 NRC - No De- 
tailed Affiliation Given 3pp 46963 003 46003 095 

-8809290190 Submits results of urinalysis of five people working in automotive body 
shop where significant Po210 contamination found from 3M Modot 000 static 
ekmMvato(»par telco nSE552 through SE555 end, 

BROWN.Wfl California, State oT SE551 80/02/17. COSTELLO, F. Rogion 1, Ofc of 
the Director. 6pp. 46963 096 46963.100 

-&M929G204 Requests 80 day exception to retain two 3M Model 210 & one Model 
906S static eliminatoraDevfces being retained due to critical nood.Substltutos ordered 
& should arrive during 90 day time framo SE657 through SE559 end, 

SOBCZAK.S.C. IBM Corp. SE556 08/05/16 Office ol Nuclear Material Safety & 
Safeguards.Direclor Ip. 46963 101-46963 153, 

-0809290210 Provides Info re recent Stale of AZ Po-210 involvement SE474 * 5E476 

TEDFORD.CF Arizona, State of. SE473 88/04/29. BfLLING.L, Slate, Local & Indian 
TntW Programs. 7pp 46964 198-46964 204 

-8809290226 Submils summary of tlmo spent on 3M Po 210 incident, per tclcon 
request 9E479 through SE4B0 end 

DieBLES.M. Oregon, State of. SE477 08/05/03. BOLLING, C. NRC - No DotaifocJ Af- 
filiation Given 6pp. 46964.205 46964.210 

—0 6092 9Q233 Responds to request rolayod through J Hornor for Info ro 3M recall 
activities Insp form 8. spaclfic license application devolopod State of WA criticism of 
general ficenso approach slated. 

FRAZEEJ.C Washington, Stato of. SE401 08/06/05 BOLLING, L Slate, Local & 
Endian Tribe Programs 15pp 40964‘21 1 '46984 225. 


0aO ??S°S? 5 of 080824 meeting w/NUMARC.EEl & several nuclear utifs re 

dies & vlewgmphL Q incl 17 9uldanco &n hot partic, ° W™'™ of skin List of atten- 
W Radiation Protection Branch 68/08/31 CONGEL.F.J Division of 
46906 * ?-&7 Pf 0,0 C l 0 & Emergency Preparedness (Post 870411) 40pp 46906:169- 

8 ^?5riSnL^5^°Li 0 ?! bl i 8 ? m ? nt of Equipment Procurement Working Group 
to ad dross findings of fraudulent suppliers of mechanical & electrical equipment & 
assoss mpacl of findings on util procurements process H 

Rv£ Vf fl ,JF Nu *!?2, r Management & Resources Council (NUMARC) (formerly Nuclear 

8f |g s ^ 

ea/09/ ' 5 - ST0L2 ' JF - proJec ' D,rec ' 0 '- 

8804220040 Discusses Safety Insp Rept 99GS0001/8Q-79 on 880317 No violations 
Mminp^Mf °Co 9 inspoc,od possoss)on & USa ert siatfc eliminators mfg by Minnesota 

iVop R p^boJV^96 0 i(i h 3 0 5 “' 0C,0r - 8B '° 4m PEN0LeT0N ' D ’ GP **•«• 


SECY POSITION PAPERS BEFORE THE COMMISSION 


0703060109 SECY-86 180 Evaluates Appear Board rejection In ALAB 618 of LILCO "re 
alism & immateriality theories & proposes draft reversing monls decisions on Iheo- 

G 0,ffGO of lJlD G{3ne fGl Counsol ALAB 016, 06/06/19 64pp. 46786 001- 

dn7JiFl'Unn 


0007190320 Forwards summary & issue identification for CRGR Mooting 141 on 880714 
re degrees for sonlor roactor operators. Mmutos for CRGR Meeting 4B & analysis ol 
public commenls also end W/o minutes & analysis 

1o Rovlcw Generic Requiromonfs, 8B/07/0B JORDAN, E.L. 
NRC - No Detailed Affiliation Given 3pp, 46092 116-46095 140. 


~*m2S0255 Forward* status summary for 060429 lor 3 M Incident 
MAlLETT.B.S. Region 3. Ofo of the Director SE405. 80/05/06 NORELIUS.C.E 
R^lon 3, Ofc Of the Director. 6pp. 46064,232*40964,237 

-6809290271 Advises that 000426 request for permission to continue uso of 3M Po 210 
static eliminators forwarded to State of TX for action, 

MPllER,VL Medical, Academic & Commercial Use Safety Branch SE486. 08/05/00 
A LOAN A, J PolylQX Fibers Corp 2pp, 46964 230-46964 '230. 

-0809290273 Requests continued use ot 3M sialic eliminators until replacements re- 
ceived from SPmco Co SE407 through SE489 end. 

ALOANAJ Polylex Fibers Corp SE407. 00/04/25 Office of Nuclear Material Safety 
& SafQguards.DIrGCtor. 5pp. 46064 240-46004.244 

-8805290279 Authorizes temporary continued uso of stated 3M Po-210 sialic oliminn 
bon devices until 880905,c0ntingent upon performance of (oak tests & contamination 
surveys at intervafs not exceeding 30 days.per 000323 & 0420 requests 
RUSSELL, WT. Region 1, Ofc of the Director, SE490. 00/05/09. KILGOUR.R X Arm 
strong World Industries. 2pp 46964 245 460G4‘246 

—8-009290200 Authorizes temporary continued use of 3M Po-210 static elimination de 
vfees until 00053 1 .contingent upon performance of teak tests & contamination survoy$ 
at Intervals not exceeding 30 days,por 000317,21 & 26 facsimiles 
RUSSELL, W.T. Region 1, Ofc of tho Director. SE401 08/06/09. SUTTON, J B E L du 
Ponl da Namours & Co , Inc. 2pp. 46964, 247-4GD64'24Q 

-8809290294 Submits info re State of ID Insp of facilities using 3M Po 210 static elimi- 
nation davlcesitar R Doda request. 

RANIER!,E. Idaho, Slate of. SE492. 08/05/04. NUSSBAUMER.D A, NRC - No Do 
tarred Alligation Given. Ip. 46964:240 4G964 249. 

-80O92992fl0 Submits info re Stato or NE.Dopt of Health, Dlv of Radlofogicaf Health Insp 
ol 33 fauces lor 3hA static eliminator survey. 

BORCHERT t HR. Nebraska, State of. SG493. 00/05/05 NUSSBAUMER.D A. Stale, 
Local & Iwfpan Tribe Programs Ip 46964 250 46964'250, 


■0700030157 SECY-87- 101 Roquosls Commission decision on alternatives re contem- 
plated degree ru 0 for aonioir operators Recommends fhal Commission approve sepa 
rating listed training & educational issues & provide guidance on degree rule option to 
bo developed v r 

n Aran? fl (h ° ExGGUl(V0 D ^ ec ^ tor Operations. 87/04/16, 1P7pp, 


8009310017 Forwards SECY 00 30B A SECY-00-74 for placement fn PDR, 

BATES, A. Operations Branch 80/08/18, SHELBURNE, 8 Public Document Branch 
Ip. 40762,029-46782,075 


0600310022 SECY-BD-074 Provides Commission w/ropt on licensee check valve pro- 
Q(dijis A msponsos to INPO significant Operating Event Rept 80-3 on check valves 
STELLO.V Office ot tho Secratary of the Commission 08/03/69 11pp. 46702 030- 
467C2.04C. 


8000310023 SECY 80O30B Provides Commission w/quarl-Grly progress root for May-Jul 
1900 on prol icon sing phase of DOE civilian high level radwasle rngt program 
STEILO.V. Office ol tho Secretary or tho Commission 60/00/08 35pp 46702 041- 
40762.075 


8909000137 SECY 00-240 Recommonds approval -of draff final relo on emergGncy plan 
nfng & preparednass requirements for nuclear power plant fuel loading £ Initial tow 
power testing 

STELLO,!/ Ofo of the Execulivo Director lor Operations. 00/00/01. 32pp 46919 05B- 
4 6910.0 59. 


8809080232 SECY-80-245 Requests Commission decision on wheflw to publish notice 
of proposed rulemaking revising 10CFR55 31 to require that each senior reactor oper- 
ator hold bachofor degroe from accredited collage or unlv. 

STELLO.V, Ofc of the Exocutivo DJroclor for Operations 83/08/91. 66pp 46910 001- 
4691&057. 


-8809290291 Submits Info re time involvod.cost & faclliiloa involved concerning Invostl- 
oaton ot 3M static elimination devices 

ANOERSON.L F, Utah, State of. SE494 08/05/04. NUSSBAUMER.D A. Aaaletani Di- 
rector /Or Stato Agreements Program Ip 46964.251-46964,251 

—8610110366 Informs that 20 mCi Po 210 source for 3M Model 911 sialic eliminator 
device lost No known exposure or contamination of personnel or facliitios 
ooctrred.SE 54 8 ©no I 

DONOVAN, L Air Force, Dapti of SE547 00/05/06 SPITZBERG.D.B Region 4, Ofc 
ol the Director. Ip 

6809196307 Notification of 090928 meeting w/NUMARC Si INPO lo discuss [mplemon- 
Ration of alternative approaches to diroct NRC involvement In facility ^qualification 
program 

ROE^.W Division of Licensee Performance & Quality Evaluation {Post 87041 11, 88/ 
09/14 MllflLEY.T.E. Office of Nucloar Reactor Regulation, Director (Post 870411) 
2pp. 46898 103-4 6898:104 

980920000 J forwards listed marked-up NUMARC documents for uso during 880915 
rrwHaij/igi on station blackout, 

TMLPS Project Directorate 1-4 TAC 40577. 80/09/ 12 MARION, A Nuclear Manage* 
from! & Resources Council (NUMARC) (formerly Nuclear Utility Manage 24pp. 
46916064 46915 007. 

4909200136 Summary of 880810 & 10 CRGR Meeting 144 re proposed final rea guide, 
-‘Qualification of Safety- Related Lead Storage Batteries for Nuclear Power Plants " 
List of attendees end, 

JORDAN, EL. Committee to Review Generic Requirements. 88/08/26. STELLO.V, Ole 
ctf the Executive Director for Operations. 2pp. 46900;143-46900'144. 


8B090 90063 Fpnal responso to FQIA request for SECY 80-50 & SECY-0B-5OA re pipe 
wall thinning Forwards docu monls, Documents also available pt PDR 
GRlMSLEY,OH, Division of Rules & Records (073413-080514) 88/08/16 

NELSON.J.M Affiliation Not Assigned 2pp 46768 320*46766335 

-08O , 9O9OO66 SECY-80 050 Discusses status repl on pipe wall thinning (responses lo 
NRC Bulletin 87*01 on pipo wall 1h Inning in nuclear power pi ants) .Review indicates 
pipe wall thinning widespread for single- & two-phase carbon stoel sys 
StELLO.V Ofc of tho Execulivo Director for Operations. 1EB 87 801, 80/02/22 6pp 
46766.330 46766 335 


*-8805230874 SECY 88 ©BOA Provides summary of moating w/NUMARC,E PR! & INPO 
on status of indusliy eroalon/corrosion program Plant insps will be completed by act 
19Q8 -teiddl regulatory requirements prepared by Doc 1008. 

STELLO.V Ofc of the Executive Director for Operations. 88/05/10. 4pp 46766,336- 
46766 339. 


8809090143 Final rosponso to FOfA roquesf ro all LER documonls Forwards App A 
documonf-Documant also available in PDR 

GRIMSLEY.D N NRC - No Delailod Affiliation Given, 88/09/16. BOLEY.K. Public Citi- 
zen's Critical Ma&s Energy Project 2pp 4 6766'2 12-46766 247. 

-0805130022 SECY-88 -103 Informs Commission of status of performance indicator (PI) 
program & reou&sts approval of stall plan to Include new Pts in program. 

STELLO.V Ofc 0! Ihe Execulivo Director for Operations. 68/04/15 3 Ipp 46766 217- 
49760:247 
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STATE PROG STATE PROGRAMS 

0808260039 Forwards NRC Info Notice 88 046 re P** nlial, ^K 
cuit breakers supplied to nuclear power plants & invoice identifying recipient agency 

GR IMEsSnk 'ckSsun of Reactor Inspection & Safeguards (Post 870411). IEIN'88- 
046 08/08/18 Oregon, Slate of 2pp 46670 068 46670064 

8808260309 Confirms recent conversation re NRC visit to review Stale oi At radiation 
control program for agreement materials rescheduled for 680i 906 08 A| . 

WOODRUFF, RL Region 2, Ofc of the Director 86/08/11. GODWIN, A V Alabama, 
SlaVQ of ip 46654 16446654 164 

8808260446 Discusses util rept, "Rept on Coni amment Safety at VJnnonl 
Based on review.rept appears systematic, thorough evaluation of potential safety lm- 

{JlufiLEY/rE Office of Nuclear Reactor Regulation, Director (Post 070411) 88/08/ 
24 KUNIN.M Vermont, State of 7pp 46656 236-46656 242 

8808260501 Notification of 880812 meeting w/util fn Rockville, MD to discuss util plans 
lor aekil spent fuel storage capacity & potential State of Ml legislation on fuel storage 
ROBERTS J P Fuel Cycle Safety Branch 88/QB/18 ROUSt.LC Fuel Cycle Safety 
Branch 12pp 46655 207-46655 221 

-8809010372 Requests assurance from NRC that allowing above ground storage of dry 
spent fuel would not decrease safety of public M1Ii , . . . , 

MIDDAUGKJ M Michigan, State of 88/08/04 THOMPSON, HL Office of Nuclear 
Matona) Safety & Sateguards, Director 3pp. 46655 219 46655,221. 

8808300099 Requests addl info re potential Improper disposal of licensed mail, per lisied 
questions & fnsp Rept 50-271/88 09, specifically NRC recommendations re disposl 
tion of estimated 13,500 cubic ft of sludge 

MCCANDLES.R N Vermont, State or 88/0B/15, RUSSELL, W.T Region 1, Ofc of the 
Director Ip. 46777 0B9 46777 089 

8808300146 Discusses State of VT continued participation in NRC State Liaison Pro- 

IeCH.LW Commissioners 63/08/10 KUNIN,M M Vermont, Stale of. Ip. 46697:204 
46697 206 


-8808300150 Discusses State of NJ continued participation in NRC State Liaison Pro 
gram 

ZECHXW Commissioners. 88/08/18, KEANJ.H. New Jersey, State of Ip 
46697 205 46697 205 

-8808300153 Discusses State of MD continued participation In NRC State Liaison Pro- 
gram 

ZECH.LW Commissioners 88/08/18, SCHAEFER,W.D. Maryland, Slate of. Ip,. 
46697 206-46697,206 


8808300171 Forwards comments & recommendations on Slate of IA radiation control 
program for agreement matt, per 880528 discussion Program deemed adequate to 
protect public health & safety 

KAMMEREFLC Slate, Local & Indian Tnbe Programs, 88/08/26 ELLIS, MX. Iowa, 
State Of 5pp 46703 280 46703 264 

8809010229 Forwards most recent NRC outstanding Items list per request, Documenta- 
tion of open NRC insp findings, Including violations & unresolved Items will be consid- 
ered for review by NRC 

MllLERAI Region 1, Ofc of the Director, 8B/0B/17 AGNES, P, Massachusetts, Com- 
monwealth of 7p p, 46744 120 46744,126, 


8809020184 Forwards self bond agreement for USE/CC Permit PT 38 1C, 

JORDAN, P Wyoming, State of 88/07/20 ROSE.H Uranium Recovery Held Ofc, R4. 
16pp 46745,073-46745 088 


6809090062 Forwards NUREG/CR 0672,Addondum 3, ‘Tochnoloay.Sdcty R 
Decommissioning Rof 0WR Power Station, " estimating decommission aJSV 
plant, par 8B070G mooting W/o NUREG/CR 0072, Addendum 3 n cosls 

STELlO.V Ofc oi tho Executive Director tor Operations 8B/D0/2g STEfmwrtn* 
Vormoni! Stato of 3pp 40000 322 46800 160 a EHZINGER.q 

-8809090072 12 "Shutdown Assessment ol Vermont Yankee Nuctoar Pow Q < . 
Interim rept lo Slate of Vt Gonoral Assembly 
» Vermont, Sialo of 87/12/31 IQOpp 46800 320 4Q009 ICQ 

8809090103 Requests Commonwealth of MA observations & conclusions dilforon u 
NRC Inspectors w/rospocl to insp so that NRC can take nocossary flclions mooi S? 
ulatory responsibilities Rosponso roquirod by 000006 001 ,0 $ 

COLL NS, SJ, Region 1, Ofc ol tho Dlroctor, Q0/QQ/01 OAflRY.C.V MassachuMr. 
Commonwealth of 3pp 46006 200-4 G00Q 202 nnossflChusetts 

8809120064 Forwards commonls on 060017 Itr from AlChomlE.tnc ro radioWii 
hazards Clarification doslrod 

WEST, CP Tennessee, State of 24703 00/00/30 1HOMPSON.HL Office ol Nar. 
ar Malarial Safety & Safogua ^Director 3pp 40013.314 46013 316, * 



or UNTonn run uuc. 

ZOBEL.S Now York, Slato of, 00/00/00 NRC • No Detailed Affiliation Givon lea. 
46020 002-4G020 273 ^ 


-8809130252 "Modeling & Doao Assosamont of Alternative Low Level Rndwasto&s 
nasal Methods fn Stalo ol NY," Suppl to Ju) 1007 draft EIS far proNuiM^ d 
6NYCRR Port 302 w 

• Now York, StQto of 00/00/31 lOGpp 46020 094 40020 273 

8809140303 Forwards Integrated Asaossmonl Team Insp Ropl 50 293/8021 on 
000000-24. No fundamental flows in mol slrucUjro.myl porformancegrogram* or pro 
gram Implementation nolod Rosulls will bo eonsIdorotT In doclslon ro roBlnii 
COLLINS, SJ Renton 1, Ofo of tho Director 00/09/07, BIRD.R.G Boston Edison 0 
3pp 4G043 267 4GB44 002, 

-8609140306 Responds to 000001 Itr ro Cammonwoalth of MA pnrticipalion In Intopi 
od Assessment Team IriBp at facllJly.Modlocro scoros during last SALP porloiLcouplod 
w/poor performance, should be addressed by NRC In decision ro restart 
AGNES, P.W Massachusetts, Commonwealth of 00/09/00 COLLINS, SJ riogion f, 
Ofc of tho Dlroctor 2pp 40044 061-46044.002 

8609150316 Commonls on proposed rulo 10CrR3G ro training & experience criteria for 
modical uso of byproduct mail Agrooa w/trnlnmg requirements M 
physicists, dosimolrlsts & technologists 

LACKER, D,K Toxas, Slato of. 53rniO045 09000, 00/09/02, Docketing & Serves 
Branch Ip, 46003,340 40003 340, 

8809160085 Partial rosponso to TOIA roquost for documonts ro plant Forwards App C 
cfocumonls, Documents also available) In FOR A LPDR in Plymouth Public Library in 
Plymouth^ A 

GPIMSLEY.D, NRC No Dotallod Affiliation Givon 00/00/23, JOHNSON, GE Swldfor 
& BorJln, 3pp 40014 001*46014 02G, 

-8809160254 Roquoslo that furlfior processing of pnymont of civil penally by util A de 
posit of payment In US Tronsury bo stayed until dopoBlllon of Commonwonlili of MA 
polllion, 

KENNY, PJ. Massachusetts, Commonwealth of EA 81 063, 82/03/10, HAYNCS.ftC 
Region 1, Ofo ol tho Dlroctor Ip, 40014-311 40014,31 1, 

-8809160265 Roquosts that furlhor processing of pnymont ol civil penally In amounl of 
$560,000 by ulil bo stnyod until deposition of Commonwealth of MA petition 
KENNY.P J, Massachusetts, Commonwonllh of EA-0 1 063 62 / 03/22 

DEYOUNG.R.C Ofc of Inspection & Enforcomonl, Dlroctor (820201 070413) Ip 
46014-312 46014 312 


0809060119 Discusses feasibility study for United Nuclear Corp Church Rock 
site Alternative selected to clean up groundwater wilf be combination ol extracting 
groundwater from Zone 3 4 alluvium to arrest plumes In respective units 
CARY.S New Mexico, State of, 68/08/01, ROWE,W. Environmental Protection 
Agency 2pp 46767:300 46767.301. 


8609160168 Partial rosponso to FOIA roquoal for documents Forwards ^PP ^ 
documonts App D & E documonts available In PDR App E document being placed at 
LPDR fn Plymoulh.MA, „ _ „ .. 

GRIMSLEY.D NRC - No Dotnilod Affillalion Givon 00/00/25 JOHNSON, GE. Swldfor 
& Berlin. 4pp, 46031 033 46031-247 


8809060182 Informs of end of stability monitoring period & proposed meeting lo discuss 
results & Impact on restoration erfort 

CLARKIN.K Wyoming, State of 8B/07/25 KONWINSKfiG, NRC - No Delailed Affllf* 
atlon Given. WOOD.R , ENG ELM ANN, R, Energy, Dept of. 2pp. 46756 122-46758.123, 

8809060207 Forwards proposed findings of fact, conclusions of law & board order re ap- 
plication to renew Permit WD-75 074, which will be presented lo Board on 880914 In 
Oklahoma City.OK 

COUCH, D A Oklahoma, State of, 24694, 88/08/11. NRC - No Detailed Affiliation 
Given 61pp. 46764- 191 -46764*251, 

0809070025 Summarizes 880510 12,0610,0715 & 0803 discussions re addl info needed 
to continue review of Churchrock project groundwater discharge plan application, 
LAMBERT, K. New Mexico, State of. 88/08/16 PELIZZA.M.S Hydro Resources, Inc 
Ip. 46783'197-46783,190 

8809070073 Forwards summary rept on radioactive mall in West Lake landfill (NUREG- 
13 08). VV/o end 

LAROCHE, G Fuel Cycle Safety Branch 68/08/31, OCCOR.J Illinois, Slate of. In 
46779-350 46779 350, H 


8809070250 Comment supporting proposed rule 10CFR60 policy statement on coopera- 
tion w/states at commercial nuclear plants & other nuclear production or utilization 
facilities 

EURE, J A Iowa, State or 53FR21981 00001, 88/06/22 Docketing & Services 
Branch, Ip 46713*347-46713-347 y 05 


6809080007 Comment on proposed rule 10CFR35 re training & experience criteria for 
persons using radioactive malls In or on humans Advises training & experience for 
therapeutic use of radiophares should Include use oi s\\e specific antibodies 
LASH.T.R Illinois, State of, Dept, of Nuclear Safety, 53FR18845 00061. 88/08/22 
Docketing & Services Branch, 3pp. 46713-359 46713.361. 


-8809160184 Forwards transcript of tostlmony prosenlod to Special Joinl Committee tw 

KANE.W.F. Roglan 1, Ofc of tho Dlroctor, 07/05/01. FORMAN, P.V, Maseachusetti, 
Commonwealth of Ip, 46031-261-46031-261, 

-6809180196 Expresses appreciation for ropts submitted to NRC by CommonwMHJ d 
MA Dopt of Public Health & S Cobb ro results of opidomlologlcal studios In con* 
lies around plant, Commonwonllh of MA responsible for reviewing concerns 
KANE.W.F, Roglon 1, Ofc of the Dlroctor 07/00/17 ALEXANDERS R 
Bells, Commonwealth of. 2pp 46031-301-40031,302 

“8809160199 Proposes listed anonda Homs for 071008 mooting In 
Prussia, PA, Including status of NRC review of socurlly violations reported by irln 9 0 
gallons of oxcosslvo ovortlmo.por 070030 tolcon. . ^ 

AGNES.P.W Massachusetts, Commonwealth of, 07/10/01 MILLER, M NRC*No 
tailed Affiliation Givon, lOpp 46031,303-46031.312 

“8809160207 Responds to 071112 roquost for commonta on util restart plan for plan « 
on results at plant to date. ... , lljr 0n/ , inf » i 

SARRY.C.V, Massachusetts, Commonwealth of 60/01/04. RUSSELL, WT. W * 
Ofc of tho Dlroctor, 4pp 46031-326-46831 320 

“8809190261 Requests right to participate as obsorvor In 0 ugmented 
uled for 000606 & to doslgnalo addl associate obsorvers lo assist G Minor fn so 

^ARRY.C.V, UtasBochusotts, Commonwealth of, 00/05/27, RUSSELL,W.T 
Ofo of the Dlroctor. Ip. 40032:069-46832 071, 

“8809160260 Informs that Governor Dukakis A Atty Gonerel Shannon SmSs? 
'Guidelines for Accompaniment on Integrated Assessment Team fnsp, suuj 
Ittjon of end Items brought to Zech attention W/o end, w T i, 

BARRY.CV Massachusetts, Commonwealth of. 00/07/00. RUSSELL.WT* 

Ofo of the Director. Ip, 46832 072-46032.075. 
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■“83091 6020 1 Summarizes 871008 meeting w/ Commonwealth of MA re concerns & 
stofos of NRC position on emergency plannln&safety enhancements & mgt deflclen- 
1 'iatj jg rJant Meeting agenda & list of attendees encl 

SillIri St: Region I.Ofc of the Director 07/12/04 DEAN.G Massachusetts, Com* 
n\or wealth of 4pp 46831 313 46831 316 

-8609160205 Forwards info re allegation process, OL amend process.NRC policy on 
avetume at plant & generic emergency procedures for containment vsnting.per 
871008 rGouest.W/o slated ends. Related Info encl. 

WiLLERWT. Region 1* Ofc of the Director 87/11/10. BARRV.CV. Massachusetts, 
Commonwealth of. 9pp 46831 317*46831.325. 

-$009180230 "Rept on Emergency Preparedness for Incident at Pilgrim Nuclear power 

0ARflY,CV Massachusetts, Commonwealth of. 87/12/10 37pp 46831.330* 
46832048. 

-8609150244 Confirms discussions re 880209 Informational meellng between Region I 
stall 0 representatives of local & state govts & certain residents living In area of plant, 
AGNES PW Massachusetts, Commonwealth of 88/02/05. MILLER, M Region 1, Ofc 
ollhe Director. 2pp. 46932 056*46632 067 

-5aMf 60261 Forwards transcripts of oral statements made during public meetings hold 
bv NRC on 880216 In Plymouth, MA.to receive public comments on plant restart plan. 
RUSSEL L.W.T. Region 1, Ofc of the Director 88/04/05. BARITACV, Massachusetts, 
Cc<n(flCnwo.alth of Ip 48032.068 46832,050. 

1-309190139 Requests processing of encl documents re 3M compiled by WMSS & re 
q+ons through NRC Document Control Sys & forwarding to PDR 
BEVERlOGt.G G Program Managsmonl Policy Development & Analysis Staff {Post 
070413) 86/03/25. LANHAM.D Document Control Branch (Document Control Desk) 

Ip 46958178*46964-263. 

-3009200100 Responds to 830209 Itr, requesting that State of AL not enforco 
remi la llo n 9 , Re servatlon $ re distribution of devices under general license .particularly 
v4?nn licensee not told that possessed dovice contains radioactive mail oppressed* 
cSSwiN AV ASyma, State of SE1 74. 83/02/22. NUSSBAUMER.D A Assistant Oi- 
rector for siate Agreomanls Programs. 14pp. 48969,348*46959.361 

-6005290210 Provides Info re recent State of AZ Po*210 involvement. SE474 - SE479 

7E0F0RD,C F. Arizona, State of. SE473. 08/04/29. BILLING, L Stato, Local & Indian 
Tnbo Programs. 7pp. 46064*108-46984,204. 

-$009210028 Forwards listing of facilities Inspected In State of CA that used 3M sialic 
eBmJnaler devices prior to ordered recall by NRC. M 

MCOURKJ California, Stalo of. SE37G 00/03/17 HORNOR.J.W, Region 5, Ofc of 
the Director 8pp. 46991.187-46961:104. 

-8009299100 Submits results ol urinalysis of five people working In aulomollve body 
shoe wlwro significant Po*210 contamination found from 3M Modol 906 sialic 
efiminalo/jper toicon SE552 through SE555 oncl. . 

BROWN.W.R. California, State of SE651. 88/02/17, COSTELLO, F Region 1, Ofc of 
the Director 6pp. 48983.098 46983.100, 

-MM2OO002 Responds 1o Edon 011016 Itr lo V Miller re use of static eliminators In 
food induitry.AltoaaUan of NRC tack of responsibility on basis of Inform a Minified oral 

Ma Assistant Director for State Agreements Programs SE174 81/ 
f 2/10 JERRETT.L Florida, State of. 2pp 40959:344<48950.345. 

-06O92OW92 Expresses concern re comment of NRC speaker made during Orientation 
Course in licensing Practices & Procedures, stating hope that food product consumor 
would chew up Po-210 mlcrosohores permissible concentration same as for water. 
EDENW. Florida, State of. SE174. 81/10/15. MILLER.V. Materials Licensing Branch. 
2pj>. 40959346*46959.347. 

— $999290264 Submits info re Stale of ID Insp of facilities using 3M Po-210 statfc olimf- 

0B/O5/CM. NUSSBAUMER.D A. NRC • N 0 De- 
tailed Affiliation Given, Ip. 46964:249*46964-249. 

^909230269 Submits estimate of effort expended re Po-210 static eliminator 

NUSSBAUMER.D.A Assistant Ol- 
roclor for Siale Agreements Program. Ip 46962:249*46962:249. 

—£$00200285 Requests that NRC promote prompt notice to slate agencies re static 
efimlaatJon devices not returned to mfg.SE230 through SE246.enc|, 

SMITH, M J. Mississippi, State of. SE229. 88/02/02 Assistant Di* 

reclor tor Stalo Agreements Program. 34pp. 48980-330*46961 .002. 

-e®092OO30O Submits results of leak tests & wipe samples for 3M Po*210 static elimi- 
nation devices at bIk facilities Analysis results encl, ^ 

LINDSEY, T.D. Affiliation Not Assigned. SE375. 88/03/09, MARTIN, R D Region 4, Ofc 
oftheOitector. 14pp 4606 V.1 73*46961 .166. 

-6009200285 Forwards request from Faberge Raeford,NC for waiver from order recall* 

fSy^U P SvCa a ^ SE2B4. 88/02/20. BOLLING, L NRC - No Detailed 

AMwiQtam. 3pp. 46963-211*48963:219. 

ffi^.K y NWr^Sm* 4 o( a SE50 3 . 86/05/06. NUSSBAUMER.D. Arslan, 
Director for State Agreements Program. 2pp. 46962:245-46982.248. 

-4004290208 Submits Info re State of NE.Dept of Heallh,Div of Radiological Health insp 
of 33 facilities for 3M static eliminator survey , 

BORCHERT.H.fl. Nebraska, Slats of, SE493. 88/05/05. NUSSBAUMER,D,A. State, 
Local & Indian Tribe Programs Ip. 46064:250*40964:250, 


-*$0*210031 Forwards summary of 3M recall surveys. Con lamination toundatAlfen 
Photographies * Bally's, Alien Pholographlo • Harrah s & Ule Touch Portrait Studios In 


DgftQ £lV/ 

M AR SHALL, S. Nevada, Stele of. SE377 86/02/29, HORNOR.J. Refllor 6, Ofo of the 
Ursctw, 7pp. 46961:195-48961:201, 


-8809290226 Submits summary ol time spent on 3M Po-210 incident, per (elcon 
request SE478 through SE40O encl. 

DIBBLES, M Oregon, Stale of SE477. 83/05/03 BOLLING, C. NRC * No Detallod Af 
filiation Given 6pp 46984 205 46964 210. 

-8609230272 Submits Info re State of TX response to 3M static eliminator IncidonLpor 
request. 

LACKER, D,K. Texas, Slate of SE506, 86/05/08, NUSSBAUM ER,D. A NRC - No De- 
tailed Affiliation Givan Ip. 4 50 62. 260*46962 250. 

-Q809290291 Submits Info re time Involved, cost & facilities Involved concerning Investi- 
gation of 3M sialic elimination devices 

ANDERSORLF, Utah, State of. SE494 60/05/04 NUSSBAUMER,D.A. Assistant Di- 
rector lor State Agreements Program. Ip. 46964 251*46994 251, 

-8809290233 Responds to request relayed through J Hornor for info re 3M recall 
acltvltios Insp form & specific license application developed Slate ol WA criticism of 
general license approach stated, 

FRAZ£E,TC Washington, Slate of. SE4B1. 60/05/05. DOLLING, L. Slate, Local & 
Indian Tribe Programs 15pp. 46964,21 1*46964:225 

8809210115 Comments on proposed rules 10CFR50 & 51 re on site storage of spent 
fuel, Rules should bs withdrawn & replaced w/rutes mandating full environ review In 
each licensing proceeding 

SINDERBRAND.C Wisconsin, State of. 40FR22730 00006. 83/07/01. Docketing & 
Sorvic03 Branch 6pp 46917:316 46917 324. 

8809210178 Discusses State of NV NWPO observations & concern re DOE QA audits 
bom Feb-Jul 1988 

ZIM MERMAN, S.W, Nevada, State of. 08/09/06. HOLONICH.J. Office of Nuclear Ma- 
terial Safety & Safeguard s.Direclor. BARRETT,!., GERTZ,C, Energy, Depl. of 4pp 
46020.306*46920,309. 

0009220292 Responds to 880016 Hr transmitting listing of low level radwaste allocations 
for commercial power reactors Informs lhal Saxton & Pathfinder reactors licensed 
under 104b ot Atomic Energy Act of 1954, 

MILLEn,C,L. Standardization & Non-Power Reactor Project Directorate. 08/09/09. 
CARLIN, E Washington, State Of. 3pp 46927.105-46927‘107. 

8009230040 Responds to 680818 & 0013 lira ro NRC recent decision to impose civil 
penalties on util $ util employees & manner In which Commission exercised regulatory 
oversight responsibility for lacility. 

ZECH,L.W. Commissioners 08/09/18 R HOPES, J. Pennsylvania, Commonwealth of. 
Ip, 46944:185 46044.103, 

-8809230045 Discusses recent set ot fines Imposed on util & certain personnel at facili- 
ty dua to util poor record of running plant in recent yrs A alleged misconduct, 

RHODES, J. Pennsylvania, Comm on wealth of. 68/09/ 13 ZtCH.L.W Commissioners. 
2pp 469 44’ 188*46944,1 87, 

-9009230053 Request rosponse to 880816 Hr ro full disclosure ol all meetings A tel* 
cona balwoon ulll senior mgt 6 sanlor officials al NRC ro restart of plant A impositions 
of fines. 

RHODES, J, Pennsylvania, Commonwoallh of. 68/09/13 ZECH.LW. Commissioners. 
2pp 46944*188-46944 169 

-8809230080 Requests disclosure of listed records, per FOIA/e restart Investigation A 

mismanagement Investigation , 

RHODE S.J. Pennsylvania, Commonwealth cl 68/09/ 13. NRC * No Detailed Affiliation 
Given. 4pp. 46944.190-46944:193 

8009260092 Roquosls DOE QA seminar be conducted In Albany.NY on 881020-21 for 
NY State employees Agenda encl. 

RANDALL, JD. New York, Stale of, 88/06/01. SHUPE.M.E. Energy, Depl of. 3pp 
469 60, 228 *4 6066*2-30. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

8000260466 Forwards final Audit Kept 08*0126, "Employee Concern Programs In TVA." 
Obloctlve of audit was lo determine If recommendations in util 870403 audit rept 
implemented .Four remaining recommendations will be Implemented by 081 130. 
ZIGROSSLN A Tonnossee Valley Authority, 88/08/10 <3RACE,J,N. Region 2, Ofc of 
the Director, Ip. 46654.339*46054:351, 

**0800290036 80-0126 “Employee Concern Programs in TVA," audit on 870320- 
860310, 

ZIGROSSI,N.A Tennessee Valley Aulhorlty 68/03/09. 12pp. 46654*340 46654:351 

8008290012 Forwards addf page to "Handbook on Flaw Evaluation, Waterford Unit 3, Re- 
actor Vessel Outlet Nozzle to Shell Wolds," Inadvertently omitted from original rept 

transmitted by 680516 Itr re In service fr>sp. ^ . . 

BUflSKI.RF. Louisiana Power & Light Co. W3P08*1245. 88/08/23, Document Control 
Branch (Document Control Desk). Ip 46686 346 46606:347. 

-8009660162 Errata to “Handbook on Flaw Evaluation Waterford Unit 3 Reactor Vessel 
Outlet Nozzle to Shelf Welds," consisting of page Inadvertently omitted from original 

* S {vestin 0 hou*a Electric Corp. 88/05/31, Ip. 46886-347 46886-347. 

6S06290201 Forwards Proprietory Rev 1-P-A to CENPD-276-P. "C-E Methodology for 
Core Designs Containing Gadctina-Uranto Burnable Absorbers" Encl withheld (ref 
10CFR 2,790). 

SCHERER. A,E. Combustion 
Division of Engineering A 
46896:263. 

8008290236 Forwards WCAP-11A16, " Analysis of Capsule Z From New York Power Au- 
thority Indian Point Unit 8 Reactor Vessel Radiation Surveillance Pro-gram *’ 

BRONS J.C, New York Power Authority (formerly Power Authority of the Slate of New 
York). IPN-8B-03Q. 60/08/19 Document Control B ranch (Document Control Desk). Ip. 
46682; 130 *46682:212 


Engineering, Inc LO*B8 079, 80/06/16. NORBERG,... 
Systems technology (Post 870411). 8pp 46698*257- 
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Power Author) ty 

uthonty (formerly 
>131 46882 212 

6800290252 Forwards WCAP- 11900, ‘'Containment Integrity Analysis tor Donald C 
Cook Nuclear PI ant Units 1 & 2" _ „ , 

ALEXICHA1 P. tadana Michigan Power Co (formerly Indiana & Michigan Electric Co} 
TAC 64962 88/08/22 MURLEYJE Office cl Nuclear Reactor Regulation, Director 
(Post 870411) 6pp 46677 3 50 46678 044 

-8806290261 WCAP-1 1908 ‘'Containment Integrity Analysis for Donald C Cook Nuclear 
Pfani Units 1 & 2 11 

WElLS.ME Wesbnghouse Electee Corp 88/07/31 40pp 46677 357 46678 044. 

8808300174 Notification of 68090Q meeting w/0WR Owners Group in Rockville, MD to 
discuss new STS development process 

BUTCHER, EJ Technical Specifications Branch 88/08/25 ROSSf.CE Division of 
Operational Events Assessment (Post 87041 1) 2pp 46703 229-46703 230, 

B80B3Q-OI83 Forwards request for addl info on Rev 1 to TP-06 re Nuclear Packaging Jnc 
escapsutatlon sys Responses should bo received by 881001 in order to complete 
review wthm currently scheduled time 

CRAIG, J W Plant Systems Branch 88/00/24 BURNHAM.R E. Nuclear Packaging, 
Inc 2pp 46698 286-46698 287 

8800310048 Forwards propnelary response to request for addl Into re Topical Rept 
BAW-1(M71P, "RE FLOD33, Model for Mulunode Core Refloodmg Analysis 11 Response 
withheld 

TAYLOR, JH Babcock & Wilcox Co JHT/88-T52. 88/08/15 NORBERG.JA Division 
of Engineering & Systems Technology (Post 87041 1) Ip 46723.135 46723136, 

600&31OO96 Forwards propnelary partial response to ref request for addl info re Topical 
Rept BAW-10165P, TRAP-T6 B&W.Computer Coda for Transient Analysis ot LWR 
Fuel Rods," Response withheld 

TAYLOR, JH Babcock. & Wilcox Co, JHT/08 154 88/08/15 NORBERG.JA Division 
of Engineering & Systems Technology (Post 870411) Ip. 46726 356-4 6726 356 

8808310112 Forwards propnelary response to ref request for add! info re Topical Rept 
BAYM0164P, " R E LAP5/MO D2-B&W, Advanced Computer Program for LWR LOCA & 
Non LOCA Transient Analysis " Response withheld 

TAYLOR JR Babcock & Wilcox Co. JHT/89-153 65/08/15 NQRBERG.J A. Division 
of Engineering* Systems Technology (Post 670411) Ip 46722 360 46722 361, 

0809010091 Forwards "Topical Rept OA Program for Nuclear Section of Coordinating 
Agency for Supplier Evaluation,*’ 

MARSH, RN Coordinating Agency for Supplier Evaluation (CASE Association] 68/08/ 
23 Document Control Branch (Document Control Desk) 2pp 46722 282 46722 323 


-8808290242 WCAP-11S15 "Analysis of Capsule Z from New York 
Indian Point Unit 3 Reactor Vessel Radiation Surveillance Program" 
YANi GHKO.S E , ANDERSON.S L , ALBERTIN.L New York Power A 
Power Authonty of the State of New York) 68/08/31 &4pp 4665 


8809120073 Application for amend lo Uconse NPF- 30, changing steer >ri.p* 
low level trip circuitry by adding environ allowance mw** r 1 
evafuatfon,WCAP-1 1004 & WCAP-1 10u3 Proprietary WCAP-1 1883 
10CFR2790) 

SCHNELL.D F. Union Electric Co. ULNRC 1822 08/08/30 Document C «« , 
(Document Control Desk) 32pp 46825 055 46026 319 ' '* - 

--88 09 1200 9 4 WCAP 11804 "Implementation of Steam Generator Low ly* i 
tor Trip Time Delay & Environ Allowance Modifier In Callaway Plant ” *' 

LEACH.C.E , GONGAWARE.B L , TULEY.C R Wostinghouse Electee Ccr n , 
119pp 46625.202 46626.310, * ** 


8B091 20189 Application for amond to License DPR- 19, revising Tech Sptra *, „ tu , 
fuluro reload licensing review por 10CFR50 59, Supporting documents W £ 
pafd. ' ** i 

JOHNSON,! M Commonwealth Edison Co 4905K 08/08/25 MURLEV t r 
Nuclear Reactor Regulation, Director (Post 87041 1) 24pp 46826 085-4^ u r 

-8809120201 XN NF 04 49 "Analysis of Drosdon Units 2 & 3 Operation v> 

Valve Out of Svc " 

SWOPE, D.R , COLUNGHAM.R E„ STQUT.R B, Advanced Nuclear Fu^, . 
merly Exxon Nuclear Co , Inc ), 84/00/20 24p p 46026 1 77 4 6826 200 1 1 


-8809120205 ANF-87-1 1 1 “LOCA-ECCS Analysis for Dresden Units Dunnr v? 
Operellon W/Advancod Nucfoar Fuels Corp Fuol " 1 d 

SWOPE, D.R Advanced Nuclear Fuols Corp. (formerly Exxon Nuclear g- * 
09/20. 49pp. 46026 201 46820 251 


-8809120208 "Extended Oporallng Do main /Equipment Out of-Svc Analyse ww-*. 
Units 2 & 3.** " ' * 

KEHELEY.T H Advanced Nuclear Fuols Corp (formerly Exxon Nuclear Cc - 
07/13. 53pp 46026.252 46826:304 


8009130025 Forwards proprietary WCAP-1 1005 & nonproprtetary WCAP i v 
Onolro Unit 1 Steam Generator U Bond Tuba Fatigue Evaluation," pet hat, 

08 002,W<3slmnhouso application also oncl.WCAP-1 1005 withheld (ref toCF«t v 
PJLMER.d F. Soulhorn California Edison Co IEB-88 002 88/08/30 MAP"** a 
Region 5, Qtc of tho Director 2pp, 46830 207 4QQ3Q 312 


-8809130030 Requests lhal proprlolary WCAP-1 1905, "San Onofro Uratl 5 w ,>i 
UBend Tube Fallguo Evaluation" bo withhold from public d ^ 
1 0CFR2 7 00). 

WIESEMANN.RA Wostinghouso Electric Corp CAW-08 076 88/07/20 - 

Office of Nuclear Reactor Regulation, Director (Post 870411) Itpc 

Afsft'inoan rr ^ 


-0807130342 Advises that Rev 4 to topical rept acceptable for membership to continue 
using CASE register & associated audits. 

WEISS, SH Ovality Assurance Branch 88/07/01 MARSH, R N Coordinating Agency 
for Supplier Evaluation (CASE Association), 2pp. 48722 ( 2S4 46722 323, 

6809010162 Forwards Rev 6A to Topical Rept B&ROE-CQM4-1-NP, "Corporate Oper- 
ations Manual Part IV * FundlonaJ Manuafs.Seclion I Nuclear QA Manual" Rev In- 
cludes changes submilted on 680613 & actions taken to resolve J Spraul comments 
ROE,K K Burns & Roe Enterprises, Inc 88/08/22, WEISS, S, NRC - No Detailed Affili- 
ation Given Ip 46719Q01 4&719 078 


-88090T0165 B&ROE-COM4 1NP R06A Rev 6a to "QA Manual." 

ROE.KK. Burns & Roe Enterprises, (nc 88/06/08 75pp 46719 002-46719,078. 


8809010335 Cfanfles data presented on end chart re B&W Owners Group data on reac- 
tor scrams Chart reflects only automatic scrams & plants having capacity factor great- 
er Ifi an 25% rn given yr 

SJMPSON.EC Babcock & Wilcox Operating Plants Owners Group. OG 274. 88/08/ 
17. CR UTCHFIELO.D NRC - No Detailed Affiliation Given 2pp 46742 356 46742.357. 


Ac *J se s ‘fiat 880707 Rev 51 to QA Topical Rept CE-1-A satisfies 
lOCFR50,App B requirements A acceptable 

WRIGHT.GC Region 3, Ofc of the Director 08/08/19 REED,C Commonwealth 
Edison Co 2pp 46742 071-46742 072 


-8809130036 WCAP-1 1906 "San Onofro Unll 1 Stoam Generator U Bend Tju -em 
Evaluai^on." 

HALWM. HOPKINS, gw., HU.M.H Wosllnghouso Electric Corp 88/o: :• 

46930 299 46800,312 


8809130031 Advfsoa that CEN 375(V) P, "Palo Vordo. Unit 2 End-of-Cycto * Sisr^ 

1 R opt,” marked qb proprlolary, will bo withheld from public i*? 

1 0CFR2 700 & Section 1 03(b) oJ Atomic Act of 1 054) 

DAVlS.MJ Projoct Dlroclorato V, 60/09/01, MCGILL, PL. Combustion 
flic 4pp 46034. 137-46834' 140, 


®®P®]30190 Roque sts iifilod addl Info in order to complete NRC rewew of Tcs4f,« 
NEDO 31400, "Safety Evafuallon for Eliminating BWR MS)V Cfosure FjbjJw & 
Scram Function of Main Steam Lfna Radiation Monitor " 

CUNNINGHAMpL J Emomency Proparednoss Branch 86/09/06 GRACED Z*& 
Owners Group, 3pp. 46830 358 40030,360 

8809130205 Forwards partially doloiod results of review of hydrogen generator ww a? 
°ji^^^ p1ions vs Rov 4 of omornency procoduro guldollnes (ref l0CFR2 79Ct 
LANGLEY.JR, Hydrogen Control Ownora Group HGN-129-NP 86/06/30 w 
Nuclear Reactor Rogulatlon, Director (Post 870411). 1?pp 46630 257 46630^2 


8809060197 Forwards nonproprletary Version of 880405 submittal re discussion of pres- 
sure transmiller survivability at low hydrogen release rales 
LANGLEY.JR, Hydrogen Control Owners Group, HGN-131-NP. 88/08/12. Office of 
Nuclear Reactor RegulaUon, Director (Post 670411), 17pp. 46756 264 46758,280. 


8809080032 Application for amend lo Ucenso NFF-IS.revlslng boric acid makeup sys 
requirements lo reduce boron concentration A Increase water vol to meet shutdown 
margin requirements CEN 3B5(L). "&onc Acid Concentration enclpge paid. 
CONWAYAY F. Florida Power & Light Co L8B-355. 88/09/01 Document Control 
Branch (Document Control Desk), 3pp. 46796-310 46797.123, 


-8809080038 CEN-3B5 <L) f, Bonc Acid Conconlrafion Reduclfon " 
Florida power & Light CO 88/09/01. I44pp 46796340-46797.123. 


8809080196 Forwards responses to SER on B&W Owners Group safety & performance 
!i^Pl ovenio J?Lf )rt, 9 ram - Fles J >onses address primarily Suppl 1 lo NUREG-1231 
?oS! & J WilC05< Operating Plants Owners Group OG-280 88/ 
Dlv,sJon of Reactor Prelects - I/ll (Post 870411), 12pp. 
46707-171-46797.182, * rv 


8809080325 Not iflcatfon or B809O7 meeting w/W6stinahouse & A,B B -ATOM I 
Rockvilfft.MD to d!scuss WCAP-1 1236 on Bison BWR Iransfont analysis code Meetm 
will fnvofva We&tlnghouso prapaetary into. 

K?»s,wa s .s*- »““»“* «-» »■« 


1B1” C£N ' 356W ' NP ‘ A 1101 flSV 1 10 ' WodiM sta,lall<:al Combination ot Un- 
• Combustion Enginaanrg, Ino 86/05/31 51pp 46801 031-46801 000 


0809140206 Provides ovafuallon of B&W Documont 47-1159091-00. "Design 
menls for Diverse Scram Sya & ATWS Mitigation Sya Actuation Circuitry^ 
ploht-apaclfio submlttefs must address 
of Roaoior Projede - fllJV.V & Special Project 9v* 
870411) 88/08/10. STALTER.LC. Babcock & Wilcox Operating Plants Ors^ 
Group STALTER.LC. Toledo Edison Co 2pp 46837 035 46B37 056 

8009140228 Ack receipt of 800817 Itr Informing NRC of steps taken to correct 
noted in Insp Rent 60 31 2/OQ 05 

21MMERMAN,R.P. Region 5, Ofc of the Director. B8/09/0B F)RL1T,JF See? 
Municipal Utility District. Ip, 46830:203.48636 206. 

-8809140231 Forwards supplemental response supporting util denial of nobce 
lion from Insp Ropl 60-312/66 05, Addl discussion rd actions taken ty utri 
l0stln 9 alaQ Provided, 

. Sacramento Municipal utility District, CEO 88 132 
ZIMMERMAN, R, Region 5, Ofc of the DIreclor. 3pp, 46830,204-46836 206. 

8809140331 

chanlcal i 

d?o' ;^ 9 vanced Nuclear Fuels Corp. (formerly Exxon Nucfetf G& ^ 
RAC O49.0B 08/08/30, Office of Nuclear Reactor Regulation, Director (Post 6^ 
4pp. 46037:001 -46037:004 

8809150034 Forwards proprietary Rev 0 to BP-TOP-4, "Technical Basis tor m f 
iS? 0 ,£ er , 8 Supports of Nuclear Power Plant Piping Sys" w/propowaT*^ 
SS VaNdation Manual ME101 Linear Analysis of Piping Sys tor review 
FflfENo.ff B, Bechtel Power Corp, 80/09/07. NORBERG.J A, Drvislon of 
& Systems Technology (Post 870411). 13pp, 46840: 147-46849* 159, 

8009150082 Provides revised charts reflecting organizational & name changes in 
Assurance 8a ^Nuclear Fuel Business Unit, rower Sys Div & Power Sys 

JOHNSON.W.J, Westlnghouse Electric Corp. PA 88 996, 89/08/12. ROE.JW 
No Detailed Affiliation Given, 6pp, 4BQ64.143 46884:149. 
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$$092 10056 Forwards updated llsling of topical repts currently under review by NRC & 
scheduled for submittal (o NRC for remainder of FY08 & in FY09,per 830017 telcon 
COPE LAN D,R A Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co t Inc > 
RACQ55&8. 88/09/13 WU.SL Reactor Systems Branch 7pp 46920*105- 
46920(11, 


ir Soflo m? A ? 8nd 22 10 *06*01 1-P A re appltcalron for re- 
ammd a PP roveif ' fu91 da5i 9" a eetena 

SS&SI&& %7ml^fo% 63 “ 88/00/09 H0DGES ’ MW " 


6909210245 Forwards proprietary ANF-B8 133{P), ’‘Qualification of ANF PWR Design 
Methodology for Rod Burnups of 62GWd/MTU " Affidavit end Rept withheld (ref 
10CFR2 790) 

COPELAND, R A Advanced Nuclear Fuels Corp (formerly Exxon Nucloar Co , Inc ) 
RAC 056 66 88/09/07 Office of Nuclear Reactor Regulation, Director (Post 070411). 
4pp 46925:331 46025.334 


1 909220037 Forwards rept of NRC Investigation re harrassmam & intimidation of auihor- 
rxe d nuclear inspectors Investigation revealed that four authorized operators were 
ether coerced, pressured.harassed or Intimidated by mgl W/o end, 

PARTLOW.J.G. Ofc of Special Projects. 00/09/09 DOBEL.H F. Hartford Steam Boiler 
Inspections Insurance Co Ip 4C92G 164*46928‘164 

8SG9220CH8 Forwards proprietary response to NRC questions on "Steamline Break 
Methodology for PWRs 11 

COPELAND, R A Advanced Nucloar Fuels Corp. (formerly Exxon Nucloar Co,, Inc) 
RAC 053 88. 06/09/09 Office of Nucloar Reactor Regulation, Director (Post 870411) 
Tp 46926.183 46926.183 


"Simulate 3 Vafidalfon & Verification,” per 880411 


8609270090 Forwards 
commitment Fee paid 
PAPANtCjG Yanlkee Atomic Electric Co. FVY 80-75. 08/09/1? Document Control 
Branch (Document Control Desk) 2pp 46968*259*46969 005 nlro1 

" Sfmu l Q 1°8 Validallon & Verification.” 

30 Soew ^f 6 s&5 TflEM0LAY,MA - YBnkoa Alonilc El00l " c c ° 88 ' 09/ 


WASTE MOT NUCLEAR WASTE MANAGEMENT 

8 7 duw,9Wk 0^70016 f<3pl 01 aulh “' par1lc;| f )al ’ on lri Q A audit conducted by 0NWL 

' r HLWn 07/06/S6. KENNEOY.J NRC No Detailed 
7*43571.201, 


huuiuuu? roiwarus repi of auin 
dunoa wk of 87QG15. 

SOMMER, K.G, Energy, Dept or I 
Affiliation Given 5pp 43571 277*4 


$009220086 Forwards rept of NRC investigation ro harrassmont & intimidation of aulhor* 
tzed nuclear Inspectors Investigation revealed that four authorized operators wcro 
either coerced, pressured, harassed or liireatonod by mgl W/o onci. 

GRIMES, BK. Division of Reaclor Inspection & Safeguards (Post 870411). 88/09/09 
JuCIKEiSElL.VV.R American Society of Mechanical Engineers 2pp 40928 168* 
46928 159 


reouest Flrit ft tfi 1 S0flss , * ells increments to expedite 

SS3SSlSE^t!S " omajnclU£ * nB tt " ,,aa3i,u “ f ca " b - dala 

43667 270-«!b 7 271 S,at ° HWR 07/05/26 VIETH ’ D Erar » Dapt 2PP 


6609230157 Forwards "B&W Owners Group Valve Task Force Final Repl," Rept con- 
la ir.s re sults.concfuaions & recommendations mado by task force In listed areas 
CORREA, J H. Babcock & Wilcox Operating Plants Ownors Group. OG 290. 08/00/13 
CRUTCHFIELD.D. Associate Director for Projects (Post 070411) Ip. 46924.080- 
46924.291 


EcMxErSKkP Data,lQd Affilialfon Given HLWR, 87/11/16 

KENNEDY, JE NRC - No Detailed Afiillalton Given Opp 43661 334 43661 339 


-#809230163 47*1 1 73004 00 "B&W Owners Group Valve Task Force Final Rept ” 

• Babcock & Wilcox Operating Plants Owners Group 08/00/31, 200pp. 46924.000* 
46924.291. 

$609230179 Forwards elides re performance improvement plan status reviow, presented 
during 900907 meeting 

BQYl\C,C, Babcock & Wilcox Co 00*159. 00/09/00. GRACE,J,N Region 2 t Ofc ol 
the Pindar, 63pp. 46942 191*40942:243, 

6809230236 Responds to NRC quosllons re other plant experience w/flnal foodwator 
temp reduction & specific mechanical design facility feedwater nozzles & 
spargers Res oils of final feewator & thermal coastdown analysis for Cycle 4 ortcl 
SORENSEN, G.C. Washington Public Power Supply Syalom. GD2-GO*190 00/09/14. 
Document Conlrol Branch (Documonl Control Desk). 5pp. 46947:170 46047r1 07. 

—8809230266 XN NF-87-92 SOI Suppl 1 to "Plant Transient Analysis W/FInol Food* 
water Tomp Reduction Cycfo 4 Analysis " 

KflAJICEK,J.E Advanced Nuclear Fuels Corp. (formerly Exxon Nucloar Co , Inc) 08/ 
05/23, 22pp 46947:175*46947:107, 

$#09260211 Forwards nonproprlotary WCAP-11932 & proprietary WCAP-11031, rospoc 
tively, "Oteltal Feedwater Control Sys Median Signal Selector for Northern States 
Power Prairie Island Units 1 & 2," Proprietary ronl withhold (ref 10CFR 2 700). 
MDSOLF.O. Northern Slates Power Co 00/09/16. Office of Nucloar Reactor Rontrla 
t>Of> ( Dir Odor (Post 870411). 11pp. 40952*054-40052.090, 

~$$$92$O230 WCAP-11032 Nonproprfetary, "Advanced Digital Foodwator Control Sys 
Median Signal Selector lor Norlhorn Slates Power PralrJo Island Units 1 & 2 '• 
ERINXE, ADAMS, J.M., MORRIS.PL, Wostlnghouso Eleclric Corp 08/09/30, 35pp, 
46952 065 *4 0952.000. 

$809260290 Forwards page changes to proprietary WCAP-10444 P*A & nonproprtela/y 
IYCAP-10445 A denoting sentences revising VANTAGE 5 bottom nozzle matl from In- 
conel 718lo T/pe 304 atalntesa steel. 

JOHNSON, WJ. WesIFnghouso Electric Corp NS-NRC 00-3366 88/09/02 

HODGES, M.W. Reactor Systems Branch 2pp. 46985 004-46965:099, 

-$$09260293 Roqueste that page changes to orpprlotary WCAP-10444-P-A, 'VAN- 
TAGE 6 Bottom Nozzle; 1 be withheld (ref 10CFR2,790(o)), 

W1ESEMANN.R A. Westinghouso Electric Corp. AW-88 090, 88/09/02, 
RUBENSTEIN.L.S Standardization & Non-Power Reactor Project Directorate 11pp. 
46966086 46965096 

-$#09260295 Errata to "Ref Core Rept Vantago 6 Fuel Assembly " 

* Westinghouso Electric Corp, 08/08/02 3pp. 46G05 , O97-469G5.O99 1 

$$$9260296 Forwards nonprop riot ary & proprietary WCAP-11873-A & WCAP-10851-P* 
A,raspecWely, "Improved Fuel Performance Models for Westinghouso Fuel Rod 
DesKto & Safety Evaluations " Proprietary version withheld per 10CFR2.790 
JOHNSON, WJ. Wastinghouse Electric Corp NS-NRC-08-3365. 00/06/15. 

HODGES, M.W Reactor Systems Branch. 2pp 46061:028*46951:212. 

-$809260309 fiequasta Chat proprietary WCAP-10851-P-A, "Improved Fuel Porformanco 
Models lor Weslinghouse Fuel Rod Design & Safoty Evaluations," bo withheld (ref 
1 0CFR? 790),Aifldav)t end, 

VV1ESEMANN.R.A Wostlnghouso Electric Corp AW-80 086. 88/00/16 

RLIBENSTEIN.L S. Standardization & Non-Power Reaclor Project Directorate, 11pp. 
4$$51 030-46951*040. 

-$$09266320 WCAP-11873-A "Improved Fuel Performance Models for Westinghousa 
Fuel Rod Design $ Safety Evaluations." 

WEINER, R, A. BURNS, BS„ TREADWELL, K.S. Weatlnghouse Electric Corp. 88/08/ 
31, 174p p 46951 04 1*4 6951 ‘21 2. 

$$09270049 Forwards findings from investigation of Generic Issue 23, "Reaclor Coolant 
Pump (RCP) Seal Integrity/' NRC requested lo confirm lhat no safety concerns for 
RCP seals provided high temp qualified O-rings installed during normal malnt. 
NEWTON.R A. Weatlnghouse Operating Plants Owners Group OG-88-36. 00/09/20. 
MURLEY.T.E Office of Nuclear Reaolor Regulation. Director (Post 870411), 
BAEFTRL. JACKSON.J.E. Division of Engineering Safely (860720-070413} 9pp. 
46970: 153*46970" 161, 


inSSSrh-SSS?. 1 ^ 5 TOp ?°'^ “ W , as J° Form Codification Program Rept f PMC 
hofd° f C l0m 3 ry ‘ toadvorlontly omitted from 880527 submittal, Proprietary rept With- 

Inc ’ RA ' 0320 a 88/06/01 TOKAf1 ' M Technical 


p , f l n ,0f rov f of t0 P |c , al r °P ls on solidification waste forms Tables 
onci provide update of how previously aubmlitod data reornanizod & schedule of ad- 
denda submiltals Foe paid, w 

ln °‘ HMm * m05m ’ T ° KAR ' M T6ahni0a ' 

800711 0145 Forwards documonl? ro pit drench) disposal of demolition debris at Ambro 
sin Lake U mill tailings remedial action site for review & approval. 

ARTHUR, W.J Energy. Dapl. of UMT/NRC/0 008*70. 08/06/21, HAWK/NS, E F Urani- 
um Recovery Field Ofc, R4. 2pp 40141,169 48141‘190 

660726012 7 Forwards asbostoa removal & demolition subcon tracis for info & use W/o 
ends 

Ofcl H RT^ J *30T 0 a fe.X°0 , d2 88/07/,D ' HAWKIWS ' E ' F “ FIOW 

8600020072 Forwards NNWSI QA limited stop work order re USGS 
PRESTHOLT.PT. NRC - No Detailed Affiliation Given, 88/07/29 KENNEDY, J E NRC 

• No DolaNod Affiliation Given 72pp. 40767.187 46767 256 

8606260041 Agenda for Intoragoncy Geophysics Discussion Group 880907 maetmn in 
Rasion,VA to dlscusc USGS noopnysicaf ociivitios u 

• Interior, Dopt of, Geological Survey, 68/08/26 Interior, Dept ol, Geological Survey 
2pp. 46854 135*46854*136 

8606260051 Forwards mooting rept on “Technics I 4 Regulatory Aspects ol Mlnad Goo 
log o Repository" on 800726 27 in San Antonlo.TX Mealing introduced membors to 
technical aspocls ol mined ropofilto^ 

HAGEMAN.J.P Center for Nucloar Waste Regulatory Analyses 08/08/22. 
PEARRING, J.R. NRC - No Detailed Affiliation Given 3pp 46607.354 40667*356 

8808260146 Communis on Cham Nuclear Sys.lnc Rev 1 to "Supplementary Rept on 
HDPE H1C Malls" Dose calculation appears to be incorrect (too (ow) & new Phififps 
14*yr test data show improvement of properties of unlrradialed Morlex CL-100. 
S1LUNG.SA Brown UnW, Providence, FU. 99/08/19 WIDMAYER.D Division of Low 
Level Waste Management & Decommissioning (Post 870413), 4pp 46656*137* 
46658* 1 40, 


8808290037 M NRC Technical Assistance for Design Reviews," monthly prog r ass rept lor 
Jul 1988 Enel withheld. 


HART.R.D. ITASCA Consulting Group, Inc, FfN D1016 NRC 02*85*002 88/08/23. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 6pp, 46683,324 48683,329. 


8008290061 Forwards draff agenda re p/ooperalional review of UMTRAP Grand 
Junction, CO site on 080921 in Albuque/que.NM Tie view is to provide DOE & other at- 
tendees final overall review of all aspocls of site specific const planning prror to 
action. 

ARTHUR, W.J Energy. Dapl of. 08/08/22. LOHAUS,P Division of Low Level Waste 
Management & Decommissioning (Post 970413), 2pp 46684,324-46684.326. 


8808290085 Trip rept of 880726-27 ASTM visit [o Toronto.Canada re long range plan 
for developing atds in nuclear fuel. 

PETERSON.C H Technical Review Branch (670413-060919). 86/08/25, 

8ALIARD.R.L. Technical Review Branch (070413 680910). 4pp, 46677-294 
46677*297. 

« 

8800290001 Forwards notfee of 880907 & 881103 04 meetings re high level waste 
forms & vitrification process. 

LINEHAN.J J. Operations Branch (870413 8809 10). 88/08/29 NRC * No Detailed Af- 
filiation Given, 2pp. 48877:269 46677*270. 
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6808290100 Responds lo 880715 Itr re LLL plans to establish peer review panel & invj 
Ubon to participate on panel Ofc of Genera) Counsel believes such svc would consti 
tufa conflict ot interest A invitation should be declined „„ /nfl/19 

BAILARO.RU Technical Review Branch (870413 ©60910) JFIN A 4171. 89/08719 
PUG HEN National Institute ot Standards A Technology (formerly National Bureau ot 
Stands 2pp 46685 26<H 6685 264 

-8808290 UM Forwards invitation from LLL to serve on per review panel for nuclear 
waste mat program at facility Requests approval from NRC ra nf 

PUG HEN National Institute ofSIandards & Technology (formerly Nahonal Bkimaii of 
Stands 88/07/21 8AUARD.fi NRC * No Detailed Affiliation Given 3pp 46865 262- 
46685 264 

8800290112 Provides list of revs made to HLTR technical position submitted on 860016 
& 17 re annotated outlines Six outlines will be deleted & three reymlten 
BA L LARD, R U Technical Review Branch (870413-06091 0) 88/08/23 UNERAN.JJ 
Operations Branch (870413 8009 10) 13pp 46696 244-46696 256 

9808290123 Forwards RES & TA contract summanesper request C(r budget for technl 
cat assistance unclear al present time & not included In encl tables 
BALLARD RL Technical Branch 60/08/25 BROWNING, R,E Division of High Level 
Waste Management (Post 870413) 55pp 46685 19546685 258 

-8806180445 forwards review comments & suggestions re ‘Investigation ot Potential 
Effects ol Seismic Events on Underground Openings & Ground ' W^iar Movemeni 
BALLARD.R L Technical Review Branch (870413 860910) FIN 8 6666 88/06/14 
COSTANZI.F A. Waste Management Branch 9pp 46685 252-46685.258 

8808290167 Forwards propnetary formalized comments lo consultant study forwarded 
by M Tokar 800614 Jlr to B Roy, per request.. 

ROY.B, Hittman Nuclear & Development Corp (subs of Hillman Corp) 69/08/25 
TOKAR.M Technical Branch. Ip 46690-183 46690 183, 

9808290283 Forwards trip rept for 33rd annual meeting of Health Physics Society on 
880703-06 in Boston, M A , 4 , „ n/rt „ Jrtc 

HAGEMAN.JP. Center for Nuclear Waste Regulatory Analyses 66/08/25 
PEARRING. J R NRC - No Detailed Affiliation Given Ip 466/6 200 46676 202 

-8809020172 Tnp rept of 880703-08 33rd annual meeting or Heallh Physics Society m 
Boslon.MA re recent developments.research & reviews In control, handling.monitoring 
& measurement of radioactive maU & radiation 

HAG EM AN, J , WHITING.A R, Center for Nuclear Waste Regulatory Analyses 08/06/ 
09 Center for Nuclear Waste Regulatory Analyses Ip 46678,20146676 201. 


6808290311 Forwards proprietary fifth correspondence w/draft answers to NRC ques 
tons on topical rept re composito high fntegnty contamer.EncI withheld 
MOONEY.J LN Technologies Corp (formerly London Nuclear Svcs, Inc). LN-B8* 
00496-GA1, 88/08/26. WICK.E Division of Low Level Waste Management & Decom 
missioning (Post 870413) Ip 46683 291-46683 291 


8809060064 Requests video togs for Boreholes UZ 6 & H 1 
PRESTHOLT.P.T. NRC * No Detailed Affiliation Given 80/08/30 GE- „ 
etlon Not Assigned Ip 46754,052*46754 052. 


8809060068 Forwards Rev A lo MKF-UMTRA-30, “UMTRAP Green five' 

Action insp Rian/ 1 (or concurrence within 2 1 days of Itr receipt 

ARTHUR, W.J. Energy, Depl of 86/09/01. LOHAUS,P Division cf lo« »„» a 

Management & Decommissioning (Post 870413) Ip 46748 078 46743 ' h* 


-8809060077 Rev A to MKF-UMTRA-30, "UMTRAP, Green River, Uf 
Insp Plan " 

♦ MK-Ferguson Co 86/03/04 19pp 46748 079 46748095 


8809060084 Forwards "NRC Div of Waste Mgt Compilation of U5C. ,.*r, b , 
NNWSI Subtask 1.6, ‘Review of Site Characterization Plan,’" per NP'l >>* 
quest. 

LOGSDON.MJ Nuclear Waste Constants, Inc FIN D-1021 Z\* ^ 

POHLE.J Technical Review Branch (070413 860910) 3pp 46747 285-fc’. 


-8809060007 "NRC Div of Waste Mgt Compilation of Comments N NWS. •> m* 
■Review of Site Characterization Plan.'" 

♦ Waters Waste & Land, fnc FIN D-1021 08/00/31 NRC - No 
Given 29pp 46747-260 40747:313 

8809060140 Forwards draft "Integrated Comments on Consultabon Dra** ,** V4 
tenzation Plan Yucca Mountain, NV." Rept Includos compilation of .m**, 
made by NRC & DOE/NRC conceptual model meeting In Las Vegas fw 
LOGSDON.M.J. Nuclear Waste Consultants, Inc FIN D-1021 RS-NM 1 u *>„ 
09/01 POHLE.J. Technical flevlow Branch (870413 880910) 3pe *- - 
40765 317 


-8809060144 "Integrated Comments on Consultation Draft Site CharK \> ' i 
Yucca Mountain, Nv " 

* Water, Waste & Land, Inc, FJN D 1021 88/08/30 42pp 46765 27M6 ** 

8809000161 Forwards "Conceptual Models of Groundwater Flow in SaUi’ic 4 ^ ( 

rated Zones In Yucca Mountain, NV.Parte I HI," 

WILLIAMS, R.E, Williams 4 Associates FJN D 1020 194. 88/08/31 PC*' f 
No Detailed Affiliation Given, 3pp. 46754 059-46765,017 

-8809060165 "Conceplual Models of Groundwater Flow In Saturated 4 .'‘-w'.jy- 
Zonos In Vicinity of Yucca Mountom.NV.Part 1 Description of Conceptual ^ 
ale Models or Flow Paths & Mechanlsma of Flow M 
f Williams & Associates FIN D 1020. 80/00/31. 44pp, 46764 062-46754 *** 

-8009060169 "Conceptual Modols of Groundwater Flow In Saturated 8 ,/vr# 
Zones In Vicinity of Yucca Mountaln.NV.Part II Dolailed Descnption of Cent t, 
Elements of Conceptual Hydrogeologlc Models ” 

* Williams 8 Associates, FlN D-1020. 00/00/31. 24pp. 46754,106-16754 


8608290319 Forwards Rev 0 to "QA Requirements for Civilian fladwaste Mgt Program." 
per 880712 meeting w/NRC 

STEIN.R Energy, Dept ot, 88/08/29, YO UNG BLOOD, BJ, Division of High Level 
Waste Management (Post 870413), 2p p 46683 017-46683.066 


-0809060172 "Concoplual Models of Groundwater Flow In Saturated & j 
Zones in Vicinity of Yucca MoLMteln.NV.Parl III Refs Reviewed but Not .nrpww*' 
Into Repl." 

• williams & Associates FIN D-1020, 08/00/31. 147pp. 46754 13046754*^ 


-0800290324 Rev 0 to "QA Requirements for Civilian Ftadwaste Mgt Program " 
BARRETT, L , KAY.CE Energy, Dept Of 88/08/22. 46pp. 46683 019 46683.066 

8808300158 "Evaluation & Compilation of DOE Waste Package Test Data," monthly Itr 
status rept for Jul 1988. 

INTER pANTE.CG Commerce, Dept, of FlN A-4171-7 88/08/15, PETERSON, C 
Technical Review Branch (&70413 080910). 42pp 46600.183-46098-224, 

880631 D0O9 Forwards staff paper on development of technical position in 10 
rufema king, per request Paper presents various scenarios for technical position to rute- 
makfng process 

BUNTING, JO, Systems Engineering 4 Evaluation Branch (070413-880910), 80/08/ 
09 BROWNING.R.E. Division of High Level Waste Management (Post 870413) 4pp 
46782 025-46762 028. 

6808310012 Revised NNWSJ O A program plan procedures, Including Rev 0 to 033 
NNWSI P 1 1.19, “Air Permeability Measurements M 

DRONKEAS.J.J Lawrence Uvermore National Laboratory. 86/08/26. 21pp. 
46782 076-46782 096 

6869010074 Comments on monthly progress rep! for Jul 19BB under Contract NRC-02- 
85-000 Overall progress salis factory, 

POHLE.J A. Technical Review Branch (070413 880910) FIN D-1020 NRC-O2-05OQ8 
68/08/30 WILLIAMS, R,E Williams & Associates Ip. 46720-354-46720 354. 


”6809060179 "USGS Proceedings of Workshop XXVIII on Bor^ ** » 
Earthquake, Vol A." 

STEIN, R.S., BUCKNAM,R.C. Interior, Dopl. of, Geological Survey 64/t: >4 Art 
46764,270*40755:0 17. 


8809060184 Provides concurrence w/680815 transmittal, "Program Archfl^iwa 
lional DalabaBQ Work Instrucllon/ 1 under Technical Operating Proceed ry p - . 
finstructions re clr program elomarils on format & content of PASS data 
BUNTING.JO, Systems Engineering & Evaluation Branch (670413-6809*? t* * 
01 WHITING, A, m. Center for Nuclear Waste Regulatory Analyses Ip 
46753,131. 


8809060190 Forwards commenfa on preliminary specs /acceptance cmena *cj 
major Milestones R7J7.R6 6 R9 re acceleration ol program architecture hint jfri» « 
be consulted on selection & development of "proof of sys" example 
BUNTING. J.Q, Systems Engineering 6 Evaluation Branch (870413-0003^ P- 
01. PATRICK, W.C, Center ter Nuclear Waslo Regulatory Analyses 3pp *-«■ 
46767:32 2 


8809060233 Informs that no addl comments lo add based on review ot 680®^ I * ^ 
Mrs re program architecture development Milestones D5 & Ol . _ 

ALTOMARE.P.M. Systems Engineering & Evaluation Branch (87O4l3-00C*Ji'3 & J* 
01, WHITING.A R. Center for Nuclear Waste ReguJalory Analyses fp 
46762-366 


88090 10002 Forwards SECY66-39B, "Quarlerly Progress Rept on Pre- Licensing of 
DOE Ctolian High Level Rad waste Mgt Program " 

TANA.ET Operations Branch (870413-880910) 08/00/ 19 Operations Branch 
(870413*880910). 3pp 46721 023 48721.060, 


6809060241 Summary of 800617 mgt meeting w/DOE re high level waste 
YOUNGBLOOD.BJ Division of High Level Waste Management (Post M*t 4 ** 
06/30 THOMPSONS L. Office of Nuclear Material Safety & Safeguards'^ 
46767,331-46767.332. 


6869010122 Forwards "Transportation Risk Study Outline for DES Titled 'DES on 
Tran«x)rlation of Radioactrve Mali In US’," for revfew,comment &/or concurrence, 
PJEFCE ( R,N Center fof Nuclear Waste Regulatory Analyses. NRC-02-80 005, 88/08/ 
22 COOK.J.R. Division of Safeguards & Transportation (Post 870413) 2pp, 
46739 344 46739360. 


6809060249 Discusses results of evaluation of NNWSI 860210 response 
& Info requests listed In end, NRC cannot adequately evaluate mfo toward 
880219 Hr until DOE provides preliminary performance analysis 
LINEHAN.J.J, Operations Branch (Q70fl 3 060910). 88/08/31. STEWR 
Dept, of, 3pp, 40766 004 46766 006. 


— 6609C10125 "Tranaporiatlon Risk Study Outline for DES Titled, 'DES on Transporta- 
tion ol Radioactive Matt In US'." 

’ Center for Nuclear Waste Regulatory Analyses, NRG02-B8-005 86/03/19 NRC - 
No Detailed Affiliation Given. 16pp. 46739.346-46739.360. 

6609020173 Forwards environ assessment on proposed remedial action al Green River 
U mill tailings aite.FInding of no significant impact stating DOE determination that EIS 
not required also end W/o staled ends 

ARTHUR,W.G. Energy, Depl of. 86/07/06 NRC - No Detailed Affiliation Given. Ip, 
46746-296-46746 299, p ‘ 


6609060041 Confirms 880907 meeting w/J Caldwell in Washington, DC to discuss ge- 
neric Issues re design of UMTRAP pile covers, including technical approaches to soil 
cover design, aulfy erosion assessment & use of geomembranea & geooomposites, 
LESKE.DN Energy, Dept of. 88/08/30. JOHNSON.T. NRC - No Detailed Affiliation 
Given Ip. 46765:322-46765.322 


8809060285 Informs of State of OR Dept of Energy recommendation to 
Sheer quarry to obtain remainder of erosion protection mail required for r 
posal site, Quality data end. , „ w 

STEWART-SMITH Oregon, Stale of, 80/08/05. ARTHUR.J Energy. ^ ^ 

46765*323-46766:327 

8809070095 Provides Info, for review, In order to reach resolution on rock sotfssra 
ptete Lakwlew UMTRAP, ^ 

ARTHUR, W,J. Energy, Dept, of. 80/06/15. DJXON.W Oregon, SUta H ^ 
46783:190-46763:193, 

6800070189 Responds to NRC 880725 request for digital cartographic 
of NRC activities at Yucca Mountaln.NV.NRC addl requirement for DIG to® *** 
estimated completion date to June 1989, _ e 

STARR, LE. Intenor, Dept, of, Geological Survey, 88/09/02. BROWNING^? c - 
of High Level Waste Management (Post 870413). 2pp, 46774 248*46774 243 
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ss 03070197 Forwards prelimonary agenda for fourth NEA Performance Assessment Ad 
^ wsorv Group meUngs scheduled 801024*26 In Paris Topical session will bo devoted 
to dskissions of biosphere modelling in nuclear waste repositories 
THEGERSTROM.C Organization for Economic Cooperation & Development (Paris) 
88/06/16 Organization for Economic Cooperation & Development (Paris) 6pp, 
46779 1 62-46779 .1 66 

8*09070396 Certifies that Milestone P5 has been attained as defined In J Latz 680726 
llr to M Mace PARC formed & began evaluation of Set 1 of draft regulatory require 

WHITING A R. Center for Nuclear Waste Regulatory Analyses, 00/09/02 
ALTOMARE.PM Division of High Level Waste Management (Post 970418). Ip. 
46777 339-46777 339 

■9609089095 Forwards revised pages to NQA-3.Drafl 3,flev 2.Summary of Subcommittee 
on Nuclear Waste Mgl votes on Ballot 80 1 provided 

WJLUAMS.C American Society of Mechanical Engineers 00/08/30 American Society 
of Mechanical Engineers. 4 PP 46797 142-46797-146. 

6609089109 AcK receipt of Progress Rept 6 did 060630 re dovelopmonts Irt NRC/Tus- 
keaea Umv conferences concerning radwasle issues, 

T>H)MAS0E Operations Branch (870413-800910) NRC-27-00 025 BB/00/01 

WEAVER^ Tuskegeo InsMule, Tuskegee, AL 2pp 46791.267-46791,268. 

6609089135 Forwards document which contains substantial duplication of DOE 
mall Document should be incorporated Into instructions/ guidance to LSS document 

^QMAREP^SyXnfs^ Engineering ft Evaluation Branch (070413 06091O). 88/08/ 

31 BENOEHA Office of Administration & Resources Management, Director (Post 
870413). 2pp. 40793.367-46793:350, 

6609080366 Forwards DOE proposed protocol to be used lo guide excavation of Th 
230 contaminated mall at Riverton, WY site. Comments requested by 889913. 

ARTHUR WJ Energy, Dept of 80/09/06, LOHAUS.P. Division of Low Lovol WaBto 
Management & Decommissioning (Post 070413) 17pp 46003 139 46803,165. 

6809060371 Forwards draft comments ro NRC questions re high Integrity container topi 

wfAoNEYJL. LN Technologies Corn, (formerly London Nuclear Svca, Inc.). LN-00* 
90509 QA 108/08/31 . WICR,E Division of Low Level Waste Management & Decom 
missioning (Post 870413) 10pp. 40798 038-46798 047 

6809090065 Forwards BNL52161R, "Long Term Total Containment ya Controlled 
Reloasa, Evaluation for Yucca Mountain Environ.” Ropl discusses sst of problems w/ 

^HWE?T2ER |d. C Q n Bro 9 okh oven^Nallonal Laboratory. GB/09/07. BROWNINQ.R E Di- 
vision of High Level Waste Management (Post Q70413) Ip 46004 1O2-46B04.1 29. 

-6809090067 BNL52161R "Long-Term Total Containment vs Controlled Release, Eval- 

SCHWEIT2ERiD.Q OU 0rookhaven National Laboratory 80/00/31 . 27pp 46004:104* 

46004.120 

6800099090 Informa of DOE desire to schedule technical exchange w/NRC on 800929 
S 30 ro waste acceptance process w/rospoot to defense waste Proposed agenda ft 
draft Rev 1 to ’‘Waste Acceptance Preliminary Specs for Defense Waste - °? n c l 
STEIN R Energy, Dept of B8/09/02 LINEHAN.J Operations Branch (870413- 
680510).' 6pp 40-007.324-46600:321, 

-8009150320 Draft Rev 1 to "Waste Acceptance Preliminary Specs for Defense Waste 

m/ 04/30. 42pp. 46a07-320.4600fl.010. 
-0009150327 Draft Rav 7 to DPST-06-746, "Waste Form Compliance Plan for Defense 
200 pp 40808-011-46806 321. 

&80&090097 Requests review of end proprietary Rev 0 to USE-01 -001 P, "Stability of 
NS-1 Solid! Hod W/HIgh Strength Asphalt 11 Test dala demonstrates complete compli- 
ance w/stablhty requirements of 10CFR61, Rept withheld. 

OAYJE U.S Ecology, Inc. (formerly Nuclear Engineering, Inc.), CH 909-124 88/07/ 
15 T0KAR.M. Technical Branch 2pp, 40004:161-46804.162. 

0899090130 Forwards "Draft Technical Evaluation Ropt for Proposed Remedial Action 
Plan at Grand Junction Tailings Site, Grand JunctlonjCO. NRC review of date designs 
Indicates number of significant outstanding Items still remain. „ , t „ 

LOHAU-&P.H. Operations Branch. 88/08/31. ARTHUR, W.J. Energy, Dept. of. 3pp. 

46709.120 40799-172 

-880&Q&0151 Draft “Technical Evaluation Rept for Proposed Remedial Action at Grand 

Junction Tailings Slte.Qrand Junction, CO." . . . „ nR , 

* ©(vision of Low Level Waste Management ft Decommissioning (Post B70413). 88/ 
08/31 50pp 46708:123 46799:172. 

0809090138 Informs that review of preliminary design for stabilization of U [Tjjll lallings 
site near Fall City.TX completed Info provided found adequate to support Initiation of 

LOhfitui?p!H W Operations Branch. 88/00/01 ARTHUR.W.J. Energy, Dept, of. Ip 
46SQT.081 *46801.001. 

*609090142 Record of telcon w/K Feldman of EPA on 800817 re delay I rn comments 
on NRC draft technical position on ACL ft UMTRAP groundwater protection stds NRC 
assured Feldman that delayed comments would be considered within reasonable 

W^IrMF NRC - No Detailed Affiliation Given. 88/08/17. FELDMAN.K. Environ 
mental Protection Agency. Ip. 46799.176*46799:176. 

*609090197 Forwards J Blaylock 880820 Itr approving 880823 one wk extension for re- 

pSESlflldLT.P.T^Nflc'^I^Selafi^rAHHWkSnllivon. 8B/0B/31. KENNEDY, J. 6. NRC 
. No Detailed Affiliation Given 2pp. 46804:093-46604094. 

*809090209 Forwards Rev 2 to supplementary rept on high density W 

* Integrity container matfs.Prlmary changes occur In Section 3 re absorbed dose calcu- 

RYAnImt! Chem-Nuclear Systems, fnc. RA-0504-8. 88/09/02. TOKARM Technical 
Branch Ip. 46003-266-46803:207. 


—8809090215 Rev 2 to ‘'Supplementary Rept on High Density Polyethylene High fntegrf 
ty Container Malls " 

• Chem-Nuclaar Systems, Ino 88/09/02 30pp 46803 267-46803 297. 

8609090221 Forwards DOE weekly repts for wka ending 0BO&19 ft 26. 

PflESTHOLT.PT, NRC ■ No Detailed Al filiation Given 8B/G8/01. LINEHAN,J J Oper- 
ations Branch (870413 800910), 11 pp 46804 082-46804 092, 

8009120092 "Tochnfcal Assistance In Geochemistry," progress rept for Aug 1960. 
KELMERSAD, GOVE.RM, CATLETT.CR Oak Ridge National Laboratory FIN B- 
0287, 8&/09/Q2 BROOKS.D J. Technical Review Branch (070413 880910). 3pp 
46613 330 46813 341, 

8069120099 Forwards comparison of current schedule ft schedule now proposes, under 
Task Order 009, "Technical Assistance for In Silu testing" Understands that Sublask 
03 wilt be completed ahead of schedule 

HUCK,P,J Engineers International, fnc FIN D 1004 1148-09. 88/09/06 

BUCKLEY, J T NRC * No Detailed Affiliation Given. 2pp 46813'352-46813 353. 

8609 120105 Commonts on atlondonce at INTRAVAL workshops & meetings Issues 
presented at 800710-21 meo lings re three uneaturated zone probtems addressed. 
LOUX.R.fl Nevada, State of. 86/09/02 NICHOLSON J. Office of Nuclear Regulatory 
Research, Director (Post 660720). 4pp, 46813 31 7-46913 32Q 

0609120113 Rev 1 lo QMP 02-01, "Qu allocation, Proficiency, Indoctrmallon ft Training of 
Waste Mgt Project Ole Personnel " 

SPAETH.M , BAY LOCK, J , GEflTH,C P, Energy, Dept of, 88/00/29. 17pp. 46824 337- 
46024.355, 


6809 ^20125 f^iwofdaJJOE resgonso to roquest for complete G : 4 Jorenslc rept 
!io). i 

luests rot document re forensic review of USW-G4 borehole dala as 


o roquest Cor complete G-4 forensic rept 
PRESTHOLT.P.T. NRC - No belallod Affiliation Given 88/09/07 LINEHAN.J J, Oper- 
ations Branch (070413 980910). Ip 46Q 13-258-46613,285 


--6809120129 Roqui 
In llci 


oxl sling data In licensing, 

PRESTHOLT.P.T NRC - No Detailed Affiliation Given 88/06/21 GERTZ.C P Energy, 
Dept. oL Ip. 40013,259 46013,269, 

-8609120173 Forwards draft rept "Fora sonic Review of USW-G4 Borehole Data as Ex- 
’ ■’ ‘Icenslng,' 1 In response to 809602 request. 

torgy, Dept. of, 80/09/02 PRESTHOLT.P.T, NRC - No Detailed Affili- 
p, 40613-260 46013-205 


iBtfng Data In Licensing 
GERTZ.C P. Enorg; 
allon Given, 2pp, 

-6809120178 Rev 1 to “ForonBle Rovlow of USW G4 Borohola Data as Existing Data In 
Licensing ” 

KEPPER.J. Energy, Dopl, of. 89/07/11 24pp 40013-262 46813285 

8609120131 Forwards "Slalo of NV Comments on DOE Consultation Draft Site Charac- 
terization Plan.Yucca Mountain Site, Nevada R&D Area, Nevada," Vola I ft II 
LOUX,R,R, Nevada, Stats of 08/09/12 Nevada, State of. Ip, 4Q800:171-4B81 1.203 

-6809120135 Vots I ft II to "Slate of NV Comments on DOE Consultation Draft Site 
Charactorizallon Plan.Yucca Mounlaln SHe, Nevada R&D Area.Nevada" 

# Nevada, state of 80/09/30. 620pp 46809-172-46011.203 

0809120186 Advlsos that Jul monthly progress ropt for Fin A-1 158 reviewed ft found 

COLEMA^N M Technical Review Branch (670413 080910). FIN A-1158, 88/09/08. 
BQNANO.E. Sandia National Laboratories 2pp 46826 050-46825.051. 

8809120167 Responds to recipient 880729 Hr to B Corny ro briefing on present ft 
planned activities for development of licensing support sys. Understands that meeting 
will be arranged (or end of Sept or early Oct iDOB.Delalls of meeting requested. 
THOMPSON^! L. Office of Nuclear Material Safely ft Safeguards, Director, 88/09/07. 
MCDONALD.W.G. Office of Admin ial ration ft Resources Management, Director (Post 
670413). 2pp. 46826.046 46826 046 

8809120191 Confirms understanding reached during 880823 tolcon re outstanding 
Issues concerning CNWRA Inlerlm OA manual. Understands CNWRA has agreed to 
grade current projects at QA Level 1,per Interim QA Manual Section 2.3.2 I 
BUNTING, J.O Systems Engineering & Evaluation Branch (67041 3-8 B091O). 88/08/ 
30. LATZ, J Conter for Nuclear Waste Regulatory Analyses Ip 46813.350-46813.356. 

6B09 130233 Discusses commitment by DOE to have GA program accepted by NRC 
before Initiating new Bite characterization activities. Revised schedule for audits ex- 
pected lo be submilted by end cl Sept, 

STEIN.R Energy, Dept. of. 88/09/07. LINEHAN.J.J Operations Branch (870413- 
800910) 2pp 46834 359 46834:360. 

0609130242 Forwards "Modeling ft Doso Assessment of Alternative Low Level Rad- 
waste Disposal Methods In Slate of NY," Suppl to Jul 19B7 draft EIS for promulgation 
of 6NYCRR Part 302 

ZOBEL.S. New York, Stats of. 80/09/06 NRC - No Detailed Affiliation Given. 3pp 
46820.092-46020:273 

-8609130252 "Modeling & Dose Assessment of Alternative Low Level Redwaste Dis- 
posal Methods ]n Stale of NY,” Suppl lo Jul 1987 draft E|S for promulgatfon of 
6NYCRR Pari 332 

* New York, State of. 60/08/31. 185pp, 46028 094-46828:273. 

0009 130255 Discusses aging as mechanism to limit long-term survival of polyethylene 
HICa. Concludes aging probably mechanism which limits long term use when slow 

SI LLlh?G°S A, B^own^U nh/,!°Provl dence, Rl. 08/09/11. WIDMAYER.D Division ol Low 
Level Waste Management ft Decommissioning (Post 870413), 2pp 48B30.285* 
46830:266. 

8809130290 Forwards Rev 1 lo Project Inierface Document 03-S-10-R1 re riprap mall/ 

SSiWol. 08/08/22. HAWKINS, E.F Uranium Recovery Reid 
Ofo, R4, 3pp. 46835-332 46835:334. 

0809130329 Advises of courtesy visit of R Adler of CNWRA in Washington w/Denton 

BlJNTIN^JjD ^SystemB Engineering ft Evaluation 8ranch (870413-080910). 08/09/ 
08, THOMPSON, H.L. Office of Nuclear Material Safety ft Safeguard a, Director, Ip. 
46034:172-46034:172. 
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68-09130341 Comments on completion of Wiles^nes f2 J Jove, % ^'Guklance 
gram architecture performed under technical Operating Procedure OOt-O , Guidance 
to Program Architecture Review Committee, Review & Rev of WSE&I Major Milestone 

ALTOMARE.P M Systems Engineering & Evaluation Branch (070413 880910) 68/09/ 
06 WHITING. A R Center for Nuclear Waste Regulatory Analyses 6pp 46826 312 
46826 317 

8809140032 Responds to NRC 880819 itr & proposed agenda for meeting 
items re design or const of exploratory shaft facility Agrees that proposed meeting 

needed & dates of 881018 20 discussed w/NRC ^ 

STEIN R Energy, Dept of 88/09/02. LfNEHAN.J Operations Branch (070413' 
880910) Ip 46842 21346842 213 

6809140209 Forwards Rev A to Mexican Hat remedial action Insp plan.for review & 
concurrence Response requested within 21 days of Itr receipt 
ARTHUR, WJ, Energy, Dept, of 88/08/12. HAWKINS.E r Uranium Recovery Field 
01c,R4 3pp 46841 12946841 148 

>*8309140224 Rev A to Remedial Action Insp Plan RAIP-1, "Testing & Insp " 

* Momson-Knudsen Engineers, (nc 88/07/15 Ip 46841 13246841-148 


88091 903 18 Rev 0 to QMP-02-06, "Assignment of QA Levels ” 

SPAETH, M Energy, Dept, of 00/09/06 14pp. 46893 037-46893 060 

8809190320 Interim Change Notice 2 to Rev 1 of QMP-06-03, ‘’Document Rcvwwrfi^ 

SF^EThLM Energy, Dept of 08/07/20 4pp. 40690 017-46898,020, 

0809190340 Advises that Waste Mgt Projoct Ofc will conduct QA audt ot f\<wu. 
Electrical & Engineering Co, Inc QA program plan & quality related activSa S 
080822*26 Audit will bo in accordance w/oncl audit plan Members of audit team |,stiSi 
BLAYLOCK.J, Energy, Dopt. of 00/08/03. PRITCHETT, R F. Reynolds BccWcnUrJ 
gmeerlng Co , fnc 2pp 46065,018 46065 341 

-8809200036 "Waste Mgt Project Ofc QA Audit Plan 60 07 " 

HOLONICH.J Energy, Dept of. 80/08/03 300pp 4606S 021-46865 341 

8009190396 Forwards CNWRA 880902 Itr forwarding completion o( Milestone A2 K 
update of Milestone A1 re data processing capability of program architecture sumxwi 
sys.for commenis, 

AtTOMARE.P.M Systems Engineering & Evaluation Branch (870413 000910) men/ 
19 NRC - No Detailed Affiliation Given, 1 p. 46090 24 1 -46898 274 


0809140375 Forwards final draft of div technical position on post closure seals in un 
saturated medium, for FR publication, ^ , , 

BALLARD, RL. Technical Review Branch (870413 880910) 68/09/09 LINEHAN.J J. 
Operations Branch (070413 880910) Ip 46642 333 46842 351 

-0809140412 Draft "Technical Position on Postc/osurfi Seats in Unsaiurated Medium " 
GUPTA, O.C Division of High Level Waste Management (Post 870413), 88/09/30 
18pp 46842 334 46642 351, 

8809140398 Forwards info requested on EDO Ticket 0003844, In response to 1st ACNW 
880627 29 meetings re followup Items 2,3 & 9 of actions, agreements & assignments. 
BROWNING, RE Division of High LeveJ Waste Management (Post 870413) 88/09/ 
13 LEAR.G, Program Management, Policy Development & Analysis Stall (Post 
870413) 2pp 46839 230-46839 231 


0809150194 Rev 2 to Remedial Acljon Insp Plan 1, "Testing & Insp " 
* MK-Ferguson Co 88/07/01 13pp 46840 289*46848 301. 


*-8809060129 Forwards completion of Milestone A2 & update of Milestone At linalmnn 

a sm architecture support sys organizational struclure.hefd definitions & real ml 
n for elements of proof & MS 12 data,respectlvofy ^ 

WRITING, A R Cenler for Nuclear Waste Regulatory Analyses 80/uOfft? 
ALTOMARE.P M Division of High Lovel Waste Management (Post 070413) 33en 
46098 242-46098 274 

8809190399 Ack receipt of 000902 Itr transmitting document ro Intermediate Milestone 
A2 & A1 In development of program archllecturo 

WHITING, A R. Systems Engineering & Evaluation Branch (070413 060910), 00/00/16 
ALTOMARE,p.M< Center for Nucloar Waste Regulatory Analyses, tp, 4Q009 
46899 301. 

8809190402 "Pertinent info Summary 7-06 for Wk Ending 080006 ’’ 

• Center for Nuclear Waste Regulatory Analyses, 80/08/06 3pp 46600 0B5- 
46890 087 


8009150249 Notification of 880928 meeting m flockville.MD w/DOE, Slate of NV & 
Clark & Nye Counties to discuss staff concerns Identified as result of evaluation of 
DOE QA requirements document _ _ „ 

HOLONICH.J J Division of High Level Waste Management (Post 870413) 88/09/13. 
LINEMAN, JJ Division of High Level Waste Management (Post 870413) Ip 
46846 210-46840 210 

8809150257 Forwards transcript of B80517 briefing of NRC by DOE on high level waste 

[jnIhAN.J Division of High Level Waste Management (Post 870413). 88/09/14, 
SWA1NSTON.H Nevada, State ol Ip 46B50 121*46850 174 

8809150279 Requests info or addl Info re Interface requirements Completed forms $/or 
suppls should be sent to author by 880920. 

ALTOMARE.P M Systems Engineering & Evaluation Branch (870413 800910) 88/09/ 
13 DELLIGATTI.S L , FORTUNA.S L , STJLTENPOLE.0 Systems Engineering & Eval- 
uation Branch (8704 13*8 BO0 10) 3pp 46891 098 46891.100. 

8809160105 Forwards notice of upcoming NRC/DOE technlcaJ/programmatlc meetings 
re high level waste mgt program 

LINEHAN.J J, Division of High Level Waste Management (Posl 870413) 88/09/19. 
NRC - No Detailed Affiliation Given 2pp 46908 350 46908 351 

8609160240 Forwards final agenda agreed upon by NRC/DOE for 980929*30 
meeiing Meeting will cover issues re waste acceptance from Defense Waste Process- 
ing lacimy at Savannah River 

STEIN.R Energy, Dept of 88/09/15 UNEHAN.J J Operations Branch (870413* 
8 609 10) 6pp 46864 230 46864,235 

8809190012 Forwards info re Chlchibu Cement Co 880720 application for amend to 
Certificate of Compliance DHEC-HJC-CL-015 to use Rev 1 10 user manual for 200L/ 
400Lhlgh integnty containers 

LOWENBERGJH Lowenberg Associates, fnc 88/09/16, MCDANIEL, K NRC* No De- 
tailed Affiliation Given Bpp 46898:095 46698’! 02 

3009190016 Press release discussing groundbreaking ceremony to commemorate Rifle 
cleanup activities DOE has established toll free number as public sve for individuals 
Interested in tailings cleanup project 

MCCARTY, B„ HOOPES.J. Energy, Dept, of. 88/09/14 Ip 46895 260 46895 260, 

8009190023 "Washington Low Level Radwaste Disposal Site Alternatives for Future," 
staff repl 

* Washington, State of 88/08/31, 14pp 46909 003 46909 016 


8609200029 Forwards NNWS1 site ropt for Aug 1000, 

PRESTHOLT.P.T NRC - No Detailed Affiliation Gjvon 80/09/16, LINEMAN, J J. Opor 
aliens Branch (070413-880910) Ip 46900- 176-46900- 100. 

-8009200033 Submits NNWSf site ropt for Aug 1080 
PRESTHOLT.P T. NRC - No Detailed Affiliation Given 00/00/12 LINEHAN.J J, Opor 
ations Branch (070413-880910). I4pp 40000-176 46000:109 

8809200108 Requests conversion of SUTRA codo to fully vectorized form (or optimum 
speed by late Oct In order for program to produce output for forthcoming IN Til AVAL 
meeting in mid-Nov. 

COP LAN, S. Geoscience & Systems Performance Branch (Posl 880011). 80/09/15 
VOGLEWEDE.J, Information Technology Services Branch ip 46 920-104 40020 101 

8809200113 Forwards POE weekly ropts for wks ending 800002 & 09, 
PRESTHOLT.P.T. NRC - No DeioHod Affiliation Given 00/09/14 UNEHAN.JJ Q(W 
ations Branch (870413 880910) lOpp 46900:190 46900.199. 

8809200130 Forwards documents for use In preparing for Initial mooting of review group 
re Commission 1904 waste confldonco proceeding findings. 

BERNERO.RM, Office of Nuclear Material Safety & Safoguards.DIreelor 60/09/18, 
GILLESPIE, F.P. Program Management, Policy Development 8. Analysis Staff (Posl 
870411). ROSS,PF. Office of Nuclear Rogulalory Research, Director (Posl 860720) 
MALSCH.MG. Deputy Goneral Counsel for Licensing & Regulation, 9pp 46916210 
46918016, 


-8809210044 Forwards listed documents prepared In response to Chairman 011125 re- 
quest for key metis that will bo useful to Commission In preparing for oral prosonla- 
Irons to Commission on waste confidence rulemaking 

REM1CK.F J. NRC - No Detailed Affiliation Given, 01/12/21, PALLADlNO, GIUNSKY, 
BRADFORD Commissioners Ip, 4691fl-261*48D16‘261 


“9&09210054 Requests assembly of key malls which will be useful to Commissioners In 
preparation for oral presentations to Commission fn waste confidence proceeding 
PALLADlNO Commissioners. 81/11/26. REMICK/.J Office of Policy Evafuallons 
B1CKW1T.L, Office of the General Counsel 19pp 46916 262-46016-299. 


-8809210061 Forwards comments & recommendations concerning furlhor 
proceedmgs,perfl101l6 memorandum & order. „ 

MILLER, M,E, NRC - No Detailed Affiliation Given. 81/06/17 HENDRIE, GIUNSKV. 
BRADFORD Commissioners. 10pp. 46916'300 46916-328. 


8809190037 Press release announcing LLW Forum quarterly meetings on 881017-18 In 
Knoxville.TN 

* Low Level Waste Forum. 88/09/13 7pp, 46899 292-46899 298 

6809190043 Press release discussing appointment ol K Uematsu as director general of 
NEA 

GOLDSMITH.R. Organization Tor Economlo Cooperation & Development {Pm%\ 69/ 
09/12 2pp 40892,359-46892,360 

08091904)56 "performance Assessment Methodology Development - LLW Disposal 
Safely Assessment/’ monthly rept for Aug 1988 

BONANO.EJ, Sandia National Laboratories FJN A-1764 68/09/15 OEERING L 
Technical Branch. 10pp 46893 007-46893 016. 

8009190063 "Coupled Thermal-Hydro-Mechanical Assessment & Site Characterization 
Activities for Geologic Repositories," monthly rept for Aug 1988 Enel available in Cen- 
tral Fifes 

80NANO.E.J, Sandia National Laboratories, FIN A-1755 80/09/15 PESHELJ, Tech- 
nical Review Branch (870413-880910) 2pp. 46898-337-46898.338 

8009190082 Agenda for work group of document control & records mgt meetfno on 
861004 & 05 In Now Orleans, LA y 

WINN, J A American Society of Mechanical Engineers 68/09/13, Northeast Utilities 
47pp. 46887:259-46887.305 umm ' 


-8102200367 Responds to 800109 Hr re storage & disposal of nuclear waste Issues 
have been adequately addressed, Radwaste can be safely stored until uJlimato dispos- 
al available, Disposal date of y / 2,000 con be mot. 

PLESSET.M.S, ACRS - Advisory Committee on Reactor Safeguards. 80/12/10 
ARE ARNE, J,F, Commissioners. 6pp, 46016:320 46917,082. 

-0806210073 Requests reexamination of 880310 response that consideration of proc* 
esglng In waste confidence proceeding not necessary, , 

AHEARNE.J. Commissioners. 81/09/03, Office of Policy Evaluations. Ip- 46917.083 
46917 003. 


**8808210076 Provides Hated questions based on review of rept on waste confldohco 

AHEARN^J Commissioners. 81/02/09. Office of Policy Evaluations. Ip. 46917094 
40917.084, 


L?rEJSRK Discusses consideration of reprocessing In waste confidencej^oceuomg' 
HANRAHAN.E J. NRC . No Detailed Affiliation Given. 81/03/10. AHERNE Commit)' 
sloners. 5pp, 46917:085-46917:089. 


-*6809210088 Statement before Subcommittee on Energy & Enrlon Committee on fnleri- 
or & Insular Affairs 

* NRC - No Detailed Affiliation Given, 81/07/09. 7pp. 46917:090-46917*090. 
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-8809210089 Provides tentative schedules for waste confidence proceeding, per Chair* 

BlSSttfe - No Detailed Affiliation Given 81/09/29 PALlADINO, GIUNSKY, 
BRADFORD Commissioners 7pp 46917 097-46917 150 


>6069210229 Rev 0 io "QA Requirements DocumenLExceptions to NRC Review Plan 
Criteria 

SOMMER.KG, BARRETT.L H. Enorgy, Dept of, 68/09/16, 6pp 46920 322 

iRQOQ <107 ' 


-6899210101 Decision in waste confidence rulemaking proceeding finding reasonable 
assurance that safe disposal of high level radwaste & spool fuel In mined geologic 
repository Is technically feasible 

CHILK.SJ Office of tne Secretary of the Commission 44FR61372 63/05/16 88pp 

46917151-46917300. 

—8809210 112 Comments on behalf of AIF on proposed rules 10CFR50 & 51 ro require 
nents (or licensee actions concerning disposition of spent fuel upon expiration of 

KNOTTJ B. Atomic Industrial Forum KNOTT, J B Knolls, J.B 4QFR22730 00006, 63/ 
07/05. CHILK.SJ Office of the Secretary of the Commission. Gpp, 46917 301- 
46917.314 

-$809210116 Comments on proposed rulos 10CFR50 & 51 re ensile storage of spent 
fuel Rules should be withdrawn & replaced w/ru!es mandating full environ review In 
each licensing proceeding 

SINGER BR AN D.C Wisconsin, Slate of 48FR22730 00008 83/07/01 Dockeling & 
Services Branch 6pp 46917 315 46917 324 

-4809210119 Forwards comments of Union of Concerned Scientists on proposed rule 
concerning requlrmants for licensee actions ro disposition of spent fuel upon expira- 
tion of reactor OLs 

JORDAN, WS, Union of Concerned Scientists JORDAN, WS Harmon & Wolss 
49FR2273Q 00011 03/07/06 CHILK.S Offico of the Secretary of the Commission 
10pp, 4691 7 325 46917*336. 

"Waste Confidence Decision & Requlromonts for Ucenseo Actions Ro 
of Sponl Fuel Upon Expiration of Reactor OL," 10CFR50 & 51 final rulo9 
Office of IhG Secretary of tho Commission 04/08/31. 40pp, 46917*337* 


-4609210148 

Disposition i 
CHfLK.SJ 

4ewoie 


<609200149 Forwards notice of 080922 meeting tn Rockville, MD 10 discuss classifica- 
tion ot waste in Hanford double shell looks, 

GLENN ,C, Rogufato/V Branch 08/09/12 THOMPSON.H L , BERMERQ.R M, Office of 
Nuclear Material Safety & Safe guards, Director KNAPP, M R Division of Low Lovol 
Waste Management & Decommissioning (Post 070413) 3pp 46900:348 46900,350 

6309200163 Responds lo 080714 Hr ro suggested revs to rept, "DQ9lgn of Impound- 
ment & Disposal Facilities tor U Mill Tailings & Rehabilitation of Tailings Piles Intent 
to shorten root necessary stop to bring guidance? into managoablo framework. 
GNUGNOLI.G N. Division of Low Lovol Waste Management & Decommissioning {Post 
870413) 00/00/07. FERADAY.M.A International Atomic Energy Agoncy, 7pp 
45914 210 46915037, 

8809200179 Endorses govl publications dept of Univ of Nevada as LPDR for records re 
potential high level radwasto geologic repository site near Yucca Mountain, 

GOULD>M, Wasthoo County, NV 63FR2G536. 00/08/30 BEESON ,J Division of Free- 
dom of information & Publications Services {Post 800615) 2pp. 46920. 102*46920 103 


-8809210232 Rev 0 to “Source Matrix of NRC Review Plan vs QA Requirements Docu- 
ment 

SOMMER, K <3, BARRETT.L H, Energy, Dept of, 80/09/16 65pp 46928 328* 

46929,032 

-8809210230 Rev 0 lo "QA Requirements for Civilian Radwaste M9I Program (anno- 
tated version).” 

SOMMER.KG, BAR RETT, L H Energy, Dopl of 88/09/16 52pp 46029 033- 

46929 084. ^ 

8609220080 "Lfconsmg Methodology Assistance," monthly rept for Aug I960, FIN A* 
TIGS 

BONANO.E J Sandia National Laboratories FIN A*1165 68/00/15 BROOKS.P. Op- 
erations Branch (070413 0B 0910), 22pp. 46926 345 46927 006 

8600220127 Forwards revised draft of "Plan for Selecting Methods for Disposal of Low 
Level Radwastos Executive Summary" & "Plan for Selecting Sites for Disposal of Low 
IoyoI Radwaste Executive Summary " 

DUNKLEBERGERJ New York, Slate of. 08/09/22 NRC - No DetaHod Affiliation 
Given 2pp 46027 140 46927 174, 

-0009220179 Revised drafl of "Plan for Selecting Methods for Drsposal of Low Level 
Ratfwastes Exoculivo Summary" 

* New York, Stalo of 4 Roy F, Weston, Inc ‘ Bums & Roe Co 88/09/30 8pp. 
46027'1 48-40927 165 

-88092201 B7 Revised drafl of "Plan for Selecting Sltos for Disposal of Low Level Rad 
waste Exocutivo Summary" 

* New York, State of * Roy F. Weston, Inc 1 Burns & Roe Co, B8/09/30 I9pp 
460271150-40927 174 

0609220135 Provides NNWSI site rept for Aug 1980. 

PRESTHOLT.PT, NRC - No Detailed Affiliation Given 8B/09/12. LINEHAN.JJ Oper- 
ations Branch (070419 68091 0). 260pp 40032*307.46933 254, 

0809220310 Forwards draft "Technical Position on Postclosure Seals In UPSaturated 
Medium," for reviow & comments, Comment period expires 60 days from date of publi- 
cation In FR. 

TANA.E.T. Division of High Level Waste Management (Post 870413) 00/09/22 NRC 
- No Detailed AililialPon Given, Ip 46932 270.46932 2D7. 

0809220327 NoUicatian of 860929-30 meeting w/DOE & State of NV in Washington, DC 
to brief NRC on plans for demonstrating production of waste forms meeting disposal 
requirements for dofenso waste processing facility A fo receive NRC feedback. 
WALKER.W Division of High Lovol Waste Management (Post 0704 13) 08/09/20, 
LINEHAN.J.J, Division ot High Lovol Waste Management (Post 870413) 2pp 
46927.101-46927 162, 


6009210178 Discusses Stale of NV NWPO observations & concern ro DDE QA audits 
Lorn Fab-Jut 1986. 

ZiMMERMAN.SW. Novada, Slato of 00/09/06 HOLONfCH.J Office of Nuclear Ma- 
terial Safety & Safegunrds.Olroclor, BARRETT.L,, GERTZ.C. Energy, Dopl of 4pp 
46920306-46020*300. 


6009230117 Vols I & II to, "Radiological Monitoring Plan for NNWSI Project" 

* Enorgy, Dept of. SAIC-87/6000. 08/03/31. 376pp. 40924,202.46025304. 

8009230160 Rev 0 to"QA Program Plan WMPO/ao-1 " 

1 Energy, Dopl Of NVO-106-18 08/02/16. 360pp 40923 090 46924.007, 


8509210194 Forwards "Status of Lode Quartz Claims on Yucca Mountain, Nyo 
County.NV," final draft, por Task Order 002,undor Intoragoncy Agreement NRC 02 06- 

WELDIN.R D Interior, Dept, of, Bureau of Mines. FIN D 1010. NRC-02-05 004 03/09/ 
19, ABRAMS, C, NRC - No Dotailed Affiliation Glvon. Ip 46926 166 46926,182, 


8899230263 Forwards arlicte for Fall 1908 Sss<ra of ITS news entitled, "NRC Ctr for Ntn 
clear Waste Regulatory Analyses " 

BUNTING.JO. Systems Engineering A Evaluation Branch (670413.880910) 00/03/ 
31 ROBINSON, E. rntemnalfon Technology Services Branch 6pp 46932*139- 
46032 143 


-0009210196 "Status of Lode Quartz Claims on Yucca Mountain, Nyo County.NV" W/ 

RANEy!r G Interior, Dept, of, Bureau of Minos. FIN D-1010, NRC-02-D5 004. 00/09/ 
30 Division of High Lovol Waste Management (Post 070413) 17pp 46920,166- 
46926:182 


8669230267 Forwards draft CNWflA 66*002, "CONVO Evaluation & Enhancement 


LATZ.J.E. Canter for Nuclear Waste Regulatory Analyses NRC-02-80 005 00/09/14 
MACF,M Offico of Nuclear Matoriat Satety-A Safoguards.Plrector, Ip 46944 286- 


40944 330 


8*092 1020S Forwards updated draft rept SAND 85 0598, "Analyses to Evaluate Erfecl 
Of Exploratory Shafts on Repository Performance at Yucca Mountain " 

STEiNR, Energy, Dept of 00/09/10 YOUNGBLOOD, B J Operations Branch 
1970413 680910) Ip 46941:071-46941 2BG. 

—8539210239 SAND85 0590 DRFT Draft "Analyses to Evaluate Effect of Exploratory 
Shafls on Repository Performance at Yucca Mountain ” 

FERNANDEZ.J A , HINKEBEIN.T.E , CASE.J B Energy, Dept of. 88/09/10 225pp. 
46941.072 40041.290. 


8809210214 Forwards document "Selected NRC Products High Lovol Waste Program/' 

rANA^iV°D&lsion n cS High Level Waste Management (Post 670413) 88/09/21. NRC 
- No Detailed Affiliation Given Ip. 46929 086-46929 114. 


-8809220006 "Selected NRC Products High Level Waste Program." 

• NRC * No Detailed Affiliation Given 88/09/30. 29pp. 46929.086-46920:114 


-8809230271 Drafl CNWRA 00 002, "CON VO Evaluation & Enhancement Plan" 
OELKERS.E , WHITING-A R , PATRICK.W.C, Center for Nuclear Waste ReguTaloiy 
Analysos NflC-02 88 005 86/00/30 36pp 46944 297-40944 330 

0009230287 Forwards FR notice re availably of of draft technical position on post-clo- 
sure seals In unsaltiraied medium 

LINEMAN. JJ Program Management & Quality Assurance Branch (Post 680911), 89/ 
09/22 MEYER, DX. Ruios A Procedures Branch Ip 46042.129-46942 133, 

-8809230290 Notice of availability of draft technical position on post closure seals In 
unsalurated medium, ^ 4 

LINEMAN, J J. Program Management A Quality Assurance Branch (Post 880911) 88/ 
09/21, 4pp 46942,130 46942.133 

8909230296 Forwards notice of upcoming NRC/DOE tochnlcal/progremmalic meetings 
LINEMAN, JJ. Program Management A Quality Assuranco Branch (Post 880011). 88/ 
09/26. NRC - No Detailed Affiliation Given. 2pp 46943.00Q 46943.007 


6809210216 Forwards DOE Rev 0 to QA program description for civilian radwaste mgt 
program, for review Discussion ol document at B0D928 meeting suggested 
ST&N.R. Energy, Dept of 08/09/16, YOUNG BLOOD, B.J. Divlsfon of High Level 
Waste Management (Post 870413) 2pp 46029,117-46929*200. 

-8809210218 Rev 0 to "QA Program Description lor Civilian Radwaste Mg! Program" 
BARRETT.L, KAY.C.E. Energy. Dept, Of. 00/09/16 B2pp 46920.11® 46929 200. 

8699210224 Forwards document ter Info & use In review of Office of Civilian Radioac- 
tive Waste Mgt QA program.Meetlng scheduled to discuss rept w/ataff at NRC on 

STEIN, R Enemy, Dept. of. 80/09/16. YOUNGBLOOD, B J Division of High Level 
Waste Management (Post 870413). ip. 40028:316-46929.084 

•*'6899210227 Rev 0 to "Condensed Source Matrix ter the QA Requirements Docu- 

SOMMER, K.G., BARRETT, L.H Energy, Dept, ol. 88/09/16 6pp. 46928.316- 
46928,321. 


6809260092 Roqueals DOE QA seminar be conducted in Albany, NY on 861020-21 for 
NY State employees Agenda encf 

RANDALL, JD. New Yorfc. Slate of 00/08/01. SKUPE.ME Energy, Dept, of 3pp 
46906 228-46966,230. 

8809260096 "US DOE Low Level Waste Mgt Program Nall Status Rept " 

- Energy, Depl. of. 60/08/31 9pp. 46957.210-46057:226, 

6809260117 Forwards Mod A025 (0 Cooperative Agreement DE FC04-81AL163O9 be 
tween DOE & State of UT.Mod Increases state cob! estimate & associated State & 
DOE funding obligations 

HERRERA, EY. Energy, Dept of, 66/00/21. MARTIN.D.E Office ol Nuclear Material 
Safety & Safeguards, Director. Ip. 48947355 46947*360 

-8009260124 Mod A025 to Cooperative Agreement DE-FCO4-81AL16309 re cost limita- 
tion & obligation of funds. 

MEYERS.W.C Energy, Dept, of, 88/09/21. 5pp. 46947.356-46947 360. 
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6609260152 Advises that 880831 meefjng vv/Northern Stales Power ta discuss decom 
mission plan guidance rescheduled for 880907, 

JOHNSON, T.C. Regulatory Branch 98/08/26. FISHER ,W Region 4, Ofc ol the Direc- 
tor STEYERK, CARDILE.F. Office of Nuclear Regulatory Research, Defector (Post 
860720) 2pp 46957 358-46957 859, 


8B09270153 Forwards summary of NRC/DOE 800710 19 meetings re exploratory shaft 

UNE%AN,J. Division of High Level Waste Management (Post 0704 13). 88/09/21 
STEIN, R Energy, Dept of 2 O 0 pp 46969 041 46969 292 


8609270156 Discusses concerns re exploratory shaft facility location & related surface 
facilities 

LOUX.RR Nevada, Stale of 88/09/19. GERTZ.CP Energy, Dept or 4pp. 
46967337-46967 340. 


8809270158 Table of contents to “T&MSS QA Program Plan & Supporting Documents “ 
* Science Applications Internationa) Carp (formerly Science Applications, Inc) 88 / 
09/20. 3pp. 46970 144 46970,146 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

8712150331 Forwards preliminary meeting schedule & budget addressing draft TDS, 
"Simulating Response to Testing & Experimentation on Determination of Paths of Ra 
dionuclide Travel & Groundwater 7 ravel 71 mo " 

LOGSDON, MJ Nuclear Waste Consultants, Inc FfN D- 1021 , HLWR 37/10/19 
POHLE.J. Office of Nuclear Material Safety S Safeguards, Director. 8 pp 43725-354- 
43725 361. 

8808290037 "NRC Technical Assistance for Design Reviews,” monlhly progress rept for 
Jul 1988 End withheld 

HART.RD. JTASCA Consulting Group, Inc FIN D-1016 NRC 02*35 002, 88/00/23 
TANlOUS,N NRC - No Detailed Affiliation Given 6 pp 46683.324 46603 329. 


•*8009060144 “Integrated Comments on Consultation Draft Sits Chi 
Yucca Mountain, NV " 

* Water, Waste & Land, Inc FIN D -1021 00/08/30 42pp 40765*27 

6809060161 Forwards “Conceptual Models of Groundwater Flow In S 3 
rated Zones In Yucca Mountain, NV, Parts I -III " 

WILLIAMS, RE. Williams & Associates FIN D 1020 194. 88/00/31. 
No Detailed Affiliation Given 3 pp 46754 059 46756 017, 

-8809060165 “Conceptual Models of Groundwater Flow in. Saturate 
Zones in Vicinity of Yucca Mounlain.NV.Part I Description ol Concej 
gic Models of Flow Paths & Mechanisms of Flow “ 

Y Williams & Associates FIND 1020 08/08/31 44pp 46754 062*46 

-8009060169 “Conceptual Models of Groundwater Flow In Sal urate 
Zones in Vicinity of rucca Mountaln,NV,Ptfrt II Detailed Description < 
Elemente of Conceptual Nydrogoologlc Models “ 

* Williams & Associates FIN D-1020 80/08/31 24pp, 46754 106 46, 

—8809060172 "Conceptual Models of Groundwater Ffow In Saturatei 
Zones in Vicinity of Yucca Mountafn.NV.Pflrt III Refs Reviewed but 1 
Into Rept." 

* Williams & Associates FIN D- 1020 08/06/31. 147pp 46754,130-4* 

-8009060179 “USGS Proceedings of Workshop XXV/ll on 
EarthQuako.Vol A." 

STEIN, R.S., BUCKNAM.RC, Interior, Depl, of, Geological Survey. 8 < 
46754 276 46765.017. 

8809120092 “Technical Assistance in Geochemistry, “ progress ropt for , 
KELMERSAD , GOVE.R.M , CATLETT, C R Oak Ridge National Lat 
0267. 86/09/02 BROOKS, OJ. Technical Review Branch (87041; 
46013.339 46013 341. 


8008290100 Responds to 860716 Itrre LLL plans lo establish peer review panel & invi 
lation to participate on panel Ofc of General Counsel behoves such sve would consti- 
tute conflict of interest A invitalion should be declined 

BALLARD, R.L Technical Review Branch (670413 060910) FIN A 4171, 68/00/19 
PUGH.E.N, National Institute of Standards & Technology (formerly National Bureau of 
Standa. 2 pp. 40685.260 46696,284 


-8808290104 Forwards invitation from LLL to serve on peer review panel for nuclear 
waste mat program at facility Requests Approval from NRC re panel participation. 
PUGKEN. National Institute of Standards & Technology (formerly National Bureau of 
Standa 00/07/21 BALLARD.R NRC - No Detailed Affiliation Given. 3pp, 46685*262- 
46605.264, 


8808300116 “Development of Low Level Waste Form Criteria - License Foes," monlhly 
mot rept lor Jul 1908, Document contains financial data intended for internal NRC dis- 
tribution only 

BARJ,RA Brookhaven National Laboratory FfN A-3174. 8B/0B/18 MCDANIEL, K 
Technical Branch, 8pp, 46700:115-46708.122. 

8808300138 “Development of Criteria for Mads Used In Engineered Components & 
Waste Forms at Near Surface Low LeveJ Wasta Facilities/* monthly mgt ropl for July 
1088. Enel fpnanclal data intended for internal NRC distribution only, 

BARI,R.A Brookhaven National Laboratory. FfN A-3951 88/00/18. MCDANIEL, K 
Technical Branch 6pp 46708.123 46708*128 

8908300158 “Evaluation & Compilation of DOE Waste Package Test Data, 1 ' monthly Hr 
status ropt far Jul 1960. 

INTERRANTE.CG. Commerce, Depl of FfN A 4171-7. 86/00/16, PETERS ON, C 
Technical Review Branch (870413*860910) 42pp. 46698*103-46090-224. 

9809010074 Comments on monthly progress rept for Jul 1080 under Contract NRC 02- 
85-008.0verail progress satisfactory 

POHLE.J A Technical Review Branch (070413 880910) FfN D-1020. NRC-02-05 008. 
89/08/30 WfLUAMS.R.E. Williams 4 Associates Ip 46720.354 46720*354 

8009010076 Forwards comments on second sol of responses from LN Technologies re 
NRC question on composite high integrity container topical rapt, Third set of responses 
wilt be reviewed by 880914 meeting between NRC & LN Technologies 
SISKIND, B. Brookhaven National Laboratory. FIN A-3174. 0B/O8/29 WfCK.E. Techni- 
cal Review Branch (8704 13-8 BO0 10). 6pp. 46720 382-46720 337, 

8809810092 Forwards WM-3951 0 , “Evaluation of Gypsum Garment Softening," techni- 
cal fir rept 

SfSKIND.B, Brookhaven National Lahore toiy FIN A-3951. 80/08/30 MCDANIEL, K 
Technical Branch, Ip. 46739,250*46739-206. 


■0809120099 Forwards comparison of current schedule & schedule now 
Task Order 009, “Technical Assistance for In Situ testing,'' Understan 
03 writ be completed ahead ol schedule 

HUCK,P.J, Engineers International, Inc FIN D 1004 1140-* 

BUCKLEY ,J,T NRC - No Detailed Affiliation Given 2pp 4601 3 352-461 

8809120106 Advises that Jul monthly progress ropl for Fin A-1 168 re\ 
satisfactory. 

COLEMAN, RM. Technical Review Branch (0704 13-0009 10) FIN A-1 
DONA NO, E. Sandia National Laboratories. 2pp. 46026:050*40825.051 

8809130221 “Environ Monitoring for Alternative Methods of Dlaposp, 
Waste/' monthly status ropt for Aug 1 00O, Financial Info withheld, 
DENHAM, D H. Battelfe Memorial Institute, Pacific Norlhwost Laborator 
8 88/09/09. JAGANNATH,B Office of Nuclear Material Safoly & Safer 
2pp 40034:184-40834:105, 

6009130321 "Evaluation, Validation, Verification & Documentation of 
Computor Coda, 1 ' monthly rept for Aug 1080 

CRANWELL.RM Sandia National Laboratories. FIN A-1 763 00/09/ 
Regulatory Branch 3pp. 40835-335-40835.337. 

8889190027 "Lab Evaluation of DOE Radionuclide Solubility Date & Seh 
lion Parameters, Experimental Strategies, Lab Techniques & Procedu 
progress rept for Aug 1983. 

MEYERR E Oak Ridge National Laboratory FIN 8-0200 08/09/13. BR 
Office of Nuclear Material Safely & Safoguards.Director 4pp. 40085 3 

8809190056 “Performance Assessment Methodology Development - I 
Safety Assessment/' monlhly ropl for Aug 1088 
BONANO.EJ, Sandia National Laboratories. FIN A-1 764. 80/00/15. 
Technical Branch 10pp 46803:007-48093-016 

8609190063 “Coupled Thermal-Hydro Mechanical Assessment & Site Cf 
Activities for Geologic Repositories," monthly rept for Aug 1908 Enel av« 
tral Files, 

BQNANO.E.J Sandia Nallonal Laboratories. FIN A-1 755 88/09/16 PES 
nical Review Branch (070413 800010). 2pp. 46890*337-46090 338. 

6809200099 Forwards WM-3951-6, “Evaluation of Gypsum Cement S< 
880916 telcon & 080013 MG Cowgill memo re addl info on gypsum softc 
inn info received attar Imalned technical lapt.Enct rept withheld. 

SISKIND, 8, Brookhaven Nallonal Laboratory FfN A-3951, 89/09/16 MC 
Technical Branch. 3pp 4691 ft, 098-4691 8.100 


0909060048 Forwards (np rept re 860616-18 visit to Rockville, MD to review FJN A-1 764 
re low level waste performance assessment project 

HARLAN, C.P. Sandia National Laboratories FfN A-1 704, 08/08/29 DEEDING, L. 
Technical Branch 3pp, 46748.066-46746.058, 

8609060054 Forwards WM-3951-6, "Evaluation of Gypsum Cement Softening," techni- 
cal Ilf rapt. 

SISKIND, B Brookhaven National Laboratory. FfN A-3951-7. 08/09/01, MCDANIEL, K. 
Technical Branch. Ip. 46873.193 46073.104. 

6809060064 Forwards "NRC DJv of Waste Mgt Compilation of USGS Comments, 
NNWSI Subtask 1.6, 'Review of Sit© Characterization Plan,"’ per NRC 880517 re- 
quest 

LOGSDON,M.J. Nucfear Waste Consultants, Inc, FIN D-1021 279, 88/0B/23. 
POHLE.J, Technical Review Branch (870413*800910). 3pp 46747:205-48747-313 


9809210180 "Development oi Low Level Waste Form Criteria - Lkfonae Fe 
for Aug 19B8 Enel In Central Files 

BAftl,R A. Brookhaven National Laboratory, FIN A-3174. 08/09/19. T 
Technical Branch 6pp, 46920-260 40020:255. 

8809210185 "Development of Criteria for Mali Used In Engineered Co 
Waste Forms at Near Surface LLW Facilities," monthly mat rept for Aug 
Central Flies, 

BAR I, R, A. Brookhaven National Laboratory FIN A-3951. 88/09/19. T 
Technical Branch. 6pp. 46926 154-46926:159. 

8609210188 "Analyses of Speciaf Waste Problems," monthly mgt re 
1 988 Enel fn Central Fifes, 

BARI, R, A. Brookhaven National Laboratory FIN A-3175 88/09/19. W) 
Technical Branch. 5pp, 46926*160 46926:164 


—6809060067 "NRC Div of Waste Mgt Compilation of Comments.NNWSI Subtask 1.6, 
'Review of Site Characterization Plan/" 

* Water, Waste & Land, foe. FIN D- 1021 . 88/06/31. NRC - No Detailed Affiliation 
Given 20pp, 46747-208-46747.313. 

0809080140 Forwards draft "Integrated Commenls on Consultation Draft Site Charac- 
terization Plan Yucca MountalniNV/’ Rept Includes compilation of formal comments 
made by NRC 61 DOE/NRC conceptual model meeting In Las Vegas.NV, 

LOGSDON, M.J Nuclear Waste Consultants, Inc FIN D-1021, RS-NMS05O09, 88 / 
09/01. POHLE.J Technical Review Branch (870413-880910) 3pp, 46765,273- 
46765 317. 


8809210104 Forwards "Status of Lode-Quartz Claims on Yucca M 01 
County.NV" final draff, per Task Order 002,under Interagency Agreement 

WELDIN.R D, interior, Dept of, Bureau of Mines FIN D-1018 NRO02-85-I 
19, ABRAMS , C NRC - No Detailed Affiliation Given Ip 46926:166-46926, 

-6609210196 "Status of Lode-Quartz Claims on Yucca Mountain, Nye Cotfr 
one oversize map 

RANEY,R.G, Interior, Dept, of, Bureau of Mines, FIN D-1018 NRO02 65-C 
30, Division of High Level Waste Management (Post 870413), 17pp 
46926-102, 
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3409220060 "Licensing-Methodology Assistance," monthly rept tor Aug 1980 4 FIN A- 

1165 

SONANG.E J Sandla National Laboratories FIN A-1165 80/09/15, 6ROOKS.P Cm* 
erations Branch (870413 0B0910) 22pp. 46926 346*46927,006 

8609230160 "Assessment of NMSS Financial Assurance Regulatory Framework;' 

monthly progress rapt (ov Aw 19Q6 

BAILEV.P £ , KOLSKY.K 8, IGF. Inc FIN D-1G47-7 NRC*02-87 002 88/03/31 NRC ■ 
No CMatled Affiliation Given 4pp 46943 191*46943 194 


XPORTUC EXPORT AND IMPORT LICENSES 


8803300268 Requests assistance In obtaining necessary assurance itr lor end Ad 
Germ^v Fu °' 3 Corp ap P |lcatlon f °r to export Tow e? ^richad u to Wes' 

Enlw, DoW ip^ 46697.?8T“'e60 f ?rii3 Wr ' >a,F<> " al 8B/08/25 ’ n00NEV ' J 

' 0r " CenS ° 10 0xp0r1 low enrtchad u aa ,elMd 

thorLp^ rr? 1 , a A n S i 8 ! flnl / a rGC(0 ' fCJ1 International Socunty. 80/09/02 
1^6806 303*48 0O$,ao£ ° f ‘ 0 0c ** hS A ln11 * Environ & Sclont.fPc Affairs. 


88C 6260025 forwards application for license to export 17,650 kg U to Japan. 

FISK.RH. Fellow International Co 00/00/12 WRIGHT, B NRC* No Detailed Affiliation 
Grvon. Ip 46669’ 199-46669, 200, 






aHhw’iwn tor license io export ennehed UC 
f?8wrb<ip n a n Q u n ae i? K 101 ?'? B ^’ c V« a 'o'Jaun'fK Unit 1 reactor 
IM6M8^^eMr 3 D5 0OCl,iC C °' 0a ' C,8/31 ' wfilC3HT,B U. International Programs. 


-6008260043 Application tor license to export l7,6 f o& kg U to Japan 
FISK.R H Edlow Internalional Co. KLK-45 06/08/12 Ip, 46669 200 46669,200, 

6808260062 Forwards application for license to export slightly enriched UF6 for use by 
Miiiama Nuclear Power Plant 2 In Japan 

MARUYAMA.T Mitsubishi international Corp (subs, of Mitsubishi Corp) HSA 54QQ* 
07,68/08/16 NRC - No Detailed Affiliation Given 2pp 46669‘224 46669 226 

<**6608260097 Application for license to export 10,063 kg U-235 lo Japan. 

MARUYAMA.T, Mitsubishi International Corp (subs of Mitsubishi Corp). HSA-5480* 
07.88/00/12. Ip* 46669,226*46669-226 

66-06 2601 18 Forwards corrected Export License XSNM-2390,lssuod on aOOOIo.Couniry 
eiultimaie destination Incorreotly listed as Japan rather than Wost Germany 
TO&tfT£.L. NBC • No Detailed Affiliation Given, B0/0B/1 B. NRC * No Detailed A (fill, 
atlon Given Ip 46689- 163-46069.1 64 

-8330200137 Corrected flcenae for AT&T to export U-23S containing 2 g J, w/o max.lo 
West Germany. 

PETERSON, M.H. Assistant Director for Internalional Security. ACN0Q1. 66/06/10 ip 
46669,164*46669 JB4. 

980B260206 Forwards application for export license for low enriched U for uao In Ohl 
Uml 2 Nuclear power Reactor In Japen.Ur of assurance required, 

PETERSONjM R. Assistant Director for International Security. 68/08/18 

THORN E.C.fc Stale, Dopl. of. Bureau of Ocoans & Inti Environ & Scientific Affairs, 
ip 40654:045*46654 047 

8008260224 License for Cleveland Crystals, Inc to export 200 kg deuterium oxide to On- 
tario Hydra In Canada, 

PETERSON ,M R. Assistant Director (or International Security PO 3134, 68/06/16. Ip 
46869177*46060:177. 

8400290166 Requests Executive Branch vlow re appllcailon from Monsanto Corp (o 
emrtPu*230 far uao as heat stda for calorimeter calibr in Italy. 

PtTERSQN.M.R. Assistant Director for International Security. 88/08/18, 

THORME.C.E State, Dopl. of, Bureau of Ocoans & Inti Environ. & Scientific Affairs, 
ip 40777 vQ 63*48777,005. 

Apollcatlon for Uconso to export metal oncapusJated Pu02 to Italy, 
HEITKAMP.A.F. Monsanto Research Corp. 0Q/0B/10 Ip, 46777-004 46777:004. 

-*0808290171 Forwards application for license to export nudoar mall 
HEITKAMP.A-F, Monsanto Research Corp* 08/00/12. MOORE, N. Assistant Director 
for fnlemallonal Security Ip. 46777:005*46777 005 






pow dor, to Japan 

FLOWERS, F ,D General Electric Co, 08/08/31. ip, 46806*305 46800 305. 




^quest tor permission to use 3.555 kg U enriched lo 
£**£205 for refuel no of Japan Research Reactor 4 .authorized. 

PETEhsON.MR Avakian* Director for Inl&rnallonal Snrimtu 80/09/07., 


£ s9 j s1 V£ birector' lor ' 'fnternaiibpai'"' Security 
YOSHfML/RAT, Nissho fwal American Corp Ip 4B806 345-46006.345 


'° nxp0rt "W o' »W"or & 

C0,p 88/0B/29 - wriq HT.B. International 

* ,,port 30D - 000 01 Tm,um contain6d 18 
4 6834^177^4 6934 ( 7 ® sl8lanl DIroctor ,0 - r International Security. 60/00/02. Ip, 

c EX r? CLf ! iv ^ ®' fl i c h poslti f ori r P NRD.fnc application Per export of 
DR , Tp£inM ' a te £ y Mf IM UP bo used In tolled compunds & rumlnous paint. 

Si i A ?L 3latflnt ( Dlroclor for International Security 60/09/14 

ImbowSI# off 0 ■ Buroau of 0cean9 & m - Env,ron * SclGnl,Wo A(ra| ' s - 

^®®O918O055 Application lor license to export 30,000 Ci tritluin Gas H*3*P to Swilzer* 

KEATING, L NRD, Ino, 09/09/09, 2pp 46603 068*46003 071. 

6809190097 Rerjuosls atalus of 800617 application for license to export U02 powdor to 
Japan for u$o in reload of Tokal Unit 2 reactor, H ^ 1 

^OWERS^ a General Elocjrjc Co. FDF.oa*l27. 08/00/31, WRfGHT,B. NRC - No 

Oemffod Affiliation Given ip, 46000,010 46909019. 

8609190103 License for ANL to exporl 300,000 kg doploled U eentalnlng 1.7% niobium 
to West Germ «tn j-. 

smd^izbd 1 m/w/a» a a|pM^H4M «eflg rt a2 l 7. pofl a ln,s,n9,lOTa ' 

0809190112 Forwards Trengnucloar.lnc ppplicatfon for exporl of 4.050 kg of high en- 
riched U lo Canada & requests for views, per established procedures, as to wiieilw 
BSPSSSrtSTiS HWopflppJcpWe criteria of Atomic Enorgy Act of 1954 aa amended. 
PETERSON.MR, Assistant Director for InternaiJonsI SecurHy. 88/09/12 THORNE ,C. 
State, Dept, of, Bureau of Oceans & Ini) Environ. & Sctontiflo Affairs Ip 46897-342- 


MOAWQ*55 Forwards application for Uconso to export slightly enriched UF6 to bo usad 
for fabrication of fuel assemblies to be loaded Into QHI plant In Japan 
MARUYAMAX Mitsubishi International Corp, (subs, of Mitsubishi Corp.). HSA*5480* 
06 ee/oe/10. NRG * No Detailed Affiliation Given, 2pp, 46600-008*46605.010, 


^P^ritlon for license to export 4,050 g U metal, containing 3,779 a U- 
2js,to Carta rfa 

* Tran SCO, Inc. MIS 485 88/09/07, Ip. 46887.343-46007.343. 


-W82&02&8 Application for license to export enriched UF6 to Japan for conversion 
fabrication purposes. 

MARUYAMA, u MKaublshl International Corp. (subs, of Mitsubishi Corp }. HSA*54S0* 
00, 86/08/08. Ip, 46668:010*46660-010. 


Fo#warcf9 application for license to export 4,050 g U meiaUontalning 
3,770 g U-325, 

QUAIN-PB, Transco, Inc 00/09/07, MOORE.R N. Internalional Programs. Ip 
46097:344 A 6/197-3 ^ A ° r 


eaO0iW345 Fon(vafda application to export 1O0 kg U-235, contained in 2,000 kg U,to 
Gwmany. 

MALODt.C.W. Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co,, Ino) 
CWWrB0'tO7. 88/08/ 17 PETERSON.M R Aaslalant Dirootor for Inlornatlonal Security, 
lp 46083.242 46083.243, 

-eflCMWHI Appltoailon for license lo exporl 100 kg U-236, contained in 2,000 kg U,lo 
Germany. 

MALOQY.C.W Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc ). 88/ 
06/17. ip. 40883:243*46603.243* 

6808300097 Forwards application for license to exporl U oxide pellets to Norway to be 
used (or apactal Inslrunnenled fuel rods In Halden experimental heavy BWR. 
MALODY.CW Advanced Nuclear Fuels Corp, (formerly Exxon Nuclear Co, lno.>. 
COW 88*108. 88/08/17. PETERSON, M.R. International Programs. Ip. 46692 004- 
46692.005* 

— as 08 30007 1 Appllcailon for license to export U oxide pallets containing 5 kg ol u «*/ 
max U-235 Isotope of O 25 kg lo be used for Halden Reaolor Project in heavy BWR 
ejfflerlmontal reactor. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co , Inc.). 88/ 
06/17. Ip. 46692,005-46692.005, 

&S48300195 Forwards application for export license for low enriched U for uae as reload 
fuel Lir of assurance required. 

PETER SON,M.R. Assistant Director for International Security. 88/08/22. 
THORN E»C E State, Depl. of, Bureau of Oceans & Inti, Environ. & Scientific Affairs, 
Ip. 4069T33O-4666 1:333. 

4406300170 Forwards application for export license for low enriched LI for use as fuel h 
experimental reactor, Ltr of assurance required. 

PETERSON, M.R. Assistant Director for International Security. 88/06/25. FIOONEY.J. 
Energy, Dept. of. Ip. 46691 :342-4669 1:344. 


8009190234 Amend 6 lo license for GE Technical Svcs Co.lno lo export 7.400 0 kas U- 
235 ccnlahod In 270,090,0 kg U enriched to 4,0 w/o maxjo Switzerland. 

A33lslanl Director for International Security. 86/09/OB. Ip 
4 6095. 1 07-4 8095.1 67. 7 H 


8009190241 Amend 1 lo License XU 0603 for Mfg Sciences Corp, to export 5,000000 
kgs of depleted U as alloyed metal lo Germany. 

PETERSutyM R Aaslalant Director for international Security. 08/09/09. tp. 
40806,334 46098-330 7 F 


-*8800190244 Informing of rev to License XU 6 603, including change of supplier name & 
addition of intermediate consignees. 

STALLtONS.JA Manufacturing Sciences Corp, 00/08/29, WRIGHT, B, Internalional 
Programs, 2pp 46808 335*46890 338, 


8809200098 Llr of assurance ro export of nuclear mall to Norway based on 800626 Hr, 
SAND VOID JJ Norway t Govt* of, 06/09/07 ROONEY.J.M. Energy, Dept, of, Ip, 
469 18:103*46916-103 


6609200217 License for Advanced Nuclear Fuels Corporation to export 0.25 ka of U 
23 5, contained In 5.Q kg U, enriched lo 5 0 w/o max, to Norway, 

FETERSON.M R* Asslslant Director for Inlernational Security 88/09/15. 2pp. 
469 12:344*4601 2*345 


6609260133 Forwards application for exporl license for low enriched U for use In spec- 
troscopic analysis Ltr of assurance required. 

PETERSONjM.R* Assistant Director for internalional Security, 86/09/19 
THORNEjC.E. Slate, Depl, of, Bureau of Oceans & Inll. Environ. & Scientific Affairs 
Ip. 46076: 1 7 1 *46970' 172. 

-8609260136 Application for license lo export 300 g enriched U metal lo Japan 
SKEOA.M MlRwl A Co. (USA), Inc. [subs, of Mitsui A Co„ Ud). 6B/09/06 Ip, 
46978:1 72-46976,1 72. K 
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B0O926O139 Amend 5 fo license for Transnuclearjnc.changing licenses address & au* 
thoriziog shipment of 5465 7 13 kg Australian U 

PETERSON.M R Assistant Director for International Security 88/09/20 Ip 
46957217*46957 217 


8009270148 License for Nuoxco Transportation Svcs Co to Import i ormnnn u 
any form from any country except as noted. ' w>uug kg U in 

PETERSON.MR Assistant Director for fnternatlonal Security an/na/ic 
46907-34 V46967 341 iy 88/09/ 16 ip 
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B8Q90800&3* 

8808260396 


SUBJECT 


CATEGORY 

50-293 

Q 

50-293 

R 

50-293 

R 

5Q-20Q 

R 

40 3453 


40-3453 


40-3463 


40-3453 


4Q-3453 


50-395 

R 

60 293 

O 

50-286 

P 

50*247 

P 

60 247 

P 

50-443 

E 

50-286 

P 

50-461 

P 

50 62 

Q 

FOIA 


FOIA 


WASTE RES 

WASTE RES 

WASTE RES 

50-260 

R 

50-260 

R 

50-373 

Q 

60 263 

P 

PROJ 


COMMISSIO N 

COMMISSION 

50 207 

S 

60-450 

Q 

50 450 

Q 

60 450 

K 

60-458 

S 

60 450 

s 

60-450 

s 

50 468 

s 

50-450 

l 

60*468 

s 

50 460 

R 

60*460 

0 

50-453 

s 

60*458 

Ft 

60-458 

V 

60-460 

3 

50-468 

O 

50-450 

Q 

60-468 

Q 

50 460 

Q 

50-456 

S 

60-450 

s 

60-272 

s 

REVIEW GR P 

60-003 

G 


60 603 
50.603 
50-603 
60.265 
50-397 

60-293 

PR 

70-27 

70-27 

70-27 

70-27 

TOPREP 

PR 

60 412 
50.246 


G 

G 

G 

P 

Q 


OYLE.M L. 
OYLE.W.L. 
OYLE.ML 

RAO.T.C, 

OACH,£.W, 

8808260608 

8808290362 

8808300029 

8809080229 

0809020256 

50-245 

60-246 

60-245 

50-297 

OA999 

rache.w. 

RACKED 

RACKE-W. 

flach,e.w. 

racrew. 

0009090177 

6809150089 

0009220004 

0009220140 

0809220186 

QA999 

QA999 

70-143 

70-27 

70-143 

1AOSURNE.J, 

UDBUmj.C. 

VSOBttRNE.J.C. 

iaddurnej.c. 
1ADtfAM,0 s . 

0809160320* 

8809160176* 

9909160260* 

0009160910* 

0609260052 

FOIA 

FOIA 

FOIA 

FOIA 

50-395 

IAOKAM.0S. 

JAKMM,Q.S. 

UkDHAM.O.S. 

8808260435 

6806300263 

8809010124 

50-395 

60-398 

60-395 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

8 RADHAM.O S 

6809010171 

50-395 

R 

BRADHAM*OS. 

8809020274 

50-395 

R 

BfiADHAM.O.S 

6809070534 

50-395 

P 

BRADHAMpO S. 

8809130058 

50-305 

P 

BRADHAM.O S. 

8 B09 140323 

71-9176 


BRA0HAM,O S 

06091 50200 

50 305 

O 

BRADHAM.O.S, 

0809200254 

50-395 

G 

qradham.o.s, 

6809200303 

50-395 

P 

B RAO HAM.O.S, 

0600220110 

50 305 

fl 

bradham.o s 

0689230231 

50-395 

P 

BRADHAM.O.S, 

0600260105 

50 305 

S 

BRADLEY,!!: J. 

0009010140 

50-277 

P 

BRADLEY, EJ. 

000901 0207 

60-277 

P 

BRADLEY, EJ. 

8609090224 

50 27 7 

P 

BRADLEY, E.J. 

88 09120051 

50-277 

P 

BRAOLEY.EJ. 

0009 140207 

50 277 

P 

bradley.e J. 

5800140219 

50-277 

P 

BRADLEY, E J. 

8009160174 

50-352 

P 

BRADLEY, EJ. 

(30091601 70* 

50-352 

P 

BRADLEY.E, J. 

8809200050 

50-352 

P 

BRADY.RJ. 

8609160077* 

REVIEW GR P 

BRAM,S,B, 

8008200110 

50-247 

P 

8 RAM 1 SB. 

0800290126 

50-247 

V 

BRAM.S 0. 

8608300276 

50-247 

Q 

BRAM.S B. 

8006300326 

50 3 

F 

BRAM.5,6. 

08 08310131 

50-247 

Q 

BRAM,S.B. 

8808310153 

50 247 

S 

BRAM,S.B. 

0000010346 

50-247 

P 

BRAM.SB- 

88ODO20O2P 

50 247 

s 

BRAM.S.B, 

0OOOO7O4G3 

50-247 

p 

BRAM.S B. 

8600070480* 

60-247 

p 

BRAM.S.B. 

0609060149 

60-3 

F 

BRAM.S B, 

0009140142 

60-247 

P 

BRAM.S. B 

8009140225 

60-247 

S 

BRAM.S B, 

0009140227 

60 247 

Q 

BRAM,S,B. 

8809100224 

50-247 

Q 

BRAM,S,B, 

8609230060 

60-247 

F 

BRAM.S. B 

8800230247 

60-247 

V 

BRAM.S B, 

8009260255 

60-247 

S 

BRANCH, M.W. 

G8O920O237* 

60-327 

Q 

BRAND, E, 8 , 

6809190316 

60-309 

S 

BREAUX, J, 

0009160231* 

FOIA 


BREAUX, J. 

6609100233* 

FOIA 


BREAUX, J.B. 

0009100106* 

FOIA 


BREMBERG.D P. 

6609160209 

FOIA 


BRENNAN, P. 

0009210250 

CONTRACT 

BRENNAN, P A, 

6609210123 

CONTRACT 

BRESLAU, B. 

8800220218* 

50 324 

Q 

BREY.H.L 

0009160213 

60-267 

P 

BRIDGES, J A 

8609 160300 

PR 


BRIGGS.E M. 

8Q0030004B* 

60 333 

P 

BRfGGS.H.J. 

0609060407* 

CONTRACT 

BRIGHT ,G o. 

6009020088 

60-320 

Q 

BRINDLE.D, 

0809200221 

50-455 

S 

BRlNKMANpD.S. 

8000300287 

60-443 

P 

BROCK, B.L. 

8009210036* 

70-754 


BROCK ,M.T. 

GSOOtQQOSa 

50-443 

G 

BROCK, M.T. 

6809100063 

60-443 

G 

BROCK. M.Tr 

8609210010 

60-443 

Q 

BROCK, M.T. 

6009210018 

60-443 

G 

BROCK.M.T 

8809210023 

60 443 

G 

BROCK.M.T 

0609260040 

50-443 

G 

BROCKMANS. 

6809070116* 

50 300 

V 

0 ROCKMAN.K e. 

8609070203* 

50-269 

V 

BRONGER.B, 

6606090 172" 

[$£ 


0RONSJ.C. 

8600290236 

50-260 

P 

BRONS J C. 

8606300026 

50-333 

P 

BRONSJ.C, 

08063001 69 

50 266 

P 

BRONSJ.C 

0600300172* 

50-266 

P 

BRONS.J C. 

0800300162" 

60 266 

P 

BRONSJ.C. 

8609010078 

60-333 

P 

BRONSJ.C. 

G800010114* 

60-333 

P 

bronsj.c 

6909010160 

60*333 

P 

BRONSJ.C. 

86Q9010161* 

60-333 

P 

BRONS.J 0. 

6809060219* 

60*268 

P 

BRONSJ.C. 

8809140464 

60-286 

0 

BRONSJ.C. 

C6 091 50263 

60-333 

p 

BRONSJ.C, 

8009190041 

50*333 

Q 

BRONSJ.C. 

6609190391 

60-333 

P 

BRONSJ.C 

6809T9O393* 

50-333 

P 

BRONSJ.C. 

0609000213 

50 205 

P 

brothers,m,h. 

0608080149* 

60-213 

P 

8 ROTT.N, 

6009190360 

50 265 

F 

BROWN, s. 

&6001 90060 

50-322 

F 

BROWN.S. 

0809230071 

60-322 

F 

BROWN, s. 

8600230194 

60*322 

P 

brown, s.w. 

0609260073 

60*322 

F 

BROWN.W.R- 

0809190201* 

' REVIEW Gn P 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

BROWN.W.R 

0009290198* 

REVIEW GR P 

BROWNING, R E, 

8009090174* 

PR 


QROWNING.R.E 

6809120235* 

PR 


BROWNING, R E. 

8809140368 

WASTE MGT 

BROWNLEE.V.L 

8600300236 

50-309 

Q 

BROWNLEE.V.L 

8806300238" 

50-309 

Q 

BROWN LEE, V L 

8608300352 

50 425 

O 

BROWNLEE, VL. 

8608310052 

50-425 

Q 

BROWNLEE.V.L 

6608310054* 

50 425 

Q 

BROWN L EE, VL 

8809010166 

50-413 

Q 

BROWNLEE.VL 

0800010170" 

60 413 

Q 

BflOWNLEE.V L 

8809070075 

60-260 

Q 

BROWNLEE, V.L 

8809080374 

60-413 

Q 

BROWNLEE.V.L 

6809080384 

60-369 

Q 

BROWNIE E,V L. 

8009140272 

50-321 

Q 

BROWNLEE, V L. 

8000140311 

50-321 

Q 

BROWNLEE.V.L 

8009190161 

50 413 

Q 

BROWNLEE.V.L. 

8809200205 

50 369 

Q 

BROWNLEE.V L. 

8809200207* 

50-369 

Q 

BRUBAKER, P,D 

8809280209* 

REVIEW Gfl P 

BRUNET, J.R, 

8808290070 

50 255 

F 

BRUNET, J.R. 

6808200182 

50-265 

F 

BRUNET. J.R. 

8000020014 

50 265 

F 

BRUNET, JR. 

6809070072 

50 265 

F 

BRUNET, J R. 

6609070187 

60-255 

F 

BRUNET J.R. 

6609120069 

60-255 

F 

BRUNETJ.R. 

6609150305 

50-255 

F 

BRUNET J.R. 

8000150307 

50-265 

F 

BRUNETTJ.R. 

6800200040 

50-255 

F 

BRUNO, RJ 

0009140145 

50-266 

V 

BUCHMAN.W.L 

8809100392 

60-255 

F 

BUCKLE 7,6.0 

8008260452 

60-400 

P 

BUCKLEY.B C. 

0809020009 

50-324 

P 

BUCKLEY, 8 C. 

6000060305 

60 400 

P 

BUCKLEY, 8.C 

8809070540 

50 324 

P 

BUCKLEY, 0.C 

8800140410 

50-400 

P 

0UCKLE;Y,B C. 

8809220312 

50 400 

Q 

BUCKLEY.B.C. 

6800220334 

50*324 

P 

BUCKLEY.B C. 

6009260044 

50 324 

O 

BUCKNAM.R.C, 

6D090Q0179* 

WASTE RES 

BUDOJ. 

6609210003" 

REVIEW GR P 

BUNCH, W.G 

8609070110 

40 6908 


DUNOH.W.G. 

6600070119 

40-8906 


BUNOY.HF, 

0600000316* 

60-450 

Q 

BUNDY, H.F. 

6800060354" 

50-490 

Q 

BUNTING J.O, 

D8083 10009 

WASTE MGT 

BUNTING JO. 

08000601 84 

WASTE MGT 

B UNTING J.O. 

0000060190 

WASTE MGT 

BUNTING J.O 

8809120191 

WASTE MGT 

BUNTING, J O, 

6809130320 

WASTE MGT 

BUNTING JO. 

0009230253 

WASTE MGT 

buram.rg. 

8800310142 

50 307 

S 

BURDICK, Q N. 

6009160331* 

FOIA 


BURPJCK.TM. 

6000300309* 

50 450 

V 

BURDOINJ.F 

0800300161* 

50 526 

Q 

BURGER.C.W. 

6008300353* 

50 425 

Q 

BURGESS.B, 

6809020178* 

50 282 

O 

BURGESS, B, 

6609140314 

50 315 

s 

BURGESS, B.L 

6609300091* 

60-265 

Q 

BURGESS, B.L. 

6809140040 

50 256 

S 

BURGESS, G.W. 

8609270126 

60-220 

F 

BURGIN,fl,E. 

6809230277 

IfiE 


BUR NETT J R. 

8806300219 

60 255 

F 

BURNETT.P.T 

8008300331* 

50 321 

Q 

BURNETT, PX 

B9O0O7017O* 

50-260 

Q 

BURNETT, R.F. 

8806030153 

70-1201 


BURNETT, R.F. 

6009090153* 

PR 


BURNETT.R.F, 

0809130268* 

PR 


BURNETT.R.F. 

8809210200 

70-1100 


BURNETW. 

8809210259 

70-371 


BURNETT, R.F. 

8009220177 

70-27 


BURNS, B.S. 

8809260320* 

TOPREP 


BURSKI.R F. 

6808200007 

50-362 

P 

BURSKI,R.F 

600829001 2 

60-382 

Q 

BURSKI.R.F. 

6808290173 

60-302 

Q 

BURSKI.R.F. 

6809020016 

50 382 

R 

BURSKLR.F. 

8809140447 

50*302 

P 

BURSKI.R F. 

6809160115 

50-302 

Q 

aURSKt,R.F, 

8609150133 

60-362 

V 

BURSKI.R.F. 

8809160311 

60 302 

F 

BURSKI.R.F, 

&B091902BB 

50-302 

K 

BURSKI.R.F. 

8000220026 

60-382 

R 

BUSCH BO M.R.L. 

6809050245 

NUREG 


BUTCHER, EJ, 

8606300133 

REVIEW GR P 

BUTCHER, E.J, 

8806300174 

TOPREP 


BUTCH ER.EJ. 

8809 140420 

ORG 


BUTCHE^R.C, 

8806070360" 50 416 

Q 

BUTLERjO.S. 

8806260387 1 1 

* 66 282 

Q 



286 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


BUTLER.W R 

8809020242* 

50 272 

P 

BUTLER.W R* 

8809020249* 

50 277 

P 

BUTLER.W R 

8609070201* 

50-354 

P 

BYRAM.R <3, 

8809130039 

60 367 

S 

8YRAM.R <3 

8809230057 

50-387 

S 

BYRAM.R <3 

6809230254 

50 368 

s 

CACCJAPOUTI.R 

8809270100* 

50-29 

p 

CALDWELL ,C 

0BO83OOO21 

50-361 

s 

CALDWELL.C W 

8809220106* 

50-206 

Q 

CALDWELL.J L 

8808260488* 

50-338 

Q 

CALLAHAN, M 
CALLAN.J L 

8809160260* 

8809220333 

FOIA 

50-205 

F 

CALLAN.LJ 

8606030085 

50-495 

Q 

CALLAN.L J 

8008260053 

50-498 

V 

CALLAN.LJ 

8808260108 

50 456 

V 

CALLAN.L J 

8008300003 

50 265 

Q 

CALLAN.L J 

8808300027 

50 313 

O 

CALLAN.L J, 

0600300239 

50 298 

0 

CALLAN.L J. 

8808300244 

50 482 

F 

CALLAN.L J. 

8808300271 

50 267 

Q 

CALLAN.L J 

8808300297 

50 267 

Q 

CALLAN.L J. 

8808300311 

50 285 

Q 

CALLAN.L.J 

8006310032 

50-313 

Q 

CALLAN.L J 

8808310041 

50 3B2 

F 

CALLAN.L J 

8808310104 

50 49B 

Q 

CALLAN.L J 

8808310-137 

50-458 

Q 

CALLAN.L J. 

8809010052 

60-302 

Q 

CALLAN.L J, 

8609010374 

50-313 

V 

CALLAN.L J. 

88090201 B2 

60-498 

Q 

CALLAN.L J 

8009020109 

50-382 

Q 

CALLAN.L J. 

0009060011 

50-382 

Q 

CALLAN.L J 

8809060296 

50-302 

V 

CALLAN.L J 

0 809060304 

50 458 

Q 

CALLAN.L J 

6009060323 

50 402 

Q 

CALLAN.L J. 

8809060346 

50 490 

Q 

CALLAN.L J 

8009060363 

50 498 

Q 

CALLAN.L J, 

8809060376 

50 490 

Q 

CALLAN.L J. 

6609070265 

50-267 

Q 

CALLAN.L J 

8809070352 

50-402 

V 

CALLAN.L J 

8809070502 

60 206 

P 

CALLAN.L J 

8809130003 

50 285 

Q 

CALLAN.L J 

Q809130006 

SO 192 

Q 

CAL LAN, LJ. 

8009130013 

50 498 

Q 

CALLAN.L J 

8809130164 

60 313 

F 

CALLAN.L J 

0609130196 

50 313 

F 

CALLAN.L J 

8809140067 

50-498 

Q 

CALLAN.LJ 

0609140075 

50 498 

Q 

CALLAN.L J 

0B09140084 

50-498 

Q 

CALLAN.L J 

6809140171 

50-490 

Q 

CALLAN.LJ 

8B09140199 

60-382 

Q 

CALLAN.L J. 

0009140318 

50-267 

Q 

CALLAN.LJ 

8609140332 

50-458 

P 

CALLAN.LJ. 

8609160317 

50 267 

Q 

CALLAN.LJ 

8809190162 

50 290 

Q 

CALLAN.LJ 

8609100195 

50-458 

P 

CALLAN.LJ 

8809190197 

50 408 

Q 

CALLAN.LJ 

8609190222 

50-285 

V 

CALLAN.L J 

8809190253 

50 498 

Q 

CALLAN.LJ 

0809200031 

50 313 

Q 

CALLAN.LJ. 

8809200076 

50-267 

Q 

CALLAN.L J. 

88O02OOOBO 

60 482 

Q 

CALLAN.L J 

80002001 16 

50-298 

Q 

CALLAN.LJ. 

8809200109 

50 265 

F 

CALLAN.L J 

8009220290 

50-205 

Q 

CALLAN.LJ 

8009230135 

50-207 

V 

CALLAN.L J. 

8009230201 

50-235 

G 

CALLAN.LJ 

6009230290 

50-493 

Q 

CALLAN.LJ. 

8609260034 

50-498 

G 

CALLAN.LJ. 

8609260046 

50-499 

G 

CALLAN.LJ. 

6009260137 

50-285 

O 

CALLAN.LJ. 

0809260323 

50-237 

G 

CALVOJA 

8800260010* 

50 313 

P 

CALVO.J-A 

8606260079 * 

50-313 

P 

CALVOJA 

8606260104* 

50 368 

P 

CALVOJ A. 

8809010252* 

50-468 

P 

CALVO.J A 

8809020210* 

50 458 

P 

CALVOJA 

8809020220* 

50 458 

P 

CALVOJ A 

8009060401* 

50-458 

P 

CALVO.J, A 

8809130077* 

50 408 

P 

CALVOJ A, 

8809130176* 

50-498 

P 

CALVO.J A. 

8809140284* 

50 4B2 

P 

CALVOJA 

0809160297* 

60-313 

P 

CALVOJ A. 

8809160304* 

50-49& 

P 

CALVO.J. A 

8809200233 

50-313 

P 

CALVOJA. 

8809230030* 

60-267 

P 

CALVOJA. 

0809230138* 

50-267 

P 

CALVOJA. 

8509260053 

50-382 

P 

CAMERON, D.F. 

8809260118* 

50-277 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


CAMILLERI.TJ 

8609160284 

50-461 

S 

CAMPBELL 

8B0920000Q* 

50-313 

P 

CAMPBELL.GG 

0808290120 

50 259 

S 

CAMPBELL.GG 

8808290306 

50 259 

R 

CAMPBELL.GG 

8008290312’ 

50-259 

R 

CAMPBELL.GG 

8809070562 

50-260 

S 

CAMPBELL.G.G 

8009160012 

50-296 

S 

CAMPBELL, R,D 

8809060075* 

50-155 

P 

CAMPBELL.T G 

8809070376 

50 313 

P 

CAMPBELL.! G 

8009200220 

50-313 

Q 

Campbell, T.G 

8809220305 

50-313 

P 

CAMPOS, LG, 

8809210015 

50 445 

G 

CANNON.WC. 

8809060245 

NUREG 


CANTRELL, FS 

8B08260486' 

60-330 

Q 

CANTRELL, FS 

0808290073* 

50-280 

Q 

CANTRELL, F S 

8009140384' 

50-280 

O 

CANTRELL, F,S 

00091 60031* 

50-280 

P 

CANTRELL.F S 

8809160037* 

50 280 

Q 

CANTRELL, F S. 

8609260262 

50-200 

S 

CANTRELL, F.S 

6809300010’ 

50 200 

s 

CAPO DAN NO, G R 

8B0B300263* 

60-219 

p 

CAPOZZI.A P. 

0809220324* 

50 327 

p 

CAPRA, R.A 

8809010289* 

50 333 

p 

CAPRA, R A 

8609130336* 

60-220 

P 

CAPRA.R.A 

6809290300 

50 220 

F 

CAPSTICK.R W. 

8800310077 

50-271 

R 

CAPSTICK.R W, 

0609150308 

50 271 

P 

CAPSTICK.R, W 

8609210126 

50 271 

P 

CAPSTICK.R W 

8809260 ICO 

50-271 

P 

CAPSTICK.R W 

0609260195 

50 271 

P 

CARBONAROJ, 

6009220046 

50-313 

P 

CARDELLAJC. 

6809020120 

PR 


CARDILE.F 

8809090092 

PR 


CARDILE.F 

6809090229* 

PR 


CARDILE.F. 

6809090244* 

PR 


CARDILE.F, 

0809090247* 

PR 


CARDILE.F 

8609120242* 

PR 


CARDILE.F. 

9009120244' 

PR 


CARDILE.F. 

B0O91 20248* 

PR 


CARDILE.F 

6909120250* 

PR 


CARDILE.F 

B809130320* 

PR 


CARGILL, EM. 

6809080064 

50 468 

R 

CARLSON, R T. 

0009160110' 

50-293 

Q 

CARNS.NS 

0QQ9O7OO58 

5Q-302 

S 

CARPENITO.F L 

8009090274* 

50 29 

P 

CARRASCOJ 

8809130070* 

50-220 

Q 

CARRASCOJ E 

0009020032* 

60-277 

Q 

CARRION.R P 

6009120151* 

50 269 

Q 

CARRION, R P 

8809140336' 

60-261 

Q 

CARROLL, K 

8009190065 

50 29 

R 

CARROLl.R 

6008290044 

60-400 

S 

CARROLL, R 

8009230147 

50 400 

s 

CARROLL.R E 
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8009220279 50-344 F 

8809020201 * 53-362 Q 

0809020270 50*382 Q 

8009190141 50 462 S 

8809200015 50 402 S 

8009070563 PR 

8QQ026Q1Q9 m 443 <3 

8809260119* 50-443 G 

8008260107 60-344 P 

8000060408 50-344 P 

8009010050* 50-382 Q 

8809270051 TOPREP 

8000300338* 50-331 P 

8809120111* 50-461 P 

8809230081* 50-374 P 

8809280264 * REVIEW GR P 

Q8Q92802Q4* REVIEW CRP 

8009150305 50 255 F 

8809020266 40 8452 

0009060402 40 8452 

8609210215* CONTRACT 

0809200348 50 286 

8009260347* 50-286 

8800260339* 50 219 

0800290281* 50 213 

8809020032* 50 277 O 

0009130076* 50 220 Q 

8011200491* 60-410 P 

8809090199 PR 

8809260003* 50-309 O 

0809260225* 50-293 Q 

0809200236 50-333 S 

071 1040272* REVIEW GRP 

8005020350 PR 

8807280361 lOCFfl 

8008260305 10CFR 

8808260311 10CFR 

0008260329 10CFR 

0809010121 10CFJR 

8809010306 10CFR 

8809020024 60 443 G 

8809020045 50 341 G 

0009020060 50 352 G 

6889070086 PR 

8809000146 PR 

8809090010 PR 

8809090019 PR 

0009090111 50 275 P 

8809090158 PR 

0809120015 50-327 G 

8809120043 50-250 G 

8809130198 10CFR 

0009130358* PR 

8800160329 PR 

8809 160010 PR 

8809160040 60-440 G 

8809160152* RE VIEW GRP 

8009160313* FOIA 

8809190170 50 443 G 

8809210101* WASTE MGT 

8809210148* WASTE MGT 

8809220012 10CFR 

8009230042 10CFR 

8809230046 10CFR 

8809230074 PR 

8809260054 50 443 G 

0809270038 PH 

8009160272* REVIEW GR P 

8809060147 NUREG 

8809060157 NUREG 

8809120151* 50 269 Q 

0809220182* 50-269 Q 

8008300212* 50-315 Q 

8809090043 50 458 S 

8808290008 50 251 S 

8808300339 60 251 S 

8809020050 50 322 G 

8809020050 50-322 G 

8809020102 50-322 0 

8809020102 50 322 G 

8809120030 50-322 G 

8809120030 50 322 G 

8808290278 50-454 P 

8800310031 60-454 P 

8809190300 60 454 P 

8809060298* 60-397 Q 

8809220002* 60-397 Q 

8809150096* QA999 
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CLWRK1N.X 
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CLINE, W.E 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

COUNSIL.WG 

6809230249 

50 445 

S 

CRUDE N, OS 

6809010135 

50-280 

P 

DAVIS.A B 

8809080116 

50 346 Q 

COUNSIL.W.G. 

8609200030 

50 445 

s 

CRUDEN.D.S. 

8809020227 

50-280 

P 

DAVIS.A.B 

8809080128* 

50 346 Q 

COUNSIL.W.G 

6809260123 

50-445 

o 

CRUDEN.D S 

8009070079 

50-338 

S 

DAVIS.A.B 

8809000147 

60 461 Q 

COUNSJUW.G. 

8809260131 

50 445 

s 

CRUDEN.D.S 

6809070541 

50-280 

n 

DAVIS.A B 

8809120048 

60 331 P 

COUNSIL.W G. 

8609260159 

50 445 

A 

CRUDEN.D.S, 

8809080039 

50-338 

R 

DAVIS.A.B 

0009140016 

50-331 Q 

COUNSlL,W,G 

8009260196 

50 445 

A 

CRUDEN.D.S 

8809120103 

50-280 

F 

DAVIS, A B 

8809140062 

50-155 Q 

COUNSIL.W.G. 

8609260240 

50 445 

S 

CRUDEN.D.S 

88091 60328 

50-280 

a 

DAVIS.A B. 

8809140173 

50-237 O 

COUNSIL.W.G. 

B80926O335 

50-445 

s 

CRUDEN.D.S 

8809160156 

50-280 

K 

DAVIS.A B. 

8809140190 

50-461 Q 

COUNSIL.WG 

8809260337 

50-445 

s 

CRUDEN.JN. 

8009070275 

50-330 

s 

DAVIS.A.B 

8609200346 

50-254 O 

COURTMANCHE.S 

8808260253 

70-1500 


CRUNK.S.L 

8809020035 

50 312 

R 

DAVIS.A.B, 

8009200350* 

50-254 Q 

COVILL.D. 

8800300263* 

50-219 

p 

CRUNK, S,L. 

8809020157* 

60-312 

R 

DAVIS.A.B. 

8809200302* 

REVIEW GR P 

COWAN.FI e 

8609200350* 

REVIEW GR P 

CRUNK, S.L 

8009020159* 

50-312 

R 

DAVIS.A 0. 

0009210155* 

REVIEW GRP 

COWAN, fl.E. 

3609200357* 

REVIEW GR P 

CRUNK.S L- 

0809020160* 

50-312 

R 

DAVIS.A B, 

8009210156* 

REVIEW GR P 

COWGILL.C, 

8809010044 

50-320 

s 

CRUNK.S.L 

0809020174* 

50312 

R 

DAVIS.A.B 

8809230235* 

REVIEW GR P 

COWGILL.C 

8809010376* 

50-219 

Q 

CRUNK.S.L 

8809020175* 

50 312 

R 

DAVIS.A B 

0809230282* 

REVIEW GR P 

COWGILL.C. 

68090201S2* 

50 219 

Q 

CRUNK.S.L 

0BO92OO134 

50-312 

R 

DAVIS.A.B 

8809230284* 

REVIEW Gfl P 

COWGILL.C 

8809020245 

50 320 

S 

CRUSE.C.K 

0809210103 

50 317 

P 

DAVIS.A.B. 

63092601 90 

50 456 Q 

COWGJLL.C 

8609070314* 

50 289 

Q 

CRUTCHFIELO.D. 

8809010364* 

50-313 

P 

DAVIS.A B. 

0009280090* 

REVIEW GR P 

COWGILL.C. 

8809130293* 

50^320 

Q 

CRUTCHFIELO.D. 

8809130247 

ORG 


DAVIS.A.B, 

8809280115* 

REVIEW GR P 

COWGILL.C 

6809140164 

50-244 

S 

CRUTCHFIELO.D, 

8009140206 

50 346 

P 

DAVIS.A.B 

8809290107* 

REVIEW GRP 

COWGJLL.C 

8809230119 

50 289 

S 

CULANZ.E.J 

8809010090 

PR 


DAVIS.A M. 

8809020254 

408907 

COWGILL.C 

8809230146 

50-244 

s 

CULBERSON.D.C. 

8809260333 

70 135 


DAVIS.A M 

8809060194 

40 8907 

COWGILL.C, J. 

6808290277 

50 219 

Q 

CULBERSON.DG 

6000260474 

70-135 


DAVIS.A.M. 

8809070280 

40 8907 

C0WGILL,C.J. 

8606290287 

50*289 

Q 

CULBERSON.DG 

8608260607* 

70-135 


DAVJS.B A, 

8009140025 

50 305 O 

COWGILL.C J. 

0809010385’ 

50*244 

Q 

CULSERSON.DG. 

0809220130 

70 304 


DAVIS.J.M. 

8009070326 

60 269 F 

COWGILL.CJ. 

8609000124 

50-219 

Q 

CULBERSON.DG 

0609260310 

70*135 


DAVJS.MJ. 

0808310006 

50-523 P 

COWGILL.C.J 

6809080139 

50 210 

Q 

CUM MINGS, J J 

0809300084* 

FOIA 


DAVIS.M J, 

8800310028 

60-520 P 

COWL6S.FI. 

8809160274 

50*354 

S 

CUM MING SM 

0000300095* 

FOIA 


DAVIS, M.J. 

8009130031 

50-529 P 

COX.T.H, 

8800130303’ 

PR 


CUM MING S.JJ. 

8809300098* 

FOIA 


DAVIS.M, J 

0809230129 

50-523 P 

CRAGNOLINO.G 

8800220039 

NUREG 


GUMMING S,JJ 

0809300099* 

FOJA 


DAVIS, P. 

8809060193 

NUREG 

CRAIG, J. 

80091601 02 r 

60-203 

P 

CUMMINGS, JJ 

0009300102* 

FOIA 


DAVIS.T.F. 

6803300024* 

REVIEW GRP 

CRAIG, J.W 

8800300183 

TOPREP 


CUMMINS.J.E 

0809260095* 

60-260 

Q 

DAVIS, T.F. 

0003300032* 

(REVIEW <5 FtP 

CRANE.C J. 

8B09090144* 

50-201 

Q 

CUNNINGHAM, A L 

8809010209* 

60 330 

Q 

DAVIS.T.F. 

0009200272* 

REVIEW GR P 

CRANE.C.J. 

8809090144* 

50-261 

Q 

CUNNINGHAM, G,H 

0009120227* 

FOIA 


DAVISON, W S, 

8809080103 

50-397 S 

CRANE, K L 

8809090147 

50-369 

P 

CUNNINGHAM, LJ, 

8805250229* 

REVIEW GR P 

DAWSON, M. 

0800290024 

50 255 F 

CRANWELL.R M. 

8809130321 

WASTE RES 

CUNNINGHAM, LJ. 

6008020170* 

ORG 


DAY, J.E 

8009090097 

WASTE MGT 

CRAPO.HS. 

0609140366 

NUREG 


CUNNINGHAM, LJ. 

8809000284 

REVIEW GR P 

DE AGAZIO.A.W 

8800260353 

60 346 P 

CRAVENS, K 8 

8809200253 

50 254 

S 

CUNNINGHAM.LJ 

8800130167 

ORG 


DE AGAZIOAW. 

0008260367* 

50 346 P 

CRAWFORD.J.D, 

8808290312’ 

50-269 

R 

CUNNINGHAM, L J. 

8009130190 

TOPREP 


DE AGAZIO.A W. 

8808300110 

60 346 P 

CRAWFORD.J.O 

8606290332* 

50 259 

R 

CUNNINGHAM.LJ. 

8809200308 

REVIEW GR P 

DE AGAZIO.A.W, 

8800300110* 

60 346 P 

CRAWFORD.J.D 

8806290334* 

50-259 

R 

CUNNING HAM, R.E. 

8809090209* 

PR 


DE AGAZIO.A.W 

0809010213 

50 346 P 

CRAWFOHD.JD, 

8608290335* 

50-259 

R 

CUNNINGHAM, RE. 

8809120184* 

FOIA 


DE AGAZIO.A, W. 

8809010220 

50 346 P 

CRAWFORD.J.D. 

8806290336* 

50-259 

R 

CUNNINGHAM, R.E, 

8609200118* 

REVIEW GRP 

DE AGAZIOAW, 

0809210210* 

50 346 P 

CRAWFORD.J.D. 

8608200337* 

50*269 

R 

CUNNINGHAM, RE 

8809200363* 

REVIEW GR P 

DE MICHELE.O.M. 

0009080090* 

50 528 1 

CRAWFORO.J.D 

680829033B* 

50-259 

R 

CUNNING HAM, RE. 

0809200373* 

REVIEW qR P 

DEAGAZfO.A W 

880915026B 

50 346 P 

CRAWFORD.J.D 

8608290339* 

60 259 

R 

CURRAN, D, 

0800020010 

50-443 

G 

DEAGAZIO.A.W 

0009150260* 

50 346 P 

CRAWFORD, J D. 

8808290340* 

50-250 

R 

CURRAN, D. 

8009020010 

50 443 

G 

DEAGAZIO.A.W, 

8809160006* 

50-346 P 

CRAWFORD, J.D. 

860B290343* 

60-259 

R 

CURRAN, D. 

8009020013 

50 443 

G 

DEAGAZIO.A.W 

800920021 1 

50 346 P 

CRAWFORD.J D 

6808290340* 

60-250 

R 

CURRAN.D 

8609020013 

50-443 

G 

DEALMEIDA.T, 

0809070160* 

CONTRACT 

CRAWFORO.J D. 

8808290347* 

50-259 

R 

CURRAN, D, 

8009020015 

50 443 

G 

DEAN.G 8 

0009140004 

50 443 G 

CRAWFORD.J.D, 

8808290349* 

50-259 

R 

CURRAN.D, 

0809020015 

50-443 

G 

DEAN, G, 8, 

0809140068* 

50-443 G 

CRAWFORD, J D 

8806290350’ 

50-250 

R 

CURRAN.D. 

8009020020* 

60-443 

G 

DEAN.G 8. 

0009190106* 

60-443 G 

CREAMER, K L 

6808290318* 

50-259 

R 

CURRAN.D. 

8009020020* 

60 443 

G 

DEAN.G.D, 

8009190099 

60 443 G 

CREAMER, KL. 

8808290322* 

50-269 

R 

CURRAN, O. 

8809020030 

50 443 

G 

DECKER, J.R 

8809060245 

NUREG 

CREAMER, KL. 

8808290329* 

60-259 

R 

CURRAN, D 

0009020030 

60-443 

G 

DECKER.m 

0809010156* 

50-327 G 

CREAMER, K.L. 

8808290330’ 

50-259 

R 

CURRAN.D 

8009020044 

50 443 

G 

DECKER.T.R. 

8809010269* 

50-333 Q 

CREAMER, K L 

8808290331* 

50-259 

R 

CURRAN, D. 

8809020044 

60 443 

G 

DECKER, T,R, 

0809130160* 

50-261 Q 

CRECINE.J P. 

8809090001 

50 220 

P 

CURRAN.D 

8609120010 

50-443 

G 

DECKER.T.R 

0009140463* 

60-269 0 

CREED, J.R 

8808290124* 

50-315 

Q 

CURRAN.D. 

8009120018 

60 443 

G 

DECKER, T.R 

88O920O129* 

50 62 O 

CREED, J R. 

8809150081* 

50-456 

Q 

CURRAN.D 

6009160090 

60 443 

G 

DEDDENS.J.C, 

8809230222 

50 450 F 

CREEL, G C. 

8809140221 

50-317 

Q 

CUR RAN, D. 

6609160090 

50*443 

G 

DEELSNYDER.L, 

6009200289 

50 254 H 

CRESTJN.D.C 

8809120236 

50-272 

P 

CURRAN.D 

6809230105 

50 443 

G 

defayette.r.w. 

8809260019* 

60 346 O 

CREWS, J.L 

8809140215* 

50-307 

Q 

CURRAN.D, 

6809230105 

50 443 

G 

DEFAYETTE.RW, 

0809260064* 

50-348 Q 

CREWS, J.L 

8609190240* 

50 275 

Q 

CZAJKOWSKI.C. 

6809220039 

NUREG 


DEGRAFF.M, 

0009220266* 

50 324 O 

CRIBBE.T.E 

8809230149 

50*277 

S 

DAGUISE.G, 

6809200147* 

REVIEW GR P 

DEGRAFF.M 1 

8000260436* 

50 201 G 

CRJNIGAN.P.T 

0609130014 

60 317 

R 

DAHLjG. 

8808310153 

60-247 

S 

DEHNEY.J.R. 

0809060062 

PR 

CRLENJAK.R V. 

8809070063* 

50-335 

G 

DAHLBERG.K A. 

0009200127 

50-220 

R 

DELLA.A. 

0000300341* 

701100 

CRLENJAK.R V, 

80001301 66* 

60-250 

0 

DAMON, DJ, 

8808300309* 

50-456 

V 

DEMOSS.G M 

8809160126* 

REVIEW GRP 

crocker.l.p. 

B8OGO7O03O 

50-321 

Q 

DANCE, HC. 

0808310000* 

50*348 

Q 

DENERO.J V. 

8808200096* 

PROJ 

CROCKER, L.P. 

8809160276 

50-321 

P 

DANCE, H.C, 

8809070380* 

60 416 

Q 

DENHAM, D.H, 

8809130221 

WASTE RES 

CROCKER.L P. 

8809160281 

50-321 

P 

DANESE.F.L. 

6809060222* 

PROJ 


DENKOWSKl.WJ, 

7903160370* 

60 265 G 

CROCKER, LP, 

8809190259 

50-321 

G 

DANIELSON,D,H, 

8009020100* 

50 454 

Q 

DENKOWSKI.WJ, 

8809060110* 

60-265 Q 

CROFT, B.Y. 

8809020136 

PR 


DANIELSON.D-H. 

8809070479’ 

50-316 

Q 

DENTON.H.R. 

0009060368 

ORG 

CROFTON.S.P. 

8809000274* 

50-29 

P 

DANIELSON, D H. 

8809070408* 

60-373 

G 

DEPSON.KJ. 

8809200230* 

60 313 Q 

CROLEY.S.G. 

8809100261 

60-312 

Q 

DANIELSON.D.H. 

8809070550* 

50*401 

Q 

DESMARAIS.E.W 

8809260077* 

50 443 G 

CROLEY.B.G. 

6809200204 

50 312 

F 

DANIELSON.DH 

8809140441* 

60-266 

Q 

DEVINCENTISJ 

6600290223 

60-29 P 

CROMWELL, E.S 

8009130210 

50-277 

Q 

DANIELSON, D,H, 

8809230280* 

50-346 

Q 

DEVINCENTISJ. 

8009070304 

50-29 a 

CROMWELL.P.B, 

6809140280 

50-277 

G 

DANIELSON.DH. 

8009260235* 

50-282 

Q 

DEVINCENTIS.J, 

8809070509 

50-20 Q 

CRONIN, J.B 

8808260141 

50-456 

S 

DANIELSON, T.S. 

8809280112 

PR 


DEVJNCENTIS.J 

8009090270 

60-29 P 

CROSS. J.E. 

B809070238 

50 250 

R 

DAVID SON.B.S 

6809220306* 

80-247 

Q 

DEWEASE.J.G, 

0009010071 

50-382 P 

CROTEAU, R 

8808300240* 

50-309 

Q 

DAVIS.A B. 

8802160054* 

REVIEW GRP 

DEYOUNG, R.C, 

8305090714* 

FOIA 

CROTEAU,R. 

0809200209* 

50 369 

Q 

DAVIS, A B, 

8902220372* 

REVIEW GRP 

DEYOUNG, R C, 

0409120034* 

FOIA 

CROWLEY.B.R. 

6809260151* 

50-413 

Q 

DAVIS, A.B, 

6608300063 

50-346 

Q 

DEYOUNG, R.C. 

0809120106* 

FOIA 

CROWN, W 

8809150107* 

50-458 

G 

DAVIS.A.B. 

6008300065* 

50-346 

O 

DIBBLES.M, 

8809290226* 

REVJBV GRP 

CRUDEN.0 S, 

8808260364 

50 260 

P 

DAVIS.A.B. 

0808300313 

50-295 

Q 

DJBENEDETTO.P, 

0809090141* 

50-261 Q 

CRUDEN.D.S, 

8808290287 

60-281 

P 

DAVIS, A.B. 

6800060007 

50-373 

Q 

DICHARRY.R.D, 

8809010107 

PR 

CRUOEN.P.S 

8808290303 

60 336 

Q 

DAVIS, A B. 

8809060000* 

50-373 

Q 

DICK.G.F, 

0809060395 

50 498 P 

CRUDEN.D.S, 

8808300233 

50-338 

G 

DAVIS, A.B, 

8609070303 

50-341 

Q 

DICK.G.F. 

0009130074 

50 408 P 
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AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

DfCK.GF, 

O 1 CK.OF 

DCUS.GJ 
twEOERlCHS J- 
D EOERJCHS j 

0009130169 

6809160301 

0 6090 901 90 
0608260405 
8008290291 

50 498 
60-490 

PR 

60-373 

60-373 

P 

P 

R 

S 

EBNETER.S D. 
EBNETERS D 
EBNETER.S.O 
EBNETER.S D, 
EBNETER.S D. 

0800290460 

8600290050 

8808290071 

8B00290077 

6006300226 

50 277 iF 

70-1100 

50-219 F 

59 333 F 

60 219 Q 

FAY.C.W 

FAY.CW. 

FAY.CW. 

FAY.C.W 

FAY.CW. 

Oi£D£RBCHS J 
OCDEfllCROi 

eheoerich.gj 

EHEORICHSJ 
WEBWCHS i 

0809010347 

8809010349 

8609260135 

6009080050 

0009150036 

60-374 

50-374 

50-374 

50-373 

50-373 

s 

s 

s 

s 

R 

EBNETER.S.D, 

ECONOMOS.N, 

EDENW. 

EDGAR.GX. 

EDGAR, G,L 

GG0926011I 

0006310117* 

8009200092* 

8809020052 

0609020052 

50-277 Q 

69 302 Q 

REVIEW GR P 
50-446 G 

50-445 G 

FAY.C.W 

FAYS W. 

FAY.C W, 

FAY.C.W. 

FEDRICKSON.PE 

tHETZ.CR 
DIFFERENT, PM 
WOlOVJNEAS 
OK3NANJ.G 

DGNA N.TQ- 

0809230169 

0809190311 

6009270100* 

0809160079 

8809180079 

50-261 

50 416 

60 29 

50-443 

50-443 

Q 

S 

P 

G 

G 

EDGEWORTHS 
EDGEWORTHS J 
EDGEWORTHS- J 
EDGEWORTHS J 
EDGEWORTHS.J- 

0009060350* 

9809010343* 

8809060295* 

8809070093* 

0DOQO7O1G6* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FEIGENBAUM.T.C 
FEIGENBAUM.T.G 
FEITISM 
FELDMANN.M J. 
FELTON, J.M. 

£»GttAN,TCt 

okaNan.t a. 

OK3NART.G. 

WGNANX0 

0*3 NAN, T G. 

6609190293 

0809230035 

6609230035 

8609260119* 

8009260119* 

50 443 
50-443 
60-443 

60 443 

60 443 

Q 

G 

G 

G 

G 

EDGEWORTHS J 
EDGEWORTHS.J. 
EDGEWORTHS J- 
EDGEWORTHS J 
EDGEWORTHS- J 

0000140030* 

0809200300* 

0809210144* 

B809210203* 

0809210225* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FELTON, J U 
FELTON, J.M 
FELTON, J.M, 
FELTON, J M. 
FENN.K.W. 

OFASNLO 

tHtANNLDC 

CHLAflNLOC. 

DUANNi.D.C 

DOAJJNLOC. 

6609210271 
8808260131 
0800260481 
880 9000360 
0800200260* 

50-202 

59- 202 

60- 202 
50-202 
50-155 

P 

P 

P 

P 

P 

EDGEWORTHS.J. 
EDGEWORTHS J> 
EDGEWORTHS.J. 
EDGEWORTHS J- 
EOGEWORTHS.J. 

8809210244* 

8809230050* 

0009260332’ 

0809270077* 

8609270060* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FENN.K W. 
FENN.K.W 
FERNANDEZ.J A. 
FERRELL, S.D. 
FERSTERA 

CHIAN Ml, DC 
D 1 UEMNA.RA 
DINGELL.J. 
CXNGELLJ D 
OftCKS.W J, 

0BO92 70001 

0009220006 

0008190010* 

8809210003* 

8806090122* 

60-202 P 

NUREG 

FOIA 

COMMISSION 

FOIA 

EDGEWORTHS.J. 
EDISON, G E. 

EDISON, G.E, 
EDISONAE. 
EDISON.G E 

0609270107* 

0000260239 

0003300265 

0600130049 

0009130109 

CONTRACT 

60 259 P 

60 250 P 

50*250 P 

50 250 P 

FERSTERA 

FERSTER.A. 

FERSTERA 

FERSTER.A. 

FERSTER.A. 

CHRCKS.WJ, 

chstefAno,j 

EXSTEFAWJQ. 
ccmcs N, 
OOMERXA 

CQ09120123* 

0809090274* 

8009090219 

0009060222* 

0009210132* 

FOIA 

60-29 P 

50-410 P 

PROJ 

COMMISSION 

EDISON, G.E, 
EDISON.G e. 
EDWARDS, 0. 
EDWARDSjD.W. 
EDWARDS, R.P. 

8009130352 

8609160147 

0809140069* 

6000070500 

0800200353 

50 250 P 

50 250 P 

49 3453 

PR 

59 425 M 

FfcYS.L 

FEY.F.L 

FEYS.L. 

FEY.F.L. 

FEY.F.L. 

OONOHEW.J. 

DONOHEW.O 

donohew.j.n. 

donoheyy.jn 

OOMOSEWJ.N. 

0809010260 

8009130201 

0009010361 

8900060379 

&0O922ODO5 

50 327 
50-200 
60-327 

50 027 

50 327 

P 

G 

P 

P 

P 

EENIGENBURGS. 

EENIGENBURGS. 

EENIGENBURGS- 

EICK.SO 

ElCK.S.D, 

0009010235 
8000140053 
8000100351 
0600300212* 
0609230201 * 

60-10 R 

59*237 S 

60 237 R 

60-316 a 

50 403 Q 

FEY,F L. 

FIEGES J. 
FIELOS.JA 
FIERCEiA.R, 
FJUPY.R E. 

DONOVAN, Lr 

OORNSJFE.W.P. 

POflSEY.M, 

COftSEY.M 

DORSEY.M 

0010110306* 

8009230096 

8800070041 

8809200088 

6809210117 

REVIEW QR P 

PR 

CONTRACT 

CONTRACT 

CONTRACT 

EIDEM,MS, 
eisenhut.d.q 
eisenhut.d.g, 
ELBERT, PA 
ELLERSHAW.L E 

8809140070* 
0202120089* 
0501210322* 
0809090054* 
8006030091 * 

60 205 Q 

60 276 P 

FOIA 

50-266 P 

60-490 Q 

FINKELAE. 
FIRLIT,J,F 
FIRLIT.J.F. 
FIRLIT,J.F 
FIRUT.J F. 

CnDRSEV.M 

dorsey.m. 

XJTVfU 

XXIIN.OS. 

DRAB 3 3 

8009210235 

6000260024 

B8090B0173 

6609140070* 

6809060110* 

CONTRACT 
CONTRACT 
60-307 R 

60-205 G 

50 265 Q 

ELLIOTTSS. 

ELMS.A.L, 

ELTAWILAS, 

ELTAWILAS. 

eltawilas. 

0809230031 * 

3809220103 

0009060147 

8309060157 

0009060174 

50-974 P 

60-423 R 

NUREG 

NUREG 

NUREG 

FI RUT, J F 
FlflLIT.J.F, 
FIHLITJ f 
FIRLIT.J F. 
FIRUT.J F 


JftAWB R IDGE.B, l . 

HtDVHM 

>hey,k, 

)RO&£HJCMW 

jftOWEPfCKAW. 
*OMKE RS.U 
«OCnLlARD,fl.C. 

jflUGMJ/- 

hjelwn. 

MELLON. 

HJG5TAD.D 

ixJSTAD.D. 

ijStaE8E«eER,J 

<JNNLGA 

UNMM 

<jKNM 
OOUETTE.J M 
JJ 0 UETTE.OM, 

URfl.J. 

j&£ 

5S& 

P* 

SIe. 

8®r 

peH.px 

SSstab. 

wereaso. 


8809230260 

8809010322 

8608200107 

8809130071* 

8809120101 

8609200010 
88063 10012 
0009080111 
8806070370 
8809070087* 

8809130312 

8809220107* 

8809220108* 

8809220127 

8809140467 

8809200128 

8009060050 

8809010173 

8808290040 

8808300219 

8803300027* 

6808300107* 

6809200334* 

8803300047* 

8608260259 

8800290062 
6809020023 
8809020162 
8009130070 
66091 60205 

8809190384* 

8800220309 

8608280158* 

0809140263 

8806260265* 

8009169296* 

8809200078* 

8808260421 


60-20 F 

PR 

60-483 H 
40-7102 
60-219 P 

60-210 P 

WASTE MGT 
50-16 R 

50-334 R 

60-410 R 

60-410 S 

50-282 R 

60-282 R 

WASTE MGT 
60-440 S 

60 440 fl 

71-669 

PR 

60-266 F 

60-255 F 


REVIEW OR P 
60-307 Q 

60-28B G 

60-203 Q 

60-29 Q 


60-289 

60-277 

60-293 

60-220 

60-289 

60-334 

60-220 

60-293 

60-277 

60-29 

50-289 

60-287 

70-687 


Q 

Q 

Q 

Q 

Q 

Q 

Q 

U 

Q 

Q 

Q 

Q 


ELTAWILAS. 

6009060101 

NUREG 


ELTAWILAS 

6609060103 

NUREG 


ELWARO.T.W, 

6009140177 

5Q-155 

R 

ELY.P.C. 

6099160204* 

40-7604 


ENGELMANN.R. 

6609960006 

40-8964 


ENG LAND, LA. 

6008310152 

50-458 

3 

ENGLAND, LA. 

6809970321 

50-458 

S 

ENGLAND.L.A 

6009100263 

50-458 

S 

ENG LAND, L.A. 

88Q923Q1Q4 

5Q458 

s 

ENGLES 

8608260366 

59-338 

p 

ENGLE.L B. 

0009140201 

50-338 

p 

ENNIS, J O, 

0008269514* 

60-338 

Q 

ENNIS, J.D 

0805290010* 

60-280 

O 

ERICKSON ,P.B, 

001229O143* 

PR 


ericksons.b. 

8809 1 40237 

50-171 

P 

ERIN.LE. 

8000260238* 

60 262 

P 

ERNST, M L, 

8800160154* 

60348 

Q 

ERTLE.R.F. 

8606070456 

60-44Q 

J 

eselgroth.pw. 

0000009344* 

60-317 

V 

ESELGROTHSW. 

0600199147* 

60 272 

V 

ESELGROTHSW. 

0800230174 

50-317 

V 

EURE.J.A, 

0809070259 

PR 


EURY.L.W. 

8606260135 

60-261 

Q 

EURY.L W. 

8009010123 

60-324 

P 

EVANS.K, 

8809230214 

50-461 

F 

EVANS.R. 

&80&1 40070* 

60-496 

a 

EVERETT.R J. 

8800300148* 

60-468 

Q 

EVERETT, R J. 

8809190257* 

60-445 

Q 

EVERETT ,FU. 

6809200076* 

60-267 

Q 

EVLETHR.M. 

8809210147* 

REVIEW GR P 

FAIX.RJ. 

0609260067* 

60-443 

G 

FA1X.R.J 

0609260067* 

60-443 

Q 

FANCETT,D. 

0699260163 

60-354 

F 

FAN7ACC1.C.L, 

8609060064 

60-456 

R 

FARRELL.R.E 

8809070274* 

60-267 

Q 

FAY.CW, 

6098290206 

50-266 

P 

FAY.CW. 

8899310145 

69-266 

R 

FAY.CW. 

8&0 9020264 

60-266 

F 


FISCHER, D.C 
FISHJR. 

FJSH.R F. 
FiSH.RF. 
FISHER ,W.L 

FISKS H, 

FISK 4 R,H. 

FITZPATRICKS 

FITZPATRICKS 

FITZPATRICKS 

FITZPATRICKS- 

FITZPATRICKS. 

FITZPATRICKS 

FITZPATRICKS- 

RTZPATRrCKS. 

F1T2PATRICK.R. 

FITZPATRICKS. 

FITZPATRICKS. 

FITZPATRICKS* 

FITZPATRICKS. 

FLACKS. 

FLACKS. 

FLACKS- 

FLACKS. 

FLAHIVES- 

FLEEMOR,C,M 
FLOREKS.J. 
FLOWERS, F,D. 
FLOWS RS,FO* 
FLOWERS, F,a 

FLYNNS J. 

flynnsj 
FLYNNS J. 
FLYNN, MJ- 
FLYNN, MJ. 

foqartys-p. 

foqartyss. 

FOQARTYS-P. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8800000355 

50-258 

P 

8809120160 

60-200 

Q 

0809140248 

60-268 

R 

0009140390 

50 266 

S 

8009150059 

50 266 

S 

0809150252 

50 391 

P 

6009190301 

50 206 

a 

8009200123 

60-266 

s 

0809210208 

50 266 

p 

6609130173* 

59 324 

0 

O00&3QOO55 

50 443 

Q 

0899230015 

50 443 

G 

C009140132* 

CONTRACT 


0009160270* 

60-293 

P 

0009970430 

FOIA 


6809090203 

FOIA 


6009120181 

FOIA 


0609120238 

FOIA 


0009169182 

FOIA 


8006010041 

50-328 

S 

6009140174 

50-320 

s 

8000140292 

50-328 

s 

8000210239* 

WASTE MGT 

8000200114* 

50-335 

R 

6809120022 

60-271 

G 

8009120022 

60 271 

G 

8009120121 

50 271 

G 

8809120121 

59 271 

G 

0009160060 

60-143 

G 

Q0OO16OO6O 

60 443 

G 

0008200317 

59 263 

F 

8808310136 

50 282 

R 

0006310216 

59*263 

R 

0809070496 

60 203 

F 

8809160302 

69 282 

F 

5&09270113 

60-282 

F 

8&09200282* 

60 354 

O 

6009000400 

CONTRACT 

6009290033 

60 443 

G 

6009000246 

NUREG 


6809210095“ 

60-482 

Q 

8008200000 

60-312 

S 

60O&31OO30 

50-312 

G 

80O&O&O158 

50-312 

Q 

8609140147 

50-312 

S 

8609140231* 

50-312 

Q 

8809140200 

50-312 

S 

8806150331 

60-312 

G 

BB09209239 

60-312 

P 

8B09260929 

60-312 

P 

8800020200 

60-272 

P 

8809160101 

60-344 

F 

8809140136* 

60-397 

Q 

0809220136* 

50 312 

Q 


0604200347* REVIEW GR P 

6806260026 XPORTLIC 
0808260043* XPORTLIC 
0000300361 60 219 S 

0009010278 60 219 Q 

0009010284 50 219 P 

0809060244 60 219 S 

8809080044 50-219 V 

0009200159 60-219 Q 

0809200361 50.219 Q 

8009230019 50 210 S 

0009060147 NUREG 

0809060167 NUREG 

9009060174 NUREG 

8009060101 NUREG 

6809060193 NUREG 

0600300041 1&E 

8000300001 50 280 Q 

6809010040 ISE 

6809060049 l&E 

8609140055 50 454 S 

8809260016 CONTRACT 
8808290031* 50-237 Q 

8809090165* XPORTLIC 
8009090170* XPORTLIC 
8809190097 XPORTLIC 

B809 120033 60 443 G 

6609120039 60 443 G 

8609160014 60 443 G 

0609070450 CONTRACT 

8809070539 CONTRACT 

0806290093 50-277 S 

8808310035 50-352 S 

8009010336 50-277 S 



290 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION 

NUMBER 


FOGARTY, £ P 

8609070236 

FOGARTY.E P 

8809130066 

FOGARTY, EP 

8809130280 

FOGARTY, E.P 

8609140376 

FOGARTY.E P 

6809190132 

FOGARTY.E P 

8609190366 

FOGARTY, E P. 

8809200093 

FOGARTY.E P. 

8809260247 

FOR MICA, C.D 

8809060110 4 

FORNEY.W L. 

8806300209 

FORNEY, W L 

8809130047 

FORNEY.W L 

8809160166 

FORNEY, W.L. 

8809220204 

FORNEY.W L 

8809230007 

FORSYTH, M 

8809220035 

FOSTER, J. 

8809190352* 

FOWLER, E B 

8809220040 

FOX.EF, 

8509020089* 

FOX.E.F 

8009020109* 

FRANCE.G M 

0809070315* 

FRANCIS.E. 

8899060269 

FRANCIS, E 

0609130307 

FRANCO, F.F. 

8609270073 

FRANKL.W.S. 

8809080057 

FRAZEE.T.C 

0609290233* 

FRA2IER.L 

8609020049 

FREDRICKSON, P 

6806300128* 

FREDRICKSON.P 

8809080370 

FREDRICKSON, P. 

0809130232* 

FREEMAN, A.L 

8808310095* 

FREEMAN, M 0 

0BO9O6OO69 

FREEMAN, R D. 

8009150164 

FRICK, TM 

8009060016* 

FRIEDMAN, L 

0003300021* 

frieoman.w.f 

8909010138 

FRIEDRICHSEN.J 

8509160044 

FRIEND, H B 

6009150034 

FRISCH, RR 

8809060009 

FRISCH, R R 

6509070313 

FRISCH, R R. 

6000190078 

FRISCH, R R 

6809190111 

FRISCH, R R, 

8609200234 

FRIZZLE, C.D 

8809140252 

FRY.M 

8009200286* 

FRYE.JH 

0609120000 

FULLER.CH 

esoBioo-ioa 

FULLER.C.H 

8B09220041 

FULLER.CH, 

8809260120 

PUNCHES, J,L 

8809200275* 

FUNK.D E, 

8808200124* 

FUR1A.R V, 

8B091 40264* 

GAD.RK, 

8 B09 120031 

GAO, FI K 

8009120031 

GAD.RK. 

0009210028 

GAD.RK 

080921 002B 

GAD.RK, 

8009280143 

GAD.RK. 

8809260143 

GAGUARDO.J.E, 

0609020209* 

GAGLIARDO.J e 

0609060021* 

GAGUARDO.J.E. 

8809080332* 

GAGLIARDO.J E 

0809080181* 

GAGUARDO.J.E. 

8809140070* 

GAHAN.M J, 

8B09150071 

GAINES, C,R 

6809070058 

GALANTI.OM. 

8808290124- 

GALLAGHER, J W 

800829031V 

GALLAGHER, J.W. 

8809D10143* 

GALLAGHER, JW 

8809010294* 

GALLAGHER, J.W. 

8809010360 

GALLAGHER, J.W. 

8809020243 

GALLAGHER, J W 

8809060019 

GALLAGHER, J.W 

8609090232* 

GALLAGHER, JW. 

8809120059* 

GALLAGHER, J.W 

0009130138 

GALLAGHER, JW 

8809140211* 

GALLAGHER, J W 

0BO91 40226* 

GALLAGHER, J.W. 

8809140232 

GALLAGHER, J.W. 

8009140431 

GALLAGHER, J.W 

8809190207 

GALLAGHER, J.W. 

8809200058* 

GALLAGHER, J.W. 

8809200358 

GALLAGHER, J.W. 

8009210192 

GALLAGHER, JW. 

08092201 12 

GALLO.R M. 

8808260100 

GALLO, R.M 

0008290031* 

GALLO.R. M 

8009020142 

GALLO.R M. 

8809020206 

GALLO, R.M. 

8809080340 


SUBJECT AUTHOR 

CATEGORY 


50-278 

S 

GALLO.R.M 

50-277 

S 

GALLO, R.M 

50-352 

S 

GALLOWAY,! J 

50 352 

s 

GANNON, WC 

50-277 

s 

GANNON, WC 

50 277 

F 

GARCIA, PJ. 

50-352 

s 

GARDNER,R,N. 

50 278 

s 

GARNER, B. 

50-255 

Q 

GARNER.L W. 

60-295 

P 

GARRISH.TJ. 

50 237 

Q 

GARRISON, DL 

50 295 

Q 

GARRISON , V L 

50 456 

Q 

GASTON.D M. 

50-456 

Q 

GATES, W.G 

50 498 

R 

GATES, WG. 

60 315 

Q 

GAUSOEN.M 

NUREG 


GAUSDEN.M 

50-286 

Q 

GAVULAJ A 

60 247 

Q 

GAVULA.J A 

70 8 


GAVULAJ A 

40 6022 


GAYLEY.R B 

40-6622 


GEARS, G E. 

50 285 

F 

GEARS, G.E 

PR 


GEARS, G E. 

REVIEW GR P 

GEARS.G E. 

50-341 

F 

GEHL.EO, 

50-324 

Q 

GEHMUCH.D K 

50 324 

Q 

GEHMLICH.D.K 

50-261 

Q 

GEfSMAR.B. 

50-461 

P 

GEIST.J.D 

40-8768 


GEJDENSONA 

50-461 

S 

GEJDENSON.S 

50-348 

G 

GEJDENSON.S. 

REVIEW GR P 

GEL8.M. 

PR 


GEPHART.S.B 

50-285 

S 

GERTZ.CP 

TOPREP 


GERTZ.C p. 

50-155 

P 

GESSNER.R F. 

50-155 

S 

GIANNUZZI.A J 

50 155 

P 

GIBBONS, DR 

50-155 

P 

GIBBONS, D.R 

50155 

V 

GIBBONS.D R. 

50-309 

Q 

GIBBONS, D.R. 

HEVJEW GR P 

GIBBONS, D R, 

50 277 

G 

GIBBONS, D.R 

50 267 

P 

GIBBONS, D.R 

50 267 

R 

GIBBONS.D.R 

50-267 

S 

GIBBONS, D.R. 

REVIEW GRP 

GIBBONS, DR, 

50-315 

Q 

GIBBONS, D.R. 

50-219 

P 

GIBBONS, D.R. 

50-271 

G 

GIBBON S.D.R 

50-271 

G 

GIBBONS.DR. 

60-271 

G 

GIBBONS, D.R 

50-271 

G 

GIBBONS, DR 

5D271 

G 

GIBBS.R 

50-271 

G 

GIBSON, A F, 

50 335 

Q 

GIBSON, J. 

50-382 

Q 

GIBSON, J 

50*482 

Q 

GIBSON, LC 

60-335 

Q 

GIBSON, M. 

50-49B 

Q 

GIGLIOTTIiR J. 

60 317 

S 

G UTTER, JG. 

50-382 

S 

G UTTER, J.G 

50-315 

Q 

G UTTER, J.G, 

50-277 

P 

GILBERTS D 

50-277 

P 

GILLESPIE, F.P. 

50-277 

P 

GIPSON, D.R. 

50-277 

Q 

GLASMAN.M 

50-277 

P 

GUSMAN, M. 

50-277 

P 

GLENN, C. 

50-277 

P 

GLENN, J, 

50-277 

P 

GLENN, J. 

50-277 

V 

GLENN, J H. 

50-277 

P 

GLOERSEN.W.B. 

60 277 

P 

GLOERSDN.W B. 

50 352 

F 

GLOZMAN.V, 

50-277 

P 

GNUGNOLI.G N. 

50 277 

Q 

GOBBARD.P.S 

50*362 

P 

GQDKNECHT.M. 

50-277 

Q 

GODWIN.A.V. 

50-277 

0 

GOLDBERG, J.H 

50-352 

Q 

GOLDBERG, J.H, 

50-322 

V 

GOLDBERG, J.H. 

50-237 

Q 

GOLDSCHUGER, 

50-247 

Q 

GOLDSMITHiR. 

50-336 

Q 

GOLLA.J A. 

60-317 

V 

GOLU,J A. 


ACCESSION SUBJECT AUTHOR 


NUMBER 

CATEGORY 


0809130081 

50-277 

V 

GOLTRA.E R, 

8809160303 

50 308 

Q 

GONGAWARE.B L 

66091 901 2S 

50-213 

S 

GOOD.G M 

0808290110 

40-6940 


GOODHUE, N 

8 B09 190264 

40 6940 


GOODMAN, L S 

8809200010 

40 8027 


GORALSKI.G, 

8608260387* 

50-202 

Q 

GORDAN.E C 

8809200267 

50 338 

R 

GORDON.CS 

8809130232* 

50 261 

Q 

GORDON, C S 

08OB24O335* 

PR 


GORDON, C S. 

8609060370* 

50 490 

Q 

GORDON.CZ 

6809130015* 

50 498 

Q 

GORDON, C 2 

8809060168* 

50 255 

Q 

GORDON, G 

0609080017 

50-285 

R 

GORSKI.J.P 

8809200237 

50-285 

R 

GOTTULA.R C 

0809010104 

50-316 

R 

GOTTULA.RC 

8809010169 

50315 

R 

GOULD, K L 

8B09020180* 

50 454 

Q 

GOULD.M 

6809070479* 

50-316 

a 

GOVE, R.M. 

8809070498* 

50 373 

Q 

GOWDY,G M 

6808300351 

60-219 

s 

GRACE, J N 

8608260138 

50 260 

Q 

GRACE.J.N. 

6808260495 

50-260 

P 

GRACE, J N 

8808290320 

60 260 

Q 

GRACE.J.N. 

8609130154 

50 260 

Q 

GRACE, J N 

0809300005 

50 305 

H 

GRACE.J.N. 

0809150060 

50-407 

R 

GRACE, J N. 

0809190252 

50-72 

Q 

GRACE.J.N 

8B09 190321 

50 206 

H 

GRACE, J N. 

B8090B0066* 

50-628 

1 

GRACE.J.N 

8809070485' 

FOIA 


GRACE, J.N 

8800160266* 

REVIEW GR P 

GRACE ,J N 

8009190010* 

FOIA 


GRACE.J.N. 

0009210040 

50*224 

G 

GRACE, J.N 

8809150062 

60-277 

Q 

GRACE.J.N. 

0609120113 

WASTE MGT 

GRACE, J N. 

0009120173* 

WASTE MGT 

GRACE.J.N. 

8608290096* 

PROJ 


GRACE, J N. 

6806300037* 

60-333 

P 

GRACE, J.N 

6009210211* 

REVIEW GR P 

GRACE, J N 

6809210237* 

REVIEW GR P 

GRACE, J N 

8009210243* 

REVIEW GR P 

GRACE.J N. 

8009210254* 

REVIEW GR P 

GRACE.J.N 

B8O921O20O* 

REVIEW GR P 

GRACE, J N. 

Q809210264* 

REVIEW GR P 

GRACE.J.N 

8809210270* 

REVIEW GR P 

GRACE.J.N 

0609210276* 

REVIEW GR P 

GRACE.J N, 

0009220011* 

REVIEW GR P 

GRACE.J.N. 

880922006B* 

REVIEW GR P 

GRACE.J N. 

8B09220145* 

REVIEW GR P 

GRACE.J.N 

8809220152* 

REVIEW GFt P 

GRACE.J N. 

0609220159* 

REVIEW GR P 

GRACE.J N 

0809220238* 

REVIEW QR P 

GRACE.J N. 

8009220295* 

REVIEW GR P 

GRACE.J N 

8609200275* 

REVIEW GR P 

GRACE, J.N. 

8809220266* 

50-324 

Q 

GRACE.J.N. 

0BO820Q471 

50-321 

a 

GRACE.J.N, 

6809220093* 

50-336 

R 

GRACE.J N, 

8609220095* 

60-338 

R 

GRACE.J.N 

6609090169* 

60-322 

P 

GRACE.J N. 

8609150126 

60-316 

F 

GRACE.J N. 

8609070354 

70-371 


GRACE.J N 

88 09010246 

50-305 

P 

GRACE, J.N 

0809020232 

50-305 

P 

GRACE.J N. 

8509000363 

50-305 

P 

GRACE.J.N. 

8809130015* 

50-490 

Q 

GRACE.J.N. 

B8O03OO2O4 

PRM 


GRACE.J.N, 

8009060111 

50-16 

R 

GRACE.J.N, 

9B09Q70089* 

50-424 

Q 

GRACE.J.N. 

8809130124* 

50-335 

Q 

GRACE, J.N 

8009200149 

WASTE MGT 

GRACE.J N. 

9809230006 

l&E 


GRACE.J.N 

8009230212* 

COMMISSION 

GRACE.J N. 

0609190036* 

FOIA 


GRACE.J.N 

8809080110* 

50-424 

Q 

GRACE, J.N, 

0809260272* 

50 259 

Q 

GRACE.J N. 

88 09220092 

NUREG 


GRACE.J.N 

8609200163 

WASTE MGT 

GRACE.J.N. 

0609070556 

PR 


GRACE.J N, 

8809230019 

50-219 

S 

GRACE, N.J. 

8B0920010G* 

REVIEW GR P 

GRACE.S.R 

8809070324 

50-499 

s 

GRAHAM, C P 

8809080052 

50-490 

J 

GRAMANN.R.H. 

0809190209 

50 498 

Q 

GPAMANN.R H. 

8809000054 

PR 


GRAMLING.J M. 

0809190043 

WASTE MGT 

GRANT, W.B 

8808260265“ 

50-29 

Q 

GRAVES, D N. 

8009160296* 

50-209 

Q 

GRAVES, D.N, 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8809140306* 40 0327 

0009120094* 50 483 P 

8009140136* SQ-397 Q 

0809200301 ' REVIEW GR P 
8609160267* REVIEW OR P 

0009150169 50' 25 5 R 

8008310176 50 220 F 

0808260338 50 346 S 

QQ09130QQ2 50 345 S 

8809190320 50 346 S 

8609070515* 50 2Q Q 

8809190296* 60 220 O 

6809160011 50 346 F 

8609270100* 50 29 P 

B809070500* 50 336 P 

8809210240* 50-255 P 

8809Q70495 PR 

8609200179 PR 

8809120092 WASTE RES 

0809020276* 50-395 fl 

8005040165* REVIEW GRP 

0605230314* REVIEW GR P 

BB06Q30035* REVlEVrf GR P 

8806030360* REVIEW GRP 

8008260465 50 321 Q 

0806260518 50 335 

8008290084 50 302 

8800300090 70 27 

0008300124 50 324 Q 

800030021 1 70 27 

0808300268 70 27 

8808300324 70 27 

0800010144 50 250 R 

6009010146 50-302 F 

8009010152 50 269 Q 

0009010221 60-321 Q 

8009010225 50-424 P 

0809070094 50-369 Q 

0009070144 60-309 Q 

8809070162 50-321 Q 

8009070155* 50-321 G 

8809080024 50-280 Q 

0809000027 60-324 Q 

8009000167 50-269 Q 

0809080168* 50 209 Q 

80090801 74 50-335 Q 

3609080178* 50335 O 

00O9OBO354 50 280 O 

8009080357* 50 280 O 

8809090053* 50 322 f 

8609120067 50-269 O 

8809130163 50 324 Q 

0809130271* PR 

8809140373 50-280 G 

0809140473 50-400 Q 

8809140475 50*250 Q 

0809150323 50 250 P 

8009160007 70 27 

8809160013 50-335 O 

0809160015 50-321 Q 

8809160022 70-27 

8009168029 50-280 P 

8B09160033 50 280 Q 

8809160036 50-1 SO O 

8809190096 60-335 Q 

8809190389 60-280 S 

8009200023 50-348 G 

8809220172 50 324 O 

8809220176 70-27 

8009220216 50-324 Q 

8809230108 50-400 O 

8009260025 50-276 O 

8809260098 50 250 O 

8809260110* 50-250 O 

8009260127 50 400 G 

0809260144 60-250 G 

8809260146 50-280 S 

8009260166 50-160 O 

0809200121* REVIEW GRP 

8009140197 50-321 F 

0809140184* 40-8900 

8809260039 50-443 G 

8808260065 70 3047 

8808260129 40 8954 

8809260120 50-267 S 

8809190346* 50 454 Q 

8808260114* 60-458 V 

6808310057 50 458 V 


OO 
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ACCESSION SUBJECT 
NUMBER CATEGORY 


ACCESSION SUBJECT 
NUMBER CATEGORY 


GPEENE.HT. 

8809200008* 

50-313 

P 

GREENMAN.E G. 

8008260018 

50-254 

Q 

GflEENMAN.E G 

8000260250 

50 454 

Q 

GREENMAN.EG. 

8008260267* 

50-454 

Q 

GREENWAN.E G 

8008260275 

50-454 

P 

GREENMAN.EG 

8800290290 

50 254 

Q 

GREEN MAN.E G. 

8808290301* 

50-254 

Q 

GREENMAN.E G 

8809010237 

50 237 

P 

GflEENMAN.EG 

8809090102 

50 155 

G 

GREENMAN.E G 

6809090181 

50-461 

Q 

GREENMAN.E G 

8809090187 

50 305 

Q 

GflEENMAN.EG 

8009220267 

50-331 

P 

GREENMAN.E G 

8009260021 

50-346 

Q 

GREENMAN.E, G 

8009260130 

50 295 

Q 

GREENMAN.E G 

8809260172 

50 237 

Q 

GflEENMAN.EG 

8809260277 

50-254 

Q 

GREGER.L R 

0809010131* 

50 315 

Q 

GREGG.fi J. 

0609000064 

70 371 


G RIDLEY, R 

800 02600 81 

50 327 

T 

GflIDLEY.R 

0800260496 

50 300 

Q 

GRIDLEY.R 

080829001 1 

60-327 

P 

GRIDLEY.R, 

6000200116 

50 260 

p 

GRIOLEY.R 

8808200125 

50 259 

P 

GflIOLEY.ft 

0008290133 

50-259 

P 

GRJDLEY.R. 

6006290151 

50-390 

G 

GRIDLEY.R. 

0800290247 

60-327 

Q 

GflJDLEY.R 

0000290254 

50-327 

G 

GRIDLEY.R 

0800300079 

50 327 

P 

GRIDLEY.R 

8800300090 

50 327 

P 

GRIDLEY.R 

0800300122 

50-327 

Q 


GmoLEv,n. 

GRIDLEY.R 

GRIDLEY.R. 


GRIDLEY.R. 

GRIQLEY.R 

(SRIQLEY.n. 

GRIDLEY.R 

GflIDLEY.R 

GflIDLEY.R, 

GflIDLEY.R 

6AIDLEY.R. 

GflIDLEY.R 

(MtltKEY.Rt. 

GfUDLEY.RL. 

GRIDLEY.R L 
GRJDLEY.R L 
GRiDLEY.R.L. 
GflfDLEY.aL, 
GRIER, 8 H 

GRIFFIN, R E, 
OflSFTlN.RL 
GRIFFIN. R L. 
GRJFFJN,R,L. 
CflIFFIN.R l. 

GRIPPING ,E P. 

GPWE^B.K. 

ERIIWES.a.K. 


5800300243 

0000300280 

B80Q310034 


GRIDLEY.R 

GRIDLEY.R. 

8006310210 

8800010101 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R. 

GRFDLEY.R. 

GRIDLEY.R. 

8309010205 

8009010290 

8609010333 

8809020104 

8800020287 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GflIDLEY.R 

6809000224 

0809060236 

0809060240 

0009060250 

0009060207 

GRIDLEY.R, 

GRIOLEY.R 

GRJDLEY.R 

GflIDLEY.R. 

GRIDLEY.R, 

0600070037 

8000070231 

G0OGO7O299 

8B000704Q3 

8009070532 

GflIDLEY.R 

GflIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R 

8009070536 

8009070551 

8809060364 

0800130313 

8309140010 

GRIDLEY.R, 

GRIDLEY.R 

GRIDLEY.R. 

GflIDLEY.R 

GRIDLEY.R. 

8609140013 

8609140302 

0309140466 

8009150132 

8800160211 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R. 

GRIOLEY.R 

8009160229 

8609160310 

0609100015 

0809190340 


0800200374 60-390 Q 

8009210009 50-269 P 

9B092 10000 50 250 P 

0809220224 50-259 P 

8809220229 50-327 Q 

8809220232 50-269 K 

8800220238 50-300 Q 

0809220323 60 327 P 

0809060357 60-259 V 

8809070000 50-327 p 

8809000072 50-259 F 

8809160188 50-259 I 

8609160237 50-360 A 

8809190131 50-259 Q 

8106240090* FOIA 

8008290192* 50 382 Q 

8809210056 50-446 G 

8000210055 50 445 G 

0809210062* 50-446 G 

8809210062* 50-445 G 

0809080111 50-16 R 

8808250192 ORG 

8808260039 STATE PRO G 


GRIMES. B.K 
GRIMES, 8 K 
GRIMES.B K 
GRIMES.B K 
GRIMES.B K 

GRIMES.B K 
GRIMES, B.K 
GRIMES.B K 
GRIMES.B K 
GRIMES.C I 

GRIMES, Cl 
GRIMES.C I 
GRIMES, C.l 
GRIMES, C.l 
GRIMES.C I 

GRIMES.C I 

GRIMSLEY.D 

GRIMSLEY.O 

GRIMSLEY.D 

GRIMSLEY.D 

GRIMSLEY.D 

GRIMSLEY.D 

GRIMSLEY.D 

GRIMSLEY.D. 

GRIMSLEY.D 

GRIMSLEY.D 
GRIMSLEY.D.H 
GRIMSLEY.D H. 
GRIMSLEY.D.H 
GRIMSLEY.D H 

GRIMSLEY.D H 
GRIMSLEY.D.H 
GRIMSLEY.D H 
GRIMSLEY.D H 
GRIMSLEY.D H 

GRIMSLEY.D H 
GRIMSLEY.D.H, 
GRIMSLEY.D H 
GRIMSLEY.D.H. 
GRIMSLEY.D H 

GRIMSLEY.D H 
GRIMSLEY.D.H. 
GRIMSLEY.D H 
GRIMSLEY.D.H 
GROOMS, J.V 

GROPP.R.W 
GROSS.K W. 
GROSS.K.W 
GRUBIC.D D. 
GRUNSEICI l,FtW. 

GRUNSEICH.R W. 
GRUNSEICH.R.W 
GUNTRUM.B C 
GUPTA, D.C. 
GWINN.R A 

GWINN.R A. 
HAAG.B. 

HAAG.R 
HABCHf.S D. 
HACKNEY.C 

HAGAN, JJ. 
HAGAN.J J 
HAGAN.J J 
HAGAN.J, J, 
HAGAN.T. F 

HAGAN, T F. 
HAGAN, T.F 
HAGAN.T F. 
HAGAN, TF 
HAGAN.T F 

HAGAN.T F. 
HAGAN, T.F 
HAGAN.T F. 
HAGAN.T F 
HAGAN.T F. 

HAGAN.T F 
HAGAN.T.F. 
HAGAN.T F. 
HAGEMAN.J 
HAG EM AN, J P. 

HAGEMAN.J, P. 

HAGEMAN.S 

HAGER.J. 

HAGEY.H 
HAIRSTON.W G. 

HAIRSTON.WG 
HAIRSTON, W.G. 
HAIRSTON.WG. 


8603260150 

0000260173 

0600260223 

6000310103 

0009010200 

ORG 

ORG 

ORG 

ORG 

ORG 


HAIRSTON.W.G 
HAIRSTON.WG 
HAIRSTON, W G 
HAIRSTON.WG 
HAIRSTON.WG, 

GB09130099 

0009210149 

8009220066 

0B0922O249 

6000260061 

GAS 99 
GA909 

50 250 

ORG 

50-445 

P 

V 

HAIRSTON.WG. 
HAIRSTON.W.G 
HA1RSTON.W G 

hairston.w g. 

HAIRSTON, W G 

8609010297 

BB090l030r 

0009010307' 

0009060302 

8609090105 

50-445 

1 50-445 

50-445 
50-445 

50 445 

A 

A 

A 

A 

Q 

HAIRSTON.W.G 
HAIRSTON.WG 
HAIRSTON.W.G 
HAIRSTON.W G 
HAIRSTON.W.G 

3009140255 

8B09070146 

60ODO7O31G 

0000000234 

0600120102 

50-445 

60 410 
FOIA 

60 255 
FOJA 

V 

P 

P 

HAIRSTON.WG. 
HAIRSTON.W.G, 
HAIRSTON.W G 
HAIFISTON.W G 
HAIRSTON.WG 

8300120211 

0809120239 

8000150253 

6600150265 

0009160005 

FOIA 

FOIA 

FOIA 

50 271 

50 203 

Q 

P 

HAIRSTON.WG 
HAIRSTON.W.G. 
HAIRSTON.W G, 
HAIRSTON.W G 
HAIRSTON.WG 

0809160160 

0009070141 

0809070517 

G0O0O9OQ37 

B0O9O9OO44 

50-293 

FOIA 

FOIA 

50-322 

50 275 

Q 

F 

P 

HAIRSTON.W G 
HAIRSTON.WG 
HAIRSTON.W.G 
HAIRSTON.W G 
HAIRSTON.W.G 

8009000063 

0009090090 

0600090117 

0600090143 

0009090160* 

FOIA 

50-160 

FOIA 

FOIA 

PR 

Q 

HAIRSTON, W,G. 
HAIRSTON.W G 
HAIRSTON.W G 
HAIRSTON.W.G, 
HAfRSTON.W G 

3Q00090157 

0800000214 

6009090243 

3800090269 

3Q091200D1 

FOIA 

50-410 

FOIA 

60-276 

60-200 

P 

P 

P 

HAIRSTON.WG. 
HAIRSTON.W.G 
HAIRSTON.W.G, 
HAIRSTON.W.G. 
HAIRSTON.W G, 

8309120222 

8800150314 

8809160172 

8009160177 

8899220245* 

FOIA 

FOIA 

FOJA 

FOIA 

60317 

P 

HAIRSTON.WG 

HA JOS. LG 
HALE.M. 

HALL, A 

HALL.A 

0009010170 
0890070259 
06092001 70 
8009150123* 
0003310161 

50-352 

60 260 

50 260 

30 302 

60 322 

R 

S 

s 

Q 

S 

HALL.D.P, 

HALL.D P. 
HALL.D.P. 

HALL.D P 

HALl.J M 

6000010063 

0000230274 

0600010341 

8009140412* 

8809080129 

50-322 S 

50 322 S 

50 445 S 

WASTE MGT 
50-443 S 

HALL.JM 

HALL.J.R 

HALL.R E 

HALL.S P 

HALLE, D H, 

8009190137 

8009060377 

3800060493 

5809220060 

0BOB31O1O9 

60-443 

50-313 

60-313 

NUREG 

IAE 

S 

S 

s 

HALLE.H J, 
HALLER.W.A 
HALLSTROM.G A 
HALTIWANGER.J. 
HAMILTON, B 

3609060251 

8609060300 

8009140246 

8809160274 

8809070052* 

50-354 

50-354 

60 354 

50 354 
CONTRACT 

s 

s 

s 

s 

HAMILTON, P 
HAMLIN.JQ 
HAMMER 
HAMMES.R J 
HAMRICK, JS 

8800130265* 

0809130281* 

0809140132* 

0000200371* 

0800210121* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


HAMRICK.N P 
HANDYSIDE.I, 
HANING.J L, 
HANNEN.R L. 
HANNEN.R L 


0009210133* 
0000210130* 
8600210244* 
0000210252* 
8009230021 * 

8809260022* 

8009260312* 

8809270093* 

8009020172* 

8808260051 

0BO02DO283 

8809210107* 

6309190302 

8809060206 

8808300023* 

8800310063 

8600310000 

8808310116 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
REVIEW GR P 

50-255 F 

CONTRACT 
90 425 J 

50346 P 

50-336 S 

50-343 Q 


HANNEN.R L 
HANNEN.R.L 
HANNEN.R L. 
HANNEN.R. L 
HANNEN.R L 

HAN NON, JN. 
HAN NON, J N 
HANNON, J.N. 
HANRAHAN.E.J, 
HAN SELL, J.B 

HANS ELL, JR. 
HANSON, R,G. 
HARBUCK.C C. 
HARBUCK.CC, 
HARBUCK.CC 

HARBUCK.CC 

HARBUCK.C.C 

HARBUCK.C.C, 


A £pESSION SUBJECT 
NUMBER CATEGORY 

6808310154 50 348 P 

8399010043 50-348 F 

8309010083 50 424 P 

880 90 10089 50 424 R 

8809010218 50-321 R 

0009010321 50-340 R 

0009060016 50-348 Q 

0809070021 50-424 S 

0009070305 50-424 p 

0809070380 50 340 \f 

8009070399 50 424 P 

0809120141 50 321 p 

3009130343 50 321 S 

8009140003 50 424 F 

8809140054 50 321 R 

8809140065 50 366 S 

6309140092 60 321 Q 

0009140090 50 321 Q 

8009140139 60 424 0 

6009140101 50 321 F 

8603140187 50-321 G 

8809140274 50-321 S 

8809140297 50-348 O 

6609140361 50 321 p 

8809150141 50-321 p 

6809150310 50 321 p 

0BO91SO321 50 424 F 

0009100157 50 348 P 

0009190158 50 343 P 

00O91SO19O 50 348 Q 

8009190103 50 348 F 

0809190229 50 346 Q 

8800190245 50 34B P 

8809200273 50 424 p 

0809200295 50 424 S 

8809200323 60-424 O 

3309220051 50-364 R 

0609220055 S0-34B R 

0809230023 50-340 p 

6809230240 50-340 P 

0809260220 50 424 Q 

6800260414* 50-272 O 

080914028G 60-400 R 

8809020136 PR 

8809 1202 10 FOIA 

8B0D 120107 50 431 p 

0009160184 50 401 S 

0009200074 50 461 Q 

0809220144 60 431 Q 

0809060013* 50-340 Q 

8809130036* 50 206 Q 

QB00220277 50 331 P 

8000310155 |&E 

8809230214 50 461 F 

88092800B4 PR 

8809000190 NUREG 

8809070205 50 413 P 

8909200250* 50 400 Q 

880D220110 50 305 R 

8809010096 50-369 F 


0009190291 

6009090095 

6808200317 

8000150287 

0809120156 

6809230021 * 
0600200336* 
8803090145* 
8600260494 
8808200497 

8800310097 

0809010112 

0809080120 

0809130297 

6809140399 

8808300075 

8809060051 

8809130191 

8609210082* 

8609140354 

8809000205 

3809220096 

0808260000 

0808260077 

8808260181 

0303300108 

8009010363 

8809020194 


60-293 R 

50-275 P 

50-263 F 

PR 

40-8601 

CONTRACT 
REVIEW GRP 
60-499 Q 

71-9208 
71-9224 

60 331 S 

50-331 R 

50 331 S 

50331 S 

50-331 S 

ORG 

50 424 V 

ORG 

WASTE MGT 
50-387 p 

PR 

NUREG 
50 313 P 

50 313 p 

50-368 P 

50-313 P 

50 313 P 

50 313 p 
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AUTHOR ACCESSION SUBJECT AUTHOR 


HARBUCK.C.C 

NUMBER 

6609160293 

CATEGORY 

50-313 P 

HAYNES, LS 

HARDGROVE.TW 

8809120179 

40*2259 


HAYNES.R C 

HARLAN.C P. 

8809060048 

WASTE RES 

HAYNESWORTH.V, 

HARNESS.J L 

8808310203 

50*324 

S 

HEALY.B 

HARNESS, J L 

6808310206 

50-324 

S 

HEFFNER.G 

HARNESS.J L 

8809010012 

50-324 

S 

HEITKAMP.A F 

HARNESS.J L 

8609010045 

50-324 

H 

HEITKAMP.A F 

HARNESS.J L 

8809070529 

50-325 

S 

HEITNER.K L 

HARNESS.J L. 

8809080045 

50-324 

R 

HEITNER.K.L 

HARNESS.J L. 

8809080053 

50*324 

Q 

HEITNER.K L 

HARNESS, J L 

8809080071 

60-324 

S 

HEITNER.K L, 

HARNESS, J,L 

6809090073 

50-324 

S 

HEITNER.K L 

HARNESS.J L. 

0809090078 

50-324 

S 

HEITNER.K L 

HARNESS.J L 

0809090083 

50-324 

s 

HEITNER.K L, 

HARNESS.J l 

8809140381 

50-324 

Q 

HEITNER.K.L 

HARNESS.J L, 

8809160271 

50-325 

S 

HEITNER.K L 

HARNESS J L 

6609160294 

50*325 

S 

HELWIG.D R 

HARPER, G.A 

0609260104* 

50 443 

G 

HENDRICKSON.R 

HARPER, G A 

8009280104* 

50 443 

G 

HENDRICKSON.R 

HARR ELL. P.H 

8808300008* 

50 285 

Q 

HENDRIX.G H 

HARRIS, D R 

8809020123 

50 225 

Q 

HENRY.LG 

HARRIS, J 

8809230016* 

50 338 

Q 

HENSLEY.K D 

HARRIS.J E 

8809220164 

MISC 


HENSLEY, K.O 

HARRIS.R 

8809120109 

50-34 B 

F 

HERDT.A.R. 

HARRISON, D F. 

8808290313 

50-308 

R 

HERDT.A R, 

HARRISON, D F, 

8809200337 

50 368 

R 

HERDT.AR 

HARRISON.JJ 

880B260376 

50*282 

Q 

HERDT.A R 

HARR 1 SON .J J. 

8808300196 

50*315 

Q 

HERDT.A R. 

HARRISON.J J 

8808300206* 

60-315 

Q 

HERDT.A R 

HARRISON.JJ 

8609020179 

50-454 

Q 

HERDT.A R 

HARRISON.J.J. 

8009070473 

50*316 

Q 

HERDT.A R. 

HARRISON, JJ. 

8809070492 

50-373 

O 

HERDT.A.R 

HARRISON.J J 

8809070548 

50*461 

Q 

HERDT.A R. 

HARRISON, JJ. 

8809140439 

50-266 

Q 

HERDT.A R 

HARRISON.J J. 

8809230268 

50 483 

Q 

HERDT.A R 

HARRISON.J J 

8809230279 

50*346 

Q 

HERDTAR. 

HARRISON.J J. 

8809260233 

50 292 

Q 

HERDT.A R. 

HARRISON.JJ. 

8609260291 

50-264 

Q 

HERDT.A R 

HARRISON.R J, 

0609020233 

60-443 

1 

HERDT.A.R, 

HART.R.D. 

8808290037 

WASTE RES 

HERDT.A R 

HART.fi S. 

8809120140 

50*171 

Q 

HERDT.A R. 

HARTMAN, G 

0809060292 

40 1341 


HERDT.A R 

HARVEY, S.P. 

880B3 00074 

50-463 

F 

HERDT.A R, 

HASSE.R A 

0809140417* 

50-373 

Q 

HERDTAR. 

HASSLER.D V 

8809070339 

50-289 

S 

HERDT.AR 

HATZIS.C 

HAUBER.R.O. 

880B300001 

71*658 


HERDT.AR 

8809200184* 

REVIEW GRP 

HERDT.A R 

HAUBER.R D 

8809200303* 

REVIEW GR P 

HERDTAR. 

HAUGHEY.M F, 

6809060097 

50220 

P 

HERDT.A R 

HAUGHEY.M.F, 

8809120112 

60 220 

Q 

HERDTAR 

HAUGHEY.M F. 

0809120158 

50*220 

P 

HERDT.A R. 

HAUGHEY.M F, 

0BO91 30332 

50 220 

P 

HERDT.A R. 

HAUGHEY.M F, 

0009140096 

50-220 

P 

HERDT.AR 

HAUGHEY.M F. 

8809100149 

50-220 

P 

HERDT.A.R. 

HAUGHEY.M.F. 

8809190067 

50-220 

Q 

HERNAN.RW. 

HAUGHEY.M F 

8809190362 

50 220 

P 

HERNAN.W.R 

HAUGHEY.M.F 

8009200216 

50 220 

Q 

HERRERA, E.Y. 

HAUGHEY.M F, 

B0O922O1OO 

50 220 

P 

HESSJ.E 

HAUGHNEY.CJ 

8009130171* 

50 341 

Q 

HESSE, DJ 

HAUGHNEY.C.J 

8809260095* 

50 298 

Q 

HEWARD.R.W, 

HAVERKAMP.D R 

8808300207 

50-271 

Q 

HEYER.R S. 

HAVERKAMP.D.R 

8809220319* 

50-29 

O 

HEYER.R.S. 

HAWKINS, E F 

8808290107 

40-0904 


HEYER.R S 

HAWKINS.E F. 

8809200025 

40-1341 


HEYER.R.S 

HAWKINS.E.F. 

8809200287 

40 8502 


HEYSEK.W.G. 

HAWKINS.E.F. 

0009200208 

40-2259 


HICKEYJ, 

HAWKINS.E F 

BB09200291 

40*8452 


HICKEY J.W. 

HAWKINS, E.P. 

8809270141 

40 8502 


HICKMAN, D.E, 

HAWKINS.F.C 

0009210095* 

50*482 

Q 

HICKMAN, D E 

HAWKINS E F, 

0009270144* 

40-6502 


H1CKMAN.D.E. 

HAYES, B. 

8000300090* 

50-348 

P 

hickman.d.e. 

HAYES.B.B. 

8809160203* 

FOIA 


HICKMAN, D.E, 

HAYES.B B 

8809160246* 

FOIA 


HICKMAN.D.E 

HAYES.J.J, 

8809210012 

50-395 

P 

HICKMAN.D.E 

HAYES, JJ, 

8809220220 

50*395 

P 

HICKMAN.D.E 

HAYES, JJ 

880922030B 

50*395 

P 

hickman.d.e 

HAYNES.H.F 

BB09140129 

50-245 

S 

hickman.de 

HAYNES, H.F 

0809150348 

50*423 

S 

HIGGINS.T, 

HAYNES.J.G. 

8808260071 

50-528 

R 

HIGGINS.W.R, 

HAYNES, J G. 

8808260205 

50*528 

S 

HILDENBRAND.P. 

HAYNES, J.G, 

8808260419 

50-528 

S 

H1LL.H.L. 

HAYNES, J G, 

8808290250 

50 530 

s 

HJLl-WHILTON.R. 

HILL-WHILTON.R. 

hillman.c.t, 

HAYNES.J.G, 

8809020057 

50*529 

s 

HAYNES.J.G, 

8809060002 

50-520 

s 

HAYNES.J.G 

8809140167 

50-520 

s 

HILLMAN, D.J, 

HAYNES.J.G. 

8809140245 

50*530 

s 

H1NDMAN.T.B 

HAYNES, J O, 

8809220139 

50-528 

R 

HINDS.J M. 

HAYNESJ G. 

8809260264 

50*520 

s 

HINDSJ.M. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8809070457* 

CONTRACT 

8809160173 d 

50 293 

Q 

8809140300 

50 261 

R 

8809010292 

PR 


0809130166 

50 440 

F 

8800290170* 

XPORTLIC 


8808290171* 

XPORTLIC 


8809020092 

50 267 

P 

8809060203 

50 285 

P 

8809130004 

50 2Q7 

P 

0809130050 

50*207 

F 

8809160314 

50 267 

F 

0609230027 

50 267 

P 

8609230055 

50-267 

P 

8809230131 

60*267 

P 

0809280037 

50 297 

S 

8009140192* 

50*353 

A 

8809010072 

50-116 

V 

8809060305 

50-116 

P 

8809230103 

PR 


8809010387 

50 57 

R 

8809120249 

70-143 


8809220153 

70 143 


6808290113 

60 348 

Q 

0BOB3OO312 

50 416 

Q 

8809300319 

60*280 

Q 

8809300326 

50 321 

Q 

6808310067 

50 302 

Q 

8809310075 

50-321 

Q 

0809010192 

50 424 

Q 

080901 01 97 

50-324 

Q 

8809070061 

50-424 

Q 

8809070071* 

60 424 

Q 

8B09070Q90 

60 425 

Q 

8809070148 

50*280 

Q 

8809070161* 

50-280 

Q 

8809070385 

50 425 

Q 

8609080341 

60 424 

Q 

8809120095 

50 410 

Q 

8809130089 

50-336 

Q 

6809130250 

50-400 

Q 

0809140335 

60-281 

Q 

0809220134 

50*395 

Q 

8809220138 

50*400 

Q 

8809220178 

50-289 

Q 

8809220191 

60-425 

Q 

0809220195 

50*424 

Q 

0809230012 

60-338 

Q 

8809230014* 

50 338 

Q 

8809260147 

60 413 

Q 

8809260200 

60*302 

Q 

8809260224 

60 425 

Q 

8809260250 

50 400 

Q 

0809270011 

50-260 

Q 

8809150222 

50-289 

F 

8809060320 

60-289 

P 

6809260117 

WASTE MGT 

6809200108 

71-9222 


8809220058 

NUREG 


8809020228 

50-146 

P 

8809200210 

40-1162 


8809200218 

40*8914 


8908200281 

40-1162 


8809200341 

40 8584 


8800310016* 

60 219 

Q 

8809120240* 

PR 


8809190230* 

REVIEW GR P 

8808310177 

60-361 

P 

8800310199 

50*361 

p 

0800310226* 

50-361 

P 

8800310228* 

50-361 

P 

8809010345 

50-361 

P 

8009060122 

50*361 

P 

8800060131 

50-301 

p 

8609070068 

60 361 

P 

0809150029 

50-361 

P 

8809150090 

50-361 

p 

8009140048 

50*454 

s 

8800300283 

50-395 

s 

8809060210 

40-0557 


0809090093 

50-457 

s 

8808230039 

60-443 

G 

8009230039 

50*443 

G 

8809150305 

50-255 

F 

8809290109* 

REVIEW GR P 

8809150320* 

WASTE MGT 

8808260290* 

60-454 

Q 

8809160169* 

60-295 

Q 


AUTHOR 


HINDS.J M. 
HINKEBEfNXE. 
HINSON.L 
HINSON.L 
HINTED C 

HIRT.J.A 
HLASTALA.M.P. 
HOCHREITER.L E, 
HODGDQN.A P 
HODGE.G R. 

HODGE, W.M 
HODGES, M.W. 
HODOR.R S. 
HOFFMAN.D.P 
HOFFMAN, D P 

HOFFMAN, DP, 
HOFFMEISTERJ, 
HOFMAYER.C H, 
HOKEL.B. 
NOKEL.B, 

HOKEL.B, 
HOKEL,B,W. 
HOKEL.B.W 
HOKEL.B W. 
HOKEL.B.W. 

HOLAHAN.G 
HOLAHAN.G.M 
HOLAHAN.G M 
HOLAHAN.G, M 
HOLAHAN.G, M. 

HOLAHAN.G M 
HOLAHAN.G, M, 
HOLAHANAM. 
HOLLAND.W.E. 
HOLLAND.W.E, 

HOLLER, £ 
HOLLER, E. 
HOLLER, E 
HOLLERp 
HOLLER.EJ, 

HOLLEY W L 
HOLLOWAY, C.J. 
HOLLOW AY.CJ. 
HOLMES.R.E. 
HOLONICHJ 

HOLONICH.JJ 
HOLTZSCHER.D L 
HOLTZSCHER.D.L 
HOLTZSCHER.D.L, 
HOLTZSCHER.D L 

HOLTZSCHER.D L 
HOLTZSCHER.D L, 
HOLTZSCHER.D.L, 
HOLTZSCHER.D.L 
HOLTZSCHER.D L. 

HOLTZSCHER.D.L 
HON.A L. 

HOOD.D, 

HOOD A 
HOODA 

HOOD.D, 
HOOD.D.S, 
HOODAS 
HOOD.D, S, 
HOOKER ,C.A. 

HOOPES.J, 
HOPKINS, G.W. 
HOPKINS, J,A, 
HOPKINS, J B 
HOPKINS, J B. 

HOPKINS, J.B, 
HOPKINS, J.B, 
HOPKINS.P.C, 
HORN.G.R, 
HORN.G.R 

HORN.G.R, 
HORN.M L. 
HORN.M.L. 
HORSCHEL.D.S, 
HOSEY.C.M. 

HOSEY.C.M. 
HOSEY.C.M. 
HOSEY.C.M, 
HOSEY.C.M 
HOSEY.C M, 

HOSEY.C M 
HOSEY.C.M. 
HOUGH, R 


ACCESSION SUBJECT 

number category 


0809220285* 
0809210239* 
880G2B0002 
8809270050 
8B091 60065 


50 456 q 

WASTE MGT 
50 344 s 

60*344 $ 

50*305 q 


0809260056 
8809060245 
8809070049* 
8809140119 
88092301 B5* 


R 


50*307 
NUREG 
50327 p 

50 271 G 

REVIEW Gft P 


8809080369 

8705080057* 

0808260307* 

0809210226* 

8809260051 


50*316 
50 410 
60 282 
60 255 
50 265 


S 

P 

Q 

P 

G 


8009280003* 

8009200345* 

0809060106 

8809210035* 

8809210049* 


50*255 p 
REVIEW Gfl P 
NUREG 
REVIEW GRP 
REVIEW GR P 


8809220183* 

8009210038* 

8809210059* 

8809210064* 

8809210075* 


REVIEW GRP 
REVIEW GR P 
REVIEW GRP 
REVIEW GRP 
REVIEW GR P 


8809140356* 50 302 
8008310016 50 361 
8809020001 60*315 
0009130165 50*341 
8809210092 50 482 


P 

S 

P 

Q 

Q 


8009210274* 50 282 p 
0009230224 50 285 Q 
0809260094 50*208 O 
8008290073* 60-280 Q 
0809140384* 50 280 Q 


8800300301 6Q 490 S 

8809060370* 50 490 Q 

0009060399 60 498 S 

B80915016D 50 493 Q 

0809060354* 60 490 Q 


8809260031 70 854 

8008290157 50 481 P 

0BO9 160099 50-320 P 

8009200241 40-7102 

8809200036* WASTE MGT 


8809160240 WASTE MGT 

0008290308 50 461 S 

0008300015 50*461 P 

8009070130 60 461 R 

8809120045* 60 461 F 

8809130001 50 461 S 

8009140153 50 461 S 

0009140167 50-461 V 

0009160204 50 401 S 

0809190363* 60 461 P 

8809200140 60-461 R 

8008290240 * 50-206 Q 

8808260033 50 369 P 

0009160342 50 369 P 

8809160216 60 269 P 

8809190144 50*369 P 

8809010338 50*369 P 

0009060410 50 369 P 

8009150228 50 369 P 

0809060336* 50*312 Q 


8809190016 WASTE MGT 

8809130036* 50-206 Q 

8808300309* 60 456 V 

8808300202 60 424 P 

6809160134 50-321 P 

8809220098 60*424 P 

8809230013 60-426 A 

0009210095* 60 482 Q 

0008290005 60 298 S 

0809080068 60-298 & 

8009150171 60 29B ft 

0809090080* 70 3016 

8809230169* 70-152 

8809220018 NUREG 

6808310239* 50-327 O 


8809010039* 50 250 g 

8809080110* 50 424 g 

0809220278* 60*395 0 

8809260162* 70*143 

8809260181* 50-395 « 

8009260248* 50 321 g 

0009260272* 60-259 O 

0809200065* 60-368 P 



PERSONAL AUTHOR INDEX 293 


author 


S&0.DP 

SSSSBh 
SSSSSSr 

HOWA^Ofl 

kwaro,o«. 

HOWARO-OR 
HOWARD, DR. 

HOWARD, DR. 

HOWARDS l 
HOWEAg 

HOWEAG 

HOWE* <3 
howeM 

HQWEAI 

HOYLE, J 
HOYLE, 10, 

HOYLE, JC 
hdyiejc. 

hoyie-JO 

HOYLE.JC. 

HSU.CJ 
HSU, Cl 
KSU.CJ 

m* 

HU8ERMP 

®T 

HUEY,FR< 

HUEY.R. 

HUff.WJ. 

HU&ntSA 

HUGHESA 

HUGHES.A 
HUIOLL.H.D 
hukiluk D. 

H»HO 
HUK1LL,H D. 

HUX)LL,HD 

HUKILUHD 

hukjulhd. 
WljBERTJDD 
HUMPHREY, L.W. 

HUNHKXJTT.O. M , 
HUHSADER.SC. 
HUNSADEn.S.C. 
MSADER.se> 
HUHSADER ( SC, 

HUNSADER.se, 
HUHSADEfl.S 0. 
HUNSADER.SC, 

msk 

HUHT.MO 

HMD 
HUNTER, D,ft 
HUNTER, DR 
WJSLEYJ 
HUTCHISON.L, 

HUTCHISON, LB. 
HlfTTER^A M. 
HYAn.EC 
HNEE. 

WBRO.E.V. 

W3LE.8 

WGLE.S 

WGLE.S, 

NGLE.S 

WGLE.S. 

W6LE.S, 

WNAM.F.L 

interrante.c.q 

TOITO.TA 

KWIN.DP 

WMN.O.P. 
KYrtN.OP. ' 
WflN.DP. 
WWN.OP, 
RWIN.OP. 


vminldp. 

m&9. 

bmndrianxs. 


88001 90345 
8809020277* 
8800290310 
8800200323 
0800140101 

8809140405 

8809190203 

08O92ODO5& 

8809200320 

8809200337 

0009220174 

8609220293 

8809220301 

8009260132 

8808290192 

8000260102* 
8800260272* 
8809130100* 
8000140359 
0QQ9 190393 

8809020002 

8808290041 

8809020137 

0000090006 

8809130309* 


CATEGORY 

50-454 

Q 

50 395 

R 

50 366 

R 

50-313 

R 

60-313 

R 

50*368 

P 

50-313 

Q 

50-366 

P 

60-313 

R 

50 360 

R 

50-313 

P 

50-313 

V 

50-313 

Q 

60 313 

P 

60-382 

Q 

50-322 

V 

50 373 

V 

50-277 

V 

50-400 

S 

60 400 

QAOOO 

s 


AUTHOR 


ITZO.R F 
JA00OUR.K N 
JABLONSKI.F.J 
JABLONSKI.FJ 
JACKSON. G 

JACOBSON, J.M 
JACOBSON, L.M 
JAFFE,D H 
JAFFE.D.H. 
JANG.J C 


ACCESSION SUBJECT 
NUMBER CATEGORY 


0DO0O6O147 

8809060167 

8809060191 

0809130036* 

0809140441* 

8809120099 

8809160212 

8809150126 

0808200249* 

8809190240* 
0808300021 
8809070402 
88090 10339 
0609130128 

8809140123 

0009070326 

8809070330 

8809070339 

8809080049 

0809160007 

8809200047 

8809200164 

8809140202* 

8800200000* 

8009060364* 

0809010061 

8809010272 


COMMISSION 

COMMISSION 

COMMISSION 

PB 

COMMISSION 

NUREG 

NUREG 

NUREG 

60*200 0 

60*266 0 

WASTE RES 
60 348 F 

60*316 J* 

60-200 0 


60 276 O 

60 361 b 

PR 

CONTRACT 

CONTRACT 

CONTRACT 
60*209 Q 

60*209 
60*209 
60 200 


8009130311 

8809140024 
B809 140050 
8B09190176 
8809230016* 
8809070091* 

0009070397* 

8009060332* 

8909210095* 

8008300204 

6009010199 


50*209 

50*209 

50-200 

60*440 

60*313 

60-490 
60 466 
60*466 
50*466 
60-454 

60 450 
60*467 
60-467 
60*330 
60-426 

60*426 

60-402 

60*482 

50*416 

60*397 


P 

S 

R 

0 

s 

R 

G 

P 

Q 

F 

P 

P 

P 

Q 

P 

S 

Q 

Q 

Q 

Q 

Q 

F 

R 


8609070527* 

8809130133 

8808300212* 

6809230261* 

8609140388* 

8809070478* 

6809260134* 

QB0919010B 

8609220050 

8809230002* 


PROJ 
60-413 
50 315 
50 483 
40 2061 

50*316 
50-443 
50 336 
50 423 
60-387 


0 

G 

P 

P 

Q 


AUTHOR 


JONES, J M 
JORDAN.E L 
JORDAN, E L 
JORDAN.E L 
JORDAN.E L 

JORDAN.E L 
JORDAN.E L 
JORDAN.E L 
JOHDAN.E L 
JORDAN.E L 


ACCESSION SUBJECT 
NUMBER CATEGORY 


JANUSKA.A, 

JANUSKA.A.G 

JAPEA 

JAPE.F. 

JAPE.F. 

6009260350* 

9008290309’ 

8008300922* 

8908300331* 

B8Q9070170* 

50 263 

50 237 

50 260 
50-321 

50 280 

O 

Q 

Q 

Q 

Q 

JORDAN.E L 
JORDAN.E L 
JORDAN.E L 
JORDAN.E l 
JORDAN.E L 

JAPE.F. 

JAPE.F 

JAPE.F 

JAPE.F. 

JAUDON.J.P 

8609130263* 

8809220140* 

8009220196* 

8009260207* 

8B0901000B 

50 400 
60-400 

50 424 
60-302 
50-295 

Q 

Q 

Q 

Q 

S 

JORDAN.E L 
JORDAN.E L 
JORDAN.E L 
JORDAN.E L 
JORDAN.E L 

JAUDON.J.P 
JEFFERSON, R M 
JEFFRIES, C, 
JENISON.K.M, 
JENKINS.R E 

8809000276 

0809010164 

8809200147 

0609260237* 

8809300248 

50 333 

PR 

50 400 
50-327 

50 410 

S 

s 

Q 

S 

JORDAN.E L 
JORDAN.E L 
JORDAN.E L 
JORDAN.E L 
JORDAN, M 

JENKINS, R,E, 
JENKINS, R.E. 
JENSEN, W, 
JOHANSEN, J. 
JOHANSEN, J 

B80B310090 

8B09010247 

8809140069* 

6809200335 

8809210195 

50-410 

50 410 

40 3453 
t&£ 

1AE 

S 

S 

JORDAN, M 
JORDAN.M j 
JORDAN.P 
JORDAN.W.S 
JORDAN, WS 

JOHNSON, AD 
JOHNSON, 0.D. 
JOHNSON, B D, 
JOHNSON ,B,D. 
JOHNSON, B.D, 

8600290249* 

8807130473 

8809060276 

680006Q013 

0609140150 

60 206 
50-255 
50-255 

50 155 

60 255 

Q 

Q 

R 

R 

S 

JOSEPH.V.R. 

JOSIGER.WA 

JOSIGER.WA, 

JOSIGER.WA 

JOSIGER.WA 

JOHNSON, B.D. 
JOHNSON, C.E. 
JOHNSON, CE 
JOHNSON.D.E. 
JOHNSON, D.E. 

6800150113 

6809020183* 

6809140076* 

0809260142* 

0600260142* 

50-155 
50-49B 
50 496 

60 443 
50 443 

P 

Q 

Q 

G 

G 

JOSIGER.WA 
JOSIGER.WA 
JOYNER, J 
JOYNER, J. 
JOYNER, J.H 

JOHNSON, I.M. 
JOHNSON, I.M. 
JOHNSON,! M 
JOHNSON, J. 
JOHNSON, J. 

8&09070431 

0809120189 

80O915O338 

0809060150' 

0809140293 

50 254 
50-237 
50-237 
' 50 255 

50 266 

P 

P 

P 

Q 

P 

JUUAN.CA 
JULIAN.C A 
JULIAN, C A 
JULIAN.C A 
JULIAN.C A 

JOHNSON, J.R. 
JOHNSON, m 
JOHNSON, J R 
JOHNSON.J R. 
JOHNSON, J ft. 

0808260400 

8B00300247 

0BO9O1O344 

0809140146 

0809230156 

• 60-333 
60 400 
50-400 
60*400 

* 60 220 

O 

S 

S 

s 

Q 

JULIAN.CA 
JULIAN.C A 
JULIAN.CA 
JULIAN.CA 
JULIAN.CA 


8809160197 60-397 

8809000007 PR ^ 
8009160206 NUREG 
0009160091* 50-293 

8809230229* 60-286 

0009010203 40-8057 

8009060029 40-8067 

8809060163 40-9502 

8809060274 40*8602 

B809070012 40-0067 


F 

Q 


8009140116 

8809120240* 

8000300150 

8009160123* 

8809120009 

0809120009 

8009210011 

0BO921OO11 

8809230017 

0809230017 

8009230022 

8809230022 

0809010317 


40-0004 

PR 

WASTE RES 
50-293 P 

50-277 G 


60*277 

50-322 

60-322 

60-322 

60*322 

50-322 

60*322 

PR 


G 

G 

G 

G 

G 

G 

G 


JOHNSON, Kl. 
JOHNSON.P- 
JOHNSON, PH. 
JOHNSON, P.H. 
JOHNSON, R 

JOHNSON ,R* 
JOHNSON.RW* 
JOHNSON.SC. 
JOHNSON, 8.0 
JOHNSON, SQ. 

JOHNSON, T. 
JOHNSON, T.G 
JOHNSON, WJ. 
JOHNSON, W.J. 
JOHNSON, W J. 

JOHNSON, WJ* 
JOHNSTON, J.R* 
JOHNSTON.W.V. 
JOHNSTONiW.V. 
JOHNSTON.W.V, 

JOHNSTON.WV. 

JOHNSTON.W.V. 

JOHNSTON.W.V 

JOHNSTON.WV, 

JOHNSTON.W.V, 

JONAS, 0, 
JONAS.O. 
JONAS, S.A, 
JONAS, 8.A* 
JONAS, S.A* 

JONAS.S.A. 
JONAS.S.A. 
JONAS.S.A 
JONAS.S.A* 
JONAS, S A. 

JONA9.SA 
JONES, D.W. 
JONES, O.W. 


6808300021 50 361 5 

0809140215* 50-397 0 

8809220106* 50-206 Q 

0808269340 50 261 r 

8809190120 60 261 F 

8B09220096 NUREG 
8B09210261 70-143 

8809220275 70-143 

8009080041 50*302 R 

0609080202 60-27* S 

8809260152 WASTE MGT 

B809070414 50 601 K 

0009160002 TOPREP 

8809260290 TOPREP 


8909260296 

0809140177 

6808260325 

8800290280 

8808300066 

8600300104 

8808300123 

8808300350 

8809020064 

8609190085 

8009060200 

8809060200 

0009120134 

8609120134 

8809120194 

0009120134 


8009160071 

8809190028 

8609190074 

8809260040 

0809010049* 

8809200157* 


TOPREP 

50155 

60-219 

50-219 

60-272 

50-387 
50-387 
50-271 
60-423 
50 353 

NUREG 

NUREG 

50 443 
60-443 
50-443 

50-443 
50-443 
50-443 
50 443 
60-443 
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70 27 
70-149 


R 

Q 

O 

G 

O 

Q 

G 

Q 

G 


G 

G 

G 

G 

G 

G 

G 
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JUUAN, C A 
JULIAN, E L. 
KAHLE.J B 
KAHLE.J.B 

KAHLE.J B. 

KALE.SH 

KAMMERER.C. 

KAMMERER.C. 

KAMMERER.C 

KAMMERER.C 
KANE.G E 
KANE.W F. 
KANE.WF. 
KANE.W.F 

KANE.W F 
KANE.W F. 
KANE,W>F> 
KANE.WF 
KANE.W.F. 

KANE.W F 
KAPIANA 
KAPIANA 
KAPLANA 
KAPIANA 

KAPAN.A 

KAPIANA 

KAPIANA 

KAPIANA 

KAPAN.A* 

KAPAN.A, 

KAPANA 

KAPAN.A 

KAPAN.A. 

KAPLANA 

KAPANA. 
KARAM.R A. 

karam.r a. 


8809010343* 

8702030158* 

8708050242* 

8708200077 

8801270199* 

8802100081 
6802250361* 
BOO 3070309* 
8804140381 
8804210462 

6805040309* 

8805110238 

B805250009 

8806130173* 

8807120677 

8807190092 

6808300126 

8809010324 

8809010329 

8809130254 


COfiTRACT 
50-293 P 

PR 

REVIEW GR P 
REVIEW GR P 

50-340 Q 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

50-322 F 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GRP 


8809160167* REVIEW GR P 
6809190005* REVIEW GR P 
8809190101 REVIEW GRP 
8809200138 REVIEW GRP 
8808 260272 * 50-373 V 


8809070336' 

6808310040' 

8809020184 

8809210119* 

8809210119* 

6809260342 

6809010276 

6809070328 

8809090024 

8809140383 


50-341 1 

50-254 1 

40-6971 
WASTE MGT 
WASTE MGT 

50423 1 

50-266 I 

50-286 I 

50 286 < 

50-286 


6809150205 50 286 Q 

8809260184 50-206 R 

8808260020 70-1100 

8809210190* REVIEW GRP 
8809210127* REVIEW GRP 


8608260427 50-261 

0808260432* 50-261 

6809020223* 50-315 
6809060012 * 50-315 
6809070112 50-369 

8809070280 50-259 

8809130023 50-413 

8809130029* 50413 
6809200042 50-62 

8809200259 50-335 

8809220263 50-324 

8809280274 50-338 

8809160054 50-335 

8809070022 * 50413 

8809160290* 50413 


Q 

a 

a 

Q 

v 

v 

a 

Q 

V 

O 

Q 

Q 

G 

O 

Q 


8809200086* 

8809150320* 

B808300171 

8809160194* 

8809160305* 

8809200294* 

8809080091 

8702190275* 

6808260406 

0808290189 

8808290190* 

8809010388 

8609160184* 

0809160189* 

8809160196* 

8009260165 

8808250304 

8808260246 

80D9O1O196 

8809060038 

8809070353 

8809080030 

0809130166 

8809140019 

8809140265 

8809140434 

0809140467 

8809160064 

8809200115 

8809200126 

8809260205 

8809200131 

8809200139* 


50-338 Q 
WASTE MGT 
STATE PROG 
FCHA 
FCHA 

REVIEW GRP 
50-339 S 

50-293 P 

50-387 O 

50-247 O 


50-24? 

50-219 

50-293 

50-293 

50-293 

50-277 

50440 

50-440 

6M40 

50-440 

00-440 

50-440 

50-440 

6G-A4Q 

50-440 

60-440 

50-440 

50-440 

50-440 

50-440 


G 

O 

T 

T 

P 

Q 

S 

Q 

R 

R 

Q 

R 

F 

P 

O 

F 

S 

H 

O 
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50-440 P 

50-160 Q 
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SUBJECT 
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ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

KARNER.D B 

6609010109 

50-528 

P 

KINGSLEY.O 0. 

8B090B01 19 

50 416 

P 

KREH.J.L 

B809010156* 

50 327 

Q 

KARNER.O.B 

0809010257 

50-529 

P 

KINGSLEY.O 0 

8B090B0180 

50 416 

P 

KREH.J L 

8809140463* 

50 269 

Q 

KARNER.D B 

0609060032 

50-528 

R 

KINGSLEY.O a 

8B09140082 

50 313 

P 

KRIEG.D J 

880 90 80 093* 

50 412 

P 

KARNER.D B. 

8609070048 

50-526 

F 

KINGSLEY.O 0- 

8B09 160020 

50 416 

F 

KRIEGER.R 

8809150126 

50 315 

F 

KARNER.D B 

8809070150 

50-528 

F 

KINGSLEY.OD. 

8609150220 

50 416 

Q 

KRIEGLER.R 

8809010371 

50 315 

F 

KARNER.D 8 

8609070298 

50-528 

V 

KINGSLEY.O D„ 

8809150233 

50 416 

Q 

KRIEGLER.R 

8809020007 

50-315 

F 

KARNER.D.B 

0609070301 

50-526 

Q 

KINGSLEY.O D. 

8B09160044 

50 416 

Q 

KRIEGLER.R 

B80G020018 

60-315 

F 

KARNER.D 8 

6609080059 

50-528 

| 

KINGSLEY, O.O. 

8609100381 

50 416 

S 

KROESCHE.J B 

8809210033 

50-224 

G 

KARNER.D 8 

0609090159 

50-528 

P 

KINGSLEY.O D„ 

8B09200060 

50 416 

Q 

KROESCHE, J B 

8809210033 

50-224 

G 

KARNER.D 8 

8809140222 

50-528 

Q 

KINGSLEY.O 0. 

8609200111 

50 416 

R 

KROESCHE.J B 

8809210048 

50-224 

G 

KARNEH.DB 

8B09150147 

50-528 

P 

KINGSLEY.O 0. 

0BO92OO112 

50 416 

Q 

KROESCHE.J B 

8800210048 

50-224 

G 

KARNER.D 8 

0809200152 

50-526 

Q 

KINGSLEY.O, D> 

8009200364 

50-416 

F 

KRYTER.K.D 

8809260158* 

50 443 

G 

KARNER.D B 

BB092001 83 

50-528 

P 

KINNEMAN.J 

8609020188’ 

70 690 


KRYT£R,K.D. 

8809260158* 

50 443 

G 

KASSIR.M K 

8B090601 95 

NUREG 


KINNEMAN.JD 

8B0901030B 

40 7102 


KUDLICK.M 

8809070157 

FOIA 


KASZA.K.E, 

0BO9O6O1 98 

NUREG 


KINNEMAN.J D 

8809020186 

70 698 


KUEMIN.J L 

8809060030 

60-255 

P 

KATZE.D 

8609080325 

TOPREP 


KINNEMAN.J, D, 

8609130068 

40-7102 


KUEMIN.J L 

8809140294 

50-255 

P 

KAVANAUGH.M 

8B09150026 

50-416 

F 

KINTNER.EE 

8808300036 

PROJ 


KUEMIN.J, L 

8809210223 

50-255 

P 

KAVULA.M P. 

0BO915O3O4 

PR 


kintner.ee 

860830003B 

PROJ 


KUEMIN.J L. 

8809230020 

50 265 

P 

KAY.CE 

0BOB20O324* 

WASTE MGT 

KINTNER.E.E, 

8808300262 

50 320 

P 

KUFFEL.E G 

8809060245 

NUREG 


KAY.C.E. 

8B09150273 

PR 


KINTNER.EE 

8809210041 

PROJ 


KUNCL.L.G 

8809150031 

50 298 

Q 

KAY.CE 

0BO921O2 18* 

WASTE MGT 

KINTNER.L L 

8B0829003B 

50 416 

P 

KUNCL.L G. 

8809220016 

50 298 

Q 

KEAST.D.N 

8609260149’ 

50-443 

G 

KINTNER.L L 

8609060322 

60 416 

P 

KUNOWSKf.M A 

8009010131* 

50 316 

Q 

KEAST.DN 

8B09260149* 

50-443 

G 

KINTNER.L.L 

8B09060324* 

50 416 

P 

KUO, A 

8808300037* 

50 333 

P 

KEATING.L, 

8B09180055* 

XPORTLIC 


KINTNER.L L 

8B09190064 

50 416 

P 

KUROWSKI.LG 

8809090155 

FOIA 


KEHELEY.T H 
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50-237 

P 

KINTNER.L.L 

8609190075 

50 416 

P 

KUZAY.T M 

8009060190 

NUREG 
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8B0B26O34B* 

70-371 


KINTNER.L L 
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50 416 

P 
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O 
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P 
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Q 
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V 
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s 
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50-387 

P 

KIRSCH.D.F. 
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50-280 

V 

LACKER.D.K 

0800150316 

PR 


KEISER.H.W. 

8B090801 21 

50-387 

V 

KIRSCH.D F. 

8909090277* 

PR 


LACKER.D K 

0809230272* 

REVIEW GR P 

KEISER.H W 

8609080127 

50-387 

Q 

KISER.D M. 

8809220096 

NUREG 


LAGRANGE, R G 

0809090141* 

50-261 

Q 

KEISER.H.W, 

8809080173 

50-387 

fl 

KLEINSORGE.W.P. 

8809270022* 

50-250 

Q 

LAI,Y L 

8809060245 

NUREG 


KEISER.H.W 

8809150181 

50-387 

V 

KNAPP.M R 

0809090051 * 

50-322 

F 

LA1NAS.G.C. 

0702120461* 

60 410 

P 

KEISER.H.W, 

8809160253* 

REVIEW GR P 

K NIGHT, J P. 

8412050571* 

50 410 

P 

LAINAS.G C. 

8702250407* 

60 410 

P 

KEISER.H.W. 

8809260056 

50-387 

R 

KNIGHT, M R 

8809200047 

50-289 

S 

LAM.P. 

8800310189* 

ORG 


KEISER.H W 

8809260292 

50-387 

F 

KNIGHT, S P. 

8809020191 

40-8027 


LAMASTRA.M A. 

8809200353* 

REVIEW GRP 

KEISER.H.W 

8809270115 

50-387 

F 

KNIGHT.S P 

8809060128 

40 8027 


LAMBE.W.M 

8808300125 

50 346 

M 

KELLEY, C.D. 

8B09120196 

40-6914 


KNIGHT.S P, 

8809070013 

40 8027 


LAMBERT, K 

8809070025 

40 8068 


KELLEY.CD 

8809160065* 

40-0914 


KNI-GHTON.G W. 

6808260117* 

50*344 

P 

LAMBERT, P.A 

8809120111* 

50 461 

P 

KELLY, J A. 

88083001 4B* 

50-458 

Q 

KNIGHTON.G.W. 

8808260108* 

60 206 

P 

LAMBERT, P.A 

8809230081 * 

50 374 

P 

KELLY, J.L 

8809010312 

50-250 

R 

KNIGHTON.G.W. 

6808310172* 

50 206 

P 

LAMBERT, P E 

8808300338* 

50 331 

P 

KELLY.L, 

8809260184 

50-286 

R 

KNIGHTON.G.W. 

6808310191* 

50 361 

P 

LAN CAST ER.W K 

8809260116* 

60 277 

Q 

KELLY.W J. 

8809010334 

50-275 

S 

KNIGHTON.GW 

6808310208* 

50 361 

P 

LAN CAST ER,W K 

8009260118* 

50-277 

Q 

KELMERS.A.0 

8B09120092 

WASTE RES 

KNIGHTON.G W. 

BB08310225* 

50 361 

P 

LANE.P.H 

8009140393* 

50 528 

1 

K6MPER.J S 

860B260095 

50-353 

Q 

KNIGHTON.G.W 

8809010232* 

50 276 

P 

LANGE, DJ 

0008260102* 

60-322 

V 

KEMPER, J S 

860B290274 

50-353 

A 

KNIGHTON.G.W. 

8809060341* 

60 275 

P 

LANGE.D.J. 

8009130100* 

50-277 

V 

KEMPER.J.S 

8B091401 89 

50-353 

A 

KNIGHTON.G.W. 

0809160025* 

60-206 

P 

LANGE.D.L 

8809080123 

60-219 

V 

KENEFICK.R A 

8808290083* 

50-128 

Q 

KNIGHTON.G.W. 

8B09150032* 

50-361 

P 

LANGFORD.D 

0009010238 

50-247 

p 

KENNEDY, E.E. 

8B090601 88 

40-B903 


KNIGHTON.GW 

8B09160179* 

50-397 

P 

LANGFORD.D. 

8609010242* 

50-247 

p 

KENNEDY, E.E 

8809140091 

40-8903 


KNIGHTON.G.W 

8009230134* 

50-526 

P 

LANGFORD.D 

8B09020017 

50-247 

p 

KENNY.P.J. 

8B09160254* 

50-293 

Q 

KNIGHTON.G.W 

8809270064* 

50-206 

P 

LANGFORD.D. 

0809060273 

50-247 

p 

KENNY. P J 

8600160265* 

50-293 

Q 

KNIGHTON.GW, 

8 B 09270071 

50-206 

P 

LANGFORD.D 

8809210265 

50 247 

o 

KENSICKI.S.F. 

BB09060038 

50-440 

R 

KNODE.R. 

8B0914003B 

40*6943 


LANGLEY, J R, 

8809060197 

TOPREP 


KEPPER.J 

8609120178* 

WASTE MGT 

KNOP.R 

8609140418 

50 440 

s 

LANGLEY.J R 

8809130205 

TOPREP 


KEPFLER.J.G, 

0BO9O0O1 60* 

50-186 

Q 

KNOP.R C. 

0BO923O283 

60-440 

0 

LAROCHE.G 

8800290221 

40 8B01 


KEPPLER.J G 

0BO9O0O259* 

PR 


KNOP.R.C, 

0609230288* 

50-440 

Q 

LAROCHE.G 

8800290233 

40 8601 


KERR.G.W, 

8B09120251 * 

PR 


KNOP,R.C 

8809260010 

50-346 

O 

LAROCHE, G. 

8808310240 

40 8801 


KERR.W. 

8809070415 

50-2 

F 

KNOP.R C 

8809260280 

60-461 

Q 

LAROCHE.G. 

8809060346 

40 8601 


KEUTER.D.R 

8808300101 

50-312 

R 

KNOP.R C 

8809260284* 

60-461 

Q 

LAROCHE.G 

8809060367 

40 B801 


KEUTER.DR 

8809060348 

50-312 

P 

KNOP,R.C. 

0809260339 

50-440 

S 

LAROCHE.G. 

8809070073 

40 6801 


KEUTER.D.R, 

8809070452 

50-312 

P 

KNOTT.J.B, 

8609210112* 

WASTE MGT 

LAROCHE.G 

8809070285 

40 B801 


KEUTER.DR 

8809070557 

50-312 

S 

KNOTT.J.B 

8B09210112* 

WASTE MGT 

LAROCHE.G 

8809150230 

40 6801 


KEUTER.D R 

8809130213 

50-312 

R 

KNOX.E 

86090700B8 

CONTRACT 

LARRAGOITE.L S. 

8809200266 

60-317 

s 

keutero.r. 

8809140223 

50-312 

S 

KNOX.E 

8609260307 

CONTRACT 

LARSON, C E 

0808290116 

60-263 

Q 

KEUTER.D R 

8809150100 

50-312 

s 

KNOX.JA. 

8809090245 

FOIA 


LARSON.C E. 

8009060040 

60-263 

Q 

KEUTER.D.R. 

8809160092 

50-312 

p 

KOBYL1NSKIAW, 

8809230128* 

REVIEW GR P 

LARSON, C E 

0009140094 

50-263 

Q 

KEUTER.D R 

8809220325 

50-312 

R 

KOCH1S.PJ, 

8809200090* 

50 320 

P 

LARSON.C E, 

0009150301 

60-262 

a 

KEUTER.D.R 

8BO923OO03 

50-312 

P 

KOLSKY.K B 

8809230160 

WASTE RES 

LARSON.C E, 

8B091 50303 

60-263 

o 

KHAN, T A. 

8809220014 

NUREG 


KONKUN.J E 

8809130171* 

50 341 

Q 

LARSON.C E 

8809190216 

60 263 

Q 

KHATIB-RAHBAR 

8809280214 

NUREG 


KONWINSKI.G R. 

8809200288 

40 2259 


LARSON, C.E 

0009270016 

50*262 

a 

KIDD.B 0 

8808300334* 

70-27 


KONWINSKI.G.R 

8809200291 

40 8452 


LARSQN.J R 

6809220096 

NUREG 


KIDO.C. 

8710150112* 

50-275 

P 

KOSHURBA.D P. 

8809070049* 

50-327 

P 

LASH.T R. 

0809080007 

PR 


KILGORE,B E 

8B0B3101 58 

50-327 

S 

KOSHY.T, 

8809020163* 

50-293 

Q 

LATHAM, S B. 

8809190094* 

60 322 

G 

KING.L P 

8808260488* 

50-338 

Q 

KOSHY.T. 

8809220311* 

50-220 

Q 

LATHAM.S.B 

8809190094* 

50-322 

G 

KING.M, 

0806310040* 

50-254 

V 

KOTKOWSKI.GA 

8809140052* 

60 443 

G 

LATHAM, S B 

8809230011 

50-322 

G 

KING.T F. 

8B09070056 

50-463 

P 

KOTTAN.J.J, 

6809220322* 

50-203 

Q 

LATHAM.S.B. 

8809230011 

50-322 

G 

KINGSLEYAD, 

860919031 1 

50-416 

S 

KOTTAN.J.J. 

8809230004* 

50-29 

Q 

LATTA.R.M 

8809130232* 

fiO-261 

n 

KINGS LEY, 0 D 

8800260004 

50-416 

s 

KOWALCHUK.J.N. 

68090B0148* 

50-213 

P 

LATZ.J E 

8809230267 

WASTE MGT 

KINGSLEY.O D 

0608260125 

50-416 

P 

KOWALSKI ,SJ. 

8800310049 

50-353 

S 

LAUER.MT 

8809010039* 

50-250 

Q 

KINGSLEY, O.D. 

0BO826O312 

50-416 

p 

KOWALSKI ,SJ, 

8809150002 

50-352 

Q 

LAUER.M T. 

8809260181* 

50-335 

Q 

KINGSLEY,0,D 

8B0B30O294 

50-416 

F 

KOZUP.C.S. 

8808290024 

50-255 

F 

LAUHALA.K.E 

8809060245 

NUREG 


KINGSLEY.O D 

0808310060 

50-313 

I 

kozup.c.s. 

8809140150 

60-265 

S 

LAVEN.D L. 

8609010145 

PR 


KINGSLEY, O.D. 

6809010066 

50-416 

P 

KOZUP.C S. 

8809190392 

60-265 

F 

LAWARENCE.R E. 

8008290096* 

PROJ 


KINGSLEY, O.D. 

8809060263 

50-416 

V 

KRAJICEK, J E 

0809230268* 

50-397 

P 

LAWYER ,L 

8809020223* 

50 315 

Q 

KINGSLEY.O D 

B80906033 1 

50-416 

R 

KRAUSE .C.W. 

0BO9 140248 

50-266 

R 

LAWYER ,L. 

8809060012* 

50 315 

Q 

KINGSLEY, O.D. 

8809070565 

50-416 

R 

KRAUSE, R.W 

8609080068 

50-296 

S 

LAZARUS, W J. 

880826030B* 

50 27 7 

Q 
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HHNER.JR 
UWEftJR 
IfHNEfl.J R< 
L£HNER.J R 
LEHNER^H 

lqtch.g m 

lElTCKGM 

LflTCH.GM 

leuch.gm 

VffimUW 

Leonard, jo 
LEONARD, J 0 
LEONARD. JO- 
LEONARDO D 
LEONARD 0. 

LEONARD.JO 

LEONARD, a 
LEROY.SE 
IEROY.SE 
LffiOX.SE 


ACCESSION subject 
Dumber category 


9009020009* 

8009020109* 

8609070516* 

8609160191* 

8809190206 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


50 206 Q 

50-247 Q 

50-20 Q 

50-293 F 

60-220 Q 


6608260320 
8809120094* 
8009210043* 
8609220050* 
8809220081 * 

8809220113* 
0809220121* 
88892201 26* 
0008300100* 
8609200232* 


50 370 S 

50 483 P 

PROJ 

REVIEW QR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
70-27 
70-143 


0808310189* ORG 
8809190134 60 20 

8809200103 60 261 

8606300308 50-205 

8609260348 50-205 


8609060147 

8009060157 

8809060174 

6809060101 

8809060193 

8B0901O178 

8609060023 

8609060065 

0609200164 

0809060244 

8809010130 

0609010340* 

8609020272 

8009070455 

&809090016 

6809150231 

6809010096 

8608300016 

8B09140124 

8809150217 


NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

50-352 
50-352 
60-352 
50 352 
60-210 

60-322 
60-322 
60-322 
50 322 
50-322 

60-322 
60*369 
60-370 
50-360 
50 370 


S 

s 

s 

s 


R 

R 

R 

R 

S 

F 

V 

n 

Q 

G 

Q 

F 

5 

S 

S 


LIEBERMAN.J, 

LIEBERMAN.J 

UEBERMAKJ 

LIEBERMAN.J. 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J 

LIMROTH.D 

LINDER, R, 
LINDQUIST ,T R 
LINDQUIST, T R 
LINDSEY, T D 
LINEMAN, J 

LINEMAN, J 
UNEHAN.J J 
LINEHAN.JJ, 
LINEMAN, JJ. 
LINEMAN, JJ 

LINEHAN.JJ 
LINEMAN, J.J. 
LINTON, OW 
UNVILLE.J. 
LINVILLE.J 

UNVILLEJ 
UNVILLE,J,C 
LINVILLE.J C 
UNVILLEJ.C, 
LINVILLE.J C 

LITTLE, W S 
LIVERMORE, H.H 
LO.R, 

LO.R.H. 

IAR.H, 

LOCM.EP 
LOCKE, H.V. 
LOCKE, R.F 
LOESCH.R. 
LOFGREN.EV 


UflOY.SE. 

UA0Y.SE 

leroy.se 

liSXE,DN, 

ttSSBWS 

8809160300 

8009230220 

0009260220 

8609060041 

QB09Q10174* 

50-360 S 

60-389 S 

50-370 S 

WASTE MGT 

60 413 Q 

LOFLIN.L 1 
LOFUN.L 1. 
LOFL1N.U 

lofun.li. 

LOFUN.LI 

IEY1NEJM 

LEVINE, JM 

LEYINEJM 

UVWE.JM 

6806300157 

Q8QB3101B7 

6809150146 

8B09200037' 

8600200226 

60-360 

50-313 

60-380 

60-313 

60-368 

S 

Q 

S 

Q 

S 

loflin.li 

LOFLIN.L 1. 
LOFY.R A. 
LOFY.RA 
LOGSDON, M.J 

LEVIS, W. 

LEWAID.O H 
LEWALD.G H 
UW1$,DR 

LEWS.J 

8809130173* 

6809120014 

8809120014 

B8092B0236 

8B0029D132* 

50-324 

60-443 

60-443 

60-403 

60-250 

Q 

G 

G 

F 

P 

LOGSDON, MJ- 

logsdon.m J 

lomaus.p.h. 

lohaus.pjh 

LOHAUS.PH 

LfWVSJ 

IEW1SJ 

UW1SJ 

WJ 

LEWIS, J 

0000290137* 

880B290130* 

6808290140* 

8800290143* 

8808290140* 

60-269 

60-260 

60-259 

50-269 

60-269 

P 

P 

P 

P 

P 

LOHMAN.DC 
LOIBL.J M. 
LOMBARDI, J P. 
LONG.J 

LONG.J.L 

IEW1S.J 

LEWISJ 

LEWSJ 

UWS.J 

LEWIS, J 

8008290147* 

8008290140* 

8806290149* 

8800290163* 

8800290164* 

60-259 

50-269 

50-269 

50-269 

50-260 

P 

P 

P 

P 

P 

LONG.J T. 
LORD.W. 
LORENZO, R 
LORlNO.J.W 
LOSS.F.J. 

LEWIS, J 

LEWIS.J 

«,M 

LEW1SJM. 

WW.B0 

8808290156* 

8008290168* 

8806290088 

8808300339 

8809140436 

50-269 

50-269 

60-261 

60-261 

60-327 

P 

P 

S 

S 

s 

LOUX.R.R, 
LOUX.R.R 
LOUX.R R. 
LOUX.R.R. 

LOVE JOY ,C A. 

UEBERMAN.E B. 
toman, eb 

UEBERMAN.J 

UEBERMAN.J 

UEBEaMAJU 

8809260168* 
8B09260168* 
B2O324O1O0* 
B2051 20066* 
0208120358* 

60-443 

60-443 

FOIA 

FOIA 

FOIA 

G 

G 

lovejoy.c.a 

lowenberg.h 

luckas.wj. 

luckas.wj 

luckas.wj. 

UESERMAN.J 

UEBERMAN.J. 

UE8ERMAN.J 

ISBE8MAN.J 

IBERMAN.J 

8805100320* 

8008300041 

8808300081 

6808010040 

8809060049 

FOIA 

l&E 

60-200 

l&E 

l&E 

Q 

luckas.w j 
luckas.wj. 
luckas.w.j. 
luehman.j 
luehman.j 

lff0ERMAN.J 
^BERMAN, J 

uebebmanj. 

GERMAN, J 
WSERMAN.J. 

8B09070642 

8009080327* 

8809080336* 

8809080345* 

0809080370' 

60-324 
FOIA 
FOIA 
' FOIA 

1 FOIA 

Q 

LUEHMAN.J. 

LUEHMAN.J, 

LUETTERS.R.H. 

lynch.t p. 

LYONS.E. 


6B09130325 
8B091 90400 
6609200335 
8809210030 
8809210195 

6B09210197 

8609210201 

8009260045 

8809270065 

8809190151 

BB06300340 1 

0609210242* 

8609230026* 

8809200388* 

8809150257 

8809270153 

8B06290091 


50 456 
50 254 

50 456 
l&E 

50 317 
50 387 
50-128 
50 286 
50-317 

50 498 
50 255 
50 255 


Q 

Q 


Q 

Q 

Q 

Q 

S 

P 

P 

P 


REVIEW GR P 
WASTE MGT 

WASTE MGT 
WASTE MGT 


AUTHOR 


MACDONALO.C E 
MACDONALD.C E 
MACDONALO.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD, C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALO.C E 
MACDONALD.C E 
MACDONALO.C E 
MACDONALD.C E 
MACDONALD.C E 

MACDONALD.C E 


0809060249 

WASTE MGT 

MACDONALD.C E 

8009160105 

WASTE MGT 


MACDONALD.C E 

8000230287 

WASTE MGT 

MACDONALO.C E 

8B09230290* 

WASTE MGT 

MACDONALD.C E 

0809230296 

WASTE MGT 

MACDONALD.C E 

0609070552 

PR 


MACDONALD.C E 

8808300318 

50-352 

S 

MACDONALD.C E 

8009010379* 

50-352 

Q 

MACDONALD.C E 

8809080202 

50 278 

S 

MACDONALD.C E 

8B08290068* 

50 353 

Q 

MACDONALD.C E 

0QO9O6O134 

50-277 

Q 

MACDONALD.C E 

0809080257 

50-277 

R 

MACDONALD.C E 

0809140290 

50-277 

P 

MACDONALD.C E 

8809260043* 

50 259 

Q 

MACDONALD.C E 

8809090108* 

50 445 

Q 

MACOONALD.Ce 

8809070121 

50 261 

P 

MACDONALD.CE 

8006260309 

50-261 

P 

MACOONALD.CE 

0609060406 

50-261 

P 

MACDONALO.C E 

8809200045 

70 1161 


MACOONALD.CE 

8809160106 

50 275 

Q 

MACOONALD.CE 

8809160165 

50 312 

H 

MACOONALD.CE 

8809190284* 

60 317 

Q 

MACDONALD.C E 

0809160126* 

REVIEW GRP 

MACDONALD.C E 

8008260359 

50 400 

P 

MACDONALO.C E 

6809060208 

50 261 

Y 

MACOONALD.CE 

8809060309 

50-261 

P 

MACDONALO.C E 

0609070440 

50 400 

Q 

MACOONALD.CE 

0809080031 

50*400 

P 

MACDONALD.CE 

8809000274 

50 400 

P 

MACDONALD.C E 

0809260085 

50 324 

H 

MACE.M.H 

88090 90178 

FOIA 


MACE.M H 

6009270093* 

CONTRACT 

MACENTEE.LE 

8712160331 

WASTE RES 

MACFARLANE.D 


8609080084 WASTE RES 
8809060140 WASTE RES 
8809000130 WASTE MGT 
8809090138 WASTE MGT 
0609120167 40 6500 

8006090182 50 305 S 

0809160286 NUREG 
8809200300* REVIEW GR P 
88091 902B3* REVIEW GR P 
8808310072 50*327 S 


8809280302* 

8809190065 

B0O83OO263‘ 

8809150107* 

8609220043 

0712100010 

8809120105 

8809120131 

0009270166 

8809090281* 

0009090281* 

8809190012 

BS11Q4Q400* 

0009060147 

8609060167 

8809060174 


0809060193 

0909190400 

8009210197 

8809210201 

8809270065 

0809070543* 

8009220053 


REVIEW GRP 
50 443 G 

50-219 P 

50 458 G 

NUREG 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-275 T 

50*275 T 

WASTE MGT 
50 410 P 

NUREG 
NUREG 


NUREG 
NUREG 
NUREG 
50 254 
50-317 


JJberman.j. 

®man.j 

l£8€8MAN,J 


8809080376* 

8809080383* 

8809080393* 


FOIA 

FOIA 

60-10 


lyons.e. 

LYONS, E L. 
MACDONALD, C.E. 


8009190166 

6809020133 

0808310120 


50-387 Q 

50-286 O 

CONTRACT 
NUREG 
50*51 S 

60-251 S 

PR 

71-9036 


ACCESSION SUBJECT 
NUMBER CATEGORY 

6809010179 7145717 

8809010190 71 9036 

8809010193 71 5957 

6609010202 71 5339 

6809010215 71 5216 

8009010231 71-6717 

8009010264 71 657 

6809010266* 71-657 

8809010270 71 173 

6809010274* 71 173 

8805010914 71-6717 

8809010319 71 9055 

8809010325 71 9102 

8809010342 71-6717 

80O9O2OMO 71 9036 

8809020149 71 9056 

8809060265 71-6717 

8809060293 71-6717 

8809070141 71-6717 

8809090055 71-6003 

8809090057 * 71-6CC3 

6809130018 71 9157 

6809130022 71 9010 

8009130026* 71 9010 

8809130126 71 9032 

8809160016 70 2786 

8809200035 71 5980 

8809200182 71-361 

B809200191* 71-361 
8809200240 71 9176 

8809200245 71-5957 

6809200255 71 9081 

8809200260 71-9010 

8809200263 71-9079 

8809200293 71 9070 

8809200332 71 9151 

8809200340* 71 9151 
8809200360 71 9016 

8809200366* 71 9016 
8009200372 71-9015 

0809200377’ 71 9015 
0809220208 71-9103 

8809230049 71-6553 

8809230052* 71-6553 

8809260183 71 9163 

8809260188* 71-9163 

8809210207 CONTRACT 
8809210215* CONTRACT 
88091301 B5 50*277 0 

8808310011* 50-219 Q 


MACH1ROS> 
MACKENZIE, D 
MACKTAL.J J 
MADDEN.J 
MADDEN.JA 

MADEDAJJ 
MADNI.I K 
MADSEN, G L 
MADSEN, G L 
MADSEN.G L 

MAGANJ F, 
MALABO, J C 
MALATESTA.J P 

MALDONADO, R A 
MALINOSKI.JW 

MALLETT.B 

MALLETT.BS 

MALLETT.0 S 

MALLETT.BS 

MALLETT.BS 

MALLETT.B, S 
MALLETT.B, S 
MALLETT.0 S 
MALLETT.BS 
MALLETT.BS 

MALLETT.BS 
MALLETT.B S 
MALLETT.BS 
MALLETT.B S. 
MALLETT.BS, 

MALLETT.B S 
MALLETT.B S- 
MALLETT.B S 
malloy.m. 

MALLOY, M 

MALODY.CW- 

MALODY.CW 

MALODY.CW. 


8809230056* 
8809200296* 
8809210067* 
8809010381* 
8809260 H6* 

8809150081* 

8809280214 

8800310126 

8809140069 

8809190162* 


50*443 G 

REVIEW GR P 
50-445 G 

50-277 Q 

60-277 0 


50-456 

NUREG 

50458 

50-458 

50-298 


0309060407* CONTRACT 
8809200109* REVIEW GR P 
0809220237 50-277 Q 

8809140291 50-277 Q 

8308310100 71-9032 

3609210143* REVIEW GRP 

8808290119 50*315 Q 

8808290124 * 50-315 Q 

8809140442 50-263 f 

$809140446 50-263 F 


8809140455 

8809150081* 

8809160132 

8809190159* 

8609190274* 

8809200229’ 

8809230230* 

8809230252 

8&O9230277 

8809270055 

8809290169* 

6809290190* 

8809290255* 

8809230170 

8809260166 

8808290341* 

8808290345 

0808300071* 


50-282 F 

50-456 O 

50-282 F 

REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GRP 
50*483 F 

IAE 

50-461 S 

REVIEW GR P 
REVIEW GRP 
REVIEW GRP 
50*445 A 

50-445 A 

XPORTUC 

XPORTLIC 

XPORTUC 
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AUTHOR 

ACCESSION SUBJECT 

AUTHOR 

ACCESSION SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MALODY.CW. 

8808300097 

XPORTLIC 

MATTHEWS.D B 

6809230036 

50-269 

S 

MALODY.C W 

8809070437 

70-1257 


MATTHEWS.D B 

880923C065 

50-269 

P 

MALODY.CW. 

8809150349 

PR 


MATTHEWS, M 

8809220050* 

REVIEW GR P 

MALONE, D L 

8809220324* 

50-327 

P 

MATTH EWS.M. 

8809220001* 

REVIEW GR P 

MALSCH.MG. 

8703060109 

SECY 


MATTH EWS.M 

8809220113* 

REVIEW GRP 

MALY.J A. 

8809060147 

NUREG 


MATTHEWS, M 

8809220121* 

REVIEW GR P 

MALY.J A 

8809060157 

NUREG 


MATTHEWS, M 

0009220126* 

REVIEW GR P 

MANGAN.CV 

8809070358 

60-220 

Q 

MAUCK.C J 

8808260170 

71-9132 


MANGAN.C V 

8809200034 

50-410 

Q 

MAUCK.C J. 

8808290014 

71-361 


MANGANARO.F.F 

8809080249* 

60-219 

Q 

MAUCK.C J 

6809010313 

71 6678 


MANN.SA 

8809010261 

PR 


MAXWELL, DC 

8809190351 

50 237 

R 

MANN.SA. 

8809200168 

PR 


MAY.B. 

8809010040 

PR 


MARKEY.E J 

8808290340* 

COMMISSION 

MAZZAFERRO.P 

0609080204 

50*410 

S 

MARKLEY.M T. 

8809190275* 

50*387 

O 

MAZZAFERRO.P. 

0609090146 

50-410 

s 

MARKS, B K 

BBG8260292 

50-259 

F 

MAZZAFERRO.P 

0609200071 

50-410 

s 

MARRIOTT, PW 

8809160103 

50-605 

A 

MAZZAFERRO.P A 

0809070487 

50-410 

s 

MAR SC H ALL, C 

0809140154 

50-244 

S 

MAZZAFERRO.P A 

8809060169 

50-410 

s 

MARSCHALL.C 

8609230146 

50-244 

S 

MAZZAFERRO.P A 

8809080186 

50-410 

s 

MARSH, LB 

0809060306 

50-244 

P 

MAZZAFERRQ.P.A 

8809080240 

50*410 

s 

MARSH, LB 

8009070254 

50-335 

P 

MAZZIE.V J 

8809080148* 

60 213 

p 

MARSKLB. 

8809070428 

50 397 

P 

MAZZIE.VJ. 

6609080149* 

50 213 

p 

MARSH.L B, 

8809080223 

50-250 

P 

MCALPINE.E J 

8800260017* 

50-369 

Q 

MARSH, R N 

8809010091 

TOPREP 


MCALPINE.E.J, 

8808260489* 

70 143 


MARSHALL.B M 

8809020231 

50-338 

S 

MCALPINE.E J 

8809010049* 

70 27 


MARSHALL, JS 

B809070416 

50 445 

s 

MCALPINE.E J 

8809130107* 

70-1113 


MARSHALL, J S 

8809140083 

50 445 

F 

MCALPINE.E.J. 

6809150028* 

70-27 


MARSHALL, J S 

8809140340 

50-445 

A 

MCALPINE.E J 

B809200157* 

70-143 


MAR SHALL, J S 

8809140367 

60 445 

A 

MCALPINE.E J 

8809200232* 

70-143 


MARSHALL, J S 

6809190281 

50 445 

S 

MCALPINE.E J. 

8809220225* 

70-143 


MARSHALL, J.S 

8809260080 

50 445 

S 

MCBREARTY.R A. 

8809130087* 

50 353 

G 

MARSHALL, JS 

8809260186 

50-445 

A 

MCBURNETT.M A 

8808300316 

50 496 

P 

MARSHALLS 

8809210031* 

REVIEW GR P 

MCBURNETT.M A 

8809010035 

50-498 

P 

MARSHALL.W 

8809010323 

50*302 

F 

MCBURNETT.M A 

0809080014 

50*498 

P 

MARSHA LL,W. 

8009010368 

50-302 

F 

MCBURNETT.M A, 

0809220035 

50 498 

R 

MARSH ALL, W 

8809260257 

50-302 

F 

MCCABE, EC 

880B300162 

60 423 

Q 

MARTIN, D.8. 

8805250237* 

REVIEW GR P 

MCCABE, EC. 

8809080183 

50 213 

Q 

MARTI N,J B. 

8808290237 

50-206 

Q 

MCCABE, E.C. 

8809 090005* 

50 423 

Q 

MARTIN.J B. 

8808290241* 

50-206 

Q 

MCCABE.EC 

8809090113* 

50 277 

S 

MART1N.J.B 

8808290243* 

50-206 

Q 

MCCABE, E.C 

8809090118* 

50-317 

S 

MARTIN, J B 

8809190227 

50-275 

Q 

MCCABE.EC 

8809230122* 

60-245 

Q 

MARTIN.J B. 

8809190233* 

50 275 

Q 

MCCALLUM.E J 

08091 4032B 

71-6639 


MARTIN.R D 

8808300139 

50-458 

Q 

MCCANDLES.R.N. 

880B300099 

50-271 

o 

MARTIN.R D 

8B09020275 

50-498 

Q 

MCCANN, G.M. 

8707150292* 

REVIEW GR P 

MARTIN, R.D. 

8809120145* 

FOIA 


MCCARTY, B 

8809190016 

WASTE MGT 

MARTIN.R D 

6809160217* 

FOIA 


MCCAUGHEY.D.A 

8809090084* 

70-3018 


MARTIN, R D 

8809190206 

50-402 

Q 

MCCAUGHEY.D A 

8009220304* 

70-734 


MARTIN, R.O. 

0BO923O125 

50-313 

Q 

MCCLESKEY.K E, 

8809120037 

50 322 

G 

MARTIN, R E 

B809020247 

50-277 

P 

MCCLESKEY.K E 

8009 120037 

50-322 

G 

MARTI N.R.L 

8809150227 

50-29 

Q 

MCCORKLE.G.W, 

0809010226 

70-622 


MARTI N r T. 

8809190327* 

REVIEW GR P 

MCCORKLE.G.W, 

8809210124 

70-371 


MARTIN.TT 

8802030409* 

REVIEW GRP 

MCCORKLE.G.W, 

6809210163 

70-27 


MARTIN.T.T, 

6802100287* 

REVIEW GR P 

MCCORKLE.G.W. 

8009210172 

70-1257 


MARTIN ,T.T. 

6803300031* 

REVIEW GR P 

MCCORKLE.G.W, 

8609210266 

70-371 


MARTIN ,T T. 

8804120300* 

REVIEW GR P 

MCCORKLE.G W. 

8009210275 

70-143 


MARTIN.T.T 

8804120361* 

REVIEW GR P 

MCCORKLE.G W. 

0009220022 

70-1113 


MARTIN, TT 

8B04 130208* 

REVIEW GR P 

MCCORKLE.G.W, 

8609220052 

70-27 


MARTIN.T.T. 

8800310125 

ORG 


MCCORMICK 

8809260064* 

60-346 

Q 

MARTIN.T.T. 

8809190140 

50-272 

V 

MCCORMICK, M.J. 

8808260001 

50-352 

s 

MARTIN, T T 

8809190377* 

REVIEW GR P 

MCCORMICK, M J. 

8809060055 

50-352 

R 

MARTIN, T T 

8809190379 

50-334 

Q 

MCCORMICK, M J. 

8009000112 

50 352 

S 

MARTIN.T.T. 

8809190308 

50-293 

P 

MCCORM1CK.R D 

8009070091* 

50-425 
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40-6693 


MROCZKA.EJ 

6609150038 

60-336 

P 

MILLER M, 

8809230005 

l&E 


MORRIS.KJ, 

3808300260 

60 235 

Q 

MROCZKA.EJ, 

6809160125 

50-213 

F 

MILLER, M E. 

0809210061 ' 

WASTE MQT 

MORRIS, K J, 

3608300308 

50-285 

S 

MROCZKA.EJ. 

6809160125 

60*213 

R 

MILLER, M.N. 

8809080346* 

50-424 

Q 

MORRIS, KJ. 

8800300321 

50 235 

Q 

MROCZKA.E J. 

0809190062 

60-245 

P 

MILLER.M.S, 

8809120055 

50-322 

G 

MORRIS.KJ, 

8809020144 

50-285 

F 

MROCZKA.EJ, 

8809190062 

60-245 

P 

MILLER, M.S 

8809120055 

50-322 

G 

MORRIS, K J. 

0809060228 

50-205 

P 

MROCZKA.EJ. 

6809200049 

50-213 

Q 

MILLER, M S. 

0009120056 

60-322 

G 

MORRIS.KJ 

8809060393 

50-285 

P 

MROCZKA.E J. 

8309200049 

50-213 

Q 

MILLER, M.S. 

8809120055 

50 322 

G 

MORRIS.KJ. 

BB09Q70010 

50-265 

P 

MROCZKA.E J, 

0B092O0Q49 

50-213 

Q 

MILLER, M,T, 

08D91 60201* 

50-293 

F 

MORRIS.KJ. 

0609070318 

60-285 

S 

MROCZKA.EJ. 

8809200120 

50-213 

F 

MILLER, MX 

8809160205* 

50-293 

F 

MORRIS.KJ. 

B60907050B 

60-265 

V 

MROCZKA.EJ 

8809200120 

50-213 

F 

MILLER, V.L. 

8803280273* 

REVIEW GR P 

MORRIS, KJ. 

8809000017 

50-285 

R 

MROCZKA.E J. 

8809200165 

50-213 

J 

MILLER.V.L 

0803290098* 

REVIEW QR P 

MORRIS.KJ. 

B0O9O8O193 

50-285 

S 

MROCZKA.EJ. 

BB09200165 

50-213 

J 

MILLER, V.L. 

8809120247* 

FOIA 


MORRIS.KJ. 

88090BG216 

60 285 

F 

MROCZKA.E J. 

8809200165 

50-213 

J 

MILLER.V.L 

8809200203* 

REVIEW GR P 

MORRIS, K J. 

8809130024 

60-285 

Q 

MROCZKA.E J, 

8609200177 

50-396 

P 

MILLER.V.L. 

8009200333* 

REVIEW GR P 

MORRIS.KJ. 

8809130035 

60-285 

P 

MROCZKA.EJ. 

6609200177 

50-336 

F 

MILLER.V.L. 

8809200379* 

REVIEW GR P 

MORRIS, K J. 

0809130042* 

50-285 

P 

MROCZKA.EJ. 

6609220103 

50-245 

C 

MILLER.V.L. 

8809230175* 

REVIEW GR P 

MORRIS.KJ, 

8809140027 

60-265 

Q 

MROCZKA.EJ. 

8809220160 

60-245 

c 

MILLER, V.L 

8809290271* 

REVIEW GR P 

MORRIS.KJ. 

6809140074 

50 285 

O 

MROCZKA.EJ. 

6809230037 

£0 213 

V 

MILLER, W.H. 

8808310080* 

50-348 

Q 

MORRIS.KJ, 

3809150044 

50-235 

S 

MROCZKA.EJ. 

6309230037 

50 213 

V 

MJLTENBERGERS. 

BBD9070200 

50-272 

R 

MORRISX J. 

0809150172 

50 285 

P 

MROCZKA.EJ, 

8809230037 

50-213 

\ 

Ml LTEN BERGER, S. 

8809070221 

50-354 

R 

MORRIS, K J. 

8009150170* 

50-235 

P 

MROCZKA.E J, 

8309230070 

60 213 

F 
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MROCZKA.E J 

8809230070 

50-213 

P 

NADER.G 

MROCZKA.E J. 

8809290160 

50 245 

F 

NADER.G 

MULDER, H U 

6809190393 

50-396 

P 

NAGAI.Y, 

MULLAUER.J 

8309220030* 

REVIEW GR P 

NAGAL.Y 

MULLAUER.J 

8809220047* 

REVIEW GR P 

NAIK.JA 

MULLAUER.J 

8609220076* 

REVIEW GR P 

NALEPKA.DS 

MULLAUER.J. 

8609220109* 

REVIEW GR P 

NALEZNY.C L, 

MULLAUER.J 

8809220119* 

REVIEW GR P 

NARBUT.P 

MULLAUER.J 

8809220123* 

REVIEW GR P 

NARDONE.P 

MULLAUER.J. 

8809220130* 

REVIEW GR P 

NASH, DA 

MULLAUER.J 

6&09220246* 

REVIEW GR P 

NASH.J O 

MULLAUER.J 

8809280165* 

REVIEW GR P 

NASOL.A L 

MULLER, DR 

8608260442* 

50-454 

P 

NEIGHBORS, J.D 

MULLER, D.R 

8808290095* 

50-461 

P 

NEIGHBORS.J O. 

MULLER. DR. 

8808290152* 

50-401 

P 

NEIGHBORS.JD 

MULLER. D R, 

8809020166* 

50 237 

P 

NEIGHBORS.J D 

MULLER, D R 

8809060146* 

50 461 

P 

NEIGHBORS.J D 

MULLER, OR 

8809060353* 

50 373 

P 

NEIGHBORS.J D, 

MULLER.OR 

68090B0199* 

50 461 

P 

NEIGHBORS.J D 

MULLER.OR 

8809080225 

50 237 

P 

NEIGHBORS.J D 

MULLER, D.R 

8909120098* 

50-373 

P 

NEITZEL.O A 

MULLER, DR, 

8009140273 

50-237 

P 

NEJFELT.GM 

MULLER.DR. 

8B09190039* 

50-373 

P 

NELSON, D 

MULLER.OR 

8809210052* 

50 461 

P 

NELSON, O 

MULLER, DR 

8B0921006B* 

50-461 

P 

NELSON, J M, 

MULLETT.O J 

8B09020066 

50 271 

G 

N ERSES, V, 

MU L LETT, O J 

8809120013 

50 271 

G 

NETSKI.C M 

MUNRO.J F. 

8809070283* 

50 269 

V 

NETSKI.C M 

MUNSON, S C 

8809220215 

40 2061 


NETSKI.C.M, 

MURLEY.T C 

8706180368* 

60 323 

Q 

NETSKI.C M. 

MURLEY.T E 

8711050137* 

REVIEW GR P 

NEVLING.R E. 

MURLEY.T E 

8711100236* 

REVIEW GR P 

NEWACHECK.RL 

MURLEY.T E 

8712100369’ 

FOIA 


NEWBURGH, G 

MURLEY.T E 

Q712210174* 

REVIEW GR P 

NEWSOME, R.W. 

MURLEY.T E 

8901070083* 

REVIEW GR P 

NEWTON, R A 

MURLEY.T E 

8002250336* 

REVIEW GR P 

NEWTON.TH 

MURLEY.T E 

8B03020137* 

REVIEW GR P 

NICHOLAS.J.B 

MURLEY.T, E 

8B04010083* 

FOIA 


NICHOLSON, LE 

MURLEY.T E, 

8808030350 

ORG 


NICHOLSON.L E 

MURLEY.T E 

8808260352 

50 482 

P 

NICOLOSI.S L 

MURLEY.T E 

880B260446 

50 271 

P 

NIEVES, LA 

MURLEY.T E 

8809010318 

PROJ 


NIMITZ.R.L, 

MURLEYJ.E, 

8B09010320 

50-213 

P 

NlTTSKOFF.A, 

MURLEY.T.E 

8B09020130 

ORG 


NOONAN, TP 

MURLEY.T.E 

8609020214 

50-374 

P 

NOONAN, TP 

MURLEY.T E 

6809020216* 

50-374 

P 

NOONAN, V.S. 

MURLEY.T.E 

8809080321 * 

50 482 

P 

NOREL1US.C E 

MURLEY.T E 

8809060324* 

50-4 B2 

P 

NOREUUS.C E 

MURLEY.T E 

B8091 20024 

ORG 


NOREL1US.C E 

MURLEY.T.E 

8809120217* 

FOIA 


NORRHQLM.L J 

MURLEY.T.E 

8809130113 

ORG 


NORRIS.B S 

MURLEY.T.E. 

8009130120 

ORG 


NORRY.P G. 

MURLEY.T E 

8B09130327 

ORG 


NORTH.PJ 

MURLEY.T E 

8B091 60074* 

REVIEW GR P 

NOVAK, T.M. 

MURLEY.T E 

8809160119* 

REVIEW GR P 

NUSSBAUMER.D A 

MURLEY.T E 

8B09160178* 

REVIEW GR P 

NUSSBAUMER.DA, 

MURLEY.T E 

8809190035* 

REVIEW GRP 

NUSSBAUMER.DA 

MURLEY.T E 

8809190273* 

50-134 

P 

NUSSBAUMER.DA. 

MURLEY.T E 

8809200057 

50-369 

P 

NUSSBAUMER.DA 

MURPHY, G A 

8809210255* 

50-327 

P 

NUSSBAUMER.DA. 

MURPHY, J A 

B809200230* 

50-313 

Q 

NYKEIL.AW. 

MURPHY, J J 

8809200164 

60 352 

R 

O'CONNOR, PW 

MURPHY, M E 

6809060360* 

60 490 

Q 

O'CONNOR, P.W 

MURPHY.W P 

8B09070447 

50 271 

Q 

O'CONNOR, PW. 

MURPHY.W P. 

8809140151 

50 271 

Q 

O'CONNOR.P W, 

MURPHY.W P, 

88091 401 58 

60-271 

R 

O' CONNOR, P.W. 

MURPHY.W P 

8809210014 

50-271 

Q 

O’CONNOR, P.W 

MURRAY.B, 

8809230059 

50-285 

F 

O’CONNOR, P.W. 

MURRELL, JO 

8809210114* 

REVIEW GRP 

O’MARA.RE 

MUSOLF.D 

8808260094* 

50-263 

P 

O’REILLY, J.P. 

MUSOLF.O 

8808260491 

71-9208 


O’REILLY, JP. 

MUSOLF.D 

8808260499 

71-9224 


O’REILLY, J.P. 

MUSOLF.D. 

B8083 10036 

50-263 

P 

OELKER5.E 

MUSOIF.D 

8809010185 

50 263 

P 

OGG.W.W. 

MUSOLF.D 

8809010262 

50 263 

P 

OGG.W W. 

MUSOLF.D 

8609010279 

50 263 

P 

OGG.W.W 

MUSOLF.D. 

8809060356 

50 263 

P 

OGG.W.W. 

MUSOLF.D 

8609080372* 

60-263 

P 

OGG.W.W. 

MUSOLF.D, 

8609140109 

50-263 

P 

OGG.W.W, 

MUSOLF.D 

8809140117* 

50 263 

P 

OGG.W.W. 

MUSOLF.D 

6809200180 

50-282 

Q 

OGG.W.W, 

MUSOLF.D, 

8809220079 

50-202 

R 

OLMSTEAD'C.A 

MUSOLF.O 

8809220085 

50*263 

R 

OLMSTEAD.C A 

MUSOLF.D. 

8B09260231 

50-202 

P 

OLMSTEAD.CA 

MYERS, H. 

8609230091 

50-327 

P 

OLMSTEAD.C. A. 

MYRA0O.A L 

8B092200B5 

50-263 

R 

OLMSTEAD.C A 

NAOER.G, 

8600260449 

50-341 

S 

OLMSTEAD.C. A. 

NADER.G 

8600300040 

50-341 

S 

OLSEN.TT 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8809200055 

50-341 

S 

OLSHAN.L 

6809270009 

50 454 

P 

8809260072 

50 341 

S 

CLSHAN.L M. 

B 800260 4 29 

50 454 

P 

880B260105 

50-219 

P 

OLSHAN.L N 

0608260355 

50 454 

P 

8809060355 

50-219 

P 

OLSHAN.L N 

0808290136* 

50 461 

P 

880B310132 

50-327 

S 

OLSHAN.L N 

0809160237 

50 454 

Q 

8808310166 

50-305 

s 

OLSHAN.L N 

0609260160 

50 454 

P 

6008170132* 

50 454 

p 

ORDERS, W 

0608300240* 

50 369 

Q 

6009140148 

50-275 

s 

ORDERS, W 

0609200209* 

50-369 

Q 

6009140425 

50 443 

R 

ORSER.W.S 

80OB3OOO4O 

50-341 

S 

6009090161* 

PR 


ORSER.W.S 

8600310210 

50-341 

S 

6009230161 

PR 


ORSER.W.S 

80OB31O213 

50-341 

S 

6009130027* 

PROJ 


ORSER.W.S 

6809070444 

50-341 

S 

B705280381 1 

50 410 

P 

ORSER.W.S 

8809200011 

50-341 

R 

6009010101 

50 206 

P 

ORSER.W.S 

8809200016 

50-341 

S 

6909010357 

50 266 

P 

ORSER.W.S 

8809200055 

50-341 

S 

6009120231 

50 266 

P 

ORSER.W.S 

8800260072 

50-341 

S 

8009150139 

50 286 

P 

ORSER.W.S 

8800260314 

50 16 

P 

6309160171 

50 286 

P 

OSBORN.T.G 

8809060066 

40 8904 


6009160186 

50 266 

P 

OSBORN.T.G 

8809060302 

40 0904 


0309190343 

50-206 

P 

OSBORN.T G 

8800140369 

40 8904 


8809220089 

NUREG 


OSBORN, T G 

0B091 60223 

40 0904 


0309070336* 

50 341 

V 

OWEN.J W 

0809010009 

PR 


8808300240* 

50 369 

Q 

OWEN.W.H. 

0009160257* 

REVIEW GR P 

0009200209* 

50 369 

O 

PACKARD.G C. 

0009150169 

50-255 

R 

8909090061 

FOIA 


PAGE.M. 

0B0921O141 

CONTRACT 


0909020105 

60 443 

P 

PAGE,M 

0809210220 

CONTRACT 


0909210004* 

50 443 

G 

PAGE.M. 

8B09230040 

CONTRACT 


0909210004* 

60 443 

G 

PAGE.M 

0009270075 

CONTRACT 


0909210006* 

50 443 

G 

PAGE.M 

0009270091 

CONTRACT 


0909210006* 

50 443 

G 

PALLADINO 

0009210054* 

WASTE MGT 

0909070174 

50 219 

F 

PALLADINO.N J, 

80090901 ID* 

50-275 

P 

0909160273 

50*228 

F 

PALLADINO.N J 

8800090123* 

50 275 

P 

0909220110 

60-245 

R 

PALLADINO, N.J 

8800090128* 

50 275 

P 

0909130124* 

50-335 

G 

PALLADINO.N J 

8809090131* 

50 276 

P 

8809270049 

TOPREP 


PAPANIC.G. 

8809070184 

50 29 

P 

8809090025 

50-134 

V 

PAPANIC.G, 

8809190068 

50 29 

V 

8800300030* 

50-313 

G 

PAPANIC.G 

0809270012 

50 29 

R 

08OB29OO73* 

50-280 

Q 

PAPANIC.G 

0809270040 

50 29 

F 

0800140304* 

50-200 

G 

PAPANIC.G, 

8809270090 

50 20 

P 

8809220058 

NUREG 


PAPERIELLO.C J 

8809260351 

50-265 

Q 

8809200245 

NUREG 


PAQUETTE, J.F 

8009130057 

50-277 

Q 

BOG9010383* 

60 309 

Q 

PAQUIN.PL 

0009130270 

71-9108 


800021 009B* 

REVIEW GR P 

PARECE.M V 

0009260030* 

60-312 

P 

0008300292 

60 412 

S 

PARIS, O.H. 

0000020006 

60-320 

G 

0000300320 

50 412 

S 

PARK.J F 

0009060245 

NUREG 


0909090141* 

60-261 

Q 

PARKHILL.R W 

80Q923O22D* 

50-205 

Q 

0908290135 

50 255 

P 

PARKINSON, K.L. 

8000260387’ 

50-282 

Q 

8009120042 

60 461 

F 

PARLE R. WO. 

0009160070* 

REVIEW GR P 

0009190362 

60 461 

P 

PARLE R.W.C. 

0809300008* 

FOIA 


8B09260005* 

50 298 

Q 

PARRISH, M 

0000310040* 

50-254 

V 

0009190147* 

50 272 

V 

PARRISH, R 

0809160104* 

50 293 

Q 

0009120252* 

PR 


PARTLOW.J G, 

0809160113 

60 390 

Q 

8909160280 

60 269 

S 

PARTLOW.J.G, 

0809 1601 10* 

50 390 

Q 

0404050449* 

60 410 

P 

PARTLOW.J. G. 

0009190058 

60-327 

P 

0609190223* 

REVIEW GR P 

PARTLOW.J G 

8809220037 

60-259 

P 

8809190365* 

REVIEW GR P 

PASCIAK.W. 

0009010037 

70-1100 


B809200062* 

REVIEW GR P 

PASCfAK.W J 

0000260426* 

70 687 


8809200284* 

REVIEW GR P 

PASCIAK.WJ. 

0009220306* 

60-247 

Q 

8809200312* 

REVIEW GR P 

PASCIAK.W J 

8009220322* 

60*293 

Q 

8809200339* 

REVIEW GR P 

PASCIAK.WJ, 

GB09230002* 

50-307 

G 

8809260210 

50-295 

F 

PASCIAK.WJ. 

0009230004* 

50-20 

Q 

8808260090 

50 482 

F 

PASTIS.H N 

OBO0O 10203 

60-269 

P 

6008260390 

50-482 

P 

PASTIS.H N. 

0009220129 

50-269 

P 

BQ08260600 

50-482 

P 

PASTVA.M.J. 

0000310203 

60-324 

S 

8009060386 

60 482 

P 

PASTVA.M J, 

0008310206 

60-324 

s 

B0O913O1O0 

50-29B 

P 

PASTVA.M.J, 

0009010012 

50-324 

s 

8009140279 

50-482 

P 

PASTVA.M J 

0809070529 

50 325 

s 

8009140282 

50 462 

P 

PASTVA.M.J. 

8809080071 

50 324 

s 

8B09230132 

PR 


PASTVA.M J, 

0809160271 

50 325 

s 

8B09090109* 

50 261 

S 

PASTVA.M J. 

8809160294 

50 325 

s 

8B0909Q172* 

60 324 

Q 

PATE.B.W. 

8808290140* 

60-259 

P 

8B09090213* 

50 269 

Q 

PATE.B.W. 

0008290147* 

60-259 

p 

8809230271* 

WASTE MGT 

PATE.B.W. 

0808290148* 

50-259 

p 

8809220190* 

REVIEW GR P 

PATE.B W, 

8008290149* 

50-259 

p 

8B09220203* 

REVIEW GR P 

PATE.B.W. 

0000290163* 

60-259 

p 

8609220205* 

REVIEW GR P 

PATE.R J 

0808300170 

50-528 

a 

8B09220262* 

REVIEW GR P 

PATE.R.J. 

0009060281 

60-500 

Q 

8009220263* 

REVIEW GR P 

PATE.R J. 

8009070264 

50-529 

V 

8809220260* 

REVIEW GR P 

PATE.R J. 

8809080163 

60-508 

G 

8B09220262* 

REVIEW GR P 

PATE.R J. 

0B0B08Q157* 

60-508 

Q 

8B09220268* 

REVIEW GR P 

PATE.R J 

0809140262 

60-312 

V 

8608290002 

50-344 

S 

PATE,R J, 

8809150138 

50-206 

V 

8008310007 

50-344 

F 

PATE.R J. 

8809160038 

50 361 

G 

8608310163 

50-344 

S 

PATE.R J. 

8809200084 

50 344 

Q 

8809010280 

50-344 

F 

PATRICK.W.C, 

8809230271* 

WASTE MGT 

8809150166 

50-344 

R 

PATTERSON ,J. 

8809190352* 

50-315 

Q 

8609270050 

50-344 

S 

PATTERSON ,J W. 

8809220017* 

REVIEW GR P 

8800200026 

40-1341 


PATTERSON ,JW 

8809220171* 

REVIEW GR P 
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PATTER SON J W 

8009220175* 

REVIEW GR P 

PETTENGILL.HJ 

8699200281 

40-1162 


QUERIO,R E 

880B260141 

50-456 

s 

PATTON ,J D 

8009060085 

40 8102 


PETTENGILL.HJ 

8809200341 

40 8504 


QUERIO„R.E 

0&QB2BO243 

50-456 

S 

PAUL.RA 

8009190345* 

50 454 

Q 

PFENDER.F.J. 

6809130237 

50-277 

Q 

QUERIO v R E 

8608300057 

50-456 

R 

PAULK.C 

0008300315* 

50 416 

Q 

PHIFER.T K 

6809260201 

60-328 

S 

QUERIO,R,E 

8608300213 

50-456 

S 

PAULK.G. 

6009070063’ 

50 335 

Q 

PHILLIPS, H S 

6809090108* 

50-445 

Q 

QUERIO,R E 

8608310037 

50-457 

S 

PAULK.G L 

0809260043* 

50-259 

Q 

PHILLIPS.MP 

8609230142* 

50-155 

Q 

QUERIO.R E 

8609010194 

50*456 

R 

PAULSON ,W A 

6808290326 

50 458 

P 

PHILLIS.M T, 

6809150245 

FOIA 


QUERIO.R.E 

8609090043 

50-456 

S 

PAULSON ,W A 

880B300144 

50-458 

P 

PICCONEJ 

8300260253 

70-1500 


QUERIO.R E 

8609000093 

50-457 

s 

PAULSON.W.A 

8809010248 

50-458 

P 

PICCONE.J 

8609200054 

l&E 


QUERIO.RE 

8609090090 

50-457 

s 

PAULSON ,W A 

8809020207 

50-458 

P 

PICCONEJ 

8809230005 

l&E 


QUERIO.R E 

0609190208 

50-456 

R 

PAULSON.WA 

8809020218 

50-450 

P 

PICK.G A. 

8809060332* 

50-482 

Q 

QUINN, O 

0609260347* 

50-286 

F 

PAULSON.W A 

8009060400 

50-45B 

P 

PIEPER.WO 

3809130210 

50-277 

Q 

QUINN, G J 

8608290060 

71-9210 


PAULSON.WA 

8009070179 

50-458 

P 

PIERCE, R N 

3809010122 

WASTE MGT 

QUINN, GJ. 

0609140234 

71-9210 


PAULSON.W A 

8809140400 

50 458 

S 

PILMER.D F 

3809130025 

50-206 

Q 

RADIN.A 

8608300094* 

COMMISSION 

PAULSON.WA 

8609260042 

50-450 

P 

PLAUGHER.L D 

8009280209* 

REVIEW GRP 

RAG AN, H A 

8609060245 

NUREG 


PEE8LES.T, 

8009230115 

50 207 

s 

PLENIEWICZ.R 

0000310084 

60-454 

S 

RAMEY, D.P 

8609220240* 

50-397 

Q 

PEESLES.T A. 

8008300240* 

50*369 

Q 

PLENIEWICZ.R. 

0008310093 

50-455 

S 

RANDALL, J.D 

8809260092 

WASTE MGT 

PEEBLES.T.A. 

0609010155* 

50-269 

Q 

PLENIEWICZ.R 

0808010002 

60-454 

R 

RANEY, RG 

8809210196* 

WASTE RES 

PEEBLES.T.A 

6800010174* 

50 413 

Q 

PLENIEWICZ.R 

0009140048 

50-454 

S 

RANGE, DM 

8809070074 

40 6064 


PEEBLES.T A 

0809070077* 

50-269 

Q 

PLENIEWICZ.R. 

0809140055 

50-454 

s 

RANIERI.E 

8809290264* 

REVIEW GR P 

PEEBLES.T A. 

0809200209* 

50-369 

Q 

PLENIEWICZ.R 

8809100247 

60 454 

R 

RAPP.C, 

8809070116* 

50-369 

V 

PELCHAT.J 

8803300021 * 

REVIEW GR P 

PLENIEWICZ.R 

0809200221 

60-455 

S 

RATLIFF, 5 A 

8808290318* 

50-259 

R 

PELCHAT.J 

0809230006 

l&E 


PLESSET.M S 

0102200337* 

WASTE MGT 

RATUFF.S A 

8808290322* 

50-259 

R 

PELIZZA.M.S 

8809070033 

40-8968 


PLIML.G J, 

0800300049 

60-295 

R 

RATLIFF.S.A 

8808280325* 

50-259 

R 

PELIZZA.M.S. 

8809070331 

40-0960 


PLIML.GJ 

8808310003 

50-295 

R 

RATUFF.S A 

8808290329* 

50-259 

R 

PELLET.J.L. 

8808260114* 

60 460 

V 

PUML.G J. 

0800310159 

60-295 

S 

RATUFF.S A. 

8808290330* 

50-259 

R 

PELLET. J L 

8009190226* 

50 285 

V 

PLIML.G J 

8809140069 

50-295 

R 

RATUFF.S A 

8808290331* 

50-259 

R 

PELLETIER, J P. 

8008290117 

50 271 

F 

PLIML.GJ. 

8809140376 

60-304 

S 

RATLIFF, S A 

8808290332* 

50-259 

R 

PELLETIER, J.P. 

8009070329 

50 271 

S 

PLOSKI.T J 

8808290293* 

60-263 

Q 

RATUFF.S A 

8808290334* 

50-259 

R 

PENDERGAST.J 

8008310210 

60 341 

S 

PLOSTZ.D.K. 

8808290101* 

PROJ 


RATUFF.S A 

0808290335* 

50-259 

R 

PE N DERG AST, J 

0000310213 

50-341 

S 

POHLE.J A 

0BO9O1OO74 

WASTE RES 

RATUFF.S A 

0808200336* 

50-259 

R 

PENNINGTON.S 

0009080279 

40-7102 


POLARD.A O. 

8809010141 

50*400 

R 

RATLIFF, S A 

0808290337* 

50-259 

R 

PENNINGTON, W S 

0809150136 

40 0027 


POLICH.T 

8009070449 

50-528 

S 

RATLIFF, S A. 

0808200330* 

50-259 

R 

PENTZIEN,O.C 

0800300338* 

50-331 

P 

POUN.AW 

0008290192* 

50-302 

Q 

RATUFF.S A 

0000290339* 

50-259 

R 

PENTZIEN.DC 

0809120111* 

50-461 

P 

POLIS.T 

8009010198 

50-322 

R 

RATUFF.S A. 

0808290340* 

50-259 

R 

PEPPER.S.E 

8009060195 

NUREG 


POL1S.T 

3009 1902 99 

50-322 

R 

RATUFF.S A 

8808290343* 

50-259 

R 

PERKINS, K.E 

880B260350* 

60-346 

P 

POLLACK. M,J 

3808300112 

50-311 

S 

RATUFF.S A 

0800290346* 

50-259 

R 

PERKINS.K E. 

8808300114* 

50-346 

P 

POLLACK, M,J. 

0800140100 

50-272 

S 

RATUFF.S A. 

0808290347* 

60-259 

R 

PERKINS, K.E 

8009150250* 

50-346 

P 

POLLARD.R D 

0009210020* 

50-443 

G 

RATUFF.S A 

68082903 4 9-* 

50-259 

R 

PERKINS.K E. 

8B091 60005* 

60-346 

P 

POLLYCOVE.M 

0809020136 

PR 


RATUFF.S A 

8008290350* 

50-259 

R 

PERKINS.K. E, 

0009220269 

50 331 

P 

POLZER.W L 

0809220040 

NUREG 


RATON DO, M 

8809160136 

50-341 

F 

PERKINS.K R 

0009060147 

NUREG 


POMREHN.RP, 

8809140021* 

60-259 

V 

RATTA.A D 

8808260348* 

70-371 


PERKINS.K R. 

0009060157 

NUREG 


PORTER.SC, 

8809010359 

50-271 

F 

RAY.M J 

6808300084 

50-327 

Q 

PERKINS.K, R 

0800000174 

NUREG 


POSTON, J.W. 

8800290083* 

50-128 

Q 

RAY.M J 

8800080012 

50-260 

P 

PERKINS.K R. 

8809060181 

NUREG 


POULTON.B R. 

0000010214 

50-297 

P 

RAY.MJ, 

8809260343 

60-327 

P 

PERKINS.K.R. 

0809060193 

NUREG 


POWERS, C.M. 

8G090101 99 

50-397 

R 

README 

6809120030 

50-313 

G 

PERKINS.T J 

6800290187 

60-410 

P 

POWERS, CM 

Q0OOODOOO9 

60-397 

R 

REAVEAU.BK 

8809060180 

40-B084 


PERKINS.T J. 

8009070080 

60-410 

R 

POWERS, CM. 

8800060163 

60-397 

S 

REAVIS, J 

8808260256 

50 269 

K 

PERKINS.TJ 

BOO9OOO109 

60-410 

S 

POWERS, CM 

8G090B0305 

50-397 

s 

REAVIS, J A 

80 092002 93 

50-269 

R 

PERKINS.T J. 

8009000204 

50-410 

S 

POWER S,C,M. 

8809060315 

60-397 

s 

REAVIS, J A 

8809200317* 

60-413 

R 

PERKINS.TJ. 

0009130149 

50 410 

P 

POWERS, C M. 

8809160197 

50-397 

R 

REAVIS, J A. 

8809200318* 

60 413 

R 

PERKINS.TJ 

80091 40310 

50 410 

V 

PRATT.WT 

8809060147 

NUREG 


REAVIS.J A 

8809200320* 

60 360 

R 

PERKINS.TJ. 

0009140464 

50-220 

V 

PRATT, W.T. 

8809060157 

NUREG 


REAVIS J A. 

8809200322* 

50 369 

R 

PERKINS.TJ 

8009140471 

60 220 

p 

PRATT.WT. 

0B09060 1 74 

NUREG 


REBUCK, E. 

8809060052 

40 8968 


PERKINS.TJ. 

0009150312 

50 410 

Q 

PRATT.WT 

8809060101 

NUREG 


REED.C 

8808310167 

50 373 

Q 

PERNY.C. 

0800310070* 

50 424 

Q 

PRATT.WT 

8009060193 

NUREG 


REEVES.DL 

0800260005 

60 208 

S 

PETERSEN J B 

8800310222* 

60 263 

R 

PRATT.WT. 

0009150278 

NUREG 


REEVES, E A 

0808260113 

60-348 

P 

PETERSON.C.H. 

8800290086 

WASTE MGT 

PRENDERGAST.K 

8009210936* 

70 754 


REEVES, E A 

8800300010 

50 348 

P 

PETERSON, GC 

8800260473 

50-205 

F 

PRENDERGAST.K. 

8809220136* 

60 312 

Q 

REEVES, E A, 

B808300323 

50-348 

Q 

PETERSON.G.C. 

0009260338 

50-322 

F 

PRESCOTT.P J 

0809210095* 

60 4B2 

Q 

REEVES, EA 

8809060270 

50-364 

P 

PETERSONJ. 

8809160262* 

REVIEW GRP 

PRESS.S.H. 

0809120007 

60 271 

G 

REEVES, E A, 

8809060374 

50-346 

Q 

PETERSON, M.R. 

8808260137* 

XPORTHC 


PRESS, S.H, 

0809120011 

50 271 

G 

REEVES, S R 

8809130027* 

PROJ 


PETERSON.M R 

8008260206 

XPORTLIC 


prestholt.pt 

8712100255 

WASTE MGT 

REHM.TA 

8B09160222* 

FOIA 


PETERSON, M.R. 

8008260224 

XPORTLIC 


prestholt.pt 

8800020072 

WASTE MGT 

REID, DA 

8809260143 

50 271 

G 

PETER SON, M R 

0808290166 

XPORTLIC 


prestholt.pt 

8009060064 

WASTE MGT 

REIS.E.J 

8809140051 

50 322 

G 

PETERSON.M R 

8808300165 

XPORTLIC 


PRESTHOLT.pt 

8809090197 

WASTE MGT 

REIS.EJ. 

00091401 52 

50 322 

G 

PETERSON.M R. 

8808300170 

XPORTLIC 


PRESTHOLT.pt 

8BQD090221 

WASTE MGT 

REIS.T 

8800300000* 

50 285 

Q 

PETERSON, M R 

8800300266 

XPORTLIC 


PRESTHOLT.PT. 

8809120125 

WASTE MGT 

REMICK.FJ 

8809210044* 

WASTE MGT 

PETERSON.M R. 

0809090162 

XPORTLIC 


prestholt.pt. 

8009120129* 

WASTE MGT 

REMICK.F J 

8009210089* 

WASTE MGT 

PETERSON, M.R. 

0809090201 

XPORTLIC 


prestholt.pt 

8800200029 

WASTE MGT 

REMLEY.M E 

0809120146 

70-25 


PETERSON.M R 

8809130318 

XPORTLIC 


PRESTHOLT.P-T 

8000200033* 

WASTE MGT 

RESCHESKE.PR 

8809230142* 

50 155 

Q 

PETERSON.M R 

8809190049 

XPORTLIC 


PRESTHOLT.PT 

0609200113 

WASTE MGT 

RESNER.M.E. 

0810040248* 

FOIA 


PETERSON.M R. 

8809190103 

XPORTLIC 


PRESTHOLT.P.T. 

8B09220135 

WASTE MGT 

RESSLER.WC 

8808290307 

60 289 

R 

PETER SON, M.R 

8809190112 

XPORTLIC 


PRESTON, 8, A 

0800260402 

60 272 

Q 

REYES, L A 

8808260007 

50 400 

Q 

PETERSON.M R 

8809190234 

XPORTLIC 


PRESTO N,B A. 

0809070559 

50 272 

H 

REYES, L A 

8809070005 

50 280 

Q 

PETERSON, M.R 

8009190241 

XPORTLIC 


PRESTO N,B A, 

B8092 10159 

50-272 

P 

REYES, L.A 

8009070297 

50-34& 

Q 

PETERSON.M R 

0009200217 

XPORTLIC 


PRESTON, BA 

0809260058 

60*272 

P 

REYES, L.A, 

8609000203 

50-261 

P 

PETERSQN.M.R. 

8009260133 

XPORTLIC 


PRESTON.B A 

0809260242 

50*27 2 

H 

REYES.L A 

8609160337 

50-424 

Q 

PETERSON M R 

8B09260139 

XPORTLIC 


PRESTON, B A 

B809270037 

50-272 

P 

REYES, L A 

8809190180 

50 369 

P 

PETERSON.M R 

0809270148 

XPORTLIC 


PROVE NCHER.R B 

8808030099 

40-B027 


REYES.L A. 

8809200105 

50 369 

Q 

PETER SON .M.W 

8809010194 

50*456 

R 

PRZEKWAS.A J 

8B09220060 

NUREG 


REYES.L A 

8809200175 

60 424 

Q 

PETERSON M W 

8809190208 

60-456 

R 

PUCKO.T a 

8B09140121 

50 443 

S 

REYES.L A 

8809200243 

50-369 

P 

PETROS 1 NO J J 

8809210163* 

QA999 


PUGH.EN 

8B0B290104* 

WASTE RES 

REYNOLDS.S.A 

8809230261* 

50-483 

Q 

PETTENGILL.H J. 

8809140184* 

40-8906 


PULKKINENJE 

8B092 30067* 

50 443 

G 

RHODES, J 

8809060201 

50-277 

G 

PETTENGILL.HJ. 

8809200210 

40-1162 


PUYEAR.R J, 

8609080033 

PR 


RHODESJ, 

8 BOS 09 01 68 

60-277 

G 

PETTENGILL.H J 

8009200218 

40-0914 


QUAIN.P. 

8609200198 

70-1426 


RHODESJ 

8B09230045* 

50-277 

Q 

PETTENGILLH J 

8809200260 

40-0971 


QUAIN.P.B 

8809190110* 

XPORTLIC 


RHODESJ. 

8809230063* 

50-277 

Q 

PETTENGILL.H J 

8009200276 

40*1162 


QUAY.TR. 

6809130192 

50*341 

P 

RHODESJ 

8809230080* 

50-277 

Q 
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RIC&PO 

8800310218 

50 425 

a 

ROSE.J E 

ricf.p.o. 

8009010027 

50 424 

K 

ROSE.J.E. 

RICF.PD 

0809060253 

50 425 

s 

ROSOW.D f. 

RICHARDS.S 

8809070449 

50 52S 

s 

ROSS, C F. 

RICHARDS, S A 

6809200089* 

50 344 

Q 

ROSS.D 

RICHARDSON.H.H 

0808290074 

50 128 

O 

ROSSI.CE 

RICHARDSON.S D 

60O&3OOO47 

50-327 

P 

RQ5Sl.CE 

RICHARDSON.S D. 

8808300193 

50-327 

F 

fl0SSJ.CE 

RICHARDSON.S D 

8B09120225 

50*259 

Q 

ROSSI.C E 

RICHARDSON.S D. 

8609140312 

50-327 

G 

ROSSI,' C,E 

RICHARDSON.S d. 

8809160004 

50 269 

V 

ROSSI.CE, 

RICHARDSON.S D. 

8809160046 

50 327 

Q 

flOSS I.C E 

RICHARDSON.S D 

0809230133 

60-327 

P 

ROSSI, C E. 

richardson.so. 

8809060375 

60-390 

A 

ROSSI.CE. 

RICKEY, R B 

880901029! 

50 400 

P 

ROTHjJ 

RICHEY.R b. 

8809260164 

50 261 

P 

ROTH.J 

RICKETSON.L.T. 

BQ08300030* 

50 313 

O 

ROTH.J 

RIDGWAY.D A 

88091401 93 

50 440 

G 

ROTH.J 

RIDGWAY.DA 

6809140193 

50-440 

G 

ROTH.J 

RIECK.T A 

6809120133 

50-295 

F 

ROTH.WV 

RIEDEL, CJ, 

8809010267* 

50-263 

P 

ROTHERT.W.C 

HINO.M A 

8608290302* 

50-254 

a 

ROTHERT.W-C. 

RINC3.M A 

0809130052* 

50-237 

0 

ROTHERT.W-C- 

ring.m k 

6809260352* 

50-265 

a 

ROTHERT.W.C. 

RINGSMUTH.F 

8809290136* 

REVIEW GRP 

ROTHERT.W.C. 

RITCHIE.J.L, 

8809010154 

PR 


ROTHERT.W.C 

RIVEN8ARK.G. 

8808290256 

50-354 

p 

ROTHERT.W.C 

RIVENBARK.G 

8809070101 

50-354 

p 

ROTHERT.W.C. 

RIVERA.J.E. 

8809160260* 

REVIEW GRP 

ROTHERT.W.C 

ROBERTS, HR 

8B09060294 

40-66B1 


ROTHLEDER.B.M 

ROBERTS.JP, 

8808200501 

50-255 

p 

BOUGHAN.C.M, 

roberts.jp. 

8809070043 

50-269 

Y 

ROUGHAN.C.M. 

ROBEY.R A 

8809190101 

50-254 

R 

ROUSE, LC 

ROBEY.R.A 

8809200289 

50-254 

Ft 

ROUSE.LC 

robinette.ca 

0809280230* 

REVIEW GR P 

ROUSE, L a 

ROBISON.D.L 

8806260243 

50-456 

S 

ROUSE.LC 

RODE HAN ,T.J. 

8809260332* 

CONTRACT 


ROUSE.LC. 

ROOEHAU.TJ 

8809140030* 

CONTRACT 


ROUSE.LC 

RODEN BECK, A. 

8800270086* 

CONTRACT 

ROUSE.L C 

ROE.J.W. 

8809060060 

REVIEW GR P 

ROUSE.LC, 

ROE.J W, 

8809190397 

REVIEW GR P 

ROUSE.LC, 

ROE.J.W, 

8609200302 

60-334 

V 

ROUSE.LC 

ROE.K K 

06090 1Q162 

TO PREP 


ROUSE.L C. 

ROE.KK 

8809010165’ 

TOPREP 


ROUSE.LC. 

rogers.dw. 

8806290040 

50-255 

F 

ROUSE.LC. 

ROGERS, 0,W 

8808290078 

50255 

F 

ROUSE.LC 

ROGERS.DW 

6808290182 

50 255 

F 

ROUSE.LC. 

ROGERS, DW 

8808300219 

50 255 

F 

ROUSE.LC 

ROGERS, H.R. 

0800260180 

50-327 

S 

ROUSE.LC. 

ROGERS.HR 

8809260201 

50-320 

S 

ROUSE, L.C 

ROGERS.KC 

8808260346 

50*322 

u 

ROUSE, LC. 

ROQERS.KC, 

8809210116 

COMMISSION 

ROUSE, L.C 

ROGERS, K.C 

8809210122 

COMMISSION 

ROUSE.L C, 

ROHRER.R J 

8B09010347 

60 374 

s 

ROUSE.LC, 

ROHRER.RJ. 

8809010349 

50 374 

s 

ROUSE.L C 

ROLES, GW 

8809060027 

Ml SC 


ROUSE.L.C 

ROMAN, T.W, 

8803310176 

60-220 

F 

ROUSE.LC. 

ROMANELLI.F. 

0809260336* 

REVIEW GR P 

ROUSE.L C 

ROM A NOW, V. 

0809070506 

FOIA 


ROUSE.LC, 

ROMS ERG, W.D 

0804250297 

50-245 

F 

ROUSE.LC 

romberg.wd 

0808260372 

60-336 

P 

ROUSE.LC 

romney.n d. 

8808260339* 

60-219 

Q 

ROUSE.LC 

RONALD, A. 

8009130265* 

CONTRACT 

ROUSE, L.C, 

ROOD.H 

8B09010227 

60-275 

P 

ROUSE.L.C 

ROOD.H, 

0809060338 

50 276 

P 

ROUSE.LC. 

ROOD,H 

6809070101 

50-275 

P 

ROUSE.L C 

ROOD.H 

8809070440 

60-275 

P 

ROUSH, Ml. 

ROOD.H 

8809130043 

50-275 

P 

ROY.B. 

ROOD.H. 

8809150093* 

50-361 

P 

ROY, BA 

ROOD,H 

0BQ919OO22 

60-276 

P 

roybal.d. 

ROONEY, V L. 

8809060334 

50-271 

P 

RUBENFIRE.M 

ROONEY.V1, 

8809160235 

60-271 

Q 

RUBENSTEIN.L 

ROONEY.VL 

8809190225 

50*271 

P 

flUBENSTEIN.LS, 

ROSANO.R.P. 

8009210030 

50-456 

Q 

RUITER.G H. 

ROSE.H D 

0BO914O1G4* 

40-8906 


RULAND.W H. 

ROSE, HO. 

8809200268 

40*0971 


RUSSELL, J.E. 

ROSE.H.D, 

8809200276 

40-1162 


RUSSEL L,J L 

ROSE.J.E. 

8008290132* 

50-259 

P 

RUSSELL, L.8. 

ROSE.JE. 

8B08290137* 

60-259 

P 

RUSSELL.L.B. 

ROSE.J.E. 

8808290139* 

50-259 

P 

RUSSELL.L.B. 

ROSE.J.E. 

8808290140* 

50-259 

P 

RUSSELLpW.L 

ROSE.J.E 

880B290143* 

50-259 

P 

RUSSELL.W.T. 

ROSE.J.E. 

8808290146* 

50-269 

P 

RUSSELL, W.T. 

ROSE.J.E. 

8808290147* 

50-269 

P 

RUSSELL.WT. 

ROSE.J.E. 

8B08290148* 

50-259 

P 

RUSSELL, WT, 

ROSE, J E 

0809290149* 

60-259 

P 

RUSSELL, W.T. 

ROSE.J.E. 

0808290153* 

50-259 

P 

RUSSELL.W.T 

ROSE.J E 

8808290154* 

50-259 

P 

RUSSELL, W,T. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

0808290156* 

50-259 

P 

RUSSELL.W.T 

8608260226 

50 334 

Q 

8806200158* 

50-259 

P 

RUSS ELL, WT 

8808300194 

50-307 

Q 

8009200262 * 

50-354 

Q 

RUSSELL.W.T, 

8809020122 

50-286 

P 

8008290101’ 

PROJ 


RUSSELL.WT 

0009070356 

50-307 

P 

8009160144* 

REVIEW 

GR P 

RUSSELL, WT 

0009090069* 

50-271 

w 

8808160451 

50-3 

Q 

RUSSELL.WT 

8809150271* 

50 272 

Q 

88G810C360 

50 3 

Q 

RUSSELL.WT, 

8009150274* 

50-272 

Q 

8608190195 

50 3 

O 

RUSSELL, WT 

8809150284* 

50-272 

Q 

8608230112 

50-3 

O 

RUSSELL.WT 

0809150288* 

50-271 

Q 

8608260492 

50-3 

G 

RUSSELL, W.T 

8609150292* 

50-271 

Q 

8808300018 

50 3 

Q 

RUSSELL.WT 

8809180251* 

50 293 

F 

8809080339 

50 3 

Q 

RUSSELLWT 

8009290279* 

REVIEW GR P 

8000120197 

50-3 

Q 

RUSSELL.WT 

8809290280* 

REVIEW GR P 

8809130350 

50-3 

Q 

RUTHERFORD.N A 

8809080196 

TOPREP 


8800260020 

70-1100 


RUTTER, S 

8809140260 

50-312 

$ 

6806260426* 

70 667 


RUTTER.S W, 

880B260006 

50 312 

$ 

8806290059* 

70 1100 


RYAN.J E. 

8809220164 

MISC 


B809010037 

70 1100 


RYAN.MT 

8806030121 

WASTE MGT 

8809080105 

70 1100 


RYAN.M.r 

0806030127* 

WASTE MGT 

8809190036* 

FOIA 


RYAN,M T. 

0009090209 

WASTE MGT 

B808300184 

50-331 

Q 

RYAN.RF. 

8809200090* 

50 320 

P 

8808300328 

50-331 

P 

RYDERJ.S 

8809130039 

60 307 

S 

8609080094 

50 331 

P 

RYDER JS 

8809230254 

50-308 

S 

8B09Q80101 

50 331 

P 

SABLE.J.M 

8809260075* 

60-322 

F 

8809150022 

50-331 

V 

SAKENAS.C A 

8712230246* 

REVIEW GR P 

8809190332 

50-331 

P 

SAKENAS.C A 

8807190328 

REVIEW GR P 

8809200359 

60-331 

Q 

S ALA MON, G 

8Q09190120 

60 251 

S 

88O02OO369 

50-331 

P 

SALAMON.G. 

8809190175 

60-250 

s 

6809220328 

50-331 

F 

SALOMON, G 

B809230295 

50-251 

s 

8809160126* 

REVIEW GR P 

SAMANTA.P.K. 

0809220046 

50-313 

p 

8809130349 

71*9163 


SAMONLINSKI.S 

8009150036 

50 373 

R 

8809140230 

71*9126 


SAMWORTH.R B. 

8809160175 

60 397 

P 

6800260023 

70-024 


SANDEL.P S. 

8800290003* 

60-128 

Q 

0808260026* 

70-024 


SANDERSON, R E 

0809130119* 

ORG 


8608260030* 

70-024 


SANOQUIST.G 

8809150060 

50-407 

R 

8608260050 

70-1201 


SANDS, S P 

8008260429 

50 454 

P 

8608260091 

70-734 


SANDVOLD.T.I, 

8609200098 

XPORTLIC 


8008260119 

70-754 


SANTANDREU.P 

8809200349* 

REVIEW GRP 

8808260163 

70-667 


SARTOR, W M. 

8809130160* 

50-281 

Q 

B80B300054 

70-1161 


SATTERWHITE.0 

8809220097 

NUREG 


6608300064* 

70-1151 


SAUER.G, 

0009140129 

50-245 

S 

8608300080* 

70-1151 


SAUNDERS.B.M 

8009160053* 

50 456 

Q 

8809060361 

40 6940 


SAUNDERS, J J. 

8009020156 

PR 


8809070360 

40 2001 


SAWYER.D J 

8800290101* 

PROJ 


6809070462 

70 1 100 


SAXTON, C.H. 

8809010076 

50-387 

R 

8609070471* 

70-1100 


SAXTON , C H. 

0009140268 

50-387 

R 

8609070480* 

70-1100 


SAXTON, C H, 

0009160076 

60-387 

P 

8609000270 

70 6 


SCACE.SE. 

8809130109 

60-336 

V 

8809090079 

70 3010 


SCACE.S E 

8809130189 

60-336 

V 

8809090061* 

70 301& 


SCACE.SE 

8809140129 

50-245 

s 

8609090091* 

70-3018 


SCACE.SE, , 

0809150340 

60-423 

s 

8609090233* 

PR 


SCACE.S e. 

0009150348 

50-423 

s 

8809160088 

70 27 


SCACE.S E. 

8009220091 

50-336 

R 

8809160091* 

70 27 


SCACE.S, e. 

8809220091 

60 336 

R 

6009150095* 

70-27 


SCACE.S E 

8809220103 

60-423 

R 

8609150110 

70 2632 


SCACE.S E, 

0809220110 

60-245 

R 

8609150122* 

70-2932 


SCACE.S, E. 

8809220110 

60-245 

R 

8809150294 

40-2001 


SCACE.SE 

8009260342 

50 423 

S 

8809190107 

50-603 

A 

SCACE.S.E. 

8009260342 

50 423 

S 

6809190109* 

50 603 

A 

SCALETTI.D.C, 

8809160120 

60-805 

A 

6809190110* 

60 603 

A 

SCALETTI.D.C 

8809230178 

50-605 

A 

8609220266 

70-734 


SCARANO.R A 

0800010293 

60-206 

P 

8609220300* 

70-734 


SCARANO.R.A, 

0809140130 

50-206 

O 

8609220307* 

70-734 


SCHAPKER.J F. 

8809070478* 

60 316 

O 

8809230164 

70-152 


SCHAPKER.J.F, 

8809070560* 

60-461 

Q 

9809230167* 

70*152 


SCHAPKER.J.F. 

8809260302* 

50-264 

O 

6809140399 

60-160 

R 

SCHAUB ROECK.D. 

8808290323 

50-313 

fl 

8808290167 

WASTE MGT 

SCHAUBROECK.D, 

8800200328 

50-313 

R 

8609070040 

71-9161 


SCHAUBROECK,D 

0609200337 

50-368 

R 

8609060362 

40-6584 


SCHEPENS,R,J. 

8008300353* 

50 425 

Q 

6809060103 

PR 


SCHERER, A E. 

8808260478 

70-1100 


6806060157* 

50-608 

Q 

SCHERER, A, E. 

8800260503 

71-9022 


8806130020 

ORG 


SCHERER, A E 

8808290051 

70-1100 


0806150103 

50-305 

R 

SCHERER, A, E 

8800290201 

TOPREP 


8806130173* 

60-324 

Q 

SCHERER, A.E, 

0808310121 

PROJ 


0609140133* 

60-206 

Q 

SCHERERAE, 

8009080061 

50-470 

A 

8809060102* 

50-302 

F 

SCHERER, A E, 

8809140281 

70-1100 


8806260002 

50-317 

R 

SCHERER, A E 

8009190202 

70-1100 


6809200266 

50-317 

S 

SCHERER, A, E. 

8809190254 

70-1100 


8809210165 

60-317 

R 

SCHEREF.A E 

8809190298 

60 470 

A 

0603160018* 

REVIEW GR P 

SCHERER, A E, 

0809210116 

60 470 

F 

9803160164* 

REVIEW GR P 

SCHEUERMAN.J.T. 

8009160171 

50-298 

R 

0803300030* 

REVIEW GRP 

SCHJEFER.E.S, 

8809200143* 

50-320 

R 

8804000002* 

REVIEW GR P 

SCHPERBACH.M. 

8809220332 

50-259 

P 

8804280145* 

REVIEW Gfl P 

SCHIERMAN.S.L 

8809060020 

40 8681 


0605030445* 

REVIEW GR P 

SCHMIDT, 8 W. 

8809080093* 

60-412 

P 

8805310098* 

REVIEW GRP 

SCHMIDT, W.L. 

0009000190 

50 220 

P 

0808260074 

50452 

Q 

SCHMIERBACH.M 

8809010010 

60-390 

R 



PERSONAL AUTHOR INDEX 301 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

SCHMIERBACH.M. 

8009010011 * 

50-390 

R 

SCHMIERBACH.M. 

8009010013* 

50-390 

R 

SCHMIERBACH.M. 

8009010014* 

50-300 

R 

SCHMIERBACH.M 

8009010017* 

50-390 

R 

SCHMIERBACH.M 

0809010019* 

50-390 

R 

SCHMIERBACH.M 

0809010020* 

50-300 

R 

SCHMIERBACH.M 

0009010022* 

50-390 

R 

SCHMIERBACH.M. 

0809010024* 

50 390 

R 

SCHMIERBACH.M, 

0809010025* 

50-390 

R 

SCHMIERBACH.M 

0809010026* 

50 390 

R 

SCHMIERBACH.M. 

8809010030* 

50-390 

R 

SCHMIERBACH.M. 

8809010031* 

60 390 

R 

SCHMIERBACH.M 

6809010032* 

50-390 

R 

SCHMIEHBACH.M 

8009010033* 

50-390 

R 

SCHMIERBACH.M 

8009020261 

60-31 ) 

S 

SCHMIERBACH.M 

8009070366 

50-390 

Q 

SCHMIERBACH.M. 

8009150006 

60-438 

A 

SCHMIERBACH.M. 

0809210174 

50-269 

P 

SCHMUTZ.T.A. 

6000020034 

50-445 

G 

SCHMUTZ.T.A. 

0009020094 

50-445 

G 

SCHNEBU.G.A 

0809130156* 

50 250 

Q 

SCHNELL.D F. 

0809070369 

50 403 

P 

SCHNELL.D.F, 

0009090014 

50 483 

F 

SCHNELL.D.F. 

6009120073 

50 463 

P 

SCHNELL.D.F, 

6809130037 

60 483 

F 

SCHNELL.D.F. 

8809140107 

60-483 

Q 

SCHNELL.D.F 

8009140127 

50-483 

V 

SCHNELL.D.F. 

8009190010 

60-483 

R 

SCHOBER.S, 

8009200090* 

70-143 


SCHRADER.R.E. 

8009070313 

50-155 

S 

SCHUMACHER.M. 

8008290309* 

60-237 

Q 

SCHUMACHER.M, 

0009070315* 

70-0 


SCHUMACHER.M.C. 

0000200950* 

50-263 

Q 

SCHUMAN.D.J. 

0009190970* 

REVIEW GR P 

SCHWABENBAUER 

0809010931 

50-400 

S 

SCHWABENBAUER 

0809140333 

50-400 

s 

SCHWABENBAUER 

0809140387 

50 400 

s 

SCHWEITZER. D.Q 

8809090065 

WASTE MGT 

SCHWEITZER.D.Q. 

0809000007* 

WASTE MGT 

SCHWEITZER, J F 

0809260260 

70-162 


SCHWOERER.F. 

8009190106 

71-9102 


SCINTO.J.F, 

0000020066 

50-443 

G 

SCINTO.J.F. 

8009020063 

50-335 

G 

SCINTO.J F. 

0009020077 

60-322 

G 

SCINTO.J.F. 

0000020090 

60-445 

G 

SCINTO.J.F. 

0009020106 

50-271 

G 

SCINTO.J F. 

0009190210 

60-322 

G 

SCOTT, B.R. 

0009000246 

NUREG 


SCOTT, E.Y, 

0809130296 

40-8452 


SCOTT.M. 

0809120147 

60 200 

S 

scorr.M. 

8809130288 

50-280 

S 

scon,M 

8809140330 

60-280 

s 

scon.w.E. 

6809000046 

50-166 

p 

scon, we 

8009140244 

50-165 

p 

scon.w.e. 

8809200240 

50-156 

p 

SCOn-WASILK.J. 

8008200276 

50-346 

R 

SCOn-WASILK.J. 

0009010106 

60-346 

R 

SEARS ,C.F. 

0008290333 

50-213 

P 

SEARS, C.F. 

8009140309 

50-213 

Q 

SEARS, C.F. 

0009140309 

50-213 

Q 

SEARS, C.F. 

0009200120 

60-213 

F 

SEARS, C.F. 

8809230037 

60-213 

V 

SEARS, CF. 

0809230037 

50 213 

V 

SEARS, C F. 

0809230037 

60-213 

V 

SEARS, P.M 

8809120076 

60-309 

p 

SEARS, P.M, 

6809150206 

60-309 

Q 

SEEM AN, M J. 

8009140401* 

PR 


SEIDLE.W.C. 

6809060316* 

50-450 

Q 

SEIDLE.W.C. 

8009060380* 

60-490 

Q 

SEIDLE.W.C 

8809260141* 

60-285 

Q 

SELLECK.K.A 

8809120014 

50-443 

Q 

SELLECK.K A. 

8809120014 

50-443 

G 

SEMORE.J.W. 

8009220324* 

50-327 

P 

SERFATY.S. 

8009220128* 

COMMISSION 

SERRANO, W. 

8800310095* 

50-461 

P 

SEYMOUR.D.A, 

8600260017* 

60-369 

Q 

SEYMOUR.D.A. 

0809150028* 

70-27 


SHACK.W.J. 

8809220039 

NUREG 


SHAFER.WD. 

8000290269 

60-263 

Q 

SHAPE R.W.D. 

6008290304 

60-237 

Q 

SHAFER ,W D 

8806290306* 

60-237 

Q 

SHAFER.W.D. 

8808200328 

50-282 

F 

SHAFER, W.D. 

0809010123 

50-454 

F 

SHAFER, W D. 

8809010127 

60-254 

F 

SHAFER.W.D, 

8800010130 

50-316 

Q 

SHAFER ,W.D. 

8809010134 

60-44Q 

F 

SHAFER.W.D, 

8809020273 

50-331 

F 

SHAFER.W.D, 

8809070307 

70-0 



AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

SHAFER.WD, 

8609090048 

50-10 

F 

SHAFER, W 0 

8609090049* 

SC-322 

F 

SHAFER.W.D. 

8809120047 

50 255 

F 

SHAFER.W D. 

6809140423 

60 237 

F 

SHAFER.W.D 

8809140432 

60 373 

F 

SHAFER.W.D 

0809190031 

50 295 

F 

SHAFER.W.D. 

0809190342 

60 454 

Q 

SHAFER.W D. 

8809190347 

50 315 

Q 

SHAFER.WD 

8809200066 

50 346 

F 

SHAFER.W.D. 

0009230010 

50 440 

F 

SHAFER.W.D 

0609230189 

50-454 

F 

SHAFER.W D, 

8809260346 

50-263 

Q 

SHAFFER, G G. 

8808310142 

50-387 

S 

SHAFFER, ft. 

8809020200 

40 8684 


SHAFFER.R. 

8809060025 

40 8971 


SHAFFER, R. 

6809140059 

40 6659 


SHAFFER J A. 

B8O9O0O140* 

50 213 

P 

SHAFFER.T A 

0006080149* 

50-213 

P 

SHANBAKY.M. 

8806010333* 

50-309 

Q 

SHANBAKY.M 

8806190284* 

50-317 

Q 

SHANBAKY.M. 

8806200091* 

50*245 

Q 

SHANBAKY.M 

0809230218* 

50-184 

Q 

SHANBAKY.M.M. 

0808260247’ 

50*289 

Q 

SHANBAKY.M M 

8800190275* 

00-387 

Q 

SHANK.K E. 

6800260056 

50 387 

F 

SHAO.L C. 
SHAPAKER.J W. 

0009080132* 

6808260306 

PR 

50 374 

Q 

SHARP, PR 

6808300095* 

50 348 

P 

SHARP, P.R. 

0809180010* 

FOIA 


SHEA.J.R. 

0809200150* 

REVIEW GR P 

SHEA.J.R. 

0809230264* 

REVIEW GR P 

SHEA.J R 

6809230265* 

REVIEW GR P 

SHEAR f G,L. 

6806220165* 

REVIEW GR P 

SHEAR.G.L 

0009220167* 

REVIEW GR P 

SHEETZ.R.E. 

0809 130206 

50-277 

Q 

SHELTON.D.C, 

0806290219 

50 346 

P 

SHELTON.D.C. 

0806060031 

60-346 

R 

SHELTON.D.C. 

6806070076 

50-340 

F 

SHELTON.D C 

6806870335 

50-346 

P 

SHELTON.D.C. 

0806090031 

50-346 

Q 

SHELTON.D.C. 

8809130114 

50 346 

V 

SHELTON.D C. 

0809140285 

50 346 

O 

SHELTON, DC. 

8809140449 

50 346 

V 

SHELTON.D C 

8809160051 

50 346 

P 

SHELTON, D.C 

8809190239 

50 346 

G 

SHELTON, DC, 

880S 190344 

60 346 

G 

SHELTON.D C 

8809200370 

50 346 

G 

SHELTON.D.C, 

8809210206 

50-346 

Q 

SHELTON, D.C 

8809260210 

50-346 

Q 

SHELTON.D C. 

6809270118 

50-346 

Q 

SHEMANSKI.P. 

9809060340 

50-373 

P 

SHEMANSKI.P, 

8809190032 

50-373 

P 

SHERBINI.S 

8606260247* 

50-289 

Q 

SHERBINI.S 

8B09230218* 

60-164 

Q 

SHERON.B W 

8BO916OO70* 

REVIEW GR P 

SHETLER.J R 

8609130157 

50-312 

V 

SHEVLIN.E. 

8808290132* 

50-259 

P 

SHEVLIN.E, 

8808290137* 

50-259 

P 

SHEVLIN.E. 

8808290139* 

50-259 

P 

SHEVLIN.E 

8808290143* 

50-259 

P 

SHEVLIN.E. 

8803290146* 

50-259 

P 

SHEVLIN.E 

6808290154* 

60-259 

P 

SHEVLIN.E, 

8008290156* 

60-259 

P 

SHEVLIN.E. 

680829O1GB* 

60-259 

P 

SHEWSKI.W 

0010050335* 

50-10 

P 

SHIPPER, J.D, 

6808290260 

50-323 

P 

SHIFFER.J D 

8808300012 

60-133 

F 

SHIFFER.J.D. 

8809010223 

60-323 

Q 

SHIFFER.J D. 

8B09010334 

50-275 

S 

SHIFFER.J.D. 

8809020127 

60-133 

R 

SHIFFER.J 0. 

8809060029 

60-275 

R 

SHIFFER.J.D 

8609060097 

50-275 

Q 

SHIFFER.J.D. 

8809060282 

50-275 

V 

SHIFFER.J 0 

8609140249 

60-275 

F 

SHIFFER.J.D. 

8609150106 

50-275 

a 

SHIFFER.J 0. 

8909160112 

50-323 

a 

SHIFFER.J.D 

8809220206 

60-133 

p 

SNIFFER, J.D. 

8809220262 

50-275 

Q 

SHIFFER.J.D. 

8809260310 

50-275 

P 

SHIK KIM,J. 

8809230169* 

COMMISSfO N 

SHOEMAKER.C J. 

8809020054 

50-443 

G 

SHOEMAKER.C.J 

8809160064 

50-322 

G 

SHOEMAKER.C.J 

8009230082 

50-322 

G 

SHOEMAKER.CJ. 

8009230099 

50-322 

G 

SHORTRIDGE.R.B. 

8009220276* 

50-395 

O 

SHORTRIDGE.R.B. 

6009260246* 

50-321 

Q 

SHRIVER.T.D. 

8008260205 

50-528 

S 

SHRIVER.T.D 

6008260419 

50-520 

s 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

SHRIVER.TD 

8009020057 

50-529 

S 

SHYMLOCK.M, 

8609220218* 

50-324 

Q 

SHYMLOCK.M B 

6008260436* 

50-261 

Q 

SIACOR.ER 

8009200146 

50-206 

R 

SIACOR.ER 

0009200257 

50-361 

R 

SIEBER.J D 

8803260050 

50-334 

F 

SIEBER.J D. 

8008260310 

50-412 

V 

SIEBEfl.J.D 

8809010115 

50-412 

P 

SIEBER.J.O 

88090101 1-0* 

50-412 

P 

SIEBER.J D 

8809070621 

50-334 

R 

SIEBER.J a 

&8090Q0076 

50-412 

P 

SIEBER.J.D. 

0809080003* 

50-412 

P 

SIEBER.J D. 

8809140214 

50-334 

Q 

SIEBER.J D. 

8809200007 

50-334 

P 

SIEBER.J D. 

8809200013* 

50-334 

P 

SIEBER.J D, 

8809200063 

50-334 

V 

SIEBER.J.a 

8809200304 

50-334 

R 

SIEBER.J D 

6BG9220099 

50-334 

Q 

SIEGEL.B. 

8808300272 

50-237 

P 

SIEGEL.B, 

8809020164 

50-237 

P 

SIEGEL.B. 

8809140295 

50-237 

P 

SIEGEL, J J 

8809130248* 

PR 


SJEGEL.J.J. 

8809150259* 

FOIA 


SIEGEL, JJ. 

8809150263* 

FOIA 


S3EGEL.J J 

8809150205* 

FOIA 


S3EGEL,J J. 

8809150277* 

FOIA 


S1EGLEF.RE 

8609200143* 

50 320 

R 

S1LADY.J A. 

8609060342 

50 237 

P 

SILADY.JA 

9609230173 

50 249 

P 

SILADY.J A. 

0609230191 

50 240 

P 

SILADY.JA 

8809260099 

50 237 

P 

SILADY.JA. 

SILK.D M 

0809260345 

50 237 

F 

0809080344* 

50 317 

V 

SILLING, SA 

8008260146 

WASTE MGT 

SILLING, S A. 

8809130255 

WASTE MGT 

SILVER.H 

8809060110 

50-302 

P 

SILVER.H. 

8809260084 

60-302 

P 

SIMONJT 

0BO913O319 

71-5800 


SIMON .S.J. 
SIMPSONAK 

8809160200 

40-7604 


8809160331* 

FOJA 


SIMPSONAK, 

8809230181* 

COMMISSION 

SIMPSON, E.C. 

8809010335 

TOPREP 


SINDER0RANO,C 

8809210115* 

WASTE MGT 

SINGER.B A. 
SINGHALAK. 

8809190356* 

REVIEW GR P 

8809220080 

NUREG 


SINKULE.M V. 

6806300353* 

50*425 

Q 

SINKULE.M.V. 

8B0B3 10096* 

50 425 

Q 

SINKULE.M V. 

0609140276* 

50-321 

Q 

S1SKA.D. 

8808310132 

50-327 

S 

SISKA.O. 

8808310168 

50-327 

s 

SISKIND, B. 

8809010078 

WASTE RES 

SISKIND.B 

8809010092 

WASTE RES 

SISKIND.B 

8809060054 

WASTE RES 

SISKIND.B. 

8809200099 

WASTE RES 

SJOBLOMA 

8809190319* 

REVIEW GRP 

SJOBLOM.G, 

8809200172* 

REVIEW GR P 

SKAGGS.B J. 

8809160286 

NUREG 


SKEDA.M, 

0BO926O136* 

XPORTLIC 


SKIGGS.M, 

0608290245* 

50-445 

A 

SKILES.J.L. 

0009140070* 

50 285 

Q 

SKINNER, PH. 

8809010155* 

50-269 

Q 

SKINNER.P.H. 

8809070077* 

50-269 

Q 

SKOLNICK.F. 

8809020027 

50-320 

G 

SKOLNICK.F. 

8809020027 

50-320 

G 

SIABACK.LA. 

8809080096 

PR 


SLAWINSKI.W.J. 

0609190345* 

50-454 

Q 

SLIFER.BC. 

0009270100* 

50-29 

P 

SMEDLEY.R.W 

0609220115 

50-255 

P 

SMELSER.J.H 

0608260369 

50-603 

A 

SMELSER,J,H. 

8000260375 

60-604 

A 

SMELSER.J.H. 

8809190084 

50-603 

F 

SMITH.BK. 

8808310097 

50-331 

S 

SMITH.C. 

8003310106* 

50-321 

Q 

SMITH.C N, 

8008260438 

70-27 


SMITH.D.M. 

8009130160 

50-277 

S 

SMITH.D M. 

0BO923O1O1 

50-277 

F 

SMITH.D.M 

0609230149 

50-277 

S 

SMITH, I.W 

0809020042 

50-443 

G 

SMITH ,I.W. 

0609120050 

60-443 

G 

SMITH.I.W. 

8009120126 

50-443 

G 

SMITH, J. 

8808310123 

50-327 

S 

SMITH A 

8009070560 

PR 


SMITH.J.B 

8009260027* 

50-443 

G 

SMITH.J a 

8009140116 

50-328 

S 

SMITH .J,F. 

0009140441* 

50-266 

Q 

SMITH, L.C. 

0809070049* 

50-327 

P 

SMITH, LP. 

0809270069* 

CONTRACT 

SMITH, M J. 

8808200293* 

50-263 

Q 
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SMITH.M J 

8809200295* 

REVIEW GR P 

SMITH, P A 

8809070168 

CONTRACT 

SMITH, PA 

8809070176* 

CONTRACT 

SMITH, PA 

8809260329* 

CONTRACT 

SMITH.R 

8809010096 

50-369 

F 

SMITH.R 0 

8009140182 

40-8906 


SMITH.R D 

8809200 194 

40-8564 


SMITH.R D 

8809200195* 

40-B5B4 


SMITH.R D 

BB09200213 

40-8914 


SMITH.R D 

8809200215* 

40-0914 


SMITH.R D 

8809200222 

40 86B1 


SMITH.R 0 

8809200249 

40 0971 


SMITH.R D 

60O92OO258* 

40 8971 


SMITH, ft, D 

8809200279 

40 1162 


SMITH.R D 

8809200280* 

40 1162 


SMITH.R 0 

6809200290 

40-1162 


SMITH.R D 

8809200292* 

40 1162 


SMITH.R D 

8809200297 

40 2259 


SMITH.R D 

8809200298 

40-1162 


SMITH.R D. 

8B09200301 4 

40 1162 


SMITH.R D 

8809200315* 

40 2259 


SMITH.R D, 

8809200325 

40 B452 


SMITH, R D. 

8B09200327 4 

40 8452 


SMITH.R E. 

6809010061 

60 244 

P 

SMITH.R E 

6009260325 

56 244 

P 

SMITH.H E 

8809260331* 

50-244 

P 

SMITH.R 1. 

6809120172* 

PR 


SMITH.SJ 

6008310072 

50 327 

S 

SMITH.S J 

8808310132 

50-327 

S 

SMITH.SJ 

8808310158 

50-327 

s 

SMITH.SJ 

8809010041 

50-326 

s 

SMITH.SJ. 

8809080296 

50-327 

s 

SMITH.SJ 

8B0909000B 

50-327 

R 

SMITHS J 

6809140174 

50-328 

S 

SMITH.S J. 

8809140292 

50-326 

s 

SMITH.SJ 

8609220074 

50-327 

R 

SMITH.SJ 

6809260180 

50-327 

S 

SMITH.SJ 

8809260201 

60-326 

s 

SMITH.W.F. 

8809020201' 

50-382 

Q 

smithw.g. 

8B09010164 

50 316 

R 

SMITH, W G 

8809010166 

50 315 

R 

smith.W.g, 

0809080369 

50-315 

S 

SMYTH.CW 

8609200154 

50-289 

R 

SNEIDER.C A 

6609210023 

50 443 

G 

SNEJZEK.J H 

8805310146* 

50 34 ft 

Q 

SNELL.W, 

8808290293* 

50-263 

Q 

SNELL.W. 

8B09190352* 

50315 

Q 

SNIEZEK.J H. 

8606130026* 

FOIA 


SNfEZEK J H 

8807190289* 

REVIEW GR P 

SNIEZEK.J H 

8609120118* 

porA 


SNUOER.K 

8809010077 

PR 


SNYDER, MJ 

8809190170 

50-335 

S 

SQBCZAK.S C 

8609290204* 

REVIEW GR P 

SOLTIS, R.F. 

BQ09060150* 

50 255 

Q 

SOMMER.K G 

8712070005 

WASTE MGT 

SOMMER, K.G 

8809210227* 

WASTE MGT 

SOMMER.K G. 

8809210229* 

WASTE MGT 

SOMMER.K.G 

8809210232* 

WASTE MGT 

SOMMER.K G 

8809210236* 

WASTE MGT 

SOONG.S 

8808260028* 

70-824 


SOONG.S 

8809150094* 

70-27 


SORENSEN.G C 

8808300332 

50-397 

Q 

SORENSEN.G C 

8809010021 

50-397 

K 

SORENSEN, G.C. 

6009070272 

50-508 

A 

SORENSEN.G C 

8809070317 

50-397 

f 

SORENSEN.G C 

8809060125 

50-397 

Q 

SORENSEN.G C 

8809000388 

50 397 

P 

SORENSEN.G C 

8BO915O106 

50-397 

G 

SORENSEN.GC 

8809150207 

50-397 

Q 

SORENSEN.G C 

6809190310 

50 397 

Q 

SORENSEN.G C 

8609200355 

50-397 

Q 

SORENSEN.G C 

8009220239 

50-397 

G 

SORENSEN.GC 

B809230236 

50-397 

P 

SORENSEN, R.C. 

8809140215* 

50 397 

Q 

SPAETH, M- 

8B09120113 

WASTE MGT 

spaeth.m 

8809190318 

WASTE MGT 

SPAETH, M. 

8B09190320 

WASTE MGT 

SPARKS.S E 

8809130263* 

50-400 

Q 

SPARKS.SE, 

8809210095* 

50-462 

Q 

SPARLING.D.K 

8809120156 

40-8681 


SPECTOR.SM. 

8809150024 

50-244 

S 

SPEIS.TP 

B608280006* 

REVIEW GR P 

SPEIS.T.P 

8612230254* 

PR 


SPEIS.T P. 

8005100213* 

REVIEW GR P 

SPEIS.T.P 

8809150085 

GEN TEC 1 

S 

SPIT2ER.D J, 

8B091 90247 

50-454 

R 

SPRAUL.J. 

8809010273 

50-219 

P 

SPRAUL.J G, 

8809200136 

50-219 

P 
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ACCESSION 
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NUMBER 
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ST LAURENT.N N. 

8808290142 

50-29 

S 

STAFFORD, RT 

8809160331* 

FOIA 


STAHLE.C 

8009140188 

50-244 

P 

STAKER.T R 

8809020201' 

50-362 

Q 

STALLIONS, J A, 

8809130223 

XPORTLIC 


STALUONSJ.A 

8809190244* 

XPORTLIC 


STAMBAUGH.B A 

8809090125 

50-2 77 

Q 

STAMBAUGH.B A 

8809090149' 

50 277 

G 

STANCZAK.P 

0BOB3OO213 

50 456 

S 

STANDERFER.F R 

8800300285 

50 320 

P 

STANDERFEP.F.R 

8808310065 

50 320 

P 

standerfer.fr 

8809060022 

50 320 

ft 

standerfer.fr 

B8090Q0164 

50 320 

V 

STANDERFER.F R 

0809130324 

50-320 

s 

STANDERFER.FR 

8809160210 

50-320 

Q 

standerfer.fr, 

68091 90083 

50 320 

P 

STANDERFER.FR 

8B091 90194 

50-320 

P 

STANDERFER.F.fl 

8809200085 

50-320 

P 

STANDERFER.FR, 

8809200137 

50 320 

R 

STANG.J F 

6809080281 

50 316 

P 

STANG.J F 

6809080203' 

50-316 

P 

STANG.J F. 

6809080289 

50 315 

P 

STANG.J F 

6809160225 

50 315 

P 

STANG.J F 

8609220250 

50-315 

P 

STANG.J F. 

8009220201 ' 

50-315 

P 

STANSBERRY.W W. 

8809070417* 

50-416 

Q 

starostecki.fi 

3706120260' 

FOIA 


STAROSTECK/.R 

8706120267' 

FOIA 


STARR. L E 

6809070189 

WASTE MGT 

STAUFFENBERG.D. 

0809140060 

40-6622 


STAUFFENQERG.D, 

8809140420 

40-6622 


STAUTER J C 

8807140131 

40-8027 


STAUTER, J.C 

0809060105 

40 8766 


STAUTER.J.C 

8009060301 

40 6760 


STAUTER.J C 

8809070124 

40 8905 


STAUTER, J C 

8809070269 

40 B768 


STAUTER.J C 

8609140385 

40-2061 


STAUTER.J.C 

8809140392' 

40 2001 


STAUTER, JC 

8809190089 

40 0768 


STAUTER.J C 

0809220194 

40 6027 


STAUTER.J C 

8809220200 

40 8027 


STAYNER.L, 

0809280038* 

70143 


STEELE.R 

8809140366 

NUREG 


STEFAN0.JJ 

8609010211 

50-263 

Q 

STEFANO.J J 

8809200338 

50263 

P 

STEIGER.W.E, 

0608310181 

60-322 

S 

STEIGER, WE 

8B090 10063 

50-322 

S 

STEIGER.WE 

8809010198 

60-322 

R 

STEIGER.WE 

B8091 90299 

50-322 

n 

STEIGER, W E. 

8809230274 

50-322 

S 

STEINJT 

8008290319 

WASTE MGT 

STEIN.R 

B809090090 

WASTE MGT 

STEIN.R. 

8609130233 

WASTE MGT 

STEIN.R 

8609140032 

WASTE MGT 

STEIN.R 

8009160240 

WASTE MGT 

STEIN.R. 

8809210205 

WASTE MGT 

STEIN.R 

0009210216 

WASTE MGT 

STEIN.R 

8609210224 

WASTE MGT 

STEIN.R S 

B809060179* 

WASTE RES 

STEINHARDT.C R 

8008310186 

50-305 

s 

STEINHARDT.Cn. 

8608310196 

50 305 

s 

STEINHARDT.C R. 

B809070241 

50 305 

V 

STEIN HARDT.C.R. 

8809000107 

50-305 

R 

STEINHARDT.C R 

8609000150 

50 305 

P 

STEINHARDT.C R. 

8009140195 

50 305 

F 

STEINHARDT.C R 

8609150183 

50-305 

R 

STEINHARDT.C R 

0009150235 

50-305 

P 

STEINHARDT.C R. 

8009210037 

50 305 

F 

STEINKE.R N. 

B809070238 

50 260 

R 

STELLO.V 

8610240061* 

FOIA 


STELLO.V 

8706030157* 

REVIEW GR P 

STELLO.V, 

8801130361* 

PR 


STELLO.V 

8002260161* 

REVIEW GR P 

STELLO.V. 

8003300161* 

REVIEW GRP 

STELLO.V, 

8005130022* 

FOIA 


STELLO.V. 

8605230074* 

FOIA 


STELLO.V 

0808240331 

PR 


STELLO.V. 

8808310022 

SECY 


STELLO.V 

B806310O23 

SECY 


STELLO.V. 

8808310184 

ORG 


STELLO.V, 

8009010053 

50-346 

P 

STELLO.V. 

8809060333* 

60-506 

A 

STELLO.V. 

8809070246 

PR 


STELLO.V 

8809080137 

50-443 

F 

STELLO.V. 

8809080232 

SECY 


STELLO.V, 

8809090062 

60-271 

W 

STELLO.V 

8809090066* 

FOIA 


STELLO.V. 

8009090156 

50 322 

P 
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STELLO.V 

8809090178 

FOIA 


STELLO.V 

8809090241 

FOIA 


STELLO.V 

8809120185* 

FOIA 


STELLO.V 

8809120243 

FOIA 


STELLO.V 

8809160214 

FOIA 


STELLO.V 

0809160282 

PRM 


STEPHENSON, J D 

8009230158 

50-302 

F 

STETKA.TF 

880G020183 4 

50 498 

0 

STETKA.T F 

8809140076* 

50 498 

Q 

STETZ.J P 

0009220103 

50 423 

R 

STETZ.J P 

8809220110 

60-245 

R 

STETZ.J P 

8809220110 

50 245 

H 

STEVEN. R A 

8009140079 

40-8084 


STEVENS.E. 

8809140376 

50-304 

s 

STEVENS, J.A, 

B80B2Q0085 

50 461 

P 

STEVENS.J A. 

8008290126* 

50-461 

p 

STEVENS, J A 

8800290145* 

50 461 

P 

STEVENS.J A 

0809060135 

50 461 

P 

STEVENS.J, A 

0809060411 

50 461 

P 

STEVENS, J A, 

0009000108 

60-461 

P 

STEVENS.J A 

88001 30009 

50 461 

P 

STEVENS.J A 

0009200387 

50 461 

P 

STEVENS.J A 

8009210047 

50-461 

P 

STEVENS, J A. 

8809210063* 

50 461 

P 

STEVENS, J.A. 

8809220214 

50 461 

P 

STEWART, J 

8009000101* 

50-335 

Q 

STEWART, J P 

8009060021* 

50 382 

Q 

STEWART.P 

0809020209* 

50 336 

Q 

STEWART, R C 

0609220294* 

50-285 

Q 

STEWART-SMITH 

8809060205 

WASTE MGT 

STIGER.FL 

0809210043* 

PHOJ 


STOCKTON, P 

0009230091 

50-327 

P 

STODDART.PG, 

8009070022* 

50 413 

a 

STODDART.P.G 

0809200086* 

50-338 

Q 

STOETZEL.G A 

080 9 220 053 

NUREG 


STOHRJP 

8009010205 

50-338 

O 

STOHR.J.P, 

6809080155 

50 416 

F 

STOHRJ P 

8 8Q 9090249* 

PR 


STOHRJP. 

80091 30003 

60-340 

Q 

STOHR.J.P 

8809130294 

70-143 


STOHR.JP 

0009220272 

50-395 

Q 

STOKELY.D.L 

8008300023* 

50-426 

J 

STOLZJ.F* 

8808260508* 

50-245 

P 

STOLZ.J F. 

0808290022* 

50 320 

V 

STOLZ.J F. 

0808290355* 

50-245 

P 

STOLZJJF. 

8008300032* 

50-245 

P 

STOLZJF. 

0809060369 

50-320 

V 

STOLZ.J.F- 

0809070032 

50-320 

P 

STOLZ JF 

0009130000 

50-334 

0 

STOLZJ.F 

8009150120 

60-289 

P 

STOLZ.J, F. 

0809150129* 

50-209 

P 

STOLZJ.F 

8009200020* 

50-219 

P 

STOLZ.J F 

8009220063* 

50 423 

P 

STOLZJ.F 

0809270154* 

50 320 

P 

STOJNE.JC 

0800300132 

REVIEW GR P 

STONE J C. 

8009160100 

50 272 

a 

STONE ,J C 

0809230031 

50 272 

p 

STONESIFER.RB 

0000300037* 

60-333 

p 

STORY, J, 

8809260170* 

50-443 

G 

STORZ.L F. 

8008260330 

50 346 

S 

STORZ.LF 

GQ00310014 

50-346 

R 

STORZ.L F 

8009130002 

60-346 

S 

STORZ.LF. 

8009140397 

60-346 

s 

STORZ.L F 

0809190328 

50-346 

s 

STORZ.L F. 

8009200039 

50-346 

$ 

STORZ.L, F. 

8009260032 

50-346 

R 

STOTZ.J, 

0809200039 

60-346 

s 

STOUT, R,B 

8009120201* 

60-237 

p 

STOVALL.W D 

0009260329* 

CONTRACT 


STRAUSS.HW 

6809010120 

PR 


STREIT.J E 

8009220096 

NUREG 


STROH.D. 

8809090098 

SO 457 

s 

STROSNIDERJ 

8800290057* 

50-289 

G 

STROSNIDER.J, 

0809020032* 

50-277 

Q 

STROSNIDERJ R 

0808260339* 

60-219 

Q 

STROSNIDERJ, R. 

8808290281* 

50-213 

Q 

STROSNIDER.J R. 

8809130076* 

50-220 

Q 

STROSNIDERJ R 

8809130087* 

50-353 

Q 

STUART.C.L. 

8809070087* 

50-410 

R 

STURZ.F, 

8809140453 

50-261 

Y 

STUSNICK/E, 

8609260193* 

60-443 

G 

STUSNICK.E 

8809260193* 

60-443 

G 

SUES.R. 

8809060075* 

60-155 

P 

SUH.G.Y 

8809200070* 

50 344 

Q 

SLTLUVAN.D W. 

0 008 2 90090 

71-0216 


SULLIVAN, O.W 

8809010387 

50-57 

R 

SULLIVAN.D W. 

8809120142 

71-9216 


SULLIVAN, J.L 

8809080122 

PR 




PERSONAL AUTHOR INDEX 303 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

SUNDERLAND, P.R 

8808300309* 

50 456 

V 

SUTHERLAND, L C 

8809260208* 

50 443 

G 

SU THE RIAN D, L C 

8809260208* 

50 443 

G 

SWAILS.S L 

8809010265 

50 331 

F 

SWARTZ ,L L 

8809280102 

PR 


SWARTZWELDERJ 

8808300052 

50 424 

S 

SWART ZWELDER,J 

8809010176 

50 424 

s 

SWARTZWELDER.J 

0809070021 

50 424 

s 

SWARTZWELDER.J 

8809200295 

50 424 

s 

SWAYNE.G L 

8809150154 

50 277 

Q 

SWENSON, W H 

0809220044 

50 266 

P 

SWETLAND.P 

8808290258 

50 247 

F 

SWETLAND.P 

8800300031 

50 247 

P 

SWETLAND.P 

8800310148 

50 247 

P 

SWETLAND.P, 

8800070348* 

50-247 

Q 

SWETLAND.P 

8009070355 

50-272 

S 

SWETLAND.P 

0809140269 

50-272 

Q 

SWETLAND.P 0 

0800290049* 

50-247 

P 

SWETLAND.P D 

0809220315* 

50-272 

Q 

SWIFT.JJ, 

8800260028* 

70-824 


SWiFT.JJ 

8000300072* 

70 1151 


SWIFT.J J. 

8000070477* 

70-1100 


SWIFT.JJ 

8009090004 

70-143 


SWIFT.JJ 

8009090084* 

70-3010 


SWIFT.JJ 

8009090008* 

70-3018 


SWIFT.JJ. 

8809150192 

40*6940 


SWOPE.DR 

8B091 20201* 

60-237 

P 

SWOPE.DR 

8B091 20205* 

50-237 

P 

SYKES.W L 

7903150370* 

60-255 

Q 

SYLVIA.8.R, 

8800290082 

71-5939 


SYLVIA.B.R 

8808200138 

50-341 

O 

SYLVIA.B.R. 

8B0B290210 

50-341 

Q 

SYLVIA, B.R. 

0000290202 

50-341 

Q 

SYLVIA.B.R, 

8809020222 

50-341 

Q 

SYLVIA, B,R 

8809020265 

60*341 

P 

SYLVIA, B.R 

8809020271 

60*341 

R 

SYLVIA, B.R. 

QB09070038 

50-341 

P 

SYLVJA.B R 

0809070344 

60-341 

S 

SYLVIA, B.R. 

8000140206 

60-341 

P 

SYLVIA.B R 

0009140370 

71-9079 


SYLVIA.B R. 

8009190260 

60-341 

Q 

SYLVIA.B, R. 

8009260227 

60-341 

P 

TABER ,P 

8009210070* 

REVIEW GR P 

TABOR, W. 

8009270115 

50-387 

F 

TALBOT.P 

8009070009 

50-443 

G 

TALBOT, P. 

8009120049 

60-443 

G 

TALWANt.P 

8009010172* 

50-395 

R 

TAM.P S. 

8009260300 

50-412 

P 

TAM,P S. 

8000300004 

50-334 

P 

TAM,P.S. 

QB06300025 

REVIEW GR P 

TAM.P S. 

0009070156 

50-412 

P 

TAM.P S 

80091 600B9 

50-412 

P 

TAM.P.S. 

8609200005 

REVIEW GR P 

TAM.P S, 

8009200247 

50-334 

P 

TAM.P.S 

8009210212 

REVIEW GR P 

TAM,P.S 

8000220264 

50-334 

P 

TAM.P S. 

8809230090 

50-412 

P 

TANA.ET 

0809010002 

WASTE MGT 

TANA.ET 

0809210214 

WASTE MGT 

TANA,E T. 

8809220310 

WASTE MGT 

TATUM, J E. 

0800290249* 

60-206 

O 

TAWIL.J.J 

8009200245 

NUREG 


TAYLOR.J H 

0800310048 

TOPREP 


TAYLOR, J.H 

0800310090 

TOPREP 


TAYLOR J H 

0800310112 

TOPREP 


TAYLORJM 

0306270494* 

FOIA 


TAYLOR, J.M 

8809080362* 

FOIA 


TAYLOR.J M. 

8000090103 

PR 


TAYLOR, J.M. 

0809120143* 

FOIA 


TAYLOR, J M. 

08091 D0228 

50-309 

R 

TAYLOR, J.W. 

8809010126 

50-409 

R 

TAYLORJW 

8809190008 

50-409 

V 

TAYLOR J.W, 

0809220330 

50-409 

F 

TAYLOR.JW 

0809260155 

60-409 

P 

TAYLOR, L.A 

8800300157 

60-368 

S 

TAYLOR.L.A 

8809150146 

60-368 

s 

TAYLOR ,L A 

0809200226 

50-360 

s 

TAYLOR ,M J 

8809060109* 

40-1162 


TAYLOR, N. 

8009120218 

FOIA 


TAYLOR ,P. A. 

8009130263* 

50-400 

Q 

TAYLOR ,R.G. 

8808030091 * 

50-498 

Q 

TAYLOR ,R G 

8809160326* 

60-267 

Q 

TEDFORD.C.F. 

8809290210* 

REVIEW GR P 

TELLA.T, 

8800300212* 

60-315 

Q 

TEMUS.C J 

8808290310 

71-9200 


TENBROOK.W K. 

8809060351 * 

60-528 

Q 

TERC.N.M. 

8809190257* 

50-445 

Q 

TERRY.C.D, 

8808260130 

50-220 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


TERRY.C D 

8808300252 

50-220 

P 

TERRY, C D 

8800300263* 

50-220 

P 

TERRY.C D 

88003 10056 

50-410 

Q 

TERRY.C D 

8800310207 

50-410 

P 

TERRY.C D 

8809190072 

50-220 

Q 

TERRY.C D 

8809190316 

50-220 

Q 

TERRY.C D 

0809200126 

50-220 

P 

TERRY.C D 

8309200176 

50-410 

P 

TERRY.C D 

0809260102 

50-410 

P 

TERRY.C D 

0809270032 

50-410 

Q 

TERRY.C D 

0809270120 

50-220 

F 

TESFAYE.G 

8809140225 

50-247 

S 

TETRAULT.R E 

8800300327' 

70-27 


TETRAULT.R E 

8809260071 

70-27 


THADANI.AC 

8700030016* 

50-410 

P 

THADANI.M C 

8909020269 

50-307 

P 

THAR PE, GW. 

8009140261 

50-277 

Q 

THEGERSTROM.C. 

8009070197 

WASTE MGT 

THINNES.G 

8009220092 

NUREG 


THOMANN.R F 

8000310005 

50-254 

S 

THOMAS.B E. 

8009000109 

WASTE MGT 

THOMAS, CO 

8808300023* 

50-425 

J 

THOMAS, G S 

8009070467 

50-443 

R 

THOMAS, G S, 

800908011ft 

50-443 

Q 

THOMAS, G S 

8009080129 

50-443 

S 

THOMAS, G S 

8009140121 

50-443 

s 

THOMAS, G S 

8809140425 

50-443 

R 

THOMAS, G S. 

8809190187 

50-443 

S 

THOMAS, G S 

0809190353 

50-443 

s 

THOMAS.M 

0809200261* 

50-335 

Q 

THOMAS.P. 

8809130103 

50-155 

F 

THOMAS.R D, 

8809210036* 

70-754 


THOMAS.W 

8009200091* 

50-245 

Q 

THOMPSONS. 

8103110626* 

50-255 

P 

THOMPSONS 

0103160027' 

FOIA 


THOMPSON, D. 

0103260961* 

FOIA 


THOMPSON ,D. 

0104290814* 

FOIA 


THOMPSON, D. 

0104300284* 

FOIA 


THOMPSON ,D. 

0104300420* 

60-259 

P 

THOMPSONS. 

0104300433* 

FOIA 


THOMPSONS 

0105010503' 

60-325 

Q 

THOMPSON, D 

0106230171' 

FOIA 


THOMPSON, D, 

0106240068' 

FOIA 


THOMPSONS 

0107160046* 

FOIA 


THOMPSONS 

0107200027* 

FOIA 


THOMPSON, D, 

0107200031* 

FOIA 


THOMPSON ,D. 

0109220770* 

FOIA 


THOMPSONS. 

0112210062* 

FOIA 


THOMPSON, O 

0009000269' 

FOIA 


THOMPSON, D 

0009000311' 

FOIA 


THOMPSONS 

0009000318' 

FOIA 


THOMPSONS 

0009000323' 

FOIA 


THOMPSON ,D. 

3000000326' 

FOIA 


THOMPSON, D. 

0009090208' 

50-259 

Q 

THOMPSONS. 

0009090222* 

60-250 

Q 

THOMPSONS 

3009190211* 

REVIEW GR P 

THOMPSON, H L 

8009120167 

WASTE MGT 

THOMPSON, H.L 

8009120216' 

FOIA 


THOMPSON, H L 

0009130262' 

PR 


THOMPSON, H.L 

0809160124' 

REVIEW GR P 

THOMPSON, H L 

0809190172* 

REVIEW GR P 

THOMPSONS L 

0009190170* 

REVIEW GR P 

THOMPSON, HL 

0809190337* 

REVIEW GR P 

THOMPSON, HL 

0009190346* 

REVIEW GR P 

THOMPSON, H L 

0009190350' 

REVIEW GR P 

THOMPSON, H L 

0809230193* 

REVIEW GR P 

THOMPSON, H L 

0009260004 

50-603 

A 

THOMPSON, H.L 

000920026 &* 

REVIEW GR P 

THOMPSON, H L 

0809200204* 

REVIEW GR P 

THOMPSONS. 

0009000070 

PR 


THUN.MJ. 

9809280038* 

70-143 


TIER NAN, J A 

0008260466 

50-317 

K 

TIERNAMJA 

9008300068 

50-317 

P 

TIERNAN.J A 

8008310233 

50-317 

Q 

TIER NAN ,J.A 

8009020211 

60-317 

R 

TIER NAN J A. 

8009060303 

60-317 

V 

TIER N AN ,J A 

8009150251 

50-317 

P 

TIERNAN.J A 

8009220286 

60-317 

P 

TILLMAN, A 

8800310078' 

50-424 

Q 

TILLMAN, A. 

8009070549 

60-260 

Q 

TILLMAN, A 

8009200171 ' 

60-413 

Q 

TINGEN.S 

8809260207* 

50-302 

Q 

TIPPS.S.B. 

8808310068 

50-366 

S 

TIPPS,S,B 

8009130343 

60-321 

S 

TIPPS.S B. 

8&091 40065 

50-366 

s 

TIPPS,S B. 

8009140274 

50-321 

s 

TIPTON J E 

8309120102 

REVIEW GR P 

TIPTON.T E 

8009130300 

REVIEW GR P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TIPTON ,T.E 

8809130316 

REVIEW GR P 

TOBEY.D M 

TODD.G A 
TOLBERT.D 

6809200376* 

8809220225* 

6809090185 

REVIEW GR P 
70-143 

PR 

TOMAN ,G J. 

8809090144* 

50-261 

Q 

TOMLINSON.E 

TOMPSEM.DB 

8809220057 

8809260202 

50 410 
GA999 

R 

TORRE ,JG 

8809140239 

50 413 

S 

TOTH. A D. 

8809080157* 

50 50Q 

Q 

TOTH, A D* 

8809190240* 

50 275 

Q 

TOTO.G 

8809000398* 

50 260 

P 

TOURIGNY.E G 

8809020070* 

50 335 

G 

TOURIGNY.E G 

8809140256 

50 335 

P 

TOURIGNY.E G 

8809190121 

50-335 

P 

TOURIGNY.E G 

8809200269 

50 3B9 

P 

TOURIGNY.E G 

8809270054 

50-335 

P 

TOUSLEY.D.R. 

8809020045 

50-443 

G 

TOUSLEY.D R. 

0609020015 

50 443 

G 

TOWNS END JD 

8609000142 

50-275 

R 

TOWNSENDJ D 

8809140259* 

50 275 

F 

TOWNS END JD 
TOY.H L 

8009260128 

0609120152 

50 275 

70 8 

R 

TRAFICONTE.J. 

8609210018 

50 445 

G 

TRAFICONTE.J. 

8609210032 

50 440 

G 

TRAFICONTE.J. 

8609260119* 

50 440 

G 

TRAFICONTE.J. 

8609260119* 

50 448 

G 

TRAMMALL.C M 

8609270068 

50 206 

P 

TRAMMELL, CM 

6606260182 

50 206 

P 

TRAMMELL, C.M 

8B06260200* 

50 206 

P 

TRAMMELL.CM 

8608290248 

50 206 

P 

TRAMMELL, CM 

8808310170 

50 206 

P 

TRAMMELL.CM 

8609070215 

50 206 

P 

TRAMMELL, C.M. 

0609130145 

50 206 

P 

TRAMMELL.CM 

8609130301 

50 206 

P 

TRAMMELL.CM 

8B09150023 

50 206 

P 

TRAMMELL.CM 

8809270042 

50 206 

P 

TRAMMELL.CM 

8Q0D2 70044* 

50 206 

P 

TRAMMELL, C.M 
TRAMMELL.J.W 

8609270062 

8809200214 

50 206 

PR 

P 

TRAVERS, W D 

TREADWELL, K S 
TRE6Y.S A 

8B09230192* 

8809260320* 

8609130353* 

50 454 

TOPREP 

PR 

F 

TREJO, J. 

8B0D0 10309 

60-272 

R 

TREMBLAY, M A 

8609270100* 

60 29 

P 

TREVORS.G.A 

0600260344 

50 290 

P 

TREVORS.Q A 

8606300214 

50 290 

F 

TREVORS, G A 
TREVORS, G A 

8606310200 

50 290 

Q 

8609020124 

60 290 

P 

TREVOR S.G A 

0609060004 

50 290 

F 

TREVOHS.G.A 

0609060337 

50 200 

R 

TREVORS, G A 

8809070319 

50 290 

V 

TREVORS.G A 

8609060026 

50 290 

P 

TREVORS.G A 

0609000050 

60 290 

F 

TREVORS.G, A, 

88090601 1 7 

50 290 

P 

TREVORS.G A 

8809060165 

50-290 

Q 

TREVORS.G A. 

8809150097 

50 200 

F 

TREVORS.G A 
TRINER.E.G. 

8809220235 

8809160334* 

50 290 

FOIA 

P 

TRIPP, L 

TRIPP.L E 

8808260269 

50-334 

S 

8808300201 

50 334 

Q 

TRIPP, L E 
TROJANOWSKI.R 

8800020043* 

8000290064 

50-317 

l&E 

Q 

TROUT JF 

0009230015 

60-443 

G 

TROUT J F. 

8009230015 

50-443 

G 

TROUT, J P. 

8009120032 

50-443 

G 

TROUT, J P. 

8809120032 

50 443 

G 

TROUT, J P. 

0009140012 

60-443 

G 

TROUT, J P. 

8809140012 

50 443 

G 

TROUT, J P. 

6009140020* 

50-443 

G 

TROUT, J P. 

6809140020* 

60 443 

G 

TROUT, J P. 

6809140028* 

50 443 

G 

TROUT, J P. 

0009140028* 

50 443 

G 

TROUT, J P. 

6809140169 

50 443 

G 

TROUT, J P. 

6609140169 

50-443 

G 

TflOUT.J.P. 

6609190238 

50 443 

G 

TROUT, J P. 

8009190238 

50 443 

G 

TROUT, J.P. 

8609230025 

50-443 

G 

TROUT.J.P. 

8609230025 

50-443 

G 

TROUT, J P. 

8609230028* 

50 443 

G 

TROUT, J P. 

8609230028* 

50 443 

G 

TROUT, J P. 

8809260005 

60 443 

G 

TROUT.JP. 

880&260005 

50 443 

G 

TROUT, J P. 

8809260017* 

50-443 

G 

TROUT.JP. 

8009260017' 

50 443 

G 

TROUT, J P. 

8809260027* 

50-443 

G 

TROUT.JP. 

8809260027* 

50-443 

G 

TRZYNA.G.E, 

8808260343 

50-295 

P 

TSAI.C.K. 

6009070049* 

50-327 

P 
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AUTHOR 
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NUMBER 

CATEGORY 

TUCHINDAJ 

8809090166 

PR 


TUCKER. H B 

8808260318 

50-269 

P 

TUCKER ,H B 

8808260320 

50-370 

S 

TUCKER.H B 

8800290098 

50-269 

Y 

TUCKER.H B 

0808 300016 

50-370 

S 

TUCKER.H B 

8808300228 

50-413 

P 

TUCKER.H 8 

8808310086 

50*269 

P 

TUCKER.H B 

8808310110 

50-269 

P 

TUCKER H B 

8808310174 

50-369 

P 

TUCKER.H B. 

8809010029 

60-413 

P 

TUCKER.H B 

8809020147 

50-269 

F 

TUCKER.H B 

8809020148 

50-413 

F 

TUCKER.H B 

0809020152 

50-269 

F 

TUCKER.H B 

0809020154 

50-269 

F 

TUCKER.H B 

8809060261 

50 370 

S 

TUCKER, H 8 

8809060384 

50 269 

P 

TUCKER.H 6, 

8809070064 

50-269 

R 

TUCKER.H B. 

6809070173 

50-269 

V 

TUCKER.H B 

8809070311 

50 287 

P 

TUCKER.H B. 

8809070326 

50 269 

F 

TUCKER.H B 

8809070402 

50-413 

S 

TUCKER.H B 

8809070479 

50-370 

P 

TUCKER.H B 

8809060034 

50-269 

s 

TUCKER.H 8 

8009080077 

50-369 

R 

TUCKER.H 8 

8609080114 

50 269 

Q 

TUCKER.H 8 

8809080159 

50-369 

F 

TUCKER.H 8 

8609080392 

50413 

P 

TUCKER.H 8. 

8609080417 

50 269 

Q 

TUCKER.H B 

8609140071 

50-413 

R 

TUCKER.H B 

8609140124 

50-369 

S 

TUCKER.H B 

8809140164 

50-390 

A 

TUCKER.H B 

8609140239 

50-413 

S 

TUCKER.H B 

8809140458 

50-369 

Q 

TUCKER.H B 

6809150217 

50-370 

S 

TUCKER.H B 

8809160101 

50-269 

Q 

TUCKER, H B 

8809 160234 

50 269 

Q 

TUCKER, H 8 

8809160238 

50-269 

P 

TUCKER.H B 

8809160290 

50 269 

S 

TUCKER.H B. 

6809160306 

50 369 

S 

TUCKER.H B. 

8809190095 

50-369 

P 

TUCKER, H 8 

0BO919O153 

50-369 

P 

TUCKER, H B 

0809190236 

50 369 

F 

TUCKER.H B 

8Q0919O277 

50 369 

S 

TUCKER.H B 

8809190324 

50-269 

P 

TUCKER.H B 

8809200293 

50-269 

R 

TUCKER.H B. 

8809200299 

50-413 

R 

TUCKER.H B 

8809200316 

50-369 

R 

TUCKER.H B 

8809200367 

50-369 

Q 

TUCKER.H 8 

8809230069 

50-413 

P 

TUCKER.H B 

8809230220 

50 369 

S 

TUCKER.H B 

8809230232 

50-413 

F 

TUCKER.H B 

8809260082 

50-413 

Q 

TUCKER.H B 

8009260167 

60-369 

Q 

TUCKER, H B. 

8809260220 

50-370 

S 

TUCKER.H L 

8809020150 

50-413 

F 

TUCKERS E. 

8809140054 

50-321 

R 

TUIEY.C R 

8009120094* 

50-483 

P 

TULON.T 

8008310084 

50454 

S 

TURK.S E 

8009120004 

50443 

G 

TURK.S E, 

8809120012* 

50-443 

G 

TURK.S.E. 

8809140099 

50443 

G 

TURK.S, E 

8&09140108 

50443 

G 

TURLEY, K.L 

8009080090* 

50-528 

1 

UOALL.M 

8809190010* 

FOIA 


UHLER.J C, 

8809090125 

50-277 

Q 

ULIE.J M- 

8808260387* 

50-282 

Q 

ULLRICH.B 

8809010079 

40-772 


ULLRICH, W T 

8809160260* 

REVIEW GRP 

UNNERSTALL.K 

8809080230 

FOIA 


UR BAN, P. 

6809300082* 

FOIA 


UR BAN, PA 

8809300079 

FOIA 


UTLEY, E E. 

8809090140 

50-261 

Q 

UTLEY, E E. 

8009120138 

50-261 

Y 

UTLEY.EE 

8809220158 

50-261 

Q 

VACCA.P. 

B6091 90240* 

REVIEW GR P 

VACCAjP. 

0809190269* 

REVIEW GR P 

VACCA,P.C, 

6803020249* 

REVIEW GRP 

VACCA.P.C. 

8809190250* 

REVIEW GR P 

VAN DOORN.P.K. 

8809010174* 

50413 

Q 

VANDOROS.H. 

8808120081 

40-8004 


VARGA.SA 

8600260441 

50-271 

P 

VARGA.SA 

8809060290* 

50 364 

P 

VARGA.SA 

6809060305* 

50-320 

V 

VARGA.S K 

8809130064 

50-272 

P 

VARGA.SA 

8809190373 

50-322 

P 

VASELY,M. 

0600260255 

50-247 

s 

VAUGHN.G E. 

8808260003 

60498 

s 

VAUGHN, GE. 

8808260057 

50498 

F 


VAUGHN.G E 
VAUGHN, G £ 
VAUGHN, G E 
VAUGHN.G E 
VAUGHN.G E 

VAUGHN.G E 
VAUGHN.G E 
VAUGHN.G E 
VAUGHN.G, E 
VAUGHN.G E 

VAUGHN.G E 
VELASQUEZ.J R 
VELASQUEZ, J R 
VELASQUEZ.J R 
VELASQUEZ.J R. 

VELASQUEZ.J R 
VELASQUEZ.J.R 
VELEZ, P. 
VERNETSON.W G 
VERNETSON.W G 

VERRELLf.D M. 
VERRELLI.DM 
VERRELU.O M. 
VERRELU.DM. 
VERRELLl.DM 

VERRELU.O M 
VETTER, R J 
VIAS.S J 
VICKREY, R B 
V1ERIMAJ. 

VINYARD.H T 
VIRGtUO.M J, 

vjrgiuo,mj 

VIRGILIO.M J 
VISSING.GS 

VOGLER.B.H, 
WADDELL, D.W. 
WAINWRlGHT.R 
WALDEYER.J T. 
WALKER ,W. 

WALKER.W. 
WALL.E.R 
WALUKC 
WALLACE, W. 
WALLACE, W L 

WALLIN, G A. 

WALT.T 

WALT.T.D, 

WALTJ.T, 
WAMBACH.T V. 

WAMBACH.T V 
WAMBACH.T, V 
WAMBACH.T V 
WANG, A 6 
WANG, A 0. 

WANGLEH.M.E. 

WARD,D. 

WARD.D. 

WARD.DC 
WARD.K D. 

WARD.K D 

WARD.WJ. 

WARD.WJ 

WAREMBOURG.D.W 

WAREMBOURG.DW, 

WARGO.A.R 
WARNER, C A. 
WARNICK.R F. 
WAflNJCK.R.F, 
WARNICK.R F 

WARNICKjR.F 
WARREN.L A 
WARRINEfl.R.W 
WASCOM.R 
WASILK.J $, 

WATERS.H J. 
WATSON.R A, 
WATSON, RA 
WATSON.R A, 
WATSON.R A. 

WATSON.R A. 
WATSON.R A 
WATSON.R A. 
WATSON.R A 
WATSON.R A. 


ACCESSION 

NUMBER 

8800300011 
8809310047 
8608310073 
860901 Q 240 
8800010362 

8809090023 

8609140220 

8809190371 

9809200202 

0809200264 

8809270059 

8809060005 

8809060139 

8B09060394 

8809070244 

8809070255* 

6809120183 

6809070160 

8809010244 

8809080067 

8808290097 

6808310069 

8809070015 

8809070375 

8809130224 

8809130229 

8609010133 

8808310096* 

8809140070* 

8809270017 

8809080050 

8808300303* 

8809060364* 

8809080294* 

8809080280 

8809020068 

0609230214 

8B08290025 

8809210121* 

8809220198 

0609220327 

8809060000* 

8809220120 

8809260308 

8809270048* 

8809140158 

8809010200 

8808310007 

8809220160 

8808300007 

8808300298 

8809130194* 

8809270002* 

8809120220 

0609200225 

8808300045 

8809120097* 

8809230016* 

8809070159* 

8B09230280* 

8809260235* 

8809160220* 

8809160241* 

0809169206 

8809160208* 

8009130107 

0809140315 

8809080131 

8809140162 

8809190255 

8809200156 

8809200124 

8809060075* 

8809230269* 

8809160011 

8809010111 

8809010331 

8808300247 

8008300299 

0809010141 

8009010344 

0009010354 

8809070493 

8809140146 

8809140178 


SUBJECT 

CATEGORY 

50-498 Q 

50 498 R 

50-498 Q 

50 498 S 

50 498 S 

50 49B P 

50-498 P 

50-498 S 

50 498 Q 

50 498 S 


40 8907 
40 8907 
CONTRACT 
50*83 V 

70- 1068 

50*348 Q 

50 340 Q 

50 261 Q 

50-416 Q 

50-348 Q 

50-281 Q 

PR 

50 425 Q 

50 498 Q 

PR 

50-373 S 

50 255 P 

50 282 P 

50 315 P 

PROJ 

50-335 G 

50 461 P 

71- 8717 
CONTRACT 
PROJ 

WASTE MGT 
50 528 I 

50-213 R 

l&E 

REVIEW GR P 

60-271 R 

50-344 F 

50 344 F 

50-344 F 

50-255 P 

50-255 P 

50-341 P 

50-282 P 

60 213 P 

60-213 P 


50-282 Q 

FOIA 

FOIA 

60-267 P 

50-267 P 

50 277 Q 

50-213 S 

60-445 Q 

50-446 Q 

60-445 Q 

50-445 Q 

50-280 R 

50-155 P 

REVIEW QR P 
50-346 F 

PR 

50-400 S 

50 400 S 

50-400 F 

50-400 R 

50-400 S 

50 400 Q 

50-400 Q 

60-400 S 

50-400 F 


WATSON.R A 8009140280 50-400 R 

WATSON.R A. 0009140333 50-400 S 

WATSON.R, A 0809140359 50-400 S 


AUTHOR 


WATSON.R A. 
WATSON.R A 
WATSON, R.A 
WATSON.R A 
WATTERS, J P 

WEADOCK.A 
WEAVER, J.M. 
WEAVER.M L 
WEAVER, R R 
WEBBER, K, 

WEBER, M 
WEBER, M F 
WEDDINGTON.R E 
WEDDINGTON.R.E 
WEHRY.R R 

WEINER, R A 
WEINGARDT.JJ 
WEISS.E 
WEISS, E. 

WEISS.E. 

WEISS.E 
WEISS.E.R. 
WEISS.E n 
WEISS, E.R, 
WEISS.E a 

WEISS, E.R. 
WEISS.E.R 
WEISS, S.H, 
WEISS.S.R 
WELDIN.R D. 

WELLER, p 
WELLS, A.H. 

WELLS, A H. 

WELLS, A H, 

WELLS, A H 

WELLS, A.H. 

WELLS, A.H. 

WELLS, D.M. 
WELLS, M E. 
WELLS, R.D. 

WENZINGER.eC 
WENZINGER.EC 
WENZINGER.E.C, 
WENZINGER.E C 
WENZINGER.E C. 

WENZINGER.E.C. 
WENZINGER.E.C. 
WERNER.R P 
WERT.LD. 
WERT.L.D. 

WESSMAN.R.H 
WESSMAN.R H. 
WESSMAN.R.H 
WESSMAN.R.H, 
WESSMAN.R.H 

WESSMAN.R.H 
WEST.C.P 
WEST.K S. 
WESTERGAARD.R. 
WESTERGAARD.R. 

WESTERMAN.T.F. 
WESTERMAN.T.F. 
WHARTON, MA 
WHEADON.W.C, 
WHITE, J. 

WHITE.J.R. 

WHITE, J.R 
WHITE.J R. 
WHITE.J.R. 

WHITE, J.R. 

WHITE, J.R 
WHITE, J R. 
WHITE.J R 
WHITE, J.R. 
WHITE.J R, 

WHITE.J R. 

WHITE, J.R, 

WHITE, J.R. 

WHITE, J.R. 

WHITE, JR. 

WHITE.J.R, 

WHITE.J.R, 

WHITE.J.R, 

WHITE, S.A. 

WHITE, S.A. 


WHITE.S.A. 
WHITES, A. 
WHITENER.H.L 


accession 

NUMBER 


SUBJECT 

CATEGORY 


8009140387 50-400 S 

8009150297 50 400 S 

8809190333 60-400 S 

8809200147 60*400 S 

8808260284 70-1201 

8009190284* 50-317 G 

0009140251 50-277 Q 

8809010102 PR 
88090701 7B 40-3453 
8809060409 40*8971 

0009130076* 50-220 Q 

8809090142 WASTE MGT 
8800310239* 60-327 Q 

8809080110* 60-424 Q 

8809230057 50-307 S 

8009260320* TOPREP 
0800140357 NUREG 
8609210018 50 443 G 

8809210018 60 443 G 

8809210023 50-443 G 

0009210023 50 443 G 

8009120121 50-271 G 

86091201 21 60 271 G 

8809120121 60-271 G 

8809190001 50-271 G 

0809190081 50-271 G 

0009190081 60-271 G 

0007130342* TOPREP 
0809210005* 50-402 Q 

8009210194 WASTE RES 

88092201 98 PROJ 
0008260475 PROJ 
8008200165 71-9225 

8809020005 71-0010 

8809060212 PROJ 

0800120052 PROJ 
0009220019 PROJ 
0009200090* 60-320 P 

0800290201* 50-315 P 

8009130324 60-320 S 

0808260303 60-333 Q 

0008200047 50 247 P 

8006200006 60-363 Q 

8600010377 50-362 Q 

8809070219 60-247 Q 

0809220313 60-272 Q 

0809230152 60-220 Q 

0009220160 60-246 G 

8809010165* 60-269 Q 

8809070077* 60-269 Q 

8110200332* FOIA 
8809060092 60 244 P 

0009120002* 50-309 P 
8009140348* 60-203 P 

8809140416* 60-293 P 

8809190232* 50-271 

8009120054 60-603 

0009200378 CONTRACT 
0009010315* 40-7102 

8809080209* 40*7102 

8808300000* 60-206 Q 

0009070274* 50-267 Q 

0009130131 60-206 F 

8809140320 71*9001 

8809210100* REVIEW GRP 

0804 120369* REVIEW GR P 
0004120413* REVIEW GR P 
8004130002* REVIEW GR P 
8804130176* REVIEW GR P 
8804130260* REVIEW GR P 

0804130369* REVIEW GR P 
0004130381 * REVIEW GR P 
8804160306* REVIEW GR P 
8804210192* REVIEW GR P 
8804220046* REVIEW GR P 

0004270108* REVIEW GR P 
8Q05Q30 1 4 2* REVIEW GR P 
8805030178* REVIEW GRP 
8805030107* REVIEW GR P 
8805030273* REVIEW GR P 


0005030312* 

0809200160* 

8800210120* 

8808280467 

8808300038 


REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
60-327 P 

60-259 H 


8809080395 60*200 P 
8009080398* 60-280 P 
8000220140* 60-400 Q 


>T3 



PERSONAL AUTHOR INDEX 305 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

YVHITENEH.H.L 

0809220196* 

50*424 Q 

WIEDEMAN.DG 

8809280252* 

REVIEW GR P 

WINN.J A. 

8809160082 

WASTE MGT 

WHITING, A R 

8609020172* 

WASTE MGT 

WIEDEMAN.D.G 

6809280269* 

REVIEW GR P 

WINSLOW.T.P. 

8008260334 

70-1113 


WHITING.Aa 

8809060129* 

WASTE MGT 

WIEDEMAN.D.G, 

68092B0273* 

REVIEW GR P 

WINSLOW.TP. 

6808260416 

70-1113 


WHITING, A.fi 

8809070396 

WASTE MGT 

WIESEMAN.R A 

8809120077* 

SO 483 

P 

WINSLOW,TP 

8808290150 

70*1113 


WHITING.AR 

8809190399 

WASTE MGT 

WIESEMANN.R.A. 

8009060017* 

50 348 

Q 

WINSLOW.T.P. 

8808300216 

70*1113 


WHITING.AR 

8809230271 ' 

WASTE MGT 

WIESEMANN.R.A. 

8809070042* 

50 327 

P 

WINSLOW.TP. 

8808310168 

70*1113 


WHITT.M S 

0808290323 

50*313 R 

WIESEMANN.R A 

8809070424* 

50 601 

K 

WINSLOW.TP 

8809220201 

70-1113 


WHITT.M S. 

0809200328 

50*313 R 

WIESEMANN.R A 

8809 130030* 

50 206 

Q 

WINTERS, R.W. 

8808290057* 

50-269 

Q 

WHITTIER.G.D. 

8808200297 

50-309 Q 

WIESEMANN.R A. 

8809140166* 

50 390 

A 

WINTERS.T A. 

8809020258 

50-277 

Q 

WHITTIER.G D 

0809190228 

50*309 R 

WIESEMANN.R A 

8809260289* 

50 282 

P 

WINTERS, W L 

6809080166 

PR 


WHITTIER.G D 

8809190315 

50*309 S 

WIESEMANN.R A 

8809260293“ 

TOPREP 


WISEMAN, G. 

8809230016* 

50-338 

Q 

WHITTIER.G.D 

8809200073 

50*309 V 

WIESEMANN.R.A 

8809260309* 

TOPREP 


WISEMAN, G.R, 

8009070159* 

50-321 

Q 

WiCHERS.D.L 

8809060056 

40*8502 

WJESS.E.W. 

8800200265* 

REVIEW GR P 

WISEMANN.R A 

8809120063* 

50-483 

P 

WICHERS.D L 

8809060149 

40 8502 

WIGG1NS.E 

8809270009* 

CONTRACT 


WISSINK.RG 

8809190335* 

REVIEW GR P 

WICHERS.D.L 

8809060156 

40 8684 

WIGGINS, EJ 

6800070457* 

CONTRACT 


WISSINK.R.G. 

8809190361* 

REVIEW GR P 

WICHERS.D L 

8809060170 

40*8684 

WIGGINS, EJ 

6800070543* 

CONTRACT 


WISSINK.RG, 

8809210162* 

REVIEW GR P 

WICHERS.D.L. 

8809070008 

40*8502 

WIGGINS, J.T. 

8809020039 

50*317 

Q 

WISSINK.RG. 

8809230273* 

REVIEW GR P 

WICHERS.D.L. 

880 9070240 

40*8502 

WIGGINS, JT. 

6809220317 

50*28 

Q 

WISSINK.R.G. 

8809230275* 

REVIEW GR P 

WICHERS.D L 

6809120154 

40 8502 

WIGG1NTON.DL 

8808260014 

50*382 

P 

WISSINK.R G 

8009290164* 

REVIEW GR P 

WICHERS.D.L 

6009140044 

40*8502 

WIGGINTON.D.L, 

8808260391* 

50 482 

P 

WITHERS.BA 

6809060232 

50-482 

S 

WIDELL.R C. 

8808310042 

50-302 S 

WIGGINTON.D.L 

8800150202 

50*382 

Q 

WITHERS.B.D. 

8808260168 

50*482 

Q 

WIDELL.R.C 

6809020059 

50-302 K 

WILDE, R.M. 

6009210027* 

REVIEW GR P 

WITHERS.B.D. 

8809010355 

60-482 

S 

WIDELL.R .C. 

8809070266 

50-302 P 

WILES, H B. 

6009150215 

PR 


WITHERS.B D, 

6809060205 

50-482 

Q 

WIDELL.R C. 

8809080028 

50*302 Q 

WILGUS.W.S, 

6808260449 

50 341 

S 

WITHERS.B.D. 

6809060359 

60-482 

V 

WIDELL.R.C. 

8009000041 

60-302 R 

WILGUS.W.S 

6806310004 

50-302 

P 

WITHERS.B.D. 

6809070085 

60-482 

R 

WIDELL.R.C, 

8809080056 

50*302 F 

WILGUS.W.S. 

8809010086 

50-302 

V 

WITHERS.B.D. 

8509070336 

50-482 

P 

WIDELL.R C. 

8809080078 

50-302 S 

WILLARD.M P 

8000210177* 

REVIEW GR P 

WITHERS.B D. 

8809190214* 

50-482 

Q 

WIDELL.R C. 

8809000088 

50-302 Q 

WILLARD, S C. 

8006200120 

50-259 

s 

WITHERS.B D. 

0609200133 

50*482 

R 

WIDELL.R.C. 

8009000105 

50*302 Q 

WILLARD.SC 

6009070562 

50-260 

s 

WITHERS.B.D. 

8609260000 

50-482 

F 

WIDELL.R.C, 

8809130304 

50-302 P 

WILLI AMS, C. 

8809080095 

WASTE MGT 

WITHERS.B D. 

8609260066 

50*482 

S 

WIDELL.R.C 

8809140163 

50*302 Q 

WILLI AMS. J H. 

6806290058* 

50*353 

Q 

WITHERS.B.D 

8809260086 

50-482 

F 

WIDELL.R.C. 

8009150047 

50-302 P 

WILLI AMS, J.H. 

8809010379* 

50 352 

Q 

WOCHOS.J.F 

8809010159 

PR 


WIDELL.R C 

8000190061 

50-302 Q 

WILLI AMS.MG, 

8809010355 

50*482 

s 

WOLFE, G.K. 

8808300046' 

60*333 

P 

WIDELL.R.C, 

8009230107 

50 302 S 

WILLIAMS.M.G, 

8809060232 

50 482 

s 

WOLFE.S J 

8809020084 

50-443 

G 

WIDELL.R.C, 

8009260228 

60*302 P 

WILLIAMS, MG 

8809200133 

60 482 

R 

WOLFER.J R 

0609010271 

50*307 

F 

WIDELL.R C. 

0009270070 

50 302 F 

WILLrAMS.R E. 

0800060161 

WASTE RES 

WONG.OC. 

8809220049 

NUREG 


WIEOEMAN.D 

8009210006* 

REVIEW GR P 

WILLIAMS.R.O 

6808260042 

50 267 

G 

WONG.S M, 

8809220046 

50*313 

P 

WIEOEMAN.D.G. 

8009080216 

70-1607 

WILLfAMS.R.O. 

8808290256 

50-267 

G 

WOOD.D.G. 

8804120321* 

REVIEW GR P 

WIEOEMAN.D G 

8009080205* 

70*1507 

WILLI AMS.R.O. 

8B0B2 90264 

50-267 

R 

WOOD.R. 

8809080165 

40-4492 


WIEDEMAN.D.G. 

8809210202* 

REVIEW GR P 

WILLIAMS.R.O 

QB08310097 

50-267 

P 

WOOD.R. 

8899140059 

40-6859 


WIEDEMAN.D.G. 

6009210204* 

REVIEW GR P 

WILLI AMS.R.O. 

8 B0D0 10060 

50*267 

R 

WOODHEAD.C P. 

8809280089 

50-320 

G 

WIEDEMAN.DG, 

8809210217* 

REVIEW GR P 

WILLI AMS.R.O. 

8B09070465 

50 267 

P 

WOODLAN.O.R. 

8809070332 

60*445 

S 

WIEDEMAN.D.G. 

0809210233* 

REVIEW GR P 

WILLLAMS.R O. 

8800130139 

50 267 

Q 

WOODLAN.O R. 

8809070407 

50-445 

S 

WIEDEMAN.DG. 

0809210238* 

REVIEW GR P 

WILLfAMS.R.O 

8800190135 

50 267 

Q 

WOODLAN.O.R 

0809070555 

60*445 

Q 

WIEDEMAN.D.G. 

0009210241 * 

REVIEW GR P 

WILLIAMS, R O 

8809270045 

50 267 

P 

WOODLAN.O.R. 

6809080143 

50-445 

S 

WIEDEMAN.DG 

8809210248* 

REVIEW GR P 

WILLIAMS.M.G 

8809260008 

50 482 

S 

WOODLAN.DR 

8809080184 

50-445 

Q 

WIEDEMAN.D.G. 

0809210253* 

REVIEW GR P 

WILLtCH.J 

0BO92OOO65* 

50*368 

P 

WOODLAN.O.R, 

8809230171 

50-445 

S 

WIEDEMAN.D.G 

0809210257* 

REVIEW GR P 

WILLI S.J.L. 

8B083O0248 

50 410 

S 

WOODLAN.O R 

8B09260249 

50-445 

S 

WIEDEMAN.D.G. 

0809210258* 

REVIEW GR P 

WILLI S.J.L. 

8B083 10090 

50*410 

s 

WOODLAN.O.R, 

8809260335 

60*445 

s 

WIEDEMAN.DG, 

8809210262* 

REVIEW GR P 

WILLI S.J L 

8B090 10247 

50-410 

s 

WOODLAND, D.R. 

8808290239 

60-445 

A 

WIEDEMAN.D.G. 

B8092 10263* 

REVIEW GR P 

WILLIS, J L 

8809070474 

60 220 

s 

WOODROW, DS 

8809130199 

50*277 

O 

WIEDEMAN.DG. 

6809210267* 

REVIEW GR P 

WILLIS, J.L 

8800070487 

60 410 

s 

WOODRUFF.R.L. 

8808260309 

STATE PROG 

WIEDEMAN.D.G. 

8809210269* 

REVIEW GR P 

WILLIS, J.L, 

8000070503 

60410 

s 

WOODR UFF,R.L. 

8808290064 

l&E 


WIEDEMAN.D G 

0809210272* 

REVIEW GR P 

WILLIS.J L 

8000080186 

60410 

s 

WOO DWA RD,N ,K 

8809140041* 

50-443 

G 

WIEDEMAN.D.G. 

8009210273* 

REVIEW GR P 

WILLIS, J.L 

60O9OBO24O 

60410 

s 

WOODWARD, N.K. 

8809140041* 

60-443 

G 

WIEDEMAN.D.G. 

8809220007* 

REVIEW GR P 

WILLIS, J.L 

8800090146 

50 410 

s 

WOODY.G E. 

8909140368* 

50*280 

S 

WIEDEMAN.DG. 

8009220009* 

REVIEW GR P 

WILLIS, J.L 

6809130312 

50 410 

s 

WOOLRIDGE.E.O, 

8809260060* 

50-36B 

P 

WIEDEMAN.D.G, 

8809220013* 

REVIEW GR P 

WILLIS, J.L. 

6809140383 

50 410 

Q 

WOTENZA.R A 

8809010081 

50-254 

R 

WIEDEMAN.D.G, 

8809220015* 

REVIEW GR P 

WILLIS, J.L 

6800200071 

50 410 

s 

WRIGHT, 8, L 

8808260118 

XPORTLIC 


WIEDEMAN.D.G. 

8809220064* 

REVIEW GR P 

WILLIS.J.L 

8000200127 

50 220 

R 

WRIGHT, F.N. 

8809220278* 

50-395 

Q 

WIEDEMAN.D.G. 

8B09220066* 

REVIEW GR P 

WILLIS.J L 

8B09220057 

60410 

R 

WRIGHT.G.C 

8808260005 

50-331 

P 

WIEDEMAN.D.G, 

8809220137* 

REVIEW GR P 

WILSON.BA 

8B082504B2 

60-338 

Q 

WRIGHT.G.C, 

8808260076 

50-282 

V 

WIEOEMAN.D.G. 

8809220143* 

REVIEW GR P 

WILSON, B A 

8608290065 

60*260 

Q 

WRIGHT.G.C. 

8808260241 

50-373 

V 

WIEDEMAN.D.G, 

0809220148* 

REVIEW GR P 

WJLSON t B A. 

0BO829OO7O* 

60*260 

Q 

WRIGHT.G.C. 

8608200004 

50-237 

Q 

WIEDEMAN.D.G. 

0009220151* 

REVIEW GR P 

WILSON, B A. 

8609070059 

60-335 

Q 

WRIGHT.G.C, 

8808200027* 

50*237 

Q 

WIEDEMAN.D.G. 

8809220154* 

REVIEW GR P 

WILSON, B.A. 

8809130148 

50-302 

Q 

WRIGHT.G.C. 

8608300002 

60 440 

V 

WIEDEMAN.D.G 

8809220157* 

REVIEW GR P 

WILSON.B A. 

8609 130153 

60-260 

Q 

WRIGHT.G.C 

8808300200 

50-331 

V 

WIEDEMAN.D.G. 

8006220101* 

REVIEW GR P 

WILSON, B A, 

8B091 30165* 

50*260 

Q 

WRIGHT.G.C. 

8808300304 

50*456 

V 

WIEDEMAN.D.G. 

8809220170* 

REVIEW GR P 

WILSON, J.H. 

8B08300043 

60-445 

A 

WRIGHT, G C, 

8808310030 

50-254 

V 

WIEDEMAN.D.G. 

8809220188* 

REVIEW GR P 

WILSON, J H. 

8609010330 

50 446 

A 

WRIGHT.G.C 

8809010156 

50-483 

p 

WIEDEMAN.D.G. 

8809220197* 

REVIEW GR P 

WILSON.J.H, 

8B09060169 

50*445 

F 

WRIGHT.G.C, 

8809010348 

60 10 

p 

WIEDEMAN.D.G. 

8809220219* 

REVIEW GR P 

WILSON, J H. 

8B09070100 

50 445 

A 

WRIGHT.G.C. 

8809020217 

50 315 

Q 

WIEDEMAN.D.G, 

8809220231 * 

REVIEW GR P 

WILSON, J.H, 

8600 130001 

50 446 

A 

WRIGHT.G.C. 

8809070323 

50-341 

V 

WIEDEMAN.DG, 

8809220251 * 

REVIEW GR P 

WILSON, J H. 

8809160221 

50 445 

A 

WRIGHT.G.C. 

8009070333 

50-341 

V 

WIEDEMAN.D.G. 

B809220266* 

REVIEW GR P 

WILSON, J.H 

8800220042 

50 445 

A 

WRIGHT, G C. 

8009000177 

50*208 

p 

WIEDEMAN.D.G. 

8009220265* 

REVIEW GR P 

WILSON, J.H 

8809260207 

50-448 

F 

WRIGHT.G.C, 

80090 &0022 

50-263 

p 

WIEDEMAN.D.G. 

8809220274* 

REVIEW GR P 

WILSON, J.H. 

8609270004 

50 446 

A 

WRIGHT.G.C, 

8800140180 

60-315 

V 

WIEDEMAN.D G. 

0009220276* 

REVIEW GR P 

WILSON, KR. 

6808260153 

50 302 

P 

WRIGHT.G.C. 

8809140186 

50454 

V 

WIEDEMAN.D.G, 

8809230201* 

REVIEW GR P 

WILSON, K.R. 

6809060099 

50 302 

S 

WRIGHT.G.C. 

8800140334 

50 403 

V 

WIEDEMAN.D.G. 

8809230292* 

REVIEW GR P 

WILSON.K.R. 

6809190307 

60 302 

R 

WRIGHT.G.C. 

8809140352 

50*341 

V 

WIEDEMAN.D.G. 

8809230294* 

REVIEW GR P 

WILSON,M,A, 

880901 0100 

PR 


WRIGHT.G.C. 

0809230130 

50*155 

Q 

WIEDEMAN.D.G. 

8009280129* 

REVIEW GR P 

WILSON, R.F. 

8800300224 

60-219 

P 

WRIGHT.G.C, 

0809230139* 

60-165 

Q 

WIEDEMAN.D.G. 

0809280155* 

REVIEW GR P 

WILSON, R.F. 

8809140218 

50*219 

P 

YANICHKO.S.E. 

8008200242* 

60-206 

P 

WIEDEMAN.D.G. 

0809280159* 

REVIEW GR P 

WILSON, R,F. 

8809 190367 

50*209 

P 

YANIV.S.S, 

8009000245 

NUREG 


WIEDEMAN.D.G. 

8009260188* 

REVIEW GR P 

WILSON, R F, 

8009190386* 

50-289 

P 

YOST.N.D. 

8809140283 

50*277 

Q 

WIEDEMAN.D.G. 

8609260201* 

REVIEW GR P 

WILSON, R,F, 

6809210069 

50*219 

P 

YOUNG.M A, 

8809140073 

50-322 

G 

WIEDEMAN.DG. 

8809280219* 

REVIEW GR P 

WILSON, W.R. 

6809190258 

50-302 

Q 

YOUNG.MA 

8809140169 

60*322 

G 

WIEDEMAN.D.G. 

8609280227* 

REVIEW GR P 

WINGER. M.A, 

6809200384 

50-334 

R 

YOUNG.MA. 

8809260061 

50*322 

G 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

YOUNG.M A 

8809260065 

50 322 

G 

ZAHNLEUTER.R J 

6609230011 

50 322 G 

ZECH.LW 

YOUNG.M A. 

8309260126 

50-322 

G 

ZECH.LH 

6809220028 

COMMISSION 

ZECH.L W. 

ZECH.L W 

ZECH.L W. 
ZECH.LW. 

YOUNGBLOOD BJ 

8809060241 

WASTE MGT 

ZECH.LW 

8711040258* 

REVIEW GH P 

YUANCY 

8808170132* 

50 454 

P 

ZECH.LW 

8808260157 

50 293 U 

YUHAS.G P 

8808300295 

50 528 

O 

ZECH.LW 

8608290286 

COMMISSION 

YUHAS.G P 

B3083 10076 

50 397 

Q 

ZECH.LW 

8808290342 

COMMISSION 

ZECH.L W 

ZECH.L W 

YUHAS.G P 

8809060289 

50-397 

Q 

ZECH.LW 

8808300042 

50 29 F 

ZECH.L W 

YUHAS.G P 

8809060298' 

50-397 

Q 

ZECH.LW 

8808300076 

50 348 P 

ZECH.LW. 

YUHAS.G p 

8809060311 

50-312 

Q 

ZECH.LW 

0BO83OQO89 

COMMISSION 

ZECH.LW. 

YUHAS.G P 

8809060328* 

50-312 

O 

ZECH.LW 

<38063001 42 

COMMISSION 

ZECOS.P A 

YUHAS.G P 

8809060336* 

50 312 

Q 

ZECH.LW 

8808300146 

COMMISSION 

ZELLNER.R J 

YUHAS.G P 

6609060342 

50 528 

Q 

ZECH.LW 

8808300150* 

COMMISSION 

ZIGROSSI.N.A 

YUHAS.G P 

B509060351 * 

50 528 

Q 

ZECH.L W 

6608300153* 

COM MISS 10 N 

ZIGROSSI.NA 

ZIMMER.A 

YUHAS.G P 

8809140131 

50-397 

Q 

ZECH.L W. 

6609160131* 

REVIEW GR P 

YUHAS.G P 

8809140133* 

50 206 

Q 

ZECH.LW. 

6809160211* 

FOIA 

ZIMMERMAN, R P 

YUHAS.G P 

8809150200 

50312 

Q 

ZECH.LW 

88091 6029 P 

FOIA 

ZIMMERMAN, R P 
ZIMMERMAN, R P 

YUHAS.G P. 

8609210175 

50-344 

Q 

ZECH.LW 

8B09 160300* 

FOIA 

ZIMMERMAN.R P 

YUHAS.G P 

6809220077 

50-397 

Q 

ZECH.LW 

8B09 160307* 

FOIA 

ZIMMERMAN, RP 

YUHAS.G P 

B8Q9220082* 

50-397 

O 

ZECH.LW 

6809160316* 

FOJA 

YUHAS.G P 

8009220131 

50 312 

Q 

ZECH.L W 

8809160325* 

FOIA 

ZIMMERMAN, R.P. 
ZIMMERMAN.SW 

YUHAS.G P 

8809220133* 

50 312 

Q 

ZECH.LW 

8809160328* 

FOIA 

ZOBEL.S 

ZACH.JJ 

8809140145 

50 266 

V 

ZECH.LW 

BB09160330* 

FOIA 

ZUPKO.J M 

ZAHNLEUTER.R J 

8609190094* 

50-322 

G 

ZECH.L W 

8609190017* 

FOJA 



ACCESSION SUBJECT 
NUMBER CATEGORY 


8809190360* 
8809210080 
08092 10097 
0009230040 
0009230176 

8009230180 

8009230190 

0009230196 

8009230207 

8809230211 


FOIA 

COMMISSION 
COMMISSION 
50 277 Q 
COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 


8809150230 QA999 

8809120093 40 0724 

0008260456 TOPREP 
8008290036* TOPREP 
0009130256 71-9214 


0800290266 50-344 Q 

0009140179 50 397 Q 

0009140194* 60-397 Q 

0009140220 50-312 Q 

0809200070 50-344 Q 


0809220102 

8809210178 

8009130242 

0008300112 


50-206 Q 

WASTE MQT 
WASTE MGT 
50-311 S 



CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


ALBAR Industries, Inc 
ALYVR Utility Sloering Commlltoo 
AT&T Information Systems 
Advanced Nuclear Fuels Corp {formerly 
Exxon Nuclear Co, Inc) 


Advisory Council on Historic Presorvatio 
Aorotost Operations, Inc. 

Air Force. Oept. of 

Air Force. Oept of. Radioisotope Comm 
Alabama Power Co, 


Alabama. State of 

All Chemical Isotope Enrichment Inc 


AtIComm, Inc. 

Altaic Resources, Inc 


American Association of Physicists In 
Medfclno 

American Board of Nuclear Medicine 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8809220066* REVIEW GR P 
8808300036 PROJ 
8009070543* CONTRACT 
OBOB290341* XPORTUC 


0008290345 XPORTUC 

0008300071* XPORTLIC 

8808300097 XPORTUC 

8809070437 70-1257 

8809070500* 50-336 P 

8809120201* 50-237 P 

8009120205* 50-237 P 

8009120208* 50-237 P 

0009140331 TOPREP 

CB091 60349 PR 

0B09210056 TOPREP 

0009210240* 60-255 P 

8809210242* 50-255 P 

8809210246 TOPREP 

8809220048 TOPREP 

8009230026* 50-265 P 

8809230260* 50-397 P 

8909070056 60-463 P 

8609160273 50-220 F 

0810110385* REVIEW GR P 

0804120321* REVIEW GR P 

0008310063 5Q-34B P 

0008310116 60-34B Q 

8800310164 50-34B P 

8809010043 S0-34B F 

8809010043 50-348 F 

8809010321 50-340 R 

QB09060016 50-340 Q 

8B09D7038B 50-348 V 

0009120109 50-348 F 

0009120109 50-348 F 

0009140297 50-348 Q 

0809150212 50-348 P 

8809160212 50-348 F 

8809190167 50-348 P 

8809190157 S0-34B P 

8009100150 50-346 P 

88091901 90 60-34 B Q 

0009190190 50-348 Q 

0009190196 50-348 F 

0009190196 50-340 F 

00091 90229 50-348 Q 

6809190245 50-348 P 

8800190245 60-348 P 

8809220051 50 364 R 

8809220055 60 348 R 

8809230023 60 348 P 

8809230240 60 348 P 

8809230240 60-348 P 

0BO92OO1OO* REVIEW GR P 

0808280369 60 603 A 

0808260375 60-604 A 

8809010210* 60-603 A 

8809020062* 60-604 A 

8809190084 50-603 F 

8809260004 50-603 A 

8809260069* 50-443 G 

8809020213 40-8926 

8809060076 40 8926 

0009060178 40 8926 

8009090185 PR 


6809090205 PR 


AUTHOR AFFILIATION 


American College of Cardiology 
American College of Chest Physicians 
American College of Nuclear Physicians 
American College of Physicians 
American College of Radiology 

American Heart Association 
American Hospital Association 
American Nuclear Society 
American Society of Mechanical Engineers 

Amersham Corp 

Amesbury, MA 


Anaheim, CA 
Anheuser-Busch Cos , Inc 

Argon ne National Laboratory 


Arizona Nuclear Power Project (formerly 
Arizona Public Service Co.) 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8809090166 

PR 

8809010173 

PR 

8809020136 

PR 

8609080055 

PR 

8609010048 

PR 

8809070552 

PR 

880901029 2 

PR 

6809010099 

PR 

6809160260* 

REVIEW GR 

B0 09080095 

WASTE MGT 

8009100082 

WASTE MGT 

8009130349 

71-9163 

8809140230 

71-9120 

8009190053 

50-443 

8809190053 

50-443 

8809190065 

50-443 

8809190065 

50-443 

6808290099 

50-206 

6809200345* 

REVIEW GR 

8609220252* 

REVIEW GR 

8&09Q6019B 

NUREG 

8&09060200 

NURGG 

8009220039 

NUREG 

8608260071 

50 528 

8808260205 

50 528 

8808260419 

50 528 

8808290250 

50-530 

8809010109 

50-526 

8809010109 

50-528 

8809010109 

50 528 

8809010175* 

50-528 

8809010175* 

60-528 

8809010175* 

50 520 

8809010257 

SO 529 

8809020057 

50-529 

8009060002 

50-528 

8BQBQ60032 

50-528 

8809070048 

50 528 

8009070048 

50-528 

8609070048 

50 528 

8B09070150 

50 528 

0809070 ISO 

50 528 

8809070160 

50-528 

68090702&7* 

60 528 

6809070287* 

50-528 

8809070287* 

50-528 

8809070298 

50 528 

8009070301 

50 528 

8B09070301 

50 528 

8809070301 

50-528 

8809080059 

50-528 

0809089059 

50-528 

6809080059 

50-528 

8809080090* 

50 528 

8809090159 

50 528 

8B09090159 

50 528 

8BO0O9O1 59 

50 528 

8800140167 

50-528 

8809140222 

50-528 

8809140222 

50-528 

6809140245 

50-530 

8809150147 

50-528 

8809150147 

50-528 

8600 1501 47 

50-528 

8809150148* 

50-528 

8609150148* 

50-528 

8609150148* 

50*528 
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AUTHOR AFFILIATION 


Arizona, State of 
Arkansas Power & Light Co 


Arkansas, State of 
Ashland Chemical Co 


Atlantic RrchfieFd Co {ARCO) 
Atlas Corp 


Atomic Industrial Forum 

Automate Management Consultants, Inc. 

Automate Switch Co 

SAW Fuel Co 

Babcock & Wilcox Co 


Babcock A Wilcox Operating Plants Owners 
Group 


Backus, Meyer & Solomon 


Balch, Bingham, Baker, Hawthorne, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8809200152 

50 528 

G 

8809200152 

50 520 

O 

8809200163 

50-528 

P 

8809220139 

50 528 

R 

6809260264 

50 520 

S 

8609290210* 

REVIEW GR 

P 

8808260066 

50 313 

F 

8808260066 

50 313 

F 

8008290313 

50-368 

R 

8808290323 

50-313 

R 

6808300157 

50-368 

S 

8808310187 

50 313 

Q 

8809070376 

50-313 

P 

8809070379* 

50-313 

P 

8809140101 

50-313 

R 

9809140360 

50-313 

F 

B8O914036O 

50-313 

F 

8809140368 

50-313 

F 

880914036a 

50 313 

F 

8809140405 

50 368 

P 

6009150063 

50-313 

F 

8809150146 

50-360 

S 

8809160140 

50-313 

F 

8809160140 

50-313 

F 

8809160146 

50-313 

F 

6809190191 

50-313 

F 

8809160191 

50 313 

F 

8809190203 

60-313 

Q 

8009200008* 

50-313 

P 

6806200037* 

50 313 

O 

8809200056 

50-360 

P 

8609200220 

50 313 

G 

8809200220 

50 313 

Q 

6809200226 

50 368 

S 

6809200328 

50 313 

R 

8809200337 

50-360 

R 

8809220174 

50 313 

P 

8809220293 

50 313 

V 

8809220293 

50-313 

V 

6809220301 

50-313 

Q 

8609220305 

50-313 

P 

B809220305 

50-313 

P 

8809260132 

50 313 

P 

B809090100 

PR 


8803300024* 

REVIEW GR 

P 

8803300027* 

REVIEW GR 

P 

8803300032* 

REVIEW GR 

P 

8809200272* 

REVIEW GR 

P 


8809080043 

8809130016* 

8809060186 

6809060267 

6809070084 

8809070178 

8609140066* 

8809190076 

8809210112* 

8809260312* 

8809260202 

8808260284 

8806260474 

8808260485* 

8808260507* 

8808300327* 

8808300334* 

8808300335* 

8808300336* 

8808310049 

8608310098 

8808310112 

8809190138 

8809190237 

8809220130 

0809230179 

B809260030* 

8809260071 

8809260318 

8809260333 

8809010335 

8809080196 

8809230167 

8809230163* 

8809020058 

8809160032 

0809210018 

8809210023 

8809300043 

8808300065* 


40-8902 
40 8902 
40 3453 
40 3453 
40-3453 
40-3453 
40-3453 
40-3453 
WASTE MGT 
CONTRACT 
QA999 
70-1201 
70-135 
70-135 
70 135 
70-27 
70-27 
70 27 
70-27 
TOPREP 
TOPREP 
TOPREP 
70-27 
70 27 
70 364 
TOPREP 
50-312 
70 27 
70-135 
70-135 
TOPREP 

TOPREP 

TOPREP 

TOPREP 

50-443 

50-443 

50-443 

50-443 

50-443 

60-348 


G 

G 

G 

G 

G 

P 


Williams & Ward 
Baltimore Gas & Electric Co 


Battelle Memorial Institute, Columbus 
Laboratories 

Battelle Memorial Institute, Pacific 
Northwest Laboratory 


Sear Creek Uranium Co. 


Bechtel Group, Inc. 

Bechtel Power Corp 

Bell Atlantic Education Services, Inc. 
Bell of Pennsylvania 
Berkeley, CA 

Beth Israel Hosp., Boston, MA 
Bishop, Cook, Purcell & Reynolds 

Block Drug Co„ fnc 
Boston Edison Co, 


Brand Examination Services A Testing Co 
Bristol-Myers Co 
Bronson Specialties, Inc. 

Brookhaven National Laboratory 


Brown Umv , Providence, R| 

Buffalo Materials Research Center 
Burns & Roe Co 

Burns & Roe Enterprises, Ino, 


8800300000* 

0BO826OOO2 

8808260466 

8808300068 

0800310233 

C809020211 

8809020211 

8009060303 

8B09090173 

8809130014 

8009130045* 

0009130045* 

8609140221 

8809150071 

8809150261 

0009200266 

0809210165 

G0O921Q103 

8809220245* 

0809220286 

8809220329 

8809120162 

8609220060 

8809060245 

0009120172* 

0009130221 

8809220023 

0009220063 

8009220089 

8809200245 

8809020266 

8909060402 

0609130296 

8808300069* 

8808290172 

0009160034 

0609000245 

8009210121* 

0809210040 

8009000079 

8809120036 

8809160245 

0809190370* 

0609090272 

8009090279* 

8809140200 

B809140305 

0009160335 

8809160270* 

8809190291 

8009200277 

0809200278* 

8809230110 

0809260145 

0009210144* 

0800220189* 

8009210269* 

8611040400* 

8000300116 

00003001 38 

8809010078 

6809010092 

0009060054 

8806060147 

8809000167 

0809000174 

8009060101 

8809060193 

8809080195 

8809090066 

8009090087* 

8809160278 

8809200099 

8809210100 

0009210185 

8009210108 

8809220014 

0009220039 

0009220046 

8809280214 

8808280146 

8B091 30256 

8000290090 

8009220179* 

8809220187* 

8809010162 


50-348 
50 317 
50 317 
50-317 
50-317 
60 317 
50*317 
60-317 
60-317 
50 317 
50*317 
50-317 
50-317 
60 317 
60-317 
50-317 
50 317 
50 317 
60-317 
50-317 
50 317 
70-8 

NUREG 

NUREG 

PR 

WASTE RES 

NUREG 

NUREG 

NUREG 

NUREG 

40-0452 

40-8462 

40 8452 

50 317 

50-30! 

TOPREP 

FOIA 

CONTRACT 

50-224 

PR 

50 313 
FOIA 

REVIEW GR 

60-293 

60 293 

60-293 

60-293 

50-203 

60 203 

50-203 

60-203 

60-203 

60-203 

60-203 

CONTRACT 

REVIEW GR 

REVIEW GR 

60-410 

WASTE RES 

WASTE RES 

WASTE RES 

WASTE RES 

WASTE RES 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

WASTE MGT 

WASTE MGT 

NUREG 

WASTE RES 

WASTE RES 

WASTE RES 

WASTE RES 

NUREG 

NUREG 

50-313 

NUREG 

WASTE MGT 

WASTE MGT 

71-0210 

WASTE MGT 

WASTE MGT 

TOPREP 


P 

F 


G 

G 

P 

P 

P 

P 

V 

Q 

P 


Q 

Q 

Q 

P 

P 

P 


P 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8809010165“ 

TOPREP 



0009100204 

60-326 

easiness Systems Finishing, Jnc 

CFD Research Corp 

Cabot Corp 

8609220231“ 

6800220060 

REVIEW GR 
NUREG 

P 


0809190120 

0009100134 

50-261 

60-201 

8808290110 

40-6940 



8009100333 

50-400 

8809190264 

40 6940 



8009200103 

50 201 

California. State or 

8809210029“ 

REVIEW QR 

P 


0009200147 

60 400 

0609290198“ 

REVIEW GR 

P 


8009220156 

50-261 

California, Umv of, Berkeley. CA 

08092100-33 

60 224 

G 


06092301 69 

60 261 

8809210048 

50 224 

G 


88 092302 1C 

50-281 

California, Unfv of, Irvine, CA 

Cal mar, Inc 

Camera Shop 

Canada Atomic Energy Conlrol Board 

8800300217 

50-326 

R 


8009230215 

50*261 

8800220015* 

REVIEW an 

P 


0009230270 

50-324 

0809290136* 

REVIEW GR 

P 


8809260006 

60 324 

8809190201* 

REVIEW GR 

P 


OC002GOOO6 

80 324 

Canadian imperial Bank of Commerce 

8808120081 

40 0084 



00002601 14 

60-324 

0809060109* 

40-1162 



0009260114 

60 324 

Carolina Power & Light Co 

0000260135 

60 261 

G 


0000200115* 

50 324 

6808260333 

50 324 

F 


0800200115* 

50-324 


8808260340 

60 261 

F 

Center (or Nuclear Waste Regulatory 

0000260104 

50-261 


8808260359 

50-400 

P 

8006200051 

WASTE MGT 


0000300247 

50-400 

S 

Analyses 




8808300299 

60-400 

F 

0000200263 

WASTE MGT 


8808300302* 

50-400 

F 


06000 101 22 

WASTE MGT 


8808300306“ 

60-400 

F 


0000010126* 

WASTE MGT 


0008310203 

50-324 

S 


0000020172* 

WASTE MQT 


8008310200 

50-324 

s 


O0OQOCO12O* 

WASTE MGT 


8808310221 

60-400 

V 


0000070393 

WASTE MQT 


8809010012 

50-324 

s 


6000190402 

WASTE MQT 


8809010045 

50-324 

H 


O60923O2G7 

WASTE MQT 


9009010104 

50-324 

a 

Conterior Enorqy 

Chem-Nucfoar Systems, (no, 

0609230271* 

WASTE MGT 


8009010128 

50-324 

p 

6009070450 

60*440 


8009010128 

50-324 

p 

0006030121 

WASTE MGT 


0309010141 

50-400 

R 

O0O6O3O127* 

WASTE MGT 


0009010167“ 

50-324 

P 


8809020277* 

50 305 


8809010107“ 

50*324 

P 


0000090200 

WASTE MGT 


8809010291 

50 400 

P 


8000090216* 

WASTE MGT 


8809010331 

60*400 

a 


0809130270 

71-0108 


0009010344 

60 400 

s 


0009130278' 

71-0108 


8009010354 

50 400 

a 

Cnirona for Fair Utility Regulation 

0000210055 

60-445 


8809060127 

60 261 

R 

80002 10055 

50-446 


8809060208 

60*261 

V 


0000210062“ 

50*445 


0009060200 

50-261 

y 


8000210002“ 

60*446 


0009060309 

50-261 

p 

CloYOfand Electric lllumlnallng Co, 

0600260304 

60-440 


8809060373 

50-261 

Q 

6008200245 

60 440 


8809070440 

60 400 

Q 


0600010108 

60*440 


B809070493 

50 400 

O 


0600060030 

60*440 


0009070529 

50-326 

$ 


0000070383 

60 440 


8009000031 

50 400 

P 


0000080030 

60 440 


8809080046 

60 324 

R 


0000130100 

60 440 


B80908004S 

50*324 

R 



60-440 


0009060053 

60-324 

Q 



60440 


8000080053 

50-324 

a 



50*440 


8809000071 

60-324 

s 


0009140202* 

60 440 


8809000100* 

60-324 

n 


0609140202* 

60 440 


0909000104* 

60-324 

R 


0009140205 

60 440 


0009080274 

50-400 

P 


0909140434 

60-440 


8009090073 

50-324 

& 


8009140434 

50-440 


8809090073 

50-324 

S 


8009140467 

50*440 


0009090076 

60-324 

s 


8009160064 

60-440 


0009090003 

50-324 

s 


0000160064 

60-440 


8800090003 

60-324 

s 


8809200116 

60-440 


8809090140 

50-291 

Q 


8800200 128 

60-440 


8809090141“ 

60-291 

Q 


8800200206 

60-440 


0009090144* 

50-291 

Q 

CiovofandCH 11 a, ino. 


40*0714 


0009120127“ 

50-201 

Y 


40-0714 


8009120127“ 

50*291 

Y 

Colonial Horghle Packaging, ino. 

0800210177“ 

REVIEW GR 


8809120138 

60 291 

Y 

Colorado State Uflfv,, Fort Collin.®, CO 

8000140070 

40-8004 


0809120130 

60*261 

Y 

Combustion Engfneedng, Ino 

0808260478 

70-1100 


8909120139“ 

50 261 

Y 


71 9022 


8809120139“ 

50-261 

Y 



70-1100 


8800140140 

50*400 

S 


6608200201 

TOPREP 


B8O914O170 

60.400 

F 


8608310121 

PROJ 


8609140209 

60 400 

R 


8600080061 

60 470 


8809140290 

60 324 

Q 


8609090167* 

60-628 


8809140290 

60*324 

Q 


8800140281 

70-1100 


8809140300 

60-291 

R 



70*1100 


B809140301 

60-201 

R 



70*1100 


8B09140301 

5O201 

R 


8000100208 

60-470 


8809140317* 

60-261 

R 


8809210116 

50*470 


8809140333 

50 400 

S 

Commerce, Dcpl of 

8808300168 

WASTE RES 


8809140369 

60 400 

S 

8809200371* 

CONTRACT 


8809140381 

50 024 

O 

Commerce, Dept of, Natfoeal Oceanic A 

8609120236 

60-272 


8809140381 

50 324 

Q 

Atmospheric Administration 



0009140387 

50-400 

S 

Common wo a llh Edison Co. 

8008220053 

$0-374 


8009140422 

50*261 

G 


8000280012 

60-454 


8809140422 

60 261 

Q 


8006200141 

60-466 


0809140422 

60 261 

Q 


8808260243 

60-468 


8809140422 

60-281 

Q 


B0O920O343 

50-265 


8806 1 60207 

60-400 

S 


8000280405 

60-373 


8800160271 

60-325 

S 


8808290034 

60-295 
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310 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8806290278 

50-454 

P 


8800290278 

50 454 

P 


6808290291 

50 373 

S 


0806300049 

50 295 

R 


0008300057 

50-456 

R 


8808300002* 

50 295 

R 


0808300105 

50 254 

Q 


08OB3OO213 

50 456 

S 


8608300220 

50*254 

F 


8808300220 

50 254 

F 


0808310003 

50 295 

R 


8608310018 

50-373 

F 


0808310031 

50-454 

P 


6808310031 

50-454 

P 


8808310031 

50-454 

P 


8808310037 

50-457 

S 


8808310084 

50-454 

s 


8808310085 

50-254 

s 


8608310093 

50-455 

s 


8808310159 

50-295 

s 


8808310167 

50-373 

o 


8806310214 

50-295 

a 


8809010002 

50 454 

R 


8809010051 

50 456 

F 


8809010051 

50 450 

F 


8609010081 

50 254 

R 


B809010194 

50 456 

R 


6809010235 

50-10 

R 


8809010268* 

50 10 

R 


8809010272 

50 456 

P 


8809010277* 

50 456 

P 


8609010347 

50 374 

S 


6609010349 

50 374 

S 


0809010350* 

50*373 

V 


8809010353* 

50-373 

V 


8009010356* 

50 373 

V 


8809010358* 

50 373 

V 


8809010361* 

50-373 

V 


8809070024 

50 373 

F 


&B0 9070461 

50 254 

P 


8809070504 

50-374 

s 


8809080021 

50-254 

p 


8B09QB0050 

50-373 

s 


6809000272 

50-254 

F 


8809080342 

50-237 

P 


8809060342 

50-237 

P 


8B09080352* 

50-237 

P 


6809080352* 

50-237 

P 


8809080406 

50-456 

P 


8B09090043 

50-456 

s 


8609090046 

50-254 

F 


6809090093 

50 457 

S 


8809090095 

50 457 

s 


8609120133 

60 295 

F 


8B091201&9 

50-237 

P 


0809120189 

50-237 

P 


8809120192* 

50 237 

P 


8009120223 

50 2*4 

F 


B803120223 

50-254 

F 


8809130267 

50 264 

F 


0809130267 

50-264 

F 


8B091302&4 

50-264 

F 


8009130284 

50-264 

F 


8003130305 

50 254 

S 


8609130311 

50-454 

P 


8009130311 

50 454 

P 


8809140024 

50 456 

Q 


8&O9140C24 

50-458 

O 


8809140046 

50-454 

S 


8809140050 

50-457 

P 


8809140053 

60-237 

s 


8B09140055 

50-454 

s 


6809140069 

50-295 

R 


8809140069 

50-295 

R 


8B091 40087 

50-237 

P 


6809140007 

50-237 

P 


BB091 40087 

&0-237 

P 


8609140087 

50-237 

P 


0809140090* 

50 237 

P 


8809140090* 

60 237 

P 


8800140090* 

50-237 

P 


8809140090* 

8809140090* 

50 237 
50-237 

P 

P 

Computer Maintenance 8 Parts Corp 
Comran Corp 

8609140238 

50-373 

P 

Concept Communications, Inc. 

8809140337 

50 456 

Q 

Connscllcul Yankee Alomic Power Co. 

8809140337 

50-456 

Q 

8809140376 

50-304 

S 


8009150036 

50-373 

R 


8809150053* 

60 456 

Q 



8809150053* 

8809150153 

8809150160* 

8B091 50223 

8809150223 

8809150223 

8809150313 

8809150313 

8809150313 

8809150338 

8609160165 

8809160165 

8809160243 

8809160256 

8609190176 

8809190181 

8809190181 

8609190186 

8809190208 

8809190208 

8809190247 

8809190300 

8809190351 

8809190351 

8809200221 

8808200253 

8809200289 

8009200289 

8809220243 

8809220243 

8809220243 

880 9 230073 

8809230077* 

8809230173 

8009230102 

86092301 82 

8809230187* 

8809230187* 

8009230191 

8809260067 

8809260067 

8809260099 

8009260099 

8009260121 

B809260135 

8809260196 

8809260196 

8809200204 

0809260204 

8809260212 

8809260212 

8809260219 

0809260241 

8809260241 

8809260345 

0809260345 

0809290065 

8809290065 

8809290065 

0809290065 

8009290065 

8809290065 

8809290065 

8009290065 

8809290065 

8809290065 

8809290065 

8809290065 

8809290065 

8810050335* 

8810050335* 

8810050335* 

8810050335* 

8610050335* 

8810050335* 

8810050335* 

8810050335* 

8810060335* 

8810050335* 

8810050335* 

OBI 0050335* 

8809260329* 

8809220260* 

8809070457* 

8808290333 

8809010386 

8809060053 

8809060072 

8809070067 


50*374 
50 374 
50-237 
50-237 
50 237 
60-10 
50*10 
50-10 
50-237 
50-454 
50-454 
50*237 
50-237 
50-457 
50-254 
50 254 
50*456 
50-456 
50 456 
50*454 
50-454 
50-237 
50-237 
50-455 
50-264 
50-254 
50 254 
50-237 
50-237 
50 237 
50 374 
50-374 
50-249 
50 373 
50-373 
50-373 
50 373 
50-249 
50-295 
50*295 
50 237 
50-237 
50-235 
50 374 
60 295 
50*295 
50*295 
50-295 
50*295 
50*295 
50-295 
50 454 
50-454 
60-237 
50 237 
50 10 
50-10 
50-10 
60-10 
50-10 
50-10 
50-10 
60-10 
50-10 
50-10 
50-10 
50-10 
50-10 
60-10 
60-10 
50-10 
60-10 
50-10 
60-10 
50-10 
50-10 
50-10 
50-10 
50-10 
60-10 

CONTRACT 

REVIEW GR 

CONTRACT 

50-213 

BO-213 

60-213 

50-213 

50-213 
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CORPORATE SOURCE INDEX 311 


AUTHOR AFFILIATION 


Consolidated Edison Co of Now York, Inc 


Consumers Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8809070545 

50 213 

F 

8009070553 

50*213 

P 

8B09070554* 

50-213 

P 

8009080145 

50*213 

P 

8809000148* 

50 213 

P 

8809080149* 

50 213 

P 

8809130285 

50*213 

Q 

8809140309 

50-213 

Q 

8809140315 

50213 

S 

8809160125 

50213 

F 

8809190126 

50-213 

S 

8809200049 

50*213 

Q 

8009200120 

50-213 

F 

8809200165 

50213 

J 

8809200165 

60213 

J 

0809220120 

50 213 

n 

8009230037 

80*213 

V 

8809230037 

50*213 

V 

8809230070 

50 213 

p 

8809230084* 

60 213 

p 

0008260110 

50 247 

p 

8806290120 

60 247 

V 

8008300276 

50*247 

Q 

8808300326 

50-3 

F 

8808300325 

50*3 

F 

0008310131 

60-247 

Q 

800B310153 

60-247 

S 

8809010346 

50-247 

P 

8809020029 

50-247 

s 

8809070403 

60*247 

p 

8009070406* 

50-247 

p 

8809070409* 

50-247 

p 

8009080140 

50 3 

F 

8809080140 

50-3 

F 

8009080179* 

60-3 

F 

0809080179* 

50*3 

F 

8809140142 

60-247 

P 

8809140225 

50*247 

S 

8809140227 

50 247 

Q 

0009140300 

50 3 

R 

8809140308 

50 3 

R 

QQQ9 190224 

50-247 

Q 

8809230060 

50*247 

F 

8809230247 

50-247 

V 

0009200255 

60 247 

s 

8B07130473 

50 265 

Q 

8QQ8290Q24 

50 255 

F 

8800290040 

50-265 

F 

8808290070 

60-265 

F 

8808290102 

50 255 

F 

8000300219 

50 265 

F 

8800300314 

50 265 

P 

8809010087 

60-255 

P 

8809010113 

60 256 

P 

0009010116* 

60 265 

P 

0809020014 

60 266 

F 

8809060009 

60*155 

P 

88Q9Q6QQ30 

50-255 

P 

0809060071* 

50-165 

P 

0000060276 

60 256 

R 

8009060280* 

50 255 

R 

8809060283* 

60-265 

R 

8809070072 

60-255 

F 

0009070107 

50*265 

E 

8809070313 

50-155 

S 

0809070320 

60-255 

P 

8809070322* 

50-255 

P 

8809080013 

60-155 

n 

8809080036* 

60-155 

R 

0000080037* 

50*155 

R 

8809080040* 

50-155 

R 

8809080047 

50-255 

Q 

0009000060 

50-165 

V 

8009000060 

50-155 

V 

0009080138 

50-255 

Q 

8809090054* 

50-255 

P 

8809120063 

50*255 

F 

0009120069 

3-255 

F 

0009120104 

0*466 

Q 

0009130103 

01-165 

F 

Q80B 140093 

50 155 

Q 

8809140160 

50 255 

S 

8809140177 

50 155 

R 

B8091 40294 

50 255 

P 

0009140347* 

60 155 

R 

880918011a 

50*155 

P 

8809150169 

50 255 

R 

0809150290 

60*155 

P 

0009150291* 

60-166 

P 


AUTHOR AFFILIATION 


Control Data Corp 
Coordinating Agency for Supplier 
Evaluation (CASE Association} 
Da fry land Power Cooperative 


Data Base, fne 

Data Computer Corp of America 
Detroit Edison Co 


Dewal Industries, Inc. 
DiSlefano, J G 
Doc-Search Associates 
Drey, K 

Duke Power Co. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

86091 50305 

50-255 

8609150307 

50-255 

6809160170 

50-255 

8809190073 

50-155 

8B09 190078 

50-155 

60091901 11 

50*155 

8809190300 

50-255 

8609190392 

50 255 

8809200072 

50-255 

0809200079* 

50 255 

8B09200234 

50-155 

0009210221*- 

50*255 

8809210223 

50 255 

8009210226* 

50 255 

8009210230* 

60-255 

8009220115 

60 256 

880922020-1 

50-255 

80O923QO2O 

50-255 

6809260051 

60-255 

8809260174 

50-255 

8609280003* 

50-255 

6809210070* 

REVIEW GR 

8809010091 

TOPREP 

880901 0126 

50-409 

6809190000 

50 409 

8809220330 

50 409 

8609260155 

50 409 

8009210244* 

CONTRACT 

6809270069* 

CONTRACT 

8006260449 

50 341 

0808290052 

71 5939 

6808290130 

50 341 

0808290210 

50 341 

9008200232 

50-341 

8008300040 

50 341 

0800310044 

50 341 

8000310210 

50-341 

0008310213 

50 341 

8809020040 

50 341 

8609020222 

50*341 

8609020265 

50*341 

6809020271 

50-341 

6809070036 

50*341 

8809070344 

50-341 

6009070444 

60-341 

6609080111 

50-16 

8809140286 

50-341 

6609140370 

71-9079 

8809160136 

50-341 

6809190260 

50-341 

08O92OOD11 

50 341 

8B09200016 

50 341 

6809200055 

60-341 

8809200313 

50 341 

8600260072 

50341 

8800260227 

50 341 

6809260314 

50-16 

0800260316* 

50 16 

8809260336* 

REVIEW GR 

8B0909G219 

50 410 

B609 120074 

FD1A 

08OG29O197 

60 4B3 

8609130071* 

40 7102 

8 008 26025 8 

50*269 

8808260250 

50 269 

8808280256 

50 268 

8808260316 

50*269 

8808260320 

50-370 

8008260351* 

50-269 

0808260351* 

60-269 

6600260351* 

50-269 

8808290096 

50-269 

6808200096 

60-269 

6808290096 

50-269 

BBO&300Q1& 

50-370 

8008300226 

60-413 

6808300226 * 

50-413 

8806300229 4 

50*413 

8608600220* 

50 413 

8608310086 

50 269 

88083 10086 

50-269 

8806310066 

50*269 

8606310110 

50-260 

38083101 10 

&0 269 

6808310110 

50-269 

8806310174 

50*360 

8908310174 

60 360 

0808310183* 

50 369 
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312 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


88083 10 103 1 

50-369 

P 

6809010029 

50 413 

P 

8809010029 

50413 

P 

8909010096 

50 369 

F 

6809020147 

60-269 

F 

8809020147 

50-269 

F 

8809020147 

60 269 

F 

8809020148 

60 413 

F 

8809020148 

50 413 

F 

6009020150 

50-413 

F 

6809020150 

50-413 

F 

8809020152 

50-269 

F 

8609020152 

50-269 

F 

6609020152 

50-269 

F 

8809020154 

50-269 

F 

8609020154 

50-269 

F 

9809020154 

60-269 

F 

8809060261 

60-370 

S 

BQ 09 0603 84 

60-269 

P 

8809060384 

50-269 

P 

8809060384 

60-269 

P 

8809070064 

50-269 

R 

8809070173 

50-269 

V 

6009070173 

50 269 

V 

80090701 73 

50 269 

V 

8609070173 

50 269 

V 

8809070173 

50 2S9 

V 

8809070173 

50 269 

V 

8609070173 

50 269 

V 

8809070295 

50 413 

p 

B80907031 1 

50-207 

f> 

0809070326 

60-269 

F 

0 BO 90703 20 

50-269 

F 

8009070329 

50 269 

F 

8809070402 

50 413 

S 

8809070479 

50 370 

P 

0009000034 

50 269 

S 

8809080034 

50 269 

s 

8809060077 

50-369 

n 

6809060114 

50-269 

Q 

68090Q0159 

50-369 

F 

8809000160* 

50-369 

F 

6609080160* 

50-369 

F 

8809080392 

60-413 

P 

8809000392 

50-413 

P 

6809080400* 

50-413 

P 

8B0 9080400* 

50-413 

P 

0009080417 

50-269 

Q 

6809080417 

50*269 

Q 

8609080417 

50-269 

G 

8809080417 

50*269 

Q 

6809080417 

50-269 

Q 

6809080417 

50-269 

Q 

6809080417 

50-299 

Q 

8809090147 

50-369 

P 

0009090147 

50 369 

P 

8809140071 

50-413 

R 

8809140124 

50*369 

S 

8809140164 

50*390 

A 

8809140239 

50*413 

S 

8809140458 

50*369 

Q 

800915021 7 

50-370 

S 

8309160101 

50 269 

G 

9309160101 

50*269 

Q 

B80916O1O1 

60-269 

G 

8809160101 

50 269 

G 

8009100101 

50 269 

G 

8309160101 

50 209 

Q 

8809160101 

50 269 

Q 

8809160101 

50-269 

Q 

8809160234 

50-269 

Q 

83091 60234 

50*269 

G 

0809160234 

50-269 

Q 

6809160236 

50-269 

P 

8B091 60280 

50-269 

S 

8609160308 

50-369 

S 

6609150095 

60-369 

P 

6809190095 

50-369 

P 

0809190153 

50-369 

P 

8603190153 

50-369 

P 

0009190153 

50-369 

P 

0809 190153 

60-369 

P 

8009190153 

50-369 

P 

8009 1 90236 

50-369 

F 

6809190236 

50-369 

F 

8600190277 

50 369 

S 

8B09 190324 

50 269 

P 

8809100324 

50-269 

P 

B8091 00324 

60-269 

P 


Duquesne Light Co 


Dynapatb Systems, Inc, 

Dynaplast Corp 

EG&G Idaho, Inc (subs, of EG&G, Inc.) 


ENCQ Industries, Inc 
ERT 

Ebasco Services, Inc. (aubs, of Enserch 
Corp) 

Edlow International Co 

El Paso Electric Co. 

Electro* General Plastics Corp. 

Elgar Corp. 

Emory Univ„ Atlanta, GA 
Energy, Dept, pf 


8809190330* 50*269 

8809190330* 50*269 

8809190330* 50*269 

8609200293 50-269 

6809200293 50*269 

8809200293 50-269 

8809200299 50 413 

8B09200299 50*413 

8809200316 50-369 

8809200317* 50 413 

8809200318* 50 413 

8809200320* 50-369 

6809200320* 50*369 

8808200322* 50*369 

0809200367 50 369 

0809200367 50-369 

6809200367 50-369 

8809200367 50*369 

8809200367 50*369 

8809230069 50 413 

0809230228 50*369 

0809230232 60-413 

8809230232 50 413 

8009230251 * 50 269 

0809230251* 50 269 

8809230251 * 50-269 

8809230251* 50-269 

8809230251 * 50 269 

0609230251* 50*269 

8809230251* 50-269 

8809230251 * 50-269 

8809260082 50 413 

8809260082 50 413 

6609260167 50*369 

8809260167 50-369 

8809260167 50*369 

8009260220 60*370 

0808260058 50-334 

860826Q31Q 50-412 

8800300292 60 412 

8800300320 50 412 

0009010116 60*412 

0009010118* 50*412 

8009010180* 50*412 

8809070370 50*334 

8800070521 50 334 

0009080076 50-412 

6009080083* 50-412 

8809080085* 60*412 

8809140214 50-334 

8809200007 50-334 

0809200013* 60*334 

0009200063 60-334 

8009200102* 50-334 

8809200384 50 334 

8809220099 50-334 

0009210241* REVIEW GR 

6809210243* REVIEW GR 

8809210258* REVIEW GR 

8710150112* 60-276 

8808170132* 50*454 

8608310095* 50-461 

8009140366 NUREG 

8809220092 NUREG 

8809220096 NUREG 

8009220097 NUREG 

0809210093* REVIEW GR P 

8809200241 40*7102 

8809060295* CONTRACT 

8009270077* CONTRACT 

8008280025 XPORTLIC 

0808260043* XPORTLIC 

8809080080* 50-528 I 

8809280209* REVIEW GR P 

8009160238 OA999 

8809080213 PR 

8712070005 WASTE MGT 

8007110145 WASTE MGT 

8807260127 WASTE MGT 

8008240335* PR 

8808280170 71-9132 

88Q8290Q14 71-361 

8800290061 WASTE MGT 

0808290319 WASTE MGT 

8808290324* WASTE MGT 

8809010261 PR 

8809010269* PR 

8809010313 71-6678 
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CORPORATE SOURCE INDEX 313 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 


NUMBER 

CATEGORY 



0809010365* 

71 9132 




8009020173 

WASTE MGT 




0BO9O6OO41 

WASTE MGT 




0009060068 

WASTE MGT 




06O0O7OO95 

WASTE MGT 




0BO9O7O524 

PROJ 




8B09070527* 

PROJ 




QBODoaoaea 

WASTE MGT 




0809090018* 

PROJ 




0000090020* 

PROJ 




0BQ9O9DO9O 

WASTE MGT 




08091201 13 

WASTE MGT 




0BO912O173* 

WASTE MGT 




0BO912O178* 

WASTE MGT 




0000130027* 

PROJ 




0009130233 

WASTE MGT 




8009130298 

WASTE MGT 




0809140032 

WASTE MGT 




8809140209 

WASTE MGT 




0809140328 

71*6639 




8809150273 

PR 




0809150320* 

WASTE MGT 




8809150327* 

WASTE MGT 




8809100240 

WASTE MGT 




680919001 S 

WASTE MGT 




6009190318 

WASTE MGT 




8009100320 

WASTE MGT 




8009190340 

WASTE MGT 




8809200036* 

WASTE MGT 




8809200109 

PR 




8809210205 

WASTE MGT 




8809210219 

WASTE MGT 




8809210210* 

WASTE MGT 




8809210224 

WASTE MGT 




8809210227* 

WASTE MGT 




8809210229* 

WASTE MGT 




0809210232* 

WASTE MGT 




8809210230* 

WASTE MGT 




8809210239* 

WASTE MGT 




80092301 17 

WASTE MGT 




8809230150 

WASTE MGT 




0809260096 

WASTE MGT 




8809260117 

WASTE MGT 




8809260124* 

WASTE MGT 



Energy, Depl of. Idaho Operaliona Offlc 

8805260237* 

REVIEW GR 

P 


8009200092 

PROJ 




6800290098* 

PROJ 




8000200101* 

PROJ 




6009000017 

PROJ 



Engineers International. Inc, 

0009120099 

WASTE RES 



Environmental Protection Agency 

6009020254 

40 8907 



6809060194 

40 8907 




8009070288 

40 8907 




8809130119* 

ORG 



Environmental Resources Management Inc, 

0809140338* 

60 387 

P 


Everesl Minerals Corp, 

0009060210 

40 8857 



0009060215 

40 8B57 




0009060216* 

40 8BS7 



Excel Decorating 

0009210204* 

REVIEW GR 

P 


Exxon Corp, 

0009060005 

40 8102 



0009070074 

40 8064 



Fast Foto, Ino 

0009210098* 

REVIEW GR 

P 


Fatiske &. Associates. Inc. 

0809210046* 

PROJ 



Federal Emergency Management Agency 

BB00260473 

60*295 

F 


0800260480* 

60 295 

F 



0000290080* 

60 333 

F 



0008300145* 

COMMISSJO 

N 



0009120033 

50 443 

G 



0009120033 

60 443 

G 



0009120039 

50 443 

G 



0009120039 

60 443 

G 



0009150166 

60 322 

T 



0BO916OO14 

60 443 

G 



0009210004* 

60 443 

G 



0009210004* 

60 443 

G 



0009210006* 

60 443 

G 



0009210006* 

50 443 

G 



0009260076* 

60 322 

F 



0009260076* 

60 322 

F 



0009260338 

60-322 

F 


Federal Sources. Inc, 

0009120218 

F01A 



Ferret Exploration Company of Nebraska, 

0809060042 

40 8829 



Inc. 

8609070004 

40-8943 




8B0912018& 

40 8029 




0009120190 

40-8829 




0009140038 

40-8943 


Florida Power Corp, (subs, of Florida 


0009140241 

40-882B 


Progress Corp) 

Florida Power & Light Co. 

0008260133 

50-250 

P 


ACCESSION 

NUMBER 

£808290094 

8808290106 

8806290106 

8BOB20O1H* 

8QQB2901 44 

880B260191 

8808290191 

8006290228 

8008300191 

8000300191 

8008300237 

8308300237 

8808310062 

B8083100B2 

8808310127 

6008310217 

B808010142 

8809010311 

8009010332 

■0809020230 

8009020263 

8809020263 

8809060201 

8809060255 

8809060260* 

8809060372 

8809070238 

8809070238 

8809070259 

8809070460 

8809070638 

8809070538 

8809060032 

8609060035* 

8609060038* 

8 609060 167 

8609060167 

8609080268 

8809080268 

8609090047 

8609120144 

8609120144 

8609130161 

8609130161 

8609140320 

6809160105 

8609160105 

8609160100* 

0609160100' 

8609160232 

8609160239* 

8609160206 

86091 D01 20 

8609100166 

8609190169 

6609190169 

0809190171 

6809190171 

6809190173 

6809190173 

0609190176 

8609190176 

8609100205 

8809190242 

8609100286 

8609190286 

6809190292* 

6809190292* 

6809190358 

6809190358 

6809200121 

6809200121 

6809200354 

6809220070 

8609220070 

8609220070 

8609220070 

6809220071 * 

6809220071* 

6809220071 ' 

6809220073* 

6809220073* 

6809230295 

6809260179 

6809260211 

6809270060 

6808260163 

6808310004 


SUBJECT 

CATEGORY 


50 335 
50-335 
50-335 
50-335 
50-250 
50*250 
50-250 
50 335 
60-250 
50 250 
50 250 
50*260 
50*260 
50 250 
50 250 
50-250 
50-335 
50*336 
50*389 
60-389 
50 250 
50*250 
50 335 
50 335 
50 335 
80 335 
50 250 
60-250 
60-250 
50*250 
50-250 
50*250 
50*389 
50*309 
50 380 
50 250 
60 250 
50 250 
50 250 
50 250 
50 250 
50 260 
50 335 
60 335 
50 335 
60 335 
50 335 
50 335 
50 335 
50 309 
50 3Q9 
50 251 
50 251 
50-251 
50*260 
50 260 
50-250 
50-250 
50-260 
50-250 
50 250 
50-335 
50-335 
50-336 
50-260 
50-250 
60-250 
50-250 
50-335 
50-335 
50-335 
50-335 
50-335 
60-250 
50-250 
50-250 
50-250 
60 250 
50*250 
50 250 
50 250 
50 260 
50 251 
50 250 
50 260 
50 335 
50 302 

50 302 


R 

P 

P 

R 

R 

F 

F 

S 

F 

F 

R 

R 

V 

V 
F 
P 
Q 

V 
P 
Q 
Q 
Q 
P 
Q 
Q 
R 
R 
R 
S 
Q 
S 
S 
P 
P 
P 
fl 

n 

Q 

Q 

R 

R 

R 

F 

F 

Q 

P 

P 

P 

P 

P 

P 

S 

S 

s 

R 

R 

R 

R 

Q 

Q 

S 

s 

F 

V 
P 
P 
P 
P 
Q 
Q 
P 
P 
F 
R 
R 
R 
R 
R 
R 
R 
R 
R 
S 
S 

V 
F 
P 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Florida, Stats of 

Florida, Umv of, Gainesville, FL 

Ford Motor Co 


General Atomics (formerly' GA Tech nolo gia 
&, Inc /General Atomic Co ) 


General Dynamics Corp 
General Electric Co 


General Nuclear Systems, Inc, 
General Public Utilities Corp <- GPU 
Service Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8006310005* 

50 302 

P 

9008310042 

50 302 

S 

8809010042 

50-302 

F 

8809010089 

50 302 

V 

8B090 10093 

50 302 

F 

8809010298 

50 302 

F 

6809010300 

50 302 

F 

8809010323 

50 302 

F 

8809010366 

50 302 

F 

8809020059 

50 302 

K 

8609020099* 

50 302 

K 

0809070266 

50 302 

P 

8009000026 

50 302 

Q 

6809080041 

50-302 

R 

6609000056 

50-302 

F 

8609080076 

50-302 

S 

6809000080 

50-302 

O 

080 9 080099 

50-302 

$ 

0009080162* 

50-302 

F 

08OSO8O185 

50-302 

O 

0009130304 

50-302 

P 

8009 H01 63 

50-302 

Q 

0809150047 

50-302 

P 

8009190061 

50-302 

Q 

8009190258 

50-302 

Q 

0809190307 

50 302 

R 

0809230107 

50 302 

S 

8809230158 

50-302 

F 

B8Q9260228 

50 302 

P 

8809260257 

50 302 

F 

8809270070 

50 302 

F 

8809200092* 

REVIEW GR 

P 

6809230161 

PR 


8609010244 

50 83 

V 

8809080067 

70-1066 


6809220143* 

REVIEW GR 

P 

8609220151* 

REVIEW GR 

P 

8809220157* 

REVIEW GR 

P 

6808300343 

70-734 


0006300346* 

70-734 


8809080275 

50-163 

P 

6809090250 

70 734 


8009130256 

71-9214 


8806300001 

71 650 


0808260334 

701113 


8000260416 

70 1113 


8808290160 

70-1113 


6808300216 

701113 


8808300330* 

50-331 

P 

8000310168 

70-1113 


B809O2O226 

QA999 


8809090165* 

XPORTLIC 


8609090170*' 

XPORTLIC 


8809120111* 

50 461 

P 

6809160103 

50 005 

A 

8809190097 

.XPORTLtC 


8809920201 

70-1 1 13 


6809230081* 

50 374 

P 

6809230120* 

REVIEW GR 

P 

0609270051 

TOPflEP 


6809130261 

PAOJ 


08OB26O1O5 

50-219 

P 

6806290307 

50 209 

n 

8B06300036 

PROJ 


8803300224 

50 219 

p 

6808300262 

50 320 

p 

0BO83OO263* 

50-219 

p 

8808300285 

50 320 

p 

6808300351 

50 219 

s 

0806310011* 

50 219 

G 

8008310015* 

50-219 

Q 

8808310065 

50 320 

P 

8000310066* 

50-320 

P 

8809010278 

50 219 

Q 

0809010284 

50 219 

P 

8809060022 

50 320 

R 

8809060024* 

50-320 

R 

8809060026* 

50 320 

R 

8809060244 

50 219 

S 

8809060355 

50-219 

P 

6609070174 

50 219 

F 

8009070174 

50 219 

F 

6809070325 

50-289 

Q 

860&070330 

50 280 

P 

8809070339 

50 289 

S 

8809080044 

50-219 

V 

8009080049 

50 269 

R 


AUTHOR AFFILIATION 


George Mason Umv , Fairfax, VA 
Georgia Institute of Technology, Atlanta 


Georgia Power Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8809080051 * 

50-289 

8B09080122 

PR 

8809080164 

50 320 

8809080249* 

50-219 

8609090060 

50 289 

8809130324 

50-320 

0809140218 

50-219 

8809140254* 

50-219 

8809140468* 

50 289 

8809150007 

50-209 

6809150225 

50-320 

8809160020 

50 209 

0009160210 

50-320 

8B09 190083 

50 320 

8809190194 

50 320 

0009190367 

50-289 

8809190386* 

50-289 

8809200047 

50 289 

8809200085 

50-320 

8809200090’ 

50-320 

8809200106 

71-9222 

8809200137 

50-320 

8809200143* 

50-320 

8809200154 

50 289 

0809200159 

50-219 

8809200361 

50-219 

8809210041 

PROJ 

8809210069 

50-219 

8609230019 

50-219 

8809210133* 

CONTRACT 

0809090001 

50-220 

8809200131 

50-160 

8809200139* 

50-100 

0808290299 

50-321 

8B08290299 

50 321 

8808290299 

50 321 

8808290299 

50-321 

8808290344 

50-424 

8808290344 

50 424 

8808300019 

50-425 

8808300023* 

50 425 

8808300052 

50 424 

8800300120 

50-321 

8000300120 

50-321 

8808310027 

50 425 

8808310033* 

50-425 

8000310088 

50-366 

8808310146 

50-321 

8808310218 

50-425 

0809010027 

50-424 

m 901 0027 

50-424 

8809010083 

50 424 

8809010089 

50-424 

8809010094* 

50 424 

8809010176 

50-424 

8809010218 

50-321 

8009060209 

50-321 

8809060253 

50 425 

88Q9070021 

50-424 

8809070305 

60-424 

8809070399 

50 424 

8809080015 

50-321 

0009080015 

50-321 

8B090B0015 

50-321 

8809080075 

50-321 

8809080075 

50-321 

8009080365 

50 424 

8809080365 

50-424 

0809090035 

50-321 

8009090035 

50 321 

8809120141 

50-321 

0809120141 

50-321 

8609130343 

50-321 

8809140006 

50-424 

8809140006 

50-424 

8606140054 

50-321 

8809140054 

50-321 

0809140065 

50-360 

8009140092 

50-321 

8809140092 

50-321 

8809140098 

60-321 

8009140090 

50-321 

8809140139 

50-424 

8609140161 

50-321 

0809140181 

50-321 

8809140187 

50-321 

8809140187 

50-321 

0009140274 

50-321 
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CORPORATE SOURCE INDEX 315 


AUTHOR AFFILIATION 


Germany, Federal Republic of 
Gilbert /Commonwealth, Inc (formerly 
Gilbert Associates, Inc ) 

Gloucester County, NJ 

Gove rnment Accou n ta bi li ty Pro| e c t 
Greater Buffalo Press, Inc. 

Griffin, R.L. 


Gutf States Utilities Co 


Hahnemann Umv. Hosp, Philadelphia, PA 
(formerly Hahnemann Modlcal Coll & Hosp 
Hampton, NH 


Harmon & Weiss 


Haverhill, MA 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8809140361 

50 321 

P 

8809140361 

50 321 

P 

8809140372* 

50 321 

P 

8809140400 

50 424 

P 

8809140400 

50 424 

P 

8809140403* 

50-424 

P 

8809140403* 

50-424 

P 

8809160141 

50-321 

P 

8809150143* 

50-321 

P 

8809150319 

50-321 

P 

8809150319 

50-321 

P 

8809150321 

50-424 

F 

8809150321 

50-424 

F 

8809150326* 

50-321 

P 

8809150326* 

50-321 

P 

8809200273 

50-424 

P 

8809200273 

50-424 

P 

8809200295 

50-424 

S 

8809200323 

50-424 

Q 

8809260229 

50-424 

Q 

8800290290* 

COMMISSIO 

N 

0800310020* 

50-302 

P 

0809060192* 

50-255 

Q 

0009010315* 

40-7102 


0809080299* 

40-7102 


0809120210 

FOIA 


0009200340* 

REVIEW GR 

P 

8009210055 

50-445 

G 

0009210055 

50-445 

G 

0009210062* 

50-445 

G 

0809210062* 

50-445 

G 

0600260366 

50-450 

Q 

0800260305 

50-450 

Q 

0600300024 

50-458 

K 

0000310152 

60-458 

S 

0809010250 

50-458 

S 

0809010296 

60-458 

S 

0009010305 

50-458 

S 

GB09020240 

50-458 


G009020253 

50 458 

s 

88090601 5B 

50-450 

R 

8009070300 

50 458 

Q 

0809070321 

50 458 

S 

GB090B0064 

60 458 

R 

0009000096 

50-458 

V 

8009140065 

60-450 

S 

8809140111 

50 450 

Q 

8809140233 

50-450 

Q 

8009150017 

60-450 

Q 

8809150102 

50-450 

Q 

8809160107’ 

50-450 

Q 

8809160263 

50-450 

S 

0800230104 

60-458 

s 

8809230222 

50 458 

F 

8800260313 

60-450 

R 

8809080057 

PR 


0809020050 

50-443 

G 

8809120134 

50-443 

G 

8809210010 

50-443 

G 

8809210010 

50-443 

G 

8809210023 

50-443 

G 

8809210023 

50-443 

G 

8809260040 

50-443 

G 

8809020010 

50-443 

G 

8800020010 

60-443 

G 

8809020013 

50-443 

G 

8809020013 

50-443 

G 

8809020015 

50-443 

G 

8809020016 

60-443 

G 

8809020020* 

50-443 

G 

8809020020* 

50-443 

G 

8809020033 

50-443 

G 

8809020036 

50-443 

G 

8809020044 

50-443 

G 

8809020044 

50-443 

G 

8009120010 

50*443 

G 

8809120022 

50-271 

G 

8809120121 

50-271 

G 

8809160090 

50*443 

G 

8809190061 

50-271 

G 

8809210018 

50-443 

G 

8809210023 

50-443 

G 

8809210119* 

WASTE MGT 


8809230105 

50-443 

G 

8809210017 

50-443 

G 

8809210017 

50-443 

G 

8809210019* 

50-443 

G 


AUTHOR AFFILIATION 


Haworth, Inc 

Health & Human Services, DepL of, U S, 
Public Health Service 
Hecfa Mmfng Co, 

Henry Vogt Machine Co 

Henry, Kelly, Bunch &. Hass (formerly 

Henry & Kotly> 

Hitlman Nuclear & Development Corp 
(subs of Hiltman Corp,} 

Homoslake Miring Co 

Honeywell, Inc 
House of Rep 


House of Rep , Appreciations 
House of Rep,, Energy & Commerce 


House of Rep , Ini e nor & Insular Affair 
Houston Lighting & Power Co 


Howard Relocation Group 
Hunton & Willlems 


Hydro Resources, Inc 


Hydrogen Control Owners Group 


IBM Corp 
ICF, Inc 

IDM Corp (international DJgilfil Modelm 
Corp) 

IMO Oetaval, Inc, 

INTER A Technologies, Inc 


ITASCA Consulting Group, Inc 
ITT Corp, 

Idaho, Slate of 
Illinois Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8609210019* 

50 443 

8B09260022* 

CONTRACT 

8609260026* 

CONTRACT 

8609 1201 96 

40 8914 

8809160065* 

40 8914 

88080 D 01 72* 

l&E 

8809070119 

40 8908 

8808290167 

WASTE MGT 

8809070040 

71-9151 

8809060188 

40 0903 

88O914C091 

40 8903 

8809200344* 

REVIEW GR 

8808290340' 

COMMISSIO 

8609160266' 

REVIEW GR 

000919001 O' 

FOIA 

8B06300044' 

50-29 

080B300095* 

50 348 

8809190010* 

FOIA 

8B092100&3' 

COMMISSIO 

8009070485’ 

FOIA 

8B09190910* 

FOIA 

8808260003 

50 498 

8008260057 

50 498 

8808300011 

SO 498 

8808300316 

50 498 

8008310047 

50 496 

8008310073 

50 49B 

8000010035 

50 496 

6009010240 

50 498 

6809010362 

60 490 

6009070324 

50 499 

6809080014 

50 490 

6809080014 

60 498 

8809080052 

60 498 

8809080052 

50 498 

6809090023 

50 498 

8809090023 

50 490 

0809090145* 

50 499 

0809090179 

60 499 

8809140130 

60 499 

8809140220 

50-49B 

0000140220 

50 496 

0009190209 

50-496 

0000100371 

50 496 

8809200202 

50 498 

0009200264 

60 498 

8809220035 

50 498 

00092700 59 

50 490 

0809130281* 

CONTRACT 

0809020050 

50 322 

080902010 2 

50 322 

0809120009 

50 277 

0809120030 

50 322 

8809120037 

50 322 

8809210011 

50 322 

8809230017 

50 322 

8809230022 

50 322 

8809060349 

40 8966 

8809070033 

40 8966 

8809070331 

40 896B 

8809060197 

TOPREP 

8809130205 

TOPREP 

8809290204' 

REViEWGR 

0809230160 

WASTE RES 

8809130319 

71-5800 

0809010341 

50 445 

8809060066 

40 8904 

0809060382 

40 8904 

0809140369 

40 8904 

8809160223 

40 8904 

0808290037 

WASTE RES 

0809210114* 

REVIEW GR 

8809290284* 

REVIEW GR 

0808290308 

50 461 

8808300015 

50 461 

0809070130 

50-461 

8809120045* 

50 461 

8809120107 

50 461 

8809120108* 

50-461 

8809130061 

50 461 

8809140153 

50 461 

8809140157 

50 461 

8809150164 

50-461 

8809160204 

50-461 

8809190363* 

50 461 
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316 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8809200074 

50 461 

Q 


8809200 HO 

50*461 

R 


8609220144 

50-461 

0 


6609230214 

50-461 

F 

Illinois, State of, DopL of Nuclear 

Safety 

frxkana M»ctvgan Power Co (formerly 
Prxfcana & Mtcnigan Electric Co ) 

6809080007 

PR 


6808260032 

50-316 

50 315 

Q 

8808290252 

P 


8808290252 

50 315 

P 


8809010164 

50-316 

R 


8809010166 

50-315 

R 


8809010352 

50-315 

F 


8B09010352 

50-315 

F 


8609010371 

50-315 

F 


0809010371 

50 315 

F 


8809020007 

50 315 

F 


8809020007 

50-315 

F 


8809020018 

50-315 

F 


8809020018 

50-315 

F 


8809070360 

50 315 

R 


6009070507 

50-315 

P 


8809070507 

50-315 

P 


8809070510* 

50 315 

P 


8809070510* 

50 315 

P 


0609080369 

50-315 

S 


0609130302 

50-315 

F 


8809130302 

50 315 

F 


8809140113 

50-315 

Q 


8809140113 

50 315 

Q 


8809150073 

50315 

F 


8809150073 

50 315 

F 


8809150079 

50 315 

F 


8809150079 

50 315 

F 


8809150126 

50-315 

F 


8609150126 

50-315 

F 


8609150134 

50 315 

F 


8809150134 

60-315 

F 


8809190098 

50-315 

P 


8809190098 

50-315 

P 


8609190100* 

50-315 

P 


8B09190100* 

50-315 

P 


8809190270 

50-315 

F 


8809190270 

50-315 

F 


8809190279* 

50 315 

F 


8809190279* 

50 315 

F 


8809230204 

50-315 

P 


8809230204 

50-315 

P 


8809230206* 

50-315 

P 


8809230206* 

50 315 

P 


8809260251 

50 316 

R 

Indiana. Stale ol 

6809270035 

50 315 

Q 

8809280112 

PR 


Institute of Nuclear Power Operations 

6809160224* 

REVIEW GR 

P 

Interior, Depl of 

8809200153 

PR 


Interior, Depl of, Bureau of Wines 

8809210194 

WASTE RES 



8809210196* 

WASTE RES 


Interior, Dept of, Geological Survey 

8808260041 

WASTE MGT 



B809060179* 

WASTE RES 


Interior, Depl of, National Park Servic 

8809070189 

WASTE MGT 


8809140316 

50-483 

p 

Inlemabonal Technology Corp 

8809210043* 

PROJ 



8809260011* 

50 603 

A 

Iowa Electric Ught & Power Co 

8609260012* 

50 603 

A 

8808260494 

71-920B 



8808260497 

71-9224 



88083001 B4 

50-331 

Q 


8808300328 

50-331 

P 


8808300333* 

50-331 

P 


8808310097 

50-331 

S 


8809010112 

50-331 

R 


8809010265 

50*331 

F 


8609090094 

50-331 

P 


8809060101 

50 331 

P 


8B090B0106* 

50-331 

P 


88090B0120 

50-331 

S 


8B09130297 

50-331 

s 


8809140339 

50-331 

s 


9809150022 

50-331 

V 


8809190332 

50-331 

p 


880919033B* 

50-331 

p 


8809200359 

50-331 

Q 


8809200369 

50-331 

P 

Iowa Stale Urw , Ames, IA 

8809220328 

8809010072 

50-331 

50-116 

F 

V 

Iowa, State of 

B809060305 

8809070250 

50-116 

PR 

P 

Isotopic Analysis, Inc, 

8009260031 

70-854 


J, Dirats & Co., Inc 

8808300207* 

50 443 

Q 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

Johns Hopkins Univ , Baltimore, MD 

0809220128* 

COMMISSIO 

Joint Review Committee on Educational 

QB09Q10090 

PR 

Programs In Nuclear Medicine Technology 
Jonas, Inc 

8809060200 

NUREG 

KLD Associates, Inc 

8809190167* 

50 293 

0809260168* 

50-443 

Kenco Owosso Plastics 

8809210233* 

REVIEW GR 

Kerr-McGoe Chemical Corp (subs of 
Kerr-McGee Corp ) 

8809140305 

40*2061 

8809140392* 

40 2061 


0009150003* 

40 2061 


0BO922O215 

40-2061 

Kerr- McGee Corp. 

8809060301 

40-8768 

8809070269 

40 8768 


8809140386* 

40 6027 


8809190089 

40 0768 

Keyboard Communications, Inc 

8809060407* 

CONTRACT 

Killian & Gephart 

0009150062 

50-277 

0009220237 

50-277 

Kirkpalnck & Lockhart 

8809020026 

50-322 

8809090162 

50 322 


8809090169* 

50 322 


0009120055 

50-322 


8609190007 

50-322 


8809190094* 

50-322 

Knolls, J B 

8809230011 

50-322 

8809210112* 

WASTE MGT 

Korea, Republic of (South Korea) 

8809230199* 

COMMISSIO 

LN Technologies Corp (formerly London 
Nuclear Svcs, Inc.) 

0008290311 

WASTE MGT 

8800300005 

71-496 

Lacks Industries, Inc. 

8809080371 

WASTE MGT 

8809210263* 

REVIEW GR 

Laeser & Schreiber, Inc 

8809090155 

FOIA 

Lagoulis, Clark, Hlll-Whilton & McGuire 

8809230039 

50-443 

Lake Country Woodworkers, Ltd. 

0009210166* 

REVIEW GR 

Landmark Reclamation 

8809060204 

40 8601 

Lawrence Livermore National Laboratory 

8808310012 

WASTE MGT 

Lfmiiorque Corp 

8809060110* 

50-256 

Lockheed Electronics Co. (subs of 

8809060150* 

60-255 

Lockheed Corn,) 

Logistics Applications Inc 

Long Island Lighting Co 

0009070506 

FOIA 

8800310181 

50-322 


8809010063 

50-322 


8809010136 

60-322 


6809010198 

50 322 


0809010340* 

50-322 


0009020050 

60-322 


8809020102 

60-322 


8809020272 

50-322 


B809070455 

60 322 


0809090016 

50-322 


0009090021 * 

50-322 


0009120030 

50-322 


8809120037 

60-322 


8809150231 

50-322 


8809190299 

50 322 


0809210011 

60-322 


0009230017 

50-322 


8809230022 

50-322 

Los Alamos Nallonal Laboratory 

8809230274 

8809150286 

60-322 

NUREG 


8909200356* 

REVIEW GR 


0009200367* 

REVIEW GR 

Los Angeles Dept of Water a Power 

0009220040 

8809140393* 

NUREG 

60-520 

Louisiana Power & Light Co, 

8808290007 

50-382 


8808290012 

60-382 


8008290173 

50-302 


8808290192* 

50-302 


0009010071 

60-302 


8809010073* 

60-382 


8809020019 

50-382 


8809070058 

60 302 


8809140447 

60-302 


8809150115 

50-302 I 


8809150123* 

50-302 i 


8809150133 

50-382 


8809160311 

60-382 


8809190288 

60-382 


8809220026 

60-302 | 

Louisiana, Stale of 

Low Level Waste Forum 

Lowenberg Associates, Inc 

MHB Technical Associates 

MK-Ferguson Co, 

8009230164* 

8009230269* 

8809190037 

8809190012 

8809070167 

0009000077* 

60-302 

REVIEW GR 
WASTE MGT 
WASTE MGT 

FOIA 

WASTE MGT 

Madison Gas a Electric Co 

0009150104 

8809300124 

WASTE MGT 
60-305 | 
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CORPORATE SOURCE INDEX 317 


author affiliation 


Mam Una Engineering Associates 
Maine Yankee Atomic Power Co, 


Malapai Re sources Co 


Malloy Lithographing, Inc. 

Manufacturing sciences Corp. 

Maryland, Unlv. of, College Park, MD 
Massachusetts General Hosp„ Boston, MA 
Massachusetts Institute of Technology, 
Cambridge, MA 


Massachusetts, Commonwealth of 


Materials Engineering Associates, fnc 
Mayo Clinic, Rochester, MN 
McDonnell Douglas Corp, 

McGean Rohco, (nc. (formerly McGean 
Chemical Co,, Inc.) 

McJon, Inc. 

Medical Unlv. of South Carolina, 
Charleston, SC 
Meijar, Inc. 

Mercer Unlv., Atlanta, GA 
Merit mac. MA 


Michigan, State of 
Michigan, Unlv. of, Ann Arbor, Ml 
Midwest Electric Cooperative 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0509090144* 

50 201 

G 

0BO829O297 

50*309 

a 

0809070222 

50-309 

F 

8809140252 

50 309 

G 

8809150310 

50 309 

F 

8009190228 

50-309 

R 

8009190315 

50-309 

S 

0009200073 

50-309 

V 

8009260006* 

50-309 

Q 

0609060050 

40-0502 


6809050149 

40-0502 


0809060156 

40-86S4 


8809060163 

40-8502 


8009060170 

40-8604 


8809070008 

40-6602 


8809070240 

40-0502 


8009120154 

40-0502 


8809140044 

40-0502 


8809140115 

40-0664 


0009210273* 

REVIEW GR 

P 

0009130223 

XPORTLIC 


0609100244* 

XPORTLIC 


0809140399 

50-166 

R 

6809080087 

PR 


8809070337 

50-20 

R 

0809130082 

50-20 

Q 

8009190070 

50-20 

R 

8009210252* 

CONTRACT 


0009230066* 

50-20 

R 

0609020050 

50-443 

G 

6809070009 

50-443 

G 

C0O912OO49 

60-443 

G 

0009120049 

50-443 

G 

8809120121 

60-271 

G 

8809120134 

50-443 

G 

8809120134 

80 443 

G 

8009120136 

50 443 

G 

0009140064 

50*443 

G 

0009140064 

60 443 

G 

0009140060* 

50 443 

G 

0000140060* 

50 443 

G 

8009140306* 

50 293 

Q 

8000160071 

60 443 

G 

0809160071 

50-443 

G 

8809160100* 

60-293 

P 

8009160207* 

50-293 

P 

0009160239* 

50. 293 

F 

0009160244* 

60 293 

F 

0009160264* 

60 293 

Q 

0009160261* 

50-293 

a 

8000160265* 

50-293 

Q 

0809160266* 

60-293 

a 

0009190020 

50 443 

G 

8809190074 

60-443 

G 

8809190081 

50-271 

G 

8009190099 

50 443 

G 

0009190099 

60 443 

G 

0009190105* 

60 443 

G 

0509100105* 

60-443 

G 

88091 GDI 60 

59.293 

F 

8809210018 

50 443 

G 

8809210010 

50*443 

G 

8809210023 

50*443 

G 

8809210032 

50-443 

G 

8809210032 

50.443 

G 

8809260033 

60 443 

G 

6009260033 

50 443 

G 

0009260040 

60 443 

G 

8B0 0260040 

60 443 

G 

8009260119* 

60-443 

G 

8609220043 

NUREG 


8009010133 

PR 


8009220266* 

REVIEW GR 

P 

8809290109’ 

REVIEW GR 

P 

8809120093 

40-8724 


B8092101C7* 

REVIEW GR 

P 

0009160215 

Pfl 


0009220276* 

REVIEW GR 

P 

0809150304 

PR 


0800210021 

60-443 

Q 

8009210021 

50-443 

G 

8809210025* 

50-443 

G 

0009210025* 

60-443 

G 

0009010372* 

50-255 

P 

8009070415 

50-2 

F 

0809080369 

50*316 

S 


AUTHOR AFFILIATION 


Midwest Interstate Low Level Radioactive 
Waste Commission 
Mil Ion S Herahey Medical Center, 
Hershey, PA 

Mine Safety Appliances Co. 

Minerals Exploration Co, (subs of Union 
Oil Co of California) 

Minnesota, Mining & Manufacturing Co , 3 
Co 


Mississippi, Slate of 
Missouri, Unlv of, Columbia, MO 
Mitsubishi international Corp. (subs, of 
Mitsubishi Corp ) 


Mitsui & Co {USA), Inc, (subs, -oi MHsu 
& Co., Ltd) 

Modern Plastics Co/p 

Molycorp, fnc. (subs of Union Oil of 
California) 

Monitored Retrievable Storage Review 
Commission 

Monsanto Research Corp 

Morrieon-Knudsen Engineers, fnc. 
Municipal Electrical Authority of Georgf 
NRD, fnc. 

National institute or Occupational Safe! 

& Heallh 

National Institute of Standards A 
Technology (formerly Nalfonal Bureau of 


Navy, Dept, of 

Navy, Depl of, Naval Sea Systems Comman 
Nebraska Public Power District 


Nebraska* Siaio of 
Neutron Products, Inc. 
Nevada, State of 


Nevada, Univ, of, Reno, NV 
New England Coalmen on Nuclear 
Pollution 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8009270017 

PR 

B809070563 

PR 

0009010163* 

50 424 

6009060362 

40 8504 

8009190150* 

REVIEW GR 

8809190335* 

REVIEW GR 

6809190361* 

REVIEW GR 

B809210152* 

REVIEW GR 

0609230273* 

REVIEW GR 

8009230275* 

REVIEW Gft 

0009280264* 

REVIEW GR 

95092901 04* 

REVIEW GR 

8009200295* 

REVIEW GR 

8809260169 

69.106 

9806260002 

XPORTLIC 

0800260097* 

XPOFtTLtC 

8000290205 

XPORTLIC 

8000290268* 

XPORTLIC 

8009260138* 

XPORTLIC 

8909220009* 

REVIEW GR 

6809200273* 

REVIEW GR 

0800260367 

40 0704 

8008300094* 

COMMISSIO 

8808200170* 

XPORTLIC 

8808290171* 

XPORTLIC 

0809140224* 

WASTE MGT 

0800300023* 

50-425 

0809190065* 

XPORTLIC 

0809200038* 

70-143 

8B08290104* 

WASTE RES 

6809080098 

PR 

6809270107* 

CONTRACT 

8800310107* 

71-9032 

8800310100 

71-9032 

8800260344 

60-290 

8609290005 

50-290 

8008300214 

60-290 

8809310200 

50-298 

8600020124 

50-298 

8600020126* 

60-296 

8609060004 

60-290 

6800060337 

60-298 

6806070319 

60-298 

6806080020 

60-298 

8000080058 

50.298 

8606000000 

50* 2 98 

0BO6O0O117 

50 296 

8009000161* 

50 298 

8806000165 

50 290 

0806150031 

50 290 

8806150072* 

50 298 

8806150097 

60-293 

8806150171 

60-298 

BS09220Q1B 

50-298 

8806220235 

50 208 

0809290280* 

REVIEW GR 

0009190106 

71-9102 

8712100010 

WASTE MGT 

9009120105 

WASTE MGT 

BQ09120131 

WASTE MGT 

B809120135* 

WASTE MGT 

0809210031* 

REVIEW GR 

8809210178 

WASTE MGT 

8809270156 

WASTE MGT 

8809130265* 

CONTRACT 

8809020010 

50-443 

8609020010 

50 443 

0BO9O2OO13 

50 443 

8009020013 

50 443 

8809020015 

50 443 

6909020015 

50 443 

0809020020* 

50-443 

0609020020* 

60 443 

0009020608 

60-443 

3009020038 

60-443 

8009020044 

60-443 

8009020044 

60-443 

8809020058 

60-443 


P 


P 

P 

P 

P 

P 

P 

P 

P 

P 

s 


p 

p 

N 


J 
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318 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8809120010 

50 443 

G 


0609070007* 

50 410 


6809120022 

50*271 

G 


8809070358 

50 220 


6809120121 

50-271 

G 


8809070358 

50-220 


8B09120134 

50 443 

G 


0809070474 

50-220 


B809 160090 

50 443 

G 


06O9O7O4Q7 

50 410 


8809190001 

50 271 

G 


8609070503 

50-410 


8809210016 

50 443 

G 


8809080169 

50-410 


8809210023 

50-443 

G 


6809080186 

50 410 


0BQ923Q1O5 

50 443 

G 


8609060204 

50 410 


8009260048 

50 443 

G 


8809080240 

50-410 


8809260119* 

50 443 

G 


6809090146 

50 410 

New Hampshire, Stale of 

8609260084 

PR 



8609130149 

50 410 

New Mexico, Slate of 

8809060052 

40 8968 



8809130312 

50-410 


8809060119 

40 8907 



8809140008 

50-220 


8809070025 

40 8960 



6009140310 

50-410 

New York Power Authority (formeriy Power 

8808260049 

50*333 

G 


0609140363 

50-410 

Authority of tAe State of New York) 





8809140464 

50*220 


80OB29O235 

50 286 

P 


8809140471 

50 220 


8808290242’ 

50 286 

P 


0609150312 

50-410 


6808300028 

50-333 

P 


8B09190079 

50-220 


6608300169 

50-298 

P 


8809190079 

50-220 


8808300172* 

50 266 

P 


0809190316 

50 220 


6608300176* 

50 206 

P 


8809200034 

50-410 


6808300182* 

50-206 

P 


8809200071 

50-410 


8609010076 

50-333 

P 


0809200126 

50 220 


8609010114* 

50 333 

P 


8B09200127 

50-220 


6809010117* 

50 333 

P 


8809200176 

50-410 


8809010150 

50-333 

P 


8809220057 

50-410 


8609010151* 

50-333 

P 


0609260102 

50-410 


0809010189* 

50-333 

P 


8809270032 

50-410 


8809010276 

50-286 

P 


8809270126 

50-220 


8809010261 

50-333 

Q 


0009270126 

50 220 


6809010299 

50-333 

Q 

North Caro Pina State Univ , Raleigh, NC 

8809010214 

50*297 


8609020236 

50-333 

R 


8809010219* 

50-297 


8609060213 

50-286 

P 


8609010224’ 

50*297 


8809060219* 

50-206 

P 


8609010228* 

50-297 


6809060277* 

50-286 

P 


8809010230* 

60*297 


6809070328 

50-286 

R 


8809060229 

50-297 


8809090024 

50-286 

Q 

North Carolina, State of 

6009200286* 

REVIEW GR 


8609130125 

50-333 

Q 

North Dakota, State of 

8809230266* 

REVIEW GR 


8009140185 

50-333 

V 

Northeast Nuclear Energy Co (subs of 

8804250267 

50-245 


8809140303 

50 206 

V 

Northeast Utilities) 




8809140427 

50 333 

n 


0006260372 

50-336 


8809140454 

50 286 

Q 


8808310064 

50*423 


8609150205 

50-206 

G 


8808310171 

50*245 


9009150283 

50 333 

P 


6809020155 

60 245 


B8091 60041 

50 333 

Q 


8609020155 

60-245 


8809190391 

50-333 

P 


8809020155 

50*245 


8809190393* 

50*333 

P 


8809020215 

60*245 


8809190394* 

50 333 

P 


0009020221 

50-336 


8809200236 

50 333 

S 


8809020239 

60*336 


8809200340 

50-286 

F 


8809060001 

50-245 


8809210039* 

50 200 

Q 


0809070346 

50*245 


8809260184 

50 296 

R 


0809070346 

60-245 


6609260192 

60 333 

Q 


8809070490 

60-336 


0809260206 

50-333 

Q 


8809070544 

60-336 


0009260347* 

50 286 

F 


0009130109 

50-336 

New York, State Univ. of, Albany, NY 

8B09120142 

71-9216 



8809130269 

60-336 

New York, State Univ of, Buffalo, NY 

8809010387 

50 57 

R 


8809130286 

50-213 

New York, State of 

8809120055 

50*322 

G 


B809140102 

50-336 


8009130242 

WASTE MGT 



8809140129 

50-245 


8809130252* 

WASTE MGT 



8809140149 

50-423 


6809150298 

PR 



0009140156* 

50-423 


88091 90094* 

60 322 

G 


8000140165 

60-423 


8B09220127 

WASTE MGT 



8809140170* 

50-423 


8809220179* 

WASTE MGT 



8809150038 

50-338 


B809220167* 

WASTE MGT 



0809150340 

50-423 


8609230011 

50 322 

G 


6009190062 

50-245 


8609260092 

WASTE MGT 



8809200049 

60-213 

Newbury, MA 

6009230039 

50 443 

G 


8809200049 

50-213 


8609230056* 

50 443 

G 


8809200165 

50-213 

Newman & Holtzmger 

8609020034 

60*445 

G 


8809200177 

50-338 


8809020052 

50 445 

G 


8809200181* 

50-336 


8809080230 

FOIA 



0009220091 

50-336 

Niagara Mohawk Power Co,rp 

8608260130 

50*220 

P 


8809220093* 

50-336 


8808290187 

50-410 

P 


8809220095* 

50 338 


8808300248 

50 410 

S 


0009220103 

50-423 


8808300252 

50 220 

P 


8009220110 

50*245 


8808300253* 

50-220 

P 


8809220166 

50-245 


6808300258' 

50-220 

P 


8809230037 

50*213 


0808310056 

50-410 

Q 


8009260342 

60-423 


0008310090 

50-410 

S 

Northeast Utilities 

8804250267 

50-245 


8808310176 

50-220 

F 


8808260372 

50-336 


8808310176 

50-220 

F 


8800290333 

50*213 


0008310207 

50 410 

P 


8808310064 

50-423 


8008310237* 

50-410 

P 


8808310171 

50*245 


6809010247 

50 410 

S 


8809010386 

50-213 


8609070080 

50-410 

R 


8809020155 

60-245 


8BO9O7GD03* 

50-41 D 

FI 


8809020165 

50 245 
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CORPORATE SOURCE INDEX 319 


AUTHOR AFFILIATION 


Northern Engraving Corp 
Northern Slates Power Co. 


Norway, Govt, of 
Nuclear Assurance Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8809020155 

8809020215 

8809020221 

8809020229 

8809060001 

8009060053 

8809060072 

8809070067 

8809070346 

8809070346 

0609 0704 00 

8809070544 

8009070545 

B809070553 

8809080145 

8800130189 

0809130269 

8000130285 

8809140102 

8809140149 

B809140165 

8809140309 

0009 1 5Q03B 

8B0915O348 

8BO010O125 

8809190062 

8809200049 

0809200040 

0009200120 

0009200165 

88092001 77 

0809220091 

08092201 10 

0009220166 

8009230037 

8009230037 

8809230070 

8009260342 

8809290166 

88092201 65 * 

8600260094* 

8800260093* 

8808200317 

0808260491 

8808260499 

8608290115 

8608310030 

8808310130 

8808310160’ 

0808310161* 

8BO031O162* 

8600310216 

8608310216’ 

8808310222* 

8809010185 

0809010262 

0009010267* 

8009010270 

8809060040 

8809070406 

0809070525* 

0009080356 

8009080360* 

80O9OBO372* 

8809140094 

8809140109 

88091401 17* 

0009150301 

8809150302 

8809150303 

8809190216 

0BO92OG10O 

8009220079 

8B092 20085 

8009220107* 

0809220108* 

8009260231 

8009260269* 

0009270016 

8009270113 

80O92OOO9B 

8808260412 

8808260475 

88082601 55 

0809020005 

000906021 2 

8809060222* 

8800120052 

8809220019 


50*245 
50-336 
50 336 
50 245 
50 213 
50-210 
50-213 
50 245 
50 245 
50 336 
50 336 

59- 213 
50-213 
60 213 
60 336 
50 336 
50-213 
50-336 
50-423 
50-423 
50-213 
50-336 
£0-423 
50-213 
50-245 
50-213 

60- 213 
50-213 
60-213 
50-336 
50-336 
60-245 
50-245 
60-213 
50-213 
50 213 
50 423 
50 245 
REVIEW GF 
50-263 

50 263 
50-263 
71 9209 
71-9224 
50 203 
50 263 
50 262 
60 262 
50 202 
60 262 
60 263 
50*263 
50 263 
60 263 
50 263 
60 263 
50-263 
50-263 
50 263 
60 203 
60 263 
50 263 
60-263 
60-263 
50-263 
60-263 
50-282 
50-202 
50-263 
50-263 
60-282 
50-202 
50-263 
60-232 
50-282 
50-292 
50-282 
50-282 
60-202 
XPORTLIC 
71-9225 
PROJ 
71 9225 
71 9010 
PROJ 
PROJ 
PROJ 
PROJ 


F 

Q 

P 

P 

H 

R 

O 

Q 

P 

P 

P 

P 

F 

P 

P 

V 
P 
G 
P 
P 
P 
Q 
P 
S 
F 
P 
Q 
Q 
F 
J 
P 
R 
R 
Q 

V 

V 
P 
S 
F 
P 
P 
P 
F 


Q 

P 

fl 

R 

R 

R 

R 

R 

R 

P 

P 

P 

P 

O 

F 

R 

P 

P 

P 

Q 

P 

P 


Q 

Q 

Q 

R 

R 

R 

R 

P 

P 

Q 

F 


AUTHOR AFFILIATION 


Nuclear Energy- Services, Inc. 
Nuclear Fuel Services, Inc, (subs of 
Geliy Oil Co) 


Nuclear licensing Repels 


M^Mpnagemont & Resources Council 
(NUMARC) (formerly Nuclear Utility Mana 


Nuclear Medicine Technology Cortificatio 
Board 

Nuclear Packaging, Inc 
Nucloar Products Co 
Nuclear Utility Group on Equipment 
Qualification ' ' 

Nuclear Waste Consultants, Inc 


Oak Ridge Associated Uiuvs. 


Oak Ridgo National laboratory 


Oklahoma, Slate of 

Ofan Mills, fnc 

Omaha Public Power District 


Oregon, Slate of 

Organization for Economic Cooperation & 
Development (Paris) 

Orrfck, Hernngton & Sutcliffe 

Owensby & Krilikos, Inc 
Pacific Gas & Electric Co 


ACCESSION 

NUMBER 

0809160204* 

8609120249 

8809210261 

0809220153 

0809220275 

8609070430 

8809090203 

8809120161 

8809120230 

8809160162 

8809080152 

0009120102 

8809130300 

8809130316 

8809160257* 

0809210013 

6009010322 

6609140234 

8609210147* 

8609060116* 

6712150331 
8809060094 
8809060140 
8609 150239* 
0809190080 
6009190091* 
8809120092 
0809150272 
0809190027 
0009210255* 
0009060207 
0009130287 
6009220171* 


SUBJECT 
CATEGORY 

40-7604 
70 143 

70-143 

70-143 

70143 

FOJA 

FOIA 

FOIA 

FOIA 

FOIA 

PR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW Gfl 
REVIEW GR 
PR 


0008300260 

50 285 

0000300303 

50 285 

8000300321 

50 285 

8009020144 

60 285 

6009060228 

60 265 

6809060230* 

50 205 

0BO9D6O393 

60 205 

8009070010 

50 285 

8009070318 

50-285 

8809070505 

60-265 

8809000017 

50-285 

0800080 103 

50-205 

0809000218 

50-285 

8009080219’ 

50-265 

8909130024 

50-205 

8809130035 

50-205 

8809130042* 

50-205 

8809130048* 

50-205 

6809140027 

50-285 

8809140074 

50-285 

88091 40078* 

50-205 

8009150044 

50-205 

6009150172 

50-295 

6809150176* 

50-285 

8809150179 * 

50-285 

8009160t74 

60-285 

8009200237 

50 205 

8009210140 

50 295 

6800210145 

60 285 

8809210101 

60 285 

6609220070* 

50 285 

8809220087* 

50-365 

8809260346 

60 205 

8809270073 

5Q2S5 

6809060205 

WASTE MGT 

6609290226* 

REVIEW GR 

0609070197 

WASTE MGT 

0809 190043 

WASTE MGT 

8009210033 

60 224 

6809210046 

60 224 

0606290025 

71 6717 

0608290290 

60-323 

0008300012 

50133 

0009010223 

50 323 

8009010334 

50 275 

6809020127 

50-133 

0009080029 

SO 276 

9803080097 

50 275 

80O9QBOO97 

60 275 

8009000130* 

50 275 

0809080132* 

SO 275 


71-9216 

REVIEW GR p 

60-255 Q 

WASTE RES 
WASTE RES 
WASTE RES 
40 8901 
40 6724 
40 D724 
WASTE RES 
NUflEG 
WASTE RES 
50 327 P 

40 6027 
408027 


Q 

F 

P 

P 

P 

P 

S 

V 

R 

S 

F 

F 

O 

P 

P 

P 

Q 

Q 

Q 

S 

P 

P 

P 

P 

R 

S 

S 

F 

P 

P 

S 

F 


33)003533 CeO-n-D QQ 



320 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Pacific Nuclear Systems, fnc 


Pallen-Johnson Associates, Inc. 
Panna Marla Concerned Citizens 
Parameter, Inc, 


Pathfinder Mrfnes Corp. 
Pennsylvania Power & Light Co. 


Pennsylvania, Commonwealth of 


Philadelphia Electnc Co. 


68090801 33* 50 275 R 

8309080136* 50 275 R 

Ba09060142 50 275 R 

8809060202 60 275 V 

6609080262 50-275 V 

8009090201 * 50-275 T 

6009140249 50-275 F 

6809140259* 50-275 F 

0809150106 50-275 Q 

8609150112 50-323 Q 

8609150105 50-312 H 

8009220206 50-133 P 

8009220202 50-275 Q 

B0 09 2601 28 50-275 R 

0809260128 50-275 R 

8809260310 50-275 P 


9000 2 90060 71-9218 

8800290310 71-9200 

6809 14 0320 71-9001 

8809070052* CONTRACT 
8609070119 40-8908 

0609060350* CONTRACT 
8809090176 FOIA 

8809210203* CONTRACT 
6809270093* CONTRACT 
6800120179 40 2259 

8808260056 50 3B7 F 

8608310142 50-387 S 

8009010075 50 3S7 R 

6809010233 50 387 P 

8609010271 50 3B7 F 

8609080121 50-387 V 

8009080127 50-307 Q 

8809080127 60*387 Q 

8309080173 50-307 R 

8809130039 50 307 S 

6809140250 50 387 Ft 

6809140258 60-3B7 R 

6809140354 50-387 P 

8809150076 50 387 P 

6609150076 50 387 P 

0809150101 50 387 V 

0609160253* REVIEW GR P 


6009230057 

50-387 

S 

0009230254 

50-306 

S 

0809260056 

50-307 

R 

6609260056 

50-307 

R 

0809260262 

50-307 

F 

8B09270116 

50-387 

F 

8009020012 

60-277 

G 

B0O9O2OO12 

60-277 

G 

0809020022* 

50-277 

G 

8000020022* 

50-277 

G 

8009080201 

50-277 

G 

B0O9O6O261 

50-277 

G 

6809090168 

50-277 

G 

6809090160 

50-277 

G 

6809230045* 

50-277 

Q 

8809230045* 

50-277 

Q 

8009230053* 

50-277 

G 

8009230053* 

50 277 

Q 

9809230080* 

50 277 

Q 

6809230060* 

50-277 

G 

0609230096 

PR 

8608260001 

50 352 

$ 

0000260095 

50-353 

Q 

6808260404 

50-277 

P 

6808290093 

50-277 

S 

8800290274 

50-353 

A 

8600290314* 

50 277 

P 

6600280314* 

50 277 

p 

8000310035 

50-352 

S 

6008310049 

60-353 

S 

8806310150 

SO 277 

P 

6009010140 

50-277 

P 

8609010140 

50-277 

P 

6809010143* 

50 277 

P 

8809010170 

50 352 

R 

0609010107* 

50-277 

P 

0BO9O1O187* 

50-277 

P 

8609010287 

50-277 

P 

8609010207 

60-277 

P 

0609010294* 

50-277 

P 

8609010302* 

50-277 

P 

8009010302* 

50-277 

P 

6009010336 

50-277 

S 

0809010360 

50-277 

Q 

0609020243 

50-277 

P 

8609020243 

50-277 

P 


0009020258 

50-277 

Q 

8B09020258 

50-277 

Q 

6809020258 

60-277 

Q 

0009060023 

50*352 

R 

8809060026* 

50 352 

R 

0009060055 

60 352 

R 

8809070236 

50-278 

s 

6809070518 

50-352 

R 

0809000001 * 

50-352 

R 

8809000019 

50-277 

P 

0009080019 

50 277 

p 

0809080022 

50-277 

R 

88090B0023* 

50-277 

R 

8809000025* 

50-277 

R 

8809080112 

50 352 

s 

8009080112 

50 352 

s 

0809090149* 

50-277 

Q 

8009090149* 

50-277 

G 

0009090149* 

60-277 

G 

8809090224 

50-277 

P 

0809090224 

50-277 

p 

8009090232* 

50-277 

p 

0609090232* 

50-277 

p 

8609090234* 

50-277 

P 

6009090234* 

50*277 

p 

8809120009 

50-277 

G 

0009120009 

50-277 

G 

0BO91 20051 

60-277 

P 

8809120051 

50-277 

p 

8809120059* 

50-277 

P 

8809120059* 

50 277 

p 

8009120061* 

60 277 

P 

0809120061* 

50-277 

P 

8809120140 

50-171 

Q 

8809130057 

50-277 

Q 

8809130063 

60-171 

R 

8809130066 

50-277 

s 

0809130073* 

60-171 

R 

0809130138 

50-277 

V 

8809130138 

50-277 

V 

8809130130 

60-277 

v 

8809130130 

50*277 

V 

0809130138 

50-277 

V 

0BO913O15O 

50-277 

S 

8809130160 

50-277 

s 

8809130185 

50-277 

Q 

8809130185 

50-277 

Q 

8009130197 

60-277 

Q 

8009130197 

50-277 

Q 

0009130199 

50-277 

Q 

8809130199 

50-277 

Q 

8009130199 

50 277 

Q 

8809130208 

50-277 

Q 

8009130206 

50-277 

G 

0809130206 

50-277 

Q 

8809130210 

50-277 

Q 

8009130210 

60*277 

Q 

8809130210 

60-277 

Q 

8809130218 

50*277 

Q 

0809130218 

50-277 

Q 

8009130218 

50-277 

Q 

8809130237 

50*277 

Q 

8809130237 

50-277 

Q 

8809130237 

50-277 

Q 

0009130280 

60-352 

s 

0009140189 

50-353 

A 

8809140192* 

50-363 

A 

8809140204 

60-277 

0 

8809140204 

50-277 

Q 

8809140204 

50-277 

Q 

6809140207 

50-277 

P 

8009140207 

50-277 

P 

0809140211* 

50-277 

P 

8809140211* 

50-277 

P 

8809140213* 

50-277 

P 

0809140213* 

60-277 

P 

0009140219 

60-277 

P 

0009140219 

50-277 

P 

0809140226* 

60-277 

P 

8809140226* 

60-277 

P 

8809140229* 

50-277 

P 

0009140229* 

60-277 

P 

0009140232 

50-352 

F 

8009140232 

60-352 

F 

8809140230* 

50-352 

F 

8809140236* 

50-352 

F 

8809140251 

50-277 

Q 

0009140251 

50-277 

Q 

0009140251 

50-277 

Q 



CORPORATE SOURCE INDEX 321 


AUTHOR AFFILIATION 


Plateau Be sources, Ud, 
PoMex Fibers Corp* 

Portland General Electrfo Co, 


Precision Surveillance Corp. (formerly 
INAYCO.Inn.K 

Presby1*rlan-L)nlv. of Pennsylvania 
Medical Conear, Philadelphia, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8809140251 

50 277 

a 

8009140261 

50 277 

a 

6809140261 

50-277 

a 

8809140263 

50-277 

Q 

8009140263 

50 277 

0 

8809140263 

50 277 

a 

8809140256 

50 277 

Q 

8809140266 

50-277 

Q 

0809140266 

50-277 

0 

0609140280 

50 277 

0 

8B09 140280 

60 277 

Q 

8809140280 

50 277 

0 

0809140263 

60*277 

0 

0809140263 

50-277 

Q 

6809140203 

50-277 

Q 

8809140291 

50-277 

Q 

8809140291 

50-277 

Q 

0809140291 

50-277 

Q 

0009140313 

50-277 

G 

8809140313 

50-277 

Q 

8809140313 

50-277 

O 

0809140319 

50-277 

Q 

0809140319 

50-277 

Q 

0009140319 

50-277 

Q 

8009140378 

60-352 

S 

8609140431 

50-277 

P 

0809140431 

60-277 

P 

0009150002 

50 352 

Q 

8009150154 

50 277 

Q 

8809150154 

50 277 

Q 

0809150154 

50*277 

Q 

0809150174 

50*352 

P 

0009150178* 

50*352 

P 

8809150180* 

50 352 

P 

8809190132 

50*277 

S 

0809190207 

50*277 

Q 

8009190207 

50*27 7 

Q 

8009100207 

50 277 

Q 

8809190207 

50*277 

O 

0809190366 

50 277 

F 

8809200050 

50 352 

P 

0009200058* 

60 352 

P 

8809200064* 

60 352 

P 

8809200093 

60 352 

S 

9809200095 

50*277 

R 

0009200095 

60*277 

R 

8009200104 

60 352 

R 

8809200366 

60 277 

Q 

88Q9200358 

60 277 

Q 

0609210192 

50 277 

Q 

8909220112 

50 352 

0 

8009230101 

50-277 

F 

8909230101 

50-277 

F 

8809230149 

60-277 

S 

980928Q166 

50-277 

a 

0B 092 00247 

50-270 

s 

8809090083 

40-9590 


8809290273* 

REVIEW GR 

p 

0008290002 

50-344 

s 

8008310007 

50*344 

F 

8908310163 

50-344 

S 

8809010050 

60-344 

F 

88Q 901 0290 

5Q-344 

F 

8809020141 

50-344 

Q 

0009060003 

50-344 

P 

8009070062 

50-344 

Q 

0009070131 

50*344 

R 

8000070136 

60-344 

Q 

0009080001 

50-344 

P 

8009090082* 

50-944 

P 

8809000113 

60-344 

P 

8809140128 

60-344 

P 

8809150004 

60 344 

Q 

0009150050 

50 344 

V 

8009150166 

50-944 

fl 

8809160170 

60-344 

P 

8809160173* 

50 344 

P 

0009150176* 

50-344 

P 

0009160002 

60-344 

F 

8809160160* 

60-344 

F 

80O91BOO21 

60-344 

F 

8809220180 

60-344 

F 

6809270050 

60 344 

S 

8809200065* 

50-308 

P 

8809020129 

PR 


8809020133 

PR 


0009020166 

PR 



AUTHOR AFFILIATION 


Presbyterian -University Hosp. of 
Pittsburgh, Pittsburgh, PA 

Pr03ldenl of U.S & Executive Offices 
Press Intelligence, Inc. 

Professional Reactor Operator Society 
Public Citizen's Critical Mass Energy 
Project 

Public Service Co. of Colorado 


Public Service Co. of New Hampshire 


ACCESSION SUBJECT 
NUMBER CATEGORY 

6809010064 PR 

0609010328 PR 

8809280102 PR 

680001 0343 - CONTRACT 
0800160262* REVIEW GR P 

8609070302 FOIA 

6809090136 FOIA 

0808260042 50-267 

8608200255 50 267 

8808200264 60-207 

8800290269* 50-267 

86003 100 B7 50-267 

8009010060 60 2fi7 

8809070465 60-267 

0809180139 60 267 

3009150213 50*267 

8309160206 50-267 

88091 6020 B* 60-267 

0809160212* 60-267 

0009190135 50-267 

0009190193 50-287 

6009220041 50-267 

6609260120 50-267 

0609270045 60-267 

0608300055 50-443 

6809020233 60-443 


8009070467 60-443 R 

8609080116 50 443 Q 

0809000120 50 443 S 

0809120014 50-443 G 

0809120014 50-443 G 

0000120032 60 443 G 

0809120032 60 443 G 

0800140012 50 443 G 

0809140012 60 443 G 

8009140020* 60 443 G 

6809140020* 60 443 G 

0609140028* 60-443 G 

8009140028' 60 443 0 

8009140041* 60 443 G 

8800140041* 60 443 G 

8809140052* 60-443 G 

0809140052* 50-443 <3 

8809140081* 50-443 G 

0809140001* 60-443 G 

8009140121 60-443 S 

0809140169 50-443 G 

6009140426 50-443 R 

6609160070 60-443 G 

6009160070 60-443 G 

6809190107 50-443 S 

8009190238 50-443 G 

0809190238 50-443 G 

6009190203 60 443 G 

0609190203 60 443 G 

0609190353 60 443 S 

8009210003 60 443 G 

8009210003 50 443 G 

8009230016 50 443 G 

8609230015 50 443 G 

8009230025 60*443 G 

8009230025 50-443 G 

0000230028* 50 443 G 

Qeoesaooafl* 50 443 g 

8000230035 60*443 G 

8000230035 50 443 G 

0000260005 50 443 G 

0000260005 50 443 G 

8009260017* 60 443 G 

8009260027* 60*443 G 

8009260027* 60*443 Q 

8809260041* 50 443 G 

0009260041* 60 443 G 

8009260050* 60 443 G 

8309260060* 60*443 G 

8809260009* 50-443 G 

0809260069* 50-443 G 

0809200077* 60-443 G 

8809200077* 60-443 G 

88O920OOB7* 60-443 G 

8809260007* 60*443 G 

0009260104* 50*443 G 

08 09260104* 50-443 G 

8009260110* 60-443 G 

0809260110* 60-443 G 

0009200134* 60-443 G 

8009260134* 50-443 G 


O O rnr a. rr Q. o a. a- a- o- O AC a. o — i 



322 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Publsc Service Co of New Mexico 
Publac Service Electric & Gas Co of New 
Jersey 


Purdue Umv„ West Lafayette, IN 
Ouivlra Mining Co 


RMC Environmental Services 
Reeves Brothers, Inc 
Regulatory Group, Inc, 

Reid Memorial Hosp , Richmond, IN 

Rensselaer Polytechnic Institute, Troy, 

Republic Services, Inc. 

Resource Technical Services, Inc 
Rfo Algom Mining Corp 
Rochester Gas & Electric Corp 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8809260142’ 

50-443 

G 

8809260142' 

50-443 

G 

8809260149* 

50-443 

G 

8809260149* 

50-443 

G 

8B09260158* 

50-443 

G 

8B09260158* 

50-443 

G 

8B09260168* 

50-443 

G 

8B09260168* 

50 443 

G 

8809260179* 

50 443 

G 

6809260170* 

50 443 

G 

6809260193* 

50 443 

G 

8809260193* 

50 443 

G 

880926020B* 

50-443 

G 

8809260200* 

50-443 

G 

8809080066* 

50-528 

I 

8808260099 

50 354 

S 

8B08260402 

50 272 

Q 

880B260414* 

50 272 

Q 

8308300112 

50 311 

S 

8809010080 

50-354 

s 

0809010309 

50-272 

R 

0809060251 

50-354 

S 

0809060300 

50-354 

s 

0609070200 

50 272 

R 

8609070202* 

50 272 

R 

B809070210' 

50 272 

R 

8809070221 

50 354 

R 

0809070225* 

50-354 

R 

8809070230* 

50-354 

R 

0809070559 

50-272 

H 

8809080073 

50 272 

G 

6B09080073 

50 272 

Q 

9809140112 

50 311 

S 

6809140189 

50 272 

S 

6809140243 

50 311 

s 

6809140246 

50-354 

s 

8809140459 

50-272 

s 

8809160202 

50 311 

s 

8609160274 

50 364 

s 

8809190272 

50 272 

Q 

8 B09 190272 

50 272 

Q 

8809190272 

50-272 

Q 

8309190292 

50-272 

P 

B809190282 

50-272 

P 

08O919O2B2 

50-272 

P 

08O919O3B3 

50-272 

P 

3609190383 

50-272 

P 

8809190385* 

60-272 

P 

8809190385* 

50-272 

P 

8009200224 

50-272 

F 

8809200224 

50-272 

F 

0809200224 

50-272 

F 

8609200224 

50-272 

F 

8609200235 

50-354 

F 

8B09200256 

50-354 

Q 

8809210159 

60-272 

P 

6809220020 

50-354 

Q 

8809230177 

50-272 

F 

0809230177 

50-272 

F 

8609230209 

50-272 

F 

8B09230209 

50-272 

F 

0809230209 

50-272 

F 

860926005B 

60-272 

P 

B0O926OO58 

50-272 

P 

0809280153 

50-354 

F 

0009260175* 

50-272 

P 

8009260175* 

60 272 

P 

8009260242 

50 272 

N 

8Q09260242 

50-272 

H 

6009260242 

50-272 

H 

8809270037 

50-272 

P 

8609270037 

50 272 

P 

8B09270037 

50 272 

P 

880926025B 

70-152 


8009060313 

40 6905 


0809070124 

40 6905 


8809140143 

40 6905 


8808300033* 

60 209 

R 

0609230185* 

REVIEW GR 

P 

8009270088* 

CONTRACT 


B0O9O7O556 

PR 


0309000062 

PR 


0809020123 

60 225 

G 

8009210263* 

REVIEW GR 

P 

8009230050* 

CONTRACT 


6809060160 

40 6084 


6609010001 

50-244 

P 


Rochester, Univ of, Medical Center, 
Rochester, NY 
Rockbestos Co 
Rockwell International Corp, 

Ropes & Gray 


Roy F Weston, Inc 


SCITRAN 
SRI International 

Sacramento Municipal Utility District 


8809010097 

8809010108 

8B090101 10* 

6809010236 

8809080175 

8809080253* 

8809080296 

8609080410* 

BB09080414* 

6B09140105 

8809150015 

8809150024 

8809190231 

8809220062 

0BO926O325 

8609260331* 

8809230132 

8809010182 

8809120146 

0809140396* 

8609120014 

8609120014 

8809120031 

8009120032 

8809120032 

8809140012 

0809140012 

8809140020* 

8609140020* 

8809140028* 

8809140028* 

8809140169 

8809160079 

0809160079 

0809190238 

8809190238 

8B09210028 

8809230015 

8809230015 

8809230025 

8809230025 

0809230028* 

0809230028* 

8809230035 

8B09230035 

8809260005 

8809260005 

8809260017* 

8809260027* 

8809260027* 

0009260119' 

8809260143 

8809210225* 

8809220179* 

8809220107* 

0809140132* 

8809260158* 

8808260006 

8808260136 

6608300101 

8806310038 

8808310074 

0809020035 

8809020167* 

6809020159* 

8809020160* 

8809020174* 

8809020176* 

8809060340 

8809060378* 

8009070327 

8809070452 

8809070567 

8809080160 

8809080207 

8009080210 

8809130167 

8809130213 

8809140147 

8809140223 

0809140231* 

0009140260 

0009150042 

8809150100 

8809160331 

8809160092 

0809160094* 

6809190261 


50-244 
50-244 
50 244 
50 244 
50-244 
50-244 
50-244 
50-244 
50-244 
50 244 
50-244 
50-244 
50-244 
50-244 
50-244 
50-244 
PR 

PR 

70-25 

70-25 

50 443 

50 443 

50 271 

50-443 

50-443 

50-443 

50-443 

50-443 

50 443 

50 443 

50-443 

60-443 

50-443 

50 443 

50 443 

50 443 

50 271 

50 443 

60-443 

50-443 

50 443 

50 443 

50 443 

50 443 

50-443 

60-443 

50-443 

50-443 

50 443 

50 443 

50-443 

60-271 

CONTRACT 

WASTE MGT 

WASTE MGT 

CONTRACT 

50 443 

60 312 

60-312 

60-312 

50-312 

50-312 

50 312 

60 312 

50-312 

60-312 

50-312 

50-312 

50-312 

50-312 

50-312 

60-312 

50-312 

60-312 

50-312 

60-312 

50-312 

50 312 

60-312 

50-312 

50-312 

50-312 

50-312 

60-312 

50-312 

50-312 

60-312 

50-312 


Q 

P 

P 

F 

R 

P 

S 

F 

F 

S 

Q 

S 

F 

R 

P 

P 


G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 


G 

S 

F 

R 


R 

R 

R 

R 

R 

R 

P 

P 

F 

P 

S 

Q 

F 

F 

V 

R 

S 

S 

Q 

S 

F 

S 

O 

P 

P 

Q 



CORPORATE SOURCE INDEX 323 


AUTHOR AFFILIATION 


Salisbury, MA 

Sale River Project 

San Diego Gas & Electric Co 

San Francisco General Hosp San 

Francisco, CA 

Sandia National La bora ton 63 


Sargent & Lundy x Inc 

Saxton Nuclear Experimental Corp 
Schneider Consulting Engineers 
Science Applications International Corp 
(formerly Science Applications, Inc > 


Sciluate, MA 

Seacoast Anti-Pollution League 


Senate, Environment 4 Public Works 


Senate, Governmental Affairs 

Senior Executives Assoclatlon/Professlon 
al Development League 

Sentry Equipment Corp. 

Sequoyah Fuels Corp (subs of Kerr-McGe 
Nuclear Corp.) 


Shalnes & McEachern 


Shaw, Pittman, Potts & Trowbridge 


Siegel, J J. 


Sinai Hosp. of Detroit. Detroit, Ml 
Small Business Administration 

Society of Nuclear Medicine 


Sonatysts, Inc. 

South Carolina Electric 4 Gas Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

8809200134 

50*312 

R 


8809200204 

50312 

F 


9809200239 

58 312 

P 


8809210045* 

60 312 

S 


000 9220325 

50312 

R 


6809230063 

50 312 

P 


8609230008’ 

50-312 

P 


GG 09260020 
8809260030 
0809000006’ 

50-312 

50-443 

50*520 

P 

G 

I 

Soul h Carolina, Univ. of, Columbia, SC 
Southamplon, NY 

8808290099 

50*206 

F 


0BO9O8OO54 

PR 


Seulhorn California Edison Co. 

8809060040 

WASTE RES 



8B00 138321 

WASTE RES 



0800140357 

NUREG 



8309160056 

WASTE RES 



8309160063 

WASTE RES 



0009220010 

NUREG 



8809220049 

MUR EG 



6809220000 

WASTE RES 



6809140078’ 

50 206 

Q 


8809140090* 

60-237 

P 


6B09020228 

60*146 

P 


8009200230* 

50*313 

Q 


8807220126* 

60-302 

P 


8807270214* 

60-209 

f 


8800020073’ 

60-209 

F 


0800140030* 

CONTRACT 



880&168126* 

REVIEW GR 

P 


G8O02OO3GO* 

CONTRACT 



8809260332* 

CONTRACT 



8609270158 

WASTE MGT 



0800260158* 

50 293 

U 


8809020058 

50 443 

G 


0000 1201 34 

50 443 

G 


8809160032 

60 443 

G 


0000210010 

£0-443 

G 


0809210023 

60 443 

G 


6809300043 

60443 

G 


6&O01 Q01 80’ 

FOIA 



0609160231* 

FOIA 



6809 100233’ 

FOIA 



0809160331* 

roiA 



8000230161’ 

COMMISSfQ 

N 


8809190036’ 

FOIA 



8009230212* 

COMMISSIO 

N 


8809230200* 

COMMISSIO 

N 


8800230210* 

COMMISSIO 

N 


88090601 66’ 

60-255 

Q 


0007140131 

40 8027 



8809020191 

40 0027 



0800000060 

40 0708 



8000060105 

400768 



8806060120 

40 6027 



0800070013 

40 6027 



6009220194 

40 0027 



8000220200 

40 6027 



6000190063 

60 443 

G 


8800210016 

60-443 

a 


0600260040 

60*443 

a 


8GOOOOOQD5 

60*276 

p 


8069140193 

60*440 

G 


0GO920O2G4' 

REVIEW GR 

P 


8809160269’ 

FOIA 



8009150283* 

FOIA 



8809 150208* 

FOIA 



0009160277* 

FOIA 



0809080103 

PR 



0809070052* 

CONTRACT 



8000070083* 

CONTRACT 



8809020130 

PR 



8809150309 

PR 



88092301 10 

PR 



6000210130’ 

CONTRACT 



6808260435 

60 305 

F 


6808300203 

£0 305 

s 


8609010124 

60*305 

P 


8600010169’ 

60 305 

p 


8689010171 

60 306 

R 


0009020274 

50-306 

R 


8609020276* 

60*305 

R 


8809070534 

5Q-395 

P 


0009130066 

60*395 

p 


880&1 40323 

71-0176 



9000 150200 

60-395 

0 



ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


0000200264 

G 809200383 

8009220118 

G 609230231 

6G0923Q234* 

0009260052 

0609260185 

GGOB010172* 

8609120055 

0600100094* 

600023001 1 

0000260340 

0608200009 

6003300215 

0008300281 

GG09310046 

0000-310045 

0000310045 

Dooeoioore 

000901 037G 
GQ000 10376 
8800020105 
0800020165 
9000020185 
6800020100* 
6000020106* 
0600020196' 
0809020 I 06* 
0000020260 
0609070000 
0909070340 
0809070433 
80O9O7O433 
0009670451* 
8G09070451’ 
8000070453’ 

Q 800070463’ 
8880070519 
8809070620 
6880070520 
0000070520 
6009070637 
0600870537 
6009870550 
0000070587 
C0OGO8O883 
0600000803 
0000060003 
0000060074’ 
8000000080 
0000000160 
8800000101 
8600000134 
6800130021 
GD09I30025 
0000130131 
6000130131 
6009130131 
0000140008 
680914 0807 
G6001482I7 
0000140217 
8000160021 
8000150051 
0800160051 
8000160051 
00001 60054’ 
8000160054’ 
8800160054* 
0800160050' 
60081 60056* 
0009160050* 
6009160137 
0000160137 
6009160107 
6600158214 
0000158243 
6000160005’ 
6009100265 
0GQD2OO146 
8009200174 
0800200100 
0009200257 
8 809200267 
66002 10006 
0009210006 
00082 10006 
0089210016 
8008210108* 


50 395 
60*305 
60*395 
60-395 
50-395 
50-395 
50-395 
50 395 
50*322 
60 322 
50 322 
50*206 
50 200 
60 30 1 
60*200 
60-200 
50*200 
50*208 
60-200 
50 301 
50*361 
60*200 
50 206 
50 206 
60 200 
50*206 
50*206 
50*200 
50-200 
60-206 
50 381 
50*501 
60 361 
60361 
50 361 
58 361 
50 361 
60 302 
50*206 
50-208 
60*206 
50*381 
60*381 
50 208 
SO 381 
50*208 
50 200 
60 200 
60 520 
60 301 
60*362 
60-301 
60-362 
60*200 
50-200 
50*200 
60*200 
50 200 
50*301 
GO 302 
60*38 1 
60*361 
50*362 
60-20B 
60*200 
60-200 
60*200 
50*209 
60-200 
60-208 
60*208 
60 208 
50 361 
50381 
60*206 
50 361 
60*206 
60*361 
60*206 
60*200 
60*301 
60-361 
50*301 
60-361 
60-200 
50*208 
50 200 
50 362 
50 200 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Southern Company Services, Inc 
Southwest Research Institute 


St, Francis College, Ft Wayne, IN 
Structural tntegnty Associates 
Structural Mechanics Associates 
Suffolk County, NY 


Sugarman & Associates 


Susquehanna Valley Alliance, Lancaster, 
PA 

System Energy Resources, Inc, 



TU Electric (formerly Texas Utilities 
Generating Co) 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9B0921010B* 

8809210108“ 

8809230041 

8809230266* 

8809230288* 

8809230286* 

8809260055 

8809260171 

6808310027 

8809140400 

8600300048* 

6808310235’ 

880920026.2* 

6609210215* 

6809080070 

6600300037* 

8609000075* 

8609020026 

8809120055 

8809190067 

8809190094* 

6809280011 

B8092 10004* 

6809210004* 

8B09210006* 

060921 0006“ 

B809020027 

8808260004 

8808260125 

8800260127“ 

8806260312 

8606260315* 

8608300294 

8B0B31 0060 

0808310060 

88090 10060 

6809060263 

8809060331 

8009070565 

8009080119 

8809060126* 

9B090801&0 

6809080191 * 

8809080198* 

8809140082 

8809140082 

8809150028 

8809150220 

0809150233 

8809160044 

8609190311 

8609190381 

0809200060 

8809200111 

8BQ9200112 

6809200364 

8809140041* 

8809090050 

8809090101* 

8808260046 

0808260048 

8808260063 

8608260063 

0008260101 

0808260101 

0608260123 

8000280123 

0008290010 

8008290010 

8008290067 

8600290067 

0800290239 

8806290245* 

8800310053 

8800310185 

6008310185 

80OB31O1O2 

8600310192 

0609020034 

0509020034 

8809020052 

5009020052 

8800020266 

8509020268 

6809060315 

8809000315 

8809060392 


50-206 

50-206 

50 361 

50 206 

50-206 

50-206 

50-205 

50-206 

50 425 

50 424 

50 333 

50-317 

50-354 

CONTRACT 

PR 

50-333 
50-155 
50-322 
50-322 
50 322 
50 322 
50 322 
50-443 
50 443 
50 443 
50 443 
50-320 


50 416 
50 416 
50-416 
50*416 
50 416 
50 416 
50 313 
50 313 
50 416 
50-416 
50 416 
50 416 
50-416 
50 416 
50 416 
50 416 
60-416 
50-313 
50-313 
50 416 
50 416 
50 419 
50-416 
50 416 
50 416 
50 416 
50 416 
50 416 
50*416 
50-443 
71 659 
71-659 
50 445 

50-445 
50-445 
50 445 
50-445 
50-445 
50 445 
50 445 
50*445 
50-445 
60 445 
50 445 
50 445 
50-445 
50-445 
50-445 
50 445 
50-445 
60 445 
60 445 
60 445 
50-445 
50-445 
60-445 
50-445 
50 445 
50-446 
50-446 


R 

R 

R 

F 

F 

F 

P 

P 

O 

P 

P 

Q 

Q 


P 

P 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

S 

P 

P 

P 

P 

F 

I 

P 

V 

R 

n 

p 

p 

p 

p 

p 

p 

p 

F 

Q 

G 

Q 

S 

S 

Q 

R 

Q 

F 

G 


F 

F 

F 

F 

Q 

Q 

S 

s 

Q 

Q 

Q 

Q 

A 

A 

Q 

S 

s 

J 

J 

G 

G 

G 

G 

A 

A 

S 

S 

s 


AUTHOR AFFILIATION 


Techn associates, Inc 
Technlform Industries, Inc 
Tele-Cam Products, fno, 
Tennessee Valley Authonty 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8809060392 

8809060396 

0609060396 

8809070007 

8809070007 

0809070332 

0009070332 

8809070407 

8809070407 

0809070416 

0009070416 

8009070555 

8809070555 

8809080143 

6809080143 

8809000176 

8809080176 

B809080184 

8809080184 

8609130330 

8809140003 

8809140083 

8809140277 

0809140277 

8009140278 

8800140278 

6809140340 

8009140367 

8009140367 

8809150083 

8809150083 

8809150099 

8809150100 

8809150108 

B8091 50201 

8009150201 

0809190201 

8809190281 

8809200375 

8809210015 

0009210015 

0009210067* 

8809210067* 

8809230123 

8009230123 

8009230127 

8809230171 

8809230171 

6809230249 

8809230240 

8809260080 

8800260080 

0009260123 

8809260123 

8809260131 

6809260131 

0009260169 

8809260159 

8809260186 

0809260186 

8009260191* 

8809260249 

8800260249 

8609260335 

8809260335 

0809260337 

8809260337 

0809070493* 

8009280230* 

0809070186* 

7903160370* 

8800260081 

8800260292 

6B08260456 

8800260457 

8808260496 

8606260496 

0008290011 

800029001 1 

8808290036* 

B806290116 

0008290120 

8800200126 

8800290132* 

0808290133 

8800290133 

8808290133 

8008290133 

8008290133 


50-445 

50-446 

50-445 

50-445 

50-445 

50 445 

50 445 

50-445 

50-445 

50 445 

50-445 

50-445 

50-445 

50 445 

50 445 

50-445 

50-445 

50-445 

50 445 

60-445 

50-445 

60-445 

50-445 

50-445 

60-445 

50-445 

50 445 

60 445 

50-445 

50-445 

60 446 

50 445 

50-445 

60-445 

50-445 

50 446 

50-445 

50*445 

50-445 

50 445 

50-445 

60-445 

50-445 

50 445 

60-445 

50-446 

50-445 

60 445 

50-445 

60-445 

50-445 

50-446 

50-445 

60-445 

50-446 

60-445 

60 446 

50-445 

60-445 

50-446 

50-445 

60-445 

50-445 

50-445 

50 445 

50-445 

50-445 

CONTRACT 

REVIEW GR 

CONTRACT 

60-265 

50-327 

50-259 

TOPREP 

60-327 

60-300 

50-390 

50-327 

60-327 

TOPREP 

60-260 

50-259 

50-259 

50-259 

50-269 

50-269 

50-259 

50-259 

50-269 


S 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

Q 

Q 

S 

S 

V 

V 
Q 
Q 
S 
F 
F 
S 

s 

Q 

Q 

A 

A 

A 

A 

A 


Q 

Q 

S 

S 

S 

G 

G 

G 

G 

A 

A 

A 

S 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Tennessee, State of 

Texas A&M link , College Station, TX 

Texas, State of 

Thomson Electron Tubes & Devices Coro 
Three Mile Island Alert 
Toledo Edison Co 


Tracor Aerospace, Inc, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8809140470' 

50 259 

R 

8809140470' 

50-259 

R 

8B091 50006 

50 430 

A 

8809150008 

50 438 

A 

8809150012 

50-296 

S 

8B0915O132 

50 390 

S 

88091 501 0B 

50 259 

1 

6809150188 

50-259 

1 

5809150188 

50 259 

1 

5809160211 

50 327 

Q 

6809160211 

50 327 

0 

6809150229 

50-390 

Q 

8B091 50229 

50 390 

Q 

8809150237 

50 390 

A 

8809150237 

50-390 

A 

8809150316 

50-327 

Q 

8809150318 

50-327 

Q 

6809190015 

50-327 

P 

8809190131 

50-259 

Q 

8009190131 

50-269 

Q 

8009190131 

50-259 

Q 

8809190131 

60-259 

0 

8809190349 

50-390 

S 

6809200231 

50-259 

f 

8809200374 

50-390 

Q 

8609210009 

50-259 

P 

880921 0009 

50 259 

P 

B8092 10009 

50-259 

P 

SB0 921 0060 

50 259 

P 

8609210060 

50 259 

P 

8809210060 

50 259 

P 

8809210174 

60-259 

P 

8609210174 

50 259 

P 

8809210174 

50 269 

P 

8609220074 

50-327 

R 

8809220074 

50-327 

R 

8809220224 

50 259 

P 

8809220224 

60-259 

P 

6809220224 

50-259 

P 

8809220229 

50-327 

Q 

8809220232 

50-259 

K 

8809220232 

60-259 

K 

880922023 2 

50-259 

K 

8809220233’ 

50-269 

K 

8009220233* 

50-259 

K 

8809220233 ' 

50-259 

K 

0809220238 

50-390 

Q 

8009220323 

50-327 

P 

6809220324' 

60-327 

P 

8609220332 

60 259 

P 

8009220332 

50-250 

P 

6809220332 

50-259 

P 

880 92301 BO 

50 327 

S 

8609230201 

50-328 

S 

8809260343 

50 327 

P 

8809120054 

50 603 

A 

8600290074 

50128 

Q 

88082 &0083* 

501 2S 

Q 

88091 5031 S 

PR 


8800230272* 

REVIEW GR 

P 

8809290147* 

REVIEW GR 

p 

80 090 2 0027 

60 320 

G 

8806260330 

50*346 

s 

8808290219 

50 346 

P 

9808290229* 

50 346 

P 

8808290275 

60-346 

R 

8808310014 

60-346 

R 

9009010106 

50-346 

H 

8809060031 

50-346 

n 

0809070076 

50-346 

F 

8809070335 

50-346 

p 

8809090031 

50*346 

0 

8809130002 

60-346 

$ 

8809130114 

60-346 

v 

8009 140285 

50-346 

0 

B0O91 40397 

50-346 

s 

8809140449 

50-343 

v 

8609160011 

50 346 

F 

6809160051 

50 346 

p 

8809190239 

50*346 

Q 

8609190328 

50-346 

s 

8809190344 

50 346 

Q 

8809200039 

50-346 

s 

8809200370 

50-346 

Q 

8809210206 

50-346 

Q 

8809260032 

50 346 

F) 

8809260210 

50-346 

Q 

8600270118 

60-346 

Q 

8809200365* 

REVIEW GR 

P 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Transco, Inc 

Transnuclear, Inc 
Transportation, Dept of 
Troutman, Sanders, Locfterman & Ashmore 
Twomey, Latham & Shea 

U S Ecology, Inc (formerly Nuclear 
Engineering, Inc,) 


US. Energy Corp 
U S Tool & Die, Inc 

UMETCO Minerals Corp (subs, of Union 
Carbide Corp) 


UNC Resources, Inc 
Uhler, J C, 

Union Electric Co 


Union of Concerned Scientists 

United Kingdom, Govt of 
Umled Nuclear Corp, {subs of UNC 
Resources, Inc) 


United States Testing Co , Inc 
Utah, State of 

Utah, Umv. of, Salt Lake City, UT 
Vermont Yankee Nucloar Power Corp. 


Vermont, State of 


Veterans Admin Medical Cantor, Madison, 

Vi*Jon Laboratories, fno. 

Video Telocommunlcallons, Jno, 

Virginia Power {Virginia Electric & Powo 


0009190115* 

6009190110* 

0809200198 

0008300045 

8808290353 

8009190094* 

8809230011 

8809090097 


XPORTLIC 
XPORTUC 
70*1426 
71-3002 
50 4 25 
60-322 
50-322 
WASTE MGT 


8809090230 

8809090235* 

8809060409 

8808300340* 

8009060020 


27*48 
27-48 
40-0971 
60*498 
40 8601 


M 

G 

G 


P 


8809120156 

0009200214 

8809120100 

8809090125 

0000300074 

8809070082* 

8809070369 

8809090014 

8809120073 

8809120090* 

8009130037 

0809140107 

8809140127 

8809150161 

0809190010 

8809190025* 

8809260236 

0009210020* 

0009210110* 

8009200336* 

0809060005 


40-8681 

PR 

70-371 
50-277 
50-403 
60 483 
50-403 
50 403 
50 483 
60-483 
60-403 
50 483 
50-403 
60-403 
50 483 
50-403 
60-483 
50 443 
WASTE MGT 
REVIEW GR 
40 8907 


Q 

F 

R 

P 

F 

P 

P 

F 


R 

R 

R 

F 

G 

P 


8809060139 

8800060394 

OB09070244 

0809070265* 

8809070354 

8809090064 

0009120183 

0809200385 

8809200291* 

0809160060 

8009190252 

8800260464 

8000200117 

6809310077 

8809010359 

0809070329 

0009070447 

0809120031 

0809140151 

0809140160 

8009160009 

8809150308 

0009190219 

8000210014 

8809210028 

0009210126 

8009260143 

8809260189 

0809260195 

8800300099 

8809020066 

8809090072* 

0609120007 

8809120011 

8809120013 

0009160287 


40-0907 
40 8907 
40 0907 
40-0907 
70-371 

70- 371 
40-0907 

71- 9029 
REVIEW GR 
60 407 

60 72 
50-271 
60-271 
50 271 
60-271 
50-271 
60-271 
50-271 
50-271 
60 271 
60-271 
60-271 
60-271 
60-271 
50-271 
60-271 
60 271 
60-271 
60-271 
60 271 
60-271 
50-271 
60 271 
50-271 
60-271 
PR 


P 

R 

Q 

F 

F 

R 

F 

S 

Q 

G 

Q 

R 

F 

P 

F 

Q 

G 

P 

G 

P 

P 

Q 

G 

W 

G 

G 

G 


8800220203* 

8809070176* 

8008260364 


REVIEW GR 
CONTRACT 
60-280 


P 

P 


8808290267 60-281 
8800290303 60-338 
0808300233 50-338 
8809010135 60-280 
0009020131 50 281 
0800020227 60-280 
8009020227 50-200 
8809020231 60*338 
8809020231 50-338 
8009060236 50-280 
8809060240 60-280 


O-OCfO-COQ-C-COtOGOcO 
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AUTHOR AFFILIATION 


Virginia, Unlv of, Charlottesville. VA 
Vistran Corp 

WFi Nuclear Products, (no. 

Warning System Services 
Washington Public Power Supply System 


Washington, State of 

Washoe County, NV 
Water, Waste & Land, Inc. 

West Newbury, MA 


West Valley Nuclear Services Co„ Inc 
Western Nuclear, Inc (auba. of PhoJps 
Dodge Corp.) 

Westing house Electric Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Q 0 OGO 7 QO 79 

50-338 

S 

&eoet >70275 

50-338 

S 

9009070419 

50-200 

s 

8 B 09070438 

50-201 

s 

8009070541 

60-200 

Ft 

8909080039 

50 33 B 

R 

0809080091 

50 339 

S 

8009120103 

50 200 

F 

8809140131 

50 261 

S 

8009140208 * 

50 330 

P 

8809140353 

60 280 

s 

8809140350 * 

60 200 

s 

0009150001 

60336 

Q 

C 8091 50001 

50 33 ft 

G 

8809160295 

80-280 

G 

6809150205 

50 280 

Q 

66091 50205 

50 260 

Q 

BB 09 150328 

SO 2 DO 

Q 

0009150328 

50 280 

Q 

8809160320 

50 280 

O 

0809150328 

60 200 

O 

0009160156 

50-260 

K 

0609160166 

50-200 

K 

6809190174 

50-280 

P 

0909 1 9 t >200 

50-280 

F 

0000190200 

50-200 

F 

0009200104 

50-280 

F 

0600209124 

60-200 

R 

9009200124 

50-280 

R 

8009200145 

50-338 

P 

0809200219 

60-280 

S 

000920022 7 

50-280 

S 

8009200207 

50 338 

R 

880921902-1 

50 330 

O 

0009210024 

50 938 

Q 

8000220105 

50-280 

F 

8809220185 

50 250 

F 

0009220192 

50*336 

P 

8809220102 

50 330 

P 

9809270131 

50*200 

O 

0009270131 

69 280 

G 

0809270131 

60 200 

0 

0809270131 

50-280 

Q 

0889270131 

60 280 

G 

8009190308 

50 386 

P 

00 O 01 OO 2 OO 

40-7604 


G 009220164 

MISC 


0009260149 * 

50-443 

G 

0008300332 

60-307 

0 

8809010021 

50-307 

K 

0009010199 

50-307 

R 

0800070272 

60-500 

A 

0800070317 

50-307 

F 

0009080003 

60-397 

n 

0 BO 0 O 8 OO 1 O* 

50-397 

R 

8000089125 

50-397 

Q 

0009000103 

60 397 

S 

0009080305 

50*397 

S 

8000080316 

60*307 

S 

8009000300 

50*397 

P 

8009160100 

50*397 

Q 

0009150207 

60*397 

Q 

8800160197 

50 397 

R 

0009100310 

50 397 

Q 

8609200365 

50*397 

Q 

8800220239 

60 397 

Q 

8809220240 * 

50-397 

Q 

8 C 09230236 

60 397 

P 

0809100023 

WASTE MGT 


8800200233 * 

REVIEW GFt 

P 

0009200170 

PR 


0009080087 * 

WASTE RES 


8800000144 * 

WASTE RES 


8809230061 

50-443 

G 

0009230001 

50-443 

G 

8000230007 ' 

50-443 

G 

0009230067 * 

50 443 

G 

0000200110 

PROJ 


0600060107 

40-1162 


BBD 9200274 

PR 


0800290913 * 

50-302 

P 

8808290201 * 

50-3 IS 

P 

0000060017 * 

50-343 

Q 

0000060018 * 

50 340 

Q 

8000060102 * 

60 392 

G 

88 09070042 * 

50*327 

P 

0000070049 * 

60*327 

P 

8809070414 

50 601 

K 


AUTHOR AFFILIATION 


Wcstlnghouso Operating Plants Owners 
Group 

Wosten Geophysical Corp, 

Wharton School, PA 
Whittaker Corp 
Williams & Associates 


Wisconsin Eteclric Power Co. 


Wisconsin Povrcr & Light Co 
Wisconsin Public Sorvico Corp, 


Wisconsin, State of 

Wolf Croak Nuclear Opera l mg Corp. 


Worcester Polytechnic Institute, 
Worcester, MA 
Wyte Laboratories 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8609070424 * 

50 601 

8609070442 * 

50 601 

8809080093 * 

50412 

0009120077 * 

50 403 

0000120083 * 

50 4&3 

0009120094 * 

60 483 

8609130030 * 

60 206 

8009130036 * 

60-206 

6809140166 * 

£0 390 

0009160002 

TOPREP 

6809200045 

70-1151 

8809230021 * 

CONTRACT 

8609260007 * 

60-443 

8009200230 * 

50-202 

6609260200 

TOPREP 

8809260203 * 

TO PREP 

0009260295 * 

TOPREP 

0600280200 

TOPREP 

8800260309 * 

TOPREP 

6809260320 * 

TOPREP 

0000270040 

TOPREP 

0809010207 * 

60 440 

0609130240 * 

PR 

0008290020 

40 7455 

0000060161 

WASTE RES 

00 O 9 OGO 165 * 

WASTE RES 

0000060 160 * 

WASTE RES 

0009000172 * 

WASTE RES 

88 OB 2 GO 20 G 

SO 266 

8600310145 

50-266 

8800310161 * 

60-266 

8800310180 * 

50-266 

8809020264 

50-206 

0809020267 * 

60-263 

8809000355 

50-209 

860 9090355 

60-290 

QBOOO 0 O 3 D 1 * 

60-260 

0009000301 * 

50 266 

8000000386 * 

60 266 

8009000366 * 

SO 260 

8000120160 

50-206 

Q 000120100 

60 200 

8809140-145 

60 283 

6009140145 

60-200 

0609140240 

50 266 

0609140248 

60 2 C 6 

8000 1403 90 

50*268 

0800160059 

50 260 

0009150050 

50-266 

0009150252 

50-301 

8009190301 

60-200 

0609100301 

60-260 

8000200123 

60-200 

8009210288 

50-200 

0009210288 

60-260 

8009220001 ' 

50-266 

8800220001 * 

50-200 

8809300086 

50-305 

8 C 0 & 0901 Q 2 

6 Q- 3 Q 5 

8800310186 

50 305 

8800010190 

60 305 

6809070241 

&0 305 

8600000107 

60 305 

0009000150 

50-305 

0809140105 

60 305 

68001 £0065 

60 305 

6 B 091501 B 3 

60 305 

0809160235 

50-305 

680 G 2 10037 

60 305 

8809210115 * 

WASTE MGT 

0008200190 

SO 482 

8009010355 

50-482 

0809060205 

50 462 

6600080232 

50 482 

6009060359 

50-462 

0000070005 

50 4 B 2 

0000070336 

60 402 

6600190214 * 

60-402 

0009100269 

50-482 

0009200133 

50-482 

6009260008 

50-462 

8609200014 * 

60-482 

0 B 09260068 

50-402 

6809260080 

50-402 

8809090025 

50-134 

8809260193 * 

50 443 

6809260193 * 

50-443 


K 

K 

P 

P 

P 

P 

O 

Q 

A 


G 

P 


P 

n 

R 

n 

F 

r 

p 

p 

p 

p 

p 

p 

Q 

O 

V 

V 
rt 
R 
S 
$ 
S 
P 
o 
o 
s 

p 

p 

p 

p 

H 

S 

s 

s 

V 
R 
P 
F 
Q 
R 
P 
F 

Q 

S 

Q 

S 

V 

n 

p 

Q 

Q 

fl 

F 

F 

S 

r 

v 

G 

G 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


6809260208* 

50*443 

G 


8809060329* 

50*29 


6809260208* 

50-443 

G 


6809070184 

50-29 

Wyoming, State of 

6809010263 

40-6957 



8809070304 

50*29 

6809020164 

40-6971 



8809070509 

50-29 


6809020260 

40-6684 



8809070568 

PR 


6609060006 

40-6964 



6609090270 

60-29 


6609060025 

40-6971 



8809090274* 

50-29 


6609060029 

40-6857 



8809 160227 

50-29 


6609060155 

40-4492 



8809190060 

50-29 


6609060182 

40-6714 



8809190085 

50-29 


8609060269 

40-6022 



8809230260 

50 29 


8609060274 

40-8502 



8809260104* 

50*443 


8609070012 

40-8657 



8809260104* 

50-443 


8009130307 

40-0622 



8809260142* 

50-443 


8009140059 

40-6659 



8809260142* 

50-443 


6809140060 

40-6622 



8609270012 

50-29 


8009140428 

40-6622 



8809270014* 

50-29 

Yankee Atomic Electric Co. 

8008290142 

50-29 

S 


0609270040 

50-29 

6008290223 

8609290225* 

50-29 

P 


8809270098 

50-29 


50-29 

P 


8809270100* 

60-29 





Zehrung Corp 

8809200376* 

REVIEW GR 


-o-o-o-n33330000-n3<OTJT DO“o3J 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; tor example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

1 SUB- 


OTHER REPORT 


NUMBER 

JECT 


NUMBER 



CATE- 





GORY 



12 

8809090072* 

50-271 

W 


23A5841 R00 

0009230001' 

50-374 

P 


23A5906 ROO 

0008300330* 

50-331 

P 


23A591 ROO 

8009120111* 

50-461 

P 


3521*4611 

0809060150' 

50-255 

G 


47*1 173004*00 

8809230183' 

TOPREP 



4710-3221-88*03 ROO 

0809200090' 

50-320 

P 


51-1 172953-00 

8809260030* 

50 312 

P 


64342 

8808300207* 

50-443 

Q 


776 ROO 

0809060192* 

60-255 

G 


83*113 ROO 

8809000148* 

50-213 

P 


85 066 ROO 

8809080149* 

50-213 

P 


88 0126 

0808290036’ 

TOPREP 



AEOD/C801 

8808310189* 

ORG 



ANF-87-111 

8809120205* 

50-237 

P 


ANF-0S-1O7 

8009210240* 

60 265 

P 


ANF-80-100 

0809210242* 

60-265 

P 


ANF-60-100 R01 

8009230026* 

60-255 

P 


ANF-08-118 

8009070500* 

50-336 

P 


0&ROE-COM4-1NP ROB A 

8809010165* 

TOPREP 



B-0027 R A 

8009060110* 

60-256 

Q 


BNL521S1R 

8809090067 * 

WASTE MGT 



CEM-A R52 

0810050335* 

50-10 

P 

0518M 

CEN-350(V)«NP-A R01 

8809090167* 

60-528 

P 


CEN-365 (L) 

8609080038* 

50-3G0 

P 


EF-13 A 

88090801 1 1 

60-16 

R 


EGG-NTA-7841 

0710150112* 

50-275 

P 


EGG-NTA 8028 

0806170132* 

60 454 

P 


EGG-PHY-8097 

8800310005* 

60 401 

P 


EPS 5-4 

6009060222* 

PROJ 



HETA 86*301 

8809280030* 

70-143 



NED 84*055 R01 

8009000151* 

60-290 

P 


NSPNAO 8608 R01 

80090 10267* 

50-263 

P 


NUREG-0040 VI 2 N02 

8800150288 

NUREG 



NUREG -0090 VII N01 

8009060206 

NUREG 



NUREG-0304 V13 N02 

0809060137 

NUREG 



NUREG *04 30 VO0 N02 

8009290026 

NUREG 



NUREG 0636 V07 N02 

8809200270 

NUREG 



NUREG 0040 V07 N02 

0809290018 

NUREG 



NUflEG-1317 DRFT PC 

8809140371 

NUREG 



NUREG/BR-0051 V09 N4 

8809130097 

NUREG 



NUREG/GP-0064 

0BO922OO43 

NUREG 


MEA-2313 

NUREG/CR'2000 V07 N7 

8009150272 

NUREG 


ORNL/NSIC-200 

NUREG/CR-2850 V07 

0809220023 

NUREG 


PNL-4221 

NUREG/CR-4747 V02 

0009220097 

NUREG 


EGG-2473 

NUREG/CR4811 

8809200245 

NUREG 


PNL-6097 

NUREG/CR-4057 

8809220058 

NUREG 


BMI-2146 

NUREG/C R-4020 V01 

8009060193 

NUREG 


BNL-NUREG-52070 

NUREG/CR-4920 V02 

8009060101 

NUREG 


BNL-NUR EG-52070 

NUREG/CR.4920 V03 

0809060174 

NUREG 


0NL NUR EG-52070 

NUREG/CR-4920 V04 

8809060167 

NUREG 


BNL-NUREG-52070 

NUREG/CR-4920 V06 

8809060147 

NUREG 


BNL-NUREG-52070 

NUREG/CR-4993 

8B09220049 

NUREG 


SAND87-166B 

NUREG/CR-6031 

8009220092 

NUREG 


EGG-2523 

NUREG/CR-5043 

6809140366 

NUREG 


EGG 2524 

NUREG7CR-5083 

8809220018 

NUREG 


SAND88-0030 

NUR EG/ CR -5090 

8009160206 

NUREG 


LA- 1 1 236 

NUREG /CR-5126 

8809140357 

NUREG 


SAND88-1407 

NUREG/CR-6131 

8809060198 

NUREG 


ANi-ae-20 

NUREG 7CR-61 32 

8809150278 

NUREG 


BNL-NU REG-52 14 3 

NUREG/CR-5149 

8809060200 

NUREG 


ANL-80-23 

NUREG/GR-5156 

0809220039 

NUREG 


ANL-0B-25 

NUREG/CR-5158 V01 

8009220014 

NUREG 


BNL-NU REG 52006 

NUREG/CR-5164 

8800280214 

NUREG 


BNL-NUREG-52153 

NUREG/CR-6170 

0809220040 

NUREG 


LA-1 1354-MS 

NUREG/CR-6194 

6809220096 

NUREG 


EGG-2531 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
Index entitled "Cross Reference of Enclosures to 
Principal Documents." 


REPORT NUMBER 

ACCESSION 

1 SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG/CR-5100 

0609060245 

NUREG 

PNL-6586 

NUREG/CR-5200 

0QO922OO4Q 

50-313 

P BNL-NU REG 52024 

NUREG/CR-5203 

8809000*95 

NUREG 

BNl-MUflEG 52159 

NUREG /CR-5210 

6809220089 

NUREG 

PNL-0323 

NUREG/CR-5212 

0009220053 

NUREG 

PNL-S625 

NUREG/CR 5233 

8809220060 

NUREG 


OPPD-NA 3301-NPR03 

6809000230* 

50-285 

P 

OPPDNA 9302-NPR02 

0609220078’ 

50-205 

P 

OPPO-NA 8303- NP R02 

8B09220W 

50-285 

P 

ORAU 08/H 03 

8800190091* 

40 8724 


PE-0005 R01 

8009140358* 

50 260 

S 

RERfl-5 

8009070226* 

50 354 

R 

RESAR-SP/90 POA A03 

8809070442 * 

50-601 

K 

RIL-152 

8009150101 

RES 

RIL-155 

0009290007 

RES 


RIL-157 

8000220116 

RES 


S-OC 66-03 

0000310015* 

50 210 

Q 

S-OC 87-01 

8000310011* 

50-210 

Q 

SAic-ea/1010 

8809020073* 

50 289 

F TAC 64951 

SAIC-88/3013 

0807270214* 

60 289 

F TAC 64951 

SAIC/07-3103 

8807220128* 

60 302 

P TAC 66115 

SAND05-O59Q DAFT 

0&Q9210239' 

WASTE MGT 

SCE-ANO-O0 

0009200230* 

50-313 

Q 

SECV-0B-10O 

8703060109 

SECY 

ALA0-810 

SECY-87-101 

6706030157* 

REVIEW GR 

P 

SECY-87-300 

8001180361* 

PR 

AA40-2 48 

SECY 0B-O38B 

8806310023 

SECY 

SECY-80-050 

8809090068* 

FOIA 

IEB-87 001 

SECY-86 -050 A 

B8C5230074* 

FOIA 

5ECY-B8-074 

8600310022 

SECY 


SECY-00.103 

8805130022* 

FOJA 


SECY-80-245 

8000000232 

SECY 


SECY- 88-246 

6809080137 

50 441 

F 

SGS RERR-24 

6809070202* 

50-272 

R 

SIR-87-015 R01 

8806300037* 

50-333 

P 

SMA 13703.01 

8809060075* 

60-156 

P 

TR-050 ROO 

0808300263* 

50 219 

P GL-88-01 

TR-203 

0809190167* 

50-203 

F 

TVA-RLR-002 R02 

0809000020* 

50-260 

P 

WAQC 402 

0009140256 

50-307 

R PLE-10825 

WCAP-10907 ADD 01 

8009070049* 

60-327 

P 

WCAP-11815 

8809200242* 

60*206 

P 

WCAP-11073 A 

8809260320* 

TOPREP 


WCAP-11070 

8009060018* 

60-348 

Q 

WCAP-11804 

8009120094* 

50-483 

P 

WCAP-11B06 

6809130036* 

60-206 

Q 

WCAP- 11900 

6008290261* 

50-315 

P 

WCAP-11932 

6009260238* 

60-282 

P 

WP01-BFN ROO 

0908290132* 

50-259 

P 

WP-02-BFN ROO 

8808290137* 

60-259 

P 

WP 03-BFN ROO 

0900290139* 

60-259 

P 

WP-04-BFN ROO 

8800290140* 

60-269 

P 

WP-O0-BFN ROO 

8800290143* 

60-259 

P 

WP-Q7-BFN ROO 

6808290148* 

60-259 

P 

WP-11-BFN ROO 

88062&0147* 

50-269 

P 

WP-13-BFN ROO 

8800290148* 

50-259 

P 

WP-16-BFN ROO 

8808290149* 

50-259 

P 

WP-24-BFN ROO 

6B082&01&3* 

50*259 

P 

WP-25-BFN ROO 

88OB20O154* 

50 259 

P 

WP-32-0FN ROO 

8808200158* 

50-259 

P 

WP-35-0FN ROO 

8806290166* 

60 259 

#> 

WVNS-TR-300 001 ROO 

8808290096* 

PROJ 


WVNS-Tfl 50 004 ROO 

8800290101* 

PROJ 


XN NF-64-49 

8809120201* 

50-237 

P 

XN-NF-07-92 SOI 

8809230266* 

50 397 

P 

YAEC-1 852 

8809090274* 

60-29 

P 

YAEC-1 959 

8809270100* 

60-29 

P 


329 




CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

7903 150370 
8005270325 
8011200491 
8102200367 
8103110526 

0807130473 

8609070146 

0009070146 

0800200130 

8609080234 

60/07/07 

08/00/10 

80/00/10 

88/00/16 

88/03/10 

50 255 

50 410 

60-410 

WASTE MGT 
50-255 

Q 

P 

P 

P 

8712210174 

0712230240 

8001070083 

0001 130361 
0801270109 

0002100001 

8802100081 

8804210402 

0000000092 

0004210102 

8103160027 

8103260951 

810429DB14 

8104300284 

8104300429 

8809000234 

8809080234 

8809080234 

8009090090 

8809080234 

08/08/10 

88/08/10 

00/08/10 

88/08/17 

00/06/10 

FOIA 

FOIA 

FOIA 

FOIA 

60-269 

P 

0802030400 

8002100207 

0002100064 

0802220280 

8802220372 

0009190130 
0809 m 130 
6&DJHQQ139 
0009190139 
8800190139 

8104300433 

8105010503 

8106230171 

8106240088 

8106240090 

8809080234 

0009090098 

8809080234 

8809080234 

8809080234 

88/08/10 

00/08/17 

88/08/10 

00/00/10 

80/08/10 

FOIA 

60 326 

FOIA 

FOIA 

FOIA 

Q 

8002230145 
8802230160 
0802260 U3 
8002250330 
0802250381 

8009 100 139 
6009100139 
BGQ5U023& 
0004210402 
8605110238 

8107160046 

0107200027 

8107200031 

8109220779 

01 10280332 

8809080234 

8809000234 

8809080234 

0809080234 

8809080234 

00/OB/1O 

88/08/10 

88/08/10 

80/OB/1O 

88/08/10 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


80022600+5 

0002260122 

0002260161 

GQQ3020137 

0003020249 

0000190139 

8004140381 

6809100139 

8804140381 

0809100139 

8112110007 

0112210062 

8202120009 

8203240109 

6205120050 

8809070146 

8809080234 

8809090044 

8Q09080234 

0809080234 

88/03/10 

88/0-8/10 

80/08/15 

88/08/10 

00/00/10 

50-410 

FOIA 

50-275 

FOIA 

FOIA 

P 

P 

0803070300 

0003160010 

0003 160164 
6803210547 
8303200273 

0004140351 

8000190+30 

8609100130 

0004140381 

0009100439 

8208120350 
63050907 14 
8305120134 
8306270404 
6404050449 

B80 9 080234 
0809120091 
8809080234 
8809120091 
8009070148 

88/08/10 

00/08/17 

88/08/10 

80/08/17 

80/08/10 

FOIA 

FOIA 

FOIA 

FOIA 

60 410 

P 

8003200342 

0G032G00Q8 

8003300013 

0DO33OOO2I 

0003300024 

&000190I39 

0000190133 

8600100139 

8000100130 

0009100130 

8409120034 

8412050571 

0501210322 

86061 30026 
8608230006 

8809080234 

8809070146 

6809090098 

8809120211 

8805110236 

00/00/10 

88/08/10 

88/00/17 

88/08/23 

88/04/14 

FOIA 

60 410 

FOIA 

FOIA 

REVIEW GR 

P 

P 

0803300027 

6803300031 

6003300032 

8803300030 

8603300047 

0000100139 

6609100139 

6609100139 

0800100139 

8000160168 

8610240001 

8SU040400 

0612230254 

8612290143 

6612310221 

8809160177 

8809070146 

8809090092 

8809090092 

8809090092 

88/08/30 

88/08/10 

60/03/09 

88/09/09 

08/03/09 

FOIA 

50-410 

Pfl 

PR 

PR 

P 

0QO33OO1O1 

0804010063 

&QO4O0OOO2 

8004120300 

600412-0321 

0800190130 

8309120211 

0009100130 

6600100130 

0009100130 

8702030150 

8702120481 

8702100275 

8702250407 

0706080057 

8809160085 

8809070146 

8809160160 

8809070146 

8009070140 

88/08/23 

00/00/10 

08/08/25 

88/08/10 

86/08/10 

50-293 

50-410 

50-293 

50 410 

50 410 

P 

P 

P 

P 

P 

0804120361 

0804120389 

6804120413 

8004130002 

8 8041301 78 

0000190130 

8009190139 

8809109139 

0009190130 

6609199139 

8 7052803 B1 
0706030016 
8709030157 

87061 20260 
8700120267 

8809070146 

8809070146 

8807190328 

8809160177 

8809160177 

00/08/10 

88/08/10 

08/07/08 

88/08/30 

88/08/30 

&0410 

60*410 

REVIEW GR 
FOIA 

FOIA 

P 

P 

P 

B&04 130208 
8804130259 
6804130359 
8604130381 
6604150306 

0909109139 
680911) 0-139 
6000100139 
6009190139 
8809180139 

8706100368 

8707160292 

8708050242 

6709140063 

*710150112 

8708200077 

8809190139 

8809090092 

8809090092 

8809060338 

87/08/07 

88/08/25 

06/09/09 

88/03/09 

80/09/01 

50-323 

REVIEW GR 

Pfl 

PR 

50-275 

Q 

P 

P 

8004200347 

0004210192 

8004220046 

&8042701B8 

8804200145 

8600100130 

0000190130 

8810110125 

8800100109 

8800+00130 

8711040258 
*711040272 
8711050137 
8711100236 
*7 1 2100369 

8802100001 

8802100081 

6802100081 

8802100081 

8809120211 

88/01/11 

80/01/11 

88/01/11 

86/01/11 

86/08/23 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
FOIA 

P 

P 

P 

P 

6806030142 

0005030178 

8805030187 

8805030273 

8605030312 

6000180130 

8800100130 

8000100130 

8800100130 

8600100130 


DATE 

ISSUED 

00/01/11 
WUCMM1 
00/01/0-1 
00/00/00 
■0 0 / 04/04 

88 / 00/25 
66 / 00/25 
00 / 00/25 
00 / 0 - 0/25 
80 / 08/ 25 

00 / 00/25 
00 / 00/26 
00 / 04 / M 
00 / 04/04 
00 / 04/14 

60 / 00/25 

00 / 03/20 

00 / 00/25 

88/03/23 

00 / 00/26 

68 / 03/23 

00 / 08/25 

00 / 00/25 

00 / 03/23 

88/06/2G 

06/00/25 

00/00/25 

00/00/26 

00 / 00/25 

00 / 00/26 

B 0 / 00/25 

89 / 00/25 

00/00/20 

00 / 00/26 

06 / 00/25 

00/00/26 

aa/oo/23 

68 / 05/25 

00/08/26 

00 / 00/26 

08 / 08/25 

00 / 00/25 

60 / 00/25 

00/00/25 

00 / 05/25 

00 / 00/25 

00 / 00/25 

00 / 00/26 

66/00/26 

06 / 00/26 

60 / 00/26 
08 / 08/25 
00 / 00/26 
a 0/00/2 5 
00 / 00/25 

00 / 00/25 
06 / 06/25 
G8/oa/26 
oa/oa /26 
aa / ob/25 


SUBJECT 

CATEGORY 


REVIEW GR 
REVIEW GR 
REVIEW GR 
PR 

REVIEW on 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW QF1 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
F1EVIEW OR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW on 
REVIEW QR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
GO 203 

REVIEW GR 
roiA 

neviEw gr 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJEC1 

CATEGOF 

8806030445 

8805040165 

8805040309 

8805100213 

8805100328 

6809160139 

8809160139 

8809090037 

8905250009 

8809060234 

88/08/25 
88/00/25 
80/00/11 
80/05/ 05 

Ba/oa/io 

REVIEW GR P 
REVIEW GR P 

50 322 F 

REVIEW GR P 
FOIA 

6808260485 

6800260488 

8608260469 

8600260507 

8608260508 

8806260474 

6B06260482 

8BQ826O480 

6800260474 

6806260506 

88/07/19 

88/00/12 

88/08/10 

88/07/19 

00/08/19 

70-135 

50 338 

70 143 
70-135 
50-245 

B805 130022 
8805230074 
8805230314 
8805250229 
8805250237 

8609090143 

8B09090063 

0809190139 

0609100139 

6809190139 

86/08/18 

86/00/18 

88/0 B/25 
88/08/25 
68/08/25 

FOIA 

FOIA 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

6806260510 

8808260514 

8600260519 

8808290013 

6806290018 

8308260506 

8006260512 

8808260518 

8808290007 

9B08290015 

88/00/19 

80/00/10 

88/08/19 

68/08/23 

08/00/17 

50-245 

50 338 

50 335 
50-382 
60-260 

8805310098 

8805310146 

8806030035 

8806030127 

8806030368 

8809190139 

8807120677 

8809190139 

8806030121 

8609190139 

ee/oa/25 

QB/06/17 

8B/0B/25 

88/06/01 

08/08/25 

REVIEW GR P 

50 346 Q 

REVIEW GR P 
WASTE MGT 
REVIEW GR P 

8608290022 

8808290027 

8808290031 

6806290038 

6806280049 

6000290003 

6808260004 

8800290004 

8608260456 

0608290047 

88/08/23 

80/00/18 

80/00/18 

80/08/10 

88/08/23 

50 320 

50 237 

50 237 

TOPREP 

50-247 

8806130173 

6806160445 

8807060445 

6807 130342 
8807190289 

8807120677 

8808290123 

8000190130 

8809010091 

8807190092 

B8/06/17 

86/08/25 

00/06/25 

88/0B/23 

88/07/0B 

REVIEW GR P 
WASTE MGT 
REVIEW GR P 
TOPREP 

REVIEW GR P 

0608290057 

9808290059 

880829006B 

8806290070 

8609290073 

6006290052 

8808290056 

6808290006 

8608290005 

0608290065 

08/08/18 

80/08/16 

80/00/19 

06/08/12 

08/08/12 

50-289 

70-1100 

50 353 

50 280 

50 200 

8807220128 

8807270214 

8806020170 

8606030091 

860B090172 

8809060118 

8B09150222 

0809130247 

8008030085 

8000100366 

68/08/29 

88/09/07 

88/08/16 

0B/O7/2O 

88/08/24 

50-302 P 

50 289 F 

ORG 

50 490 Q 

i&E 

8008290060 

8808290063 

6808290095 

0808290096 

0008290101 

6008290077 

6808290074 

8808290085 

6608200092 

8808290092 

88/00/19 

88/07/28 

88/08/15 

8B/O0/12 

00/08/12 

50-333 

50-120 

50 401 

PROJ 

PROJ 

8808170132 

8808240335 

8808260010 

8808260017 

8808260026 

880B260355 

8808240331 

8B08260008 

8B08260013 

6808260023 

88/08/18 

68/00/12 

88/08/17 

88/08/11 

88/08/22 

50 454 P 

PR 

50 313 P 

50 389 Q 

70*024 

8808290104 

6808290109 

0800290114 

0808290124 

88-08290120 

6806290100 

8806290085 

8600290094 

6608290119 

eeoe2aooB5 

80/08/19 

08/08/16 

88/08/22 

80/00/19 

00/00/15 

WASTE RES 
50-461 

50-335 

50 315 

50 461 

880B260029 

8B0B260030 

8808260037 

6808260040 

8808260043 

8800260023 

8800260023 

8800260033 

8808260033 

8608260026 

88/08/22 

88/08/22 

68/08/19 

88/08/19 

86/00/12 

70 824 

70 824 

50 369 P 

50 369 P 

XPORTUC 

6808290132 

6600290136 

6808290137 

6600290139 

8600290140 

8806290126 

8608290085 

8608290126 

6808290125 

6800290126 

08/08/22 

68/08/15 

88/08/22 

88/08/22 

80/08/22 

60-259 

50*461 

50*259 

60-259 

50-259 

880B260047 

8808260078 

8808260079 

6808260084 

8609260094 

0808280046 

8008260074 

8808260077 

8800260077 

0809010270 

88/08/17 

88/08/10 

88/08/18 

08/08/18 

88/08/17 

50-293 Q 

50*352 Q 

50 313 P 

50 313 P 

50-263 P 

8800290143 

6008290145 

680B290146 

660B290147 

8600290148 

8808290125 

8608290085 

0608290126 

6608290125 

8006290125 

88/06/22 

88/08/15 

88/08/22 

88/08/22 

88/08/22 

50 259 

50-461 

50-259 

60-259 

50-250 

880B260097 

8808260098 

0808260102 

8808260114 

8808260117 

8608260062 
8B09010279 
0808260100 
08002601 0B 
8808260107 

8B/0B/1 5 
88/08/17 
88/08/10 
68/08/19 
68/08/03 

XPORTUC 

60 263 P 

50 322 V 

50*488 V 

60-344 P 

8608290149 

B806290152 

6806290153 

6606290154 

8B06200156 

88082901 25 
8808290085 
8609200125 
8806200125 
8806280126 

00/00/22 

08/08/15 

88/08/22 

88/08/22 

88/08/22 

50 259 

60 461 

50-269 

50-259 

50-259 

8808260120 

8808260122 

8606260126 

8608260127 

8608260137 

8B0B2601 13 
8608260113 
8B0826Q107 
0808260126 
0800260110 

86/00/22 

86/06/22 

86/08/03 

68/08/19 

68/00/18 

60-348 P 

50 348 P 

50-344 P 

60-416 P 

XPORTUC 

8608290158 

8808290170 

6806260171 

6606290160 

8606200192 

8808290125 

8808200168 

8806200166 

0009200189 

6808290173 

88/00/22 

00/09/18 

00/08/10 

68/08/19 

88/08/25 

50*259 

XPORTUC 

XPORTUC 

50-247 

50-382 

860B260156 
8808260184 
B808260188 
0808260195 
88082601 9B 

8800260157 

8806260101 

8006260162 

8608260182 

0808260181 

88/00/10 
86/00/1 B 
86/08/17 
88/08/17 
88/08/18 

50 293 U 

50 368 P 

50 206 P 

60-206 P 

50-368 P 

8808299225 

8808290229 

6806290241 

6806290242 

8008290243 

6808290223 

B 80829021 9 
0808290237 
6600290235 
8608290237 

68/00/11 

08/00/23 

80/00/12 

08/08/19 

88/08/12 

50-29 

50-346 

50*206 

60 280 

50-200 

860B260200 

8B0B260235 

8808260247 

8808260265 

8808260267 

8808260182 

6808260226 

8808200231 

8606260259 

8B08260250 

08/08/17 

68/06/17 

88/06/17 

80/06/17 

80/08/19 

50 206 P 

50 334 Q 

50 289 Q 

50-29 Q 

50-454 Q 

8308290245 

8806290249 

0808290261 

0806290266 

6806290269 

8B08290239 

0008290237 

0608200252 

0008290265 

6008290264 

88/08/23 

88/06/12 

00/00/22 

00/00/10 

00/00/00 

60-445 

50-206 

50-315 

XPORTUC 

60-267 

8808280272 

0008260299 

0008260308 

B808260315 

8006260330 

6808260241 

8B08260250 

8808260200 

8808260312 

860B260325 

88/08/18 

68/06/10 

88/0B/17 

88/06/19 

80/08/19 

50*373 V 

50 454 Q 

80 277 O 

60-410 P 

50-219 G 

8008200281 

8808200280 

6806290293 

6806290301 

0806290302 

0806290260 

8606290266 

0BO629O269 

8600200298 

8806200298 

88/00/10 

88/08/18 

88/08/24 

88/00/24 

00/08/24 

60-213 

COMMJSSIO 

50-263 

50-254 

60-254 

0008260339 

8008260348 

8808260351 

8008260358 

8808260362 

0808260325 

8808260347 

8808260256 

8006260353 

8806260353 

88/08/19 

68/08/09 

68/00/16 

68/0B/19 

86/0B/19 

50*219 O 

70 371 

50 269 K 

60 340 P 

50-346 P 

8008290305 

8008290309 

6608200312 

6808290314 

0600290315 

8800290304 

B606290304 

8608290306 

0609020243 

8806290306 

00/08/22 

08/08/22 

08/08/15 

88/00/23 

88/08/15 

50 237 

50-237 

50-259 

60-277 

50-250 

8608280367 

8008260387 

8008260391 

8008260395 

8008260398 

8608260353 

QB08260376 

8800260390 

8808260393 

8006260396 

aa/ofl/19 

aa/oa/19 

08/08/19 

08/00/18 

80/00/22 

50-346 P 

50*202 Q 

50-402 P 

60 333 Q 

60-245 P 

8008290317 

8008290318 

B80B29G322 

8600290324 

0600290325 

0808290306 

8606290306 

8808290306 

8608290319 

0800290306 

00/00/16 

00/00/15 

88/08/16 

08/08/29 

88/08/15 

50-259 

50-259 

60-269 
WASTE MGT 
50*259 

8008260400 

8808260409 

6800260414 

8006260423 

8006260426 

Q60B260393 

8808260406 

8800260402 

8808260421 

8806260421 

88/08/18 

88/08/18 

98/08/15 

08/03/22 

88/08/22 

60-333 Q 

60-387 Q 

60-272 Q 

70 607 

70 687 

6800290329 

6806290330 

8600290331 

0608200332 

8608260334 

8008290306 

8808290306 

8008290306 

8008290306 

8808290306 

88/00/16 

80/00/ 15 
00/00/16 
00/00/15 
80/08/16 

50-259 

50-259 

50 259 

50-259 

50-259 

0808260432 

8S08260436 

8006260442 

8008260451 

8808260454 

8808260427 

8808260427 

8808260429 

8808260429 

80OB26O452 

80/OB/12 

88/06/12 

88/08/05 

08/08/05 

ea/oa/23 

50 261 Q 

60 *>281 Q 

50-454 P 

50-454 P 

50-400 P 

8800290335 

6806290336 

6606290337 

0606290338 

0606200339 

8800290306 

8800290300 

0808290306 

8008290306 

8008290306 

08/08/15 

08/08/15 

88/08/15 

88/00/15 

00/00/15 

50-259 

50-259 

50-259 

50-259 

50-269 

8808260455 

8606260480 

0808260452 

0800260473 

60/00/23 

80/08/00 

50-400 P 

50-295 F 

6808200340 

8806290341 

0800290306 

8800290345 

88/03/15 

88/08/17 

60-259 

XPORTUC 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 333 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

date 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


document 

ISSUED 

CATEGORY 

6803290343 

880 B2 9 0306 

00/08/15 

60 259 

R 

B8O031O1Q7 

eeoaoioioo 

00/00/10 

71-0032 

8308290346 

8008290306 

80/06/16 

60 259 

R 

8008310117 

8000310007 

00/08/10 

60-302 

8808290347 

B808290306 

68/08/15 

60 259 

R 

0BOB31O181 

8603310145 

0B/O&/23 

60 266 

8808290346 

88082903 42 

06/08/18 

COMMJSSIQ 

N 

8800310160 

0600310130 

80/00/20 

50 202 

8808290349 

8808290306 

88/06/15 

50 259 

R 

8800310161 

8006310136 

00/08/20 

50-282 

6808290350 

8808290306 

08/08/15 

50-259 

R 

8800310162 

6806310130 

66/00/20 

60*202 

6808290355 

8808290352 

86/00/19 

50-245 

P 

8808310172 

6008310170 

80/00/25 

50-206 

6808300006 

8808300003 

88/08/19 

50-285 

Q 

6803310180 

000031 0145 

00/06/23 

50.280 

8808300008 

8808300003 

08/08/19 

50-205 

Q 

0003310183 

0606310174 

00/00/25 

50-389 

6608300022 

8800200352 

80/00/19 

50-245 

P 

0808310189 

BBO031O104 

80/08/20 

OflG 

6808300023 

8808300019 

06/08/22 

50-425 

J 

8608310191 

0600310177 

00/08/26 

50 301 

6608300030 

8800300027 

8B/08/22 

50-313 

Q 

8606310208 

8806310100 

60/00/03 

50-381 

6666300032 

8808300029 

06/08/22 

50-245 

P 

8008310218 

60063*0215 

00/00/20 

50-203 

6808300033 

8808290307 

86/08/19 

50-289 

a 

8800310222 

0003310215 

00/00/20 

&0 263 

860630*0035 

8808300029 

00/08/22 

50 245 

p 

8608310224 

0000310100 

00/00/03 

50-301 

680B300037 

8808300028 

88/08/19 

60-333 

p 

8800310225 

0000310100 

00/00/03 

50 301 

0800300044 

8808300042 

08/08/23 

50 29 

F 

8600310228 

8000310100 

00/00/03 

50-301 

0008300046 

8808300028 

00/00/10 

50 333 

P 

8806310220 

6600310100 

00/08/03 

60 361 

8808300064 

8808300054 

86/06/24 

70-1101 


8008310235 

0000310233 

00/07/22 

50 317 

0608300065 

8BO8300063 

88/08/24 

50340 

Q 

8008310237 

0008310207 

00/00/20 

50 410 

8808300069 

$808300060 

88/08/26 

50*317 

P 

Q0OC3 10239 

0006310230 

08/00/05 

50-327 

880830007 1 

8008300097 

88/08/17 

XPORTLIC 


800901001 1 

0009010010 

00/00/24 

50-300 

9808300072 

8808300054 

88/09/24 

70-1 151 


0009010013 

0009010010 

00/00/24 

60-300 

0808300080 

8000300054 

88/0B/24 

70-1151 


Q0O9O1OO14 

6009010010 

00/00/24 

50-300 

8800300082 

8800300049 

08/00/10 

50 295 

R 

8809010017 

660EKH0010 

80/00/24 

60-390 

0908300085 

8808300076 

06/02/17 

50-340 

P 

880901 0019 

6809010010 

00/06/24 

50-300 

8608300088 

8808300076 

00/02/17 

50-340 

P 

8809010020 

0009010010 

00/00/24 

60 390 

6600300090 

8000300076 

88/02/17 

50-340 

P 

0809010022 

0809010010 

00/08/24 

50 300 

6608300091 

8600300086 

88/08/19 

60-265 

Q 

0309010024 

0609010010 

CO/OO/24 

50-300 

6600 300094 

8800300009 

00/08/17 

COMMISSSO 

N 

0809010026 

0600010010 

00/00/24 

50*300 

0808300095 

8000300076 

88/02/17 

50-348 

P 

8009010026 

0609010010 

00/08/24 

50 390 

0006300100 

8000300098 

08/08/17 

70-27 


0809010030 

8809010010 

00/00/24 

60*300 

0808300107 

8808300104 

00/08/19 

50-387 

Q 

0009010031 

8800010010 

00/00/24 

50-300 

00063001 M 

0808300110 

88/06/24 

50 343 

P 

8809010032 

0030010010 

00/00/24 

60 300 

0000300118 

8800300110 

00/00/24 

50 340 

P 

8809010033 

0600010010 

60/00/24 

60-300 

8000300 1 1 0 

8800300110 

00/06/24 

50-346 

P 

8009010039 

0000010030 

60/08/10 

60 250 

0000300128 

0808300124 

80/00/17 

60 324 

Q 

8809010049 

0009010047 

60/00/10 

70-27 

0008300145 

0008300142 

00/06/18 

COMMISSIO 

N 

8000010059 

08000 1006 2 

00/00/24 

50-302 

8808300148 

8808300139 

00/06/ 2 2 

50 458 

Q 

0009010073 

8000010071 

00/00/20 

60-302 

6008300160 

8000300140 

88/06/18 

COMMlSSfO 

N 

0809010094 

6000010080 

80/00/20 

50-424 

0908300163 

6008300140 

08/06/18 

COMMISSIO 

N 

0009010102 

8800010101 

00/00/10 

60-200 

0608300172 

0800300109 

00/08/23 

60 286 

P 

8009010106 

0600010101 

00/00/10 

60-280 

6608300176 

8008300169 

88/00/23 

60 206 

P 

8609010110 

0900010100 

00/00/20 

50-244 

0308300101 

8008300179 

08/08/12 

60-528 

Q 

8809010114 

0800010070 

00/00/24 

60-333 

6000300152 

0008300169 

00/00/23 

50-206 

P 

88090101 10 

6000010113 

00/08/24 

60-256 

8000300205 

8808300202 

00/08/24 

50-424 

P 

8800010117 

0800010070 

&8/0O/24 

60-333 

6606300206 

8808300196 

88/08/23 

60-315 

Q 

0609010118 

8600010116 

00/00/ 11 

60-412 

6600300207 

0000300055 

00/08/25 

50-443 

Q 

0009010125 

0800010122 

80/00/22 

WASTE MGT 

6508300208 

6808300202 

08/08/24 

60-424 

P 

8809010131 

6000010130 

06/00/20 

60-315 

0906300212 

8000300196 

08/08/23 

60-315 

Q 

8609010143 

6000010140 

80/00/20 

50 277 

6500300229 

0808300226 

08/08/24 

50 413 

P 

0609010151 

8600010160 

00/00/24 

60-333 

0606300238 

8808300238 

88/00/19 

50-369 

Q 

8609010153 

6600010140 

00/00/22 

60 327 

0008300240 

8008300236 

88/03/19 

50-369 

Q 

8009010165 

0000010152 

80/00/22 

60-260 

0608300253 

6808300252 

80/06/19 

50 220 

P 

6809010153 

0600010140 

08/00/22 

GO 327 

0808300253 

6600300252 

80/06/19 

50 220 

P 

0809010163 

88000 10003 

00/00/26 

50-424 

0808300263 

8800300224 

00/08/12 

50219 

P 

0000010165 

0000010162 

80/00/22 

TOPPER 

0908300302 

0806300299 

80/06/24 

50-400 

F 

8009010167 

8800010120 

00/09/23 

50-324 

6808300303 

8008300298 

00/08/25 

60 265 

P 

0809010160 

B0O9O1O124 

00/09/24 

50 305 

6808300306 

8008300299 

80/00/24 

50-400 

F 

0009010170 

0009010166 

80/00/10 

60-413 

0908300309 

8808300304 

88/08/22 

50-456 

V 

9009010172 

8600010171 

80/06/20 

60-395 

6808300315 

6806300312 

88/08/17 

50-416 

Q 

8609010174 

0909010166 

00/00/10 

50-413 

8808300317 

8608300313 

80/00/23 

60-205 

Q 

8009010176 

6809010100 

00/00/26 

60-520 

6603300322 

8808300319 

80/08/17 

60-280 

Q 

0609010100 

6609010116 

00/08/11 

60-412 

6808300327 

8808300324 

80/08/19 

70-27 


8009010167 

8009010 HO 

60/00/26 

60-277 

0008300331 

0808300326 

88/08/17 

50-321 

Q 

8809010160 

8900010160 

00/00/24 

60-333 

6506300333 

8808300328 

80/08/19 

50-331 

P 

8809010200 

S609O10197 

00/00/22 

60-324 

6606300334 

6608300324 

88/08/19 

70-2 7 


8809010207 

9009010196 

00/00/20 

60-440 

0008300335 

8808300324 

80/08/19 

70-27 


6B09010209 

8809010205 

60/00/22 

60 330 

6608300336 

8808300324 

80/08/19 

70-27 


0609010210 

6B 00260389 

80/00/17 

50 003 

5608300330 

8808300328 

80/08/19 

50-331 

P 

8009010216 

8909010213 

80/00/25 

50-346 

6606300340 

8806300316 

88/08/19 

60 498 

P 

800901 021 9 

8609010214 

66/00/ IQ 

60-297 

6506300341 

0808300329 

80/08/18 

70 1100 


8800010222 

8809010220 

88/00/26 

50-346 

8506300346 

8800300343 

88/06/25 

70-734 


0009010224 

6609010214 

00/00/10 

50-297 

8006300353 

0806300352 

88/08/19 

50 425 

Q 

6600010228 

860&Q1021 4 

00/00/10 

50 237 

6000310005 

0006310004 

00/08/25 

50 302 

P 

0000010230 

00860102 1 4 

00/00/ 10 

60-297 

3800310011 

8800300226 

88/08/18 

50219 

Q 

6609010232 

6606010227 

09/08/26 

50-276 

6005310015 

8808300220 

88/08/ 18 

50 219 

Q 

8009010234 

6009010227 

66/00/26 

50*275 

6609310020 

8806310004 

00/00/25 

60-302 

P 

8909010239 

6809160136 

00/00/25 

REVIEW GR 

8609310033 

8800310027 

88/08/25 

60-425 

O 

8009010242 

6009010238 

00/00/25 

6Q 247 

6008310040 

8008310030 

08/08/25 

60-254 

V 

8809010243 

6609010236 

80/00/25 

60 247 

5600310054 

0000310052 

86/08/18 

60 425 

Q 

8809010245 

6609010238 

68/08/25 

60 247 

6805310066 

8008310065 

08/08/25 

60 320 

P 

8809010261 

6609010246 

68/09/25 

60 305 

8608310078 

8800310068 

88/00/25 

50-424 

Q 

8809010262 

8809010240 

69/00/17 

6Q-458 

8508310090 

8000310069 

86/08/19 

50-348 

O 

8609010266 

8609010264 

80/00/25 

71-667 

8006310095 

0809200307 

88/09/06 

50-461 

P 

8809010267 

08O9O1O202 

60/08/25 

50-263 

6608310096 

8600310052 

88/08/18 

60-425 

a 

6609010268 

&B090 10235 

80/00/19 

60-10 

6808310106 

8808310075 

08/08/18 

50-321 

o 

8609010269 

8609010201 

88/00/10 

PR 
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334 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

8809010274 

8809010270 

88/08/25 

8809010277 

8809010272 

80/03/25 

8609010269 

8809010265 

88/08/26 

8809010200 

8609010285 

88/08/26 

8809010294 

0809010287 

8B/08/26 

8609010301 

8809010297 

88/00/25 

8809010302 

8809010287 

88/09/26 

8809010304 

8809010297 

ea/oa/25 

8009010307 

8809010297 

ea/oa/25 

8809010315 

8009010300 

88/08/25 

B809010340 

8808260100 

8B/08/10 

8809010343 

8809010339 

88/08/12 

6809010350 

8808260241 

88/08/18 

8809010353 

0606260241 

88/08/18 

8809010356 

8608260241 

88/00/18 

8809010358 

8800260241 

88/08/18 

8809010361 

8800260241 

8B/08/1B 

8809010364 

8009010363 

88/08/26 

8809010365 

8808260170 

88/06/05 

8809010366 

0809010363 

88/0B/26 

8609010372 

8808260501 

88/08/18 

8809010375 

8809010373 

8B/08/24 

6809010379 

6809010377 

88/08/26 

8809010361 

6809010380 

86/08/23 

880901 0383 

8809010383 

88/0B/23 

8609010385 

8609010384 

80/08/25 

8809020003 

8B09020001 

68/00/26 

8809020011 

8809020009 

88/00/29 

8809020020 

8809020013 

88/08/10 

6009020022 

6809020012 

88/00/24 

8809020025 

8809020017 

88/08/19 

8809020030 

8809020023 

88/00/26 

8809020031 

8809020017 

68/00/16 

8809020032 

8609020023 

68/0G/26 

8809020043 

8809020039 

8B/08/26 

8809020082 

6808260375 

80/00/17 

8609020070 

8809020068 

88/08/30 

0BO9O2OO73 

8809150222 

68/09/07 

6809020089 

8609020075 

8B/08/23 

8809020099 

8809020059 

80/QB/11 

8809020109 

8809020107 

80/00/23 

8809020113 

8809020105 

88/00/24 

8809020126 

8809020124 

88/08/26 

8809020157 

8809020035 

88/00/25 

8809020159 

8809020035 

68/08/25 

0809020160 

6809020035 

88/08/25 

8809020163 

B8Q9020162 

88/08/25 

8809020168 

8809020164 

88/08/24 

8809020167 

8809020164 

88/08/24 

8809020172 

8808290283 

88/08/25 

8809020174 

6809020035 

88/08/25 

8809020175 

B809020035 

88/08/25 

8809020177 

8809020176 

08/00/22 

8809020178 

8809020176 

88/00/22 

8809020180 

8809020179 

68/08/29 

8809020183 

8B09020182 

8B/0B/25 

8809020188 

BQ09020186 

0B/O8/12 

8809020189 

8809010380 

88/00/24 

8800020190 

8809020165 

68/08/30 

8609020192 

8809010388 

68/08/24 

8809020198 

8800020185 

08/08/30 

6809020200 

6809020199 

8B/0B/26 

8809020201 

8809020199 

86/08/25 

8809020208 

8809020206 

88/08/23 

8809020209 

8609020206 

08/00/23 

8B09020210 

8809020207 

88/08/20 

8809020212 

8809020207 

08/06/20 

8809020218 

8809020214 

8B/0B/26 

6809020220 

8809020218 

08/00/20 

8809020223 

8809020217 

80/08/30 

8809020224 

8809020210 

88/08/29 

8809020242 

8809020236 

88/08/29 

8809020244 

8809020238 

08/06/20 

8809020249 

6809020247 

88/0B/2S 

8809020250 

8809020247 

88/00/25 

8809020267 

8B09020264 

B8/08/16 

8809020276 

8B09020274 

08/08/29 

0809020277 

8809020274 

88/08/29 

8809020279 

6809020275 

86/0B/2B 

8809060008 

8809060007 

88/08/26 

8809060012 

8809020217 

88/08/30 

0809060017 

8809060016 

08/08/29 

8809060018 

8809060016 

08/08/29 

8809060021 

8809060011 

08/08/26 

8809060024 

8809060022 

08/06/29 

8809060026 

9809060022 

88/08/29 

8809060028 

8809060023 

88/08/29 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 

71-173 

ENCLOSURE 

0809060071 

PRINCIPAL 

DOCUMENT 

BB09060009 

50 456 

P 

8809060075 

6809060009 

50 333 

P 

8009060077 

6809060068 

50-333 

P 

6809060087 

0809060084 

50-277 

P 

6809060109 

0809060107 

50 445 

A 

0809060110 

8B07130473 

50 277 

P 

8009060116 

8807130473 

50 445 

A 

8809060126 

8009060097 

50 445 
40-7102 

A 

6809060129 

6809060144 

0009190396 

0609060140 

50-322 

CONTRACT 

V 

0BO9O6O146 

8B09060150 

BBO9O0O135 

0807130473 

60 373 

V 

B809060162 

8008290012 

50 373 

V 

6809060165 

8809060161 

60 373 

V 

6609060168 

0007130473 

50-373 

V 

0SO9O6O169 

8B09060161 

50-373 

V 

8009060172 

8809060161 

50-313 

71-9132 

p 

B8O0O6O179 

6809060192 

0809060161 

8007130473 

50-313 

p 

6609060216 

8009060215 

50-255 

p 

8009060219 

0809060213 

50-210 

Q 

8809060222 

0809060212 

60-352 

Q 

6809060230 

8809060228 

50-277 

Q 

0609060260 

8009060256 

50-309 

Q 

0609060262 

8009060257 

50-244 

Q 

8809060270 

B 600260081 

50-315 

P 

830G060277 

6809060213 

60-324 

P 

0809060200 

8009060276 

50-443 

G 

0009060203 

8009060276 

50-277 

G 

8009060280 

0609060278 

50 247 

P 

6809060205 

B809060286 

50 277 

Q 

8809060200 

6809060269 

50 247 

P 

8809060307 

6009060304 

50 277 

Q 

8809060314 

6809060306 

50 317 

Q 

8809060316 

8809060304 

50 004 

A 

0009060320 

0006300029 

50 335 

G 

8809060324 

6809060322 

50*209 

F 

0809060325 

8808300029 

50-266 

Q 

8809060327 

8809060323 

50*302 

K 

8009060328 

8009060311 

50-247 

Q 

680906(1329 

0009270012 

50 443 

P 

6809060332 

8809060323 

50 206 

P 

680G 060333 

BB0 906031 9 

50*312 

R 

6609060335 

BBO9O0O319 

50 312 

R 

8609000336 

0009060311 

60-312 

R 

B0O0O6O341 

Q BO 606 0330 

50 203 

Q 

6CO0O6O343 

BB0906033B 

60 237 

P 

6609060350 

6800060330 

50 237 
WASTE MOT 

P 

0600060351 

8600060353 

8800060342 

8800060340 

50-312 

R 

8B090 60354 

8800060346 

50 312 

R 

8009060356 

0809060340 

50 282 

Q 

8000060364 

8809060360 

60 282 

Q 

B0ODOOO366 

8600060363 

50-454 

Q 

0809060370 

8609060363 

50 49B 

70 69G 

Q 

0009060378 

8009060380 

8800060340 

8809060376 

60 219 

Q 

B0O9O6O385 

8800060301 

60-206 

R 

B009060389 

8809060381 

50 219 

Q 

0809060390 

8809060380 

50-206 

R 

0600060401 

8809060400 

50-382 

Q 

0009060404 

6809060400 

50 362 

Q 

8609060407 

8809060406 

50 336 

O 

8009070022 

8809070017 

60-336 

Q 

6809070035 

8809070032 

50 458 

P 

0BQ0O7OO42 

0609070037 

60 458 

P 

8609070049 

0609070037 

50 374 

P 

8609070052 

6609070041 

50*458 

P 

8009070063 

6609070059 

60 31 5 

Q 

0809070071 

8809070061 

60458 

P 

0609070077 

0009070075 

50-272 

P 

8609070082 

6609190018 

50-272 

P 

8809070063 

8609070080 

50-27 7 

P 

8809070067 

0809070080 

50 277 

P 

6809070000 

8809070061 

50 266 

F 

0609070001 

8809070090 

60*395 

R 

0609070003 

0609070006 

60-395 

R 

8009070116 

BB090701 12 

50-498 

Q 

8809070165 

0009070162 

50-373 

Q 

6809070150 

6809070152 

60315 

Q 

B80&070161 

8809070140 

50*348 

Q 

08O&O7O166 

8009070160 

50-340 

Q 

0809070170 

8809070148 

50-302 

Q 

8809070176 

8009070168 

50-320 

R 

8009070201 

8B0 9070191 

50-320 

R 

8809070202 

8809070200 

50-352 

R 

8000070204 

8809070191 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


88/08/29 

88/08/29 

90/09/01 

BB/00/23 

88/07/01 

88/07/07 

88/07/07 

88/08/31 

88/09/19 

88/09/01 

88/08/30 

80/07/07 

88/08/23 

88/08/31 

88/07/07 

88/08/31 

08/09/31 

80/00/31 

88/07/07 

80/06/07 

88/08/16 

88/08/24 

80/08/30 

88/08/20 

80/OB/20 

88/08/17 

88/08/16 

88/08/31 

88/08/31 

88/08/31 

00/08/19 

00/00/10 

80/09/01 

08/00/31 

88/09/01 

88/08/22 

00/09/01 

80/08/22 

00/09/02 

88/00/16 

88/08/30 

08/09/02 

88/08/29 

88/08/29 

88/08/16 

88/09/01 

88/09/01 

88/08/17 

88/08/18 

88/08/31 

88/09/02 

08/08/31 

00/08/31 

80/00/31 

88/00/31 

88/08/31 

08/08/29 

00/08/31 

80/00/31 

80/09/01 

80/00/29 

88/00/29 

88/00/08 

88/08/24 

88/08/30 

80/08/31 

80/08/31 

80/00/19 

80/00/23 

88/08/23 

88/08/23 

08/08/31 

00/08/30 

00/00/30 

88/00/23 

88/08/23 

88/08/16 

88/08/24 

88/08/23 

08/08/23 

80/08/24 

88/08/11 

80/08/24 

88/08/31 

88/08/29 

88/08/31 

08/08/29 


50-155 P 

50*155 p 

WASTE MGT 
WASTE RES 
40 1162 

Q 
Q 

P 

MGT 
RES 

P 
Q 
Q 

RES 

Q 


RES 

Q 


P 

P 


T 

P 
R 
R 
P 

CONTRACT 
50 397 Q 

50 458 Q 

50 244 P 

50 458 Q 

50-245 P 

50-416 P 

50-245 p 

50 482 Q 

50 312 Q 

60-29 R 

50-402 Q 

50-560 A 

50-566 A 

50-312 Q 

50-276 p 

60 275 P 

CONTRACT 
60 520 Q 

50-373 p 

60-498 Q 

50-373 P 

50-282 P 

50 498 O 

60 498 G 

50-312 
50-490 
50-320 
50-320 
50-482 

50 458 
60-450 
CONTRACT 
60-413 
60-320 

60-327 
50*327 
CONTRACT 
50-335 
60-424 

50-289 G 

50-483 R 

50-410 R 

50-410 R 

50-424 Q 

50-425 Q 

CONTRACT 
60-369 V 

50-321 Q 

60*321 Q 

50-280 Q 

CONTRACT 
50-280 Q 

CONTRACT 
60-354 P 

60-272 R 

60-354 P 


50-255 

50-255 

50-220 

WASTE 

WASTE 

50 461 
50 265 
50-382 
WASTE 
60-255 

WASTE 
WASTE 
WASTE 
50 255 
40 8057 

50-280 
PROJ 
50-285 
50-335 
50 269 


50 327 
60 206 
50-255 
50-255 
50-364 


ctrO>>0. u_a_ OQ- O-Q. OO 
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ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

0809070210 

8009070200 

08/08/31 

50-272 

8809070225 

8809070221 

88/08/31 

50 354 

8809070230 

8809070221 

88/08/31 

50 354 

8809070234 

8009070146 

00/08/10 

50-410 

6009070240 

0809070146 

80/08/10 

50-410 

8B09070255 

8009070244 

08/07/18 

40-0907 

6809070258 

8809070146 

88/00/10 

50-410 

6809070274 

8809070265 

88/08/29 

50-267 

6809070283 

6009070200 

08/08/23 

50-259 

8809070287 

8809070150 

80/09/02 

50-520 

0609070310 

8809070303 

88/08/30 

50-341 

8609070312 

8809070306 

88/08/26 

50 289 

8609070314 

0809070306 

88/08/26 

50 289 

6809070315 

8009070307 

08/09/01 

70 8 

6609070322 

8809070320 

80/09/02 

50-255 

6809070330 

8009070333 

00/09/01 

50 341 

6809070342 

8809070219 

80/08/31 

50 247 

8809070348 

8809070219 

88/08/31 

50 247 

6809070378 

8009070146 

88/08/10 

50 410 

8809070379 

8809070376 

88/08/31 

50 313 

9809070360 

8809070376 

88/08/26 

50416 

B809070397 

8809070385 

88/08/24 

SO 426 

QB0907G417 

8809070408 

88/06/29 

50-416 

8809070424 

8809070414 

80/08/25 

50 601 

8809070442 

8809070414 

88/08/25 

50 601 

8809070451 

8009070433 

00/09/01 

50-361 

0809070453 

8809070433 

80/09/01 

50-361 

8609070457 

8809070450 

88/00/31 

CONTRACT 

8609070469 

8009070456 

08/08/31 

50-259 

8609070470 

8009070466 

80/08/31 

50-260 

6609070471 

8809070462 

08/08/29 

70-1100 

8009070477 

8809070462 

80/08/29 

70-1 100 

6809070470 

8809070473 

80/09/01 

60-316 

6609070-400 

8809070462 

08/00/29 

70-1100 

8809070485 

8009070441 

00/08/17 

FOIA 

6809070466 

8009070483 

88/08/29 

50'247 

6609070469 

8009070403 

88/08/29 

50-247 

8609070490 

0809070492 

88/00/31 

50 373 

B8QQQ70500 

0809070490 

88/09/01 

50 336 

8009070510 

8009070507 

88/08/31 

60-315 

6009070515 

0809070512 

88/08/30 

60 20 

6009070525 

8000310216 

00/08/20 

60-263 

6608070527 

8809070524 

80/00/23 

PROJ 

8009070543 

0009070539 

88/00/30 

CONTRACT 

6809070550 

8009070548 

00/08/30 

50 461 

0809070554 

0809070553 

88/00/29 

50-213 

660Q 080001 

8809070518 

08/08/30 

50-352 

8009080010 

8809080009 

80/08/26 

50-397 

8609080020 

8809000012 

80/00/26 

50-260 

6009900023 

8809080022 

08/08/29 

60-277 

6609080025 

8809000022 

88/08/29 

50-277 

8009060036 

0809080032 

88/00/01 

50-369 

eaooosooas 

8Q09O8QO13 

08/08/31 

50-155 

8009000037 

0009000013 

88/08/31 

50-155 

8 009080 030 

0809080032 

88/09/01 

50 389 

8609080040 

8009000013 

88/08/31 

50-155 

eeoooeoosi 

8809080049 

88/08/29 

50 269 

8809000068 

8809080059 

08/00/30 

50 520 

8609060074 

880908Q059 

00/08/30 

50-628 

6009080080 

0809000059 

88/00/30 

50 628 

6809080082 

8009080081 

8B/09/02 

50-344 

•6609080063 

8809080076 

B8/0B/30 

50 412 

8609090085 

88090 8007 6 

88/08/30 

50412 

6009080086 

8809080059 

00/08/30 

50 528 

B609Q80090 

8809080059 

88/08/30 

50-528 

8009080093 

8809080076 

88/08/30 

60 412 

B800030100 

8809080045 

88/08/26 

50 324 

6809080104 

0809000045 

88/08/26 

60-324 

8009080106 

0BO9O8O1O1 

88/08/29 

50-331 

8809060108 

8809080102 

88/08/26 

60-424 

6809060110 

8809080102 

08/08/26 

50-424 

80090001 26 

8009080119 

80/08/31 

60-416 

68090801 28 

8809080116 

88/08/31 

50-346 

6609060130 

8809080029 

88/08/30 

50-275 

80090801 32 

8009080029 

80/08/30 

50-275 

6609080133 

0800080029 

88/08/30 

60 275 

8803060136 

8809080029 

80/00/30 

50 275 

8800000148 

8009080145 

88/09/01 

50-213 

6809000149 

8809000145 

88/09/01 

50213 

8609060151 

8809080117 

08/09/02 

50-298 

6809080157 

88090601 53 

8Q/Q8/22 

50 508 

6609080160 

8809080159 

88/08/30 

60-369 

8609000182 

8809080056 

88/00/26 

50-302 

6309080168 

8809080167 

88/08/26 

60 269 

6609080178 

8809080174 

88/08/26 

50 335 

6609030176 

8809080140 

88/08/23 

SO -3 

08O9O3O1B1 

8809080174 

88/08/26 

60*335 


ACCESSION NUMBER 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 




DOCUMENT 

ISSUED 

CATEGORY 

R 

86090Q0191 

8609080100 

68/06/31 

50-416 

P 

R 

■06 090801 9B 

6809000180 

88/00/31 

50-416 

P 

n 

8809080199 

6609080188 

88/09/02 

50 461 

P 

p 

8809080201 

8809060100 

66/09/02 

50-431 

P 

p 

8809080219 

8Q090&0216 

0B/O8/31 

50-285 

F 


B 009080227 

0809080225 

06/09/01 

50-237 

P 

p 

6009080249 

8809080244 

88/08/25 

50-210 

Q 

Q 

8009080253 

8809010061 

88/00/19 

50-244 

P 

V 

8809000269 

0809000234 

86/06/10 

FOIA 


f 

8009090283 

0009080281 

88/09/06 

50 316 

P 

0 

6609060285 

8809060215 

08/09/01 

70-1507 


Q 

8B0 9 000294 

8009060289 

88/06/30 

50315 

P 

Q 

8809000299 

8009010306 

88/08/25 

40-7102 



6809000311 

8809080234 

08/08/10 

FOIA 


P 

8609080918 

8809080234 

36/00/10 

FOIA 


V 

8809000321 

8008200352 

68/0S/22 

50-482 

P 

Q 

8809000323 

8809000234 

ee/08/io 

FOIA 


Q 

8009080324 

&8 08260352 

00/08/22 

50 402 

P 

P 

8009080326 

6009030234 

83/00/10 

FOIA 


P 

8809060327 

6809080234 

68/03/10 

FOIA 


Q 

8009080334 

6009140496 

83/06/81 

50-259 

R 

Q 

8809060336 

6009080234 

B3/0B/1 0 

FOJA 


Q 

0809080344 

6809080340 

66/08/25 

50 317 

V 

K 

8009080345 

8609000234 

86/08/10 

FOIA 


K 

8809080346 

6609080341 

06/08/25 

50 424 

Q 

P 

0009080351 

8609080234 

66/09/10 

FOIA 


P 

0809080352 

8809080342 

80/08/31 

50 237 

P 


6609080357 

0809030354 

88/00/25 

60 260 

G 

Q 

8009080360 

8809080356 

68/08/31 

60 263 

P 

F 

8809080362 

88090&0234 

88/00/10 

FOIA 



660&08037O 

8609060234 

00/08/10 

FOIA 



0603080372 

8809060356 

86/00/31 

50-203 

P 

Q 

8809000375 

8009060234 

80/08/10 

FOIA 



6809080301 

8009000355 

80/06/26 

50-266 

P 


8609 060353 

0009000234 

88/08/ 10 

FOIA 


P 

8809080300 

0800000365 

08/08/26 

60-266 

P 

P 

0DO9O8O393 

8809000234 

88/08/10 

50-10 

Q 

Q 

8809060398 

0009080395 

68/08/24 

60-260 

P 

P 

B809060400 

0809000362 

88/00/20 

60-413 

P 

P 

0OO9OCO41O 

8809010236 

00/00/28 

50-244 

F 

Q 

88090804 14 

0009010230 

03/08/28 

50-244 

F 

R 

8009090005 

0009090003 

86/08/31 

60-423 

a 


8809090018 

8809090017 

36/08/16 

PROJ 



0809090020 

0&O9&9OO17 

30/08/10 

PROJ 


Q 

8800090021 

0009090016 

60/08/10 

50-322 

G 

P 

6809090049 

6609090037 

88/08/1 1 

50-322 

F 

R 

■6809090051 

6800090037 

68/00/11 

60-322 

F 

R 

8609090053 

6809090037 

08/03/1 1 

50-322 

F 

P 

0009090054 

8000010113 

88/08/24 

50-255 

P 

R 

6000090057 

6809090055 

oa/08/ao 

71 6003 


n 

8009090066 

8809090083 

6B/0D/19 

FOIA 


p 

8009090067 

8809090066 

80/00/07 

WASTE MGT 


R 

6800090069 

6809090062 

86/06/29 

50-271 

W 

R 

6609090072 

0009099062 

Ofl/OB/29 

50-271 

w 

P 

8609090001 

0809000079 

60/00/30 

70-3018 


R 

6809090084 

8009099079 

86/08/30 

70-3010 


R 

8609090088 

8809090079 

88/08/30 

70-3010 


1 

O0OSO9OO91 

00090900-79 

08/08/30 

70-3010 



88090901 at 

8809090050 

08/08/26 

71-659 


1 

D809090108 

8809090105 

08/09/02 

50-445 

Q 

P 

8809090109 

88090900 98 

B8/0&/1? 

50-261 

S 

P 

8809090113 

8809000096 

08/08/17 

GO-277 

S 

P 

8609090116 

0800000096 

30/08/ 17 

50-317 

s 

1 

88090901 19 

0000090111 

30/08/12 

50-276 

p 

1 

8809080122 

8809090117 

68/00/1 a 

FOIA 


P 

8B09090123 

6009090111 

60/00/12 

50-275 

p 

R 

8809090128 

80090901 1 1 

80/08/12 

60-275 

p 

n 

6809090131 

80090901 1 1 

60/08/12 

50-276 

p 

p 

0009090132 

8800000092 

60/09/09 

PR 


Q 

9809090135 

60090901 1 1 

68/03/12 

50-275 

p 

0 

0809090139 

88090901 1 1 

80/08/12 

50-276 

Q 

p 

8609090141 

88090&0140 

83/0&/01 

60-201 

Q 

Q 

8809090144 

8809090140 

08/O&/O1 

60-261 

O 

R 

8809090145 

6609090170 

86/09/02 

50-409 

Q 

R 

6609090148 

8809090147 

86/06/23 

50-339 

P 

R 

880&090149 

0609090125 

66/06/31 

50-277 

Q 

R 

6609090150 

8609090092 

06/09/09 

PR 


P 

88OSQ90151 

Q0O9Q9O13O 

88/00/31 

WASTE MGT 


P 

6809090153 

8809090092 

88/09/09 

PR 


P 

8B0909D154 

8809090003 

68/06/23 

50-327 

R 

0 

6809090160 

8800090096 

0B/O0/17 

50-106 

Q 

F 

0009090161 

8809090092 

88/09/09 

PR 


F 

8809090163 

880909000B 

08/08/23 

50-327 

R 

Q 

6809090164 

8609090008 

88/08/23 

50-32? 

R 

a 

8809090160 

8009090162 

88/09/02 

XPORTLIC 


F 

8809000167 

8809090159 

88/00/30 

50 528 

P 

0 

8009000169 

8809090156 

88/08/17 

SO 322 

P 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


8609090170 

8609090172 

8809090174 

8809090183 

6809090184 

6809090204 

8809090208 

8809090213 

8809090215 

8809090222 

8609090226 

8609090229 

0609090232 

0809090233 

8809090234 

6809090235 

8809090238 

8809090239 

8800090244 

8809090247 

8809090249 

8809090259 

B809090265 

8809090274 

8809090278 

8809090277 

8809090279 

8809090281 

6809090282 

8809090283 

8609120012 

8809120045 

8809120059 

8809120061 

8809120077 

8009120082 
8809120083 
88091 200B6 
88091 20090 
8809120094 

8809120097 

8809120098 

8609120106 

8809120100 

8B09120111 

0809120116 

8809120120 

8809120122 

6009120123 

8809120127 

8809120126 

8809120129 

8809120135 

8B09120137 

8809120139 

8809120143 

8809120145 

8B09120151 

8809120172 

8800120173 

8800120170 

8809120184 

8800120105 

8809120192 

8809120201 

8809120205 

8809120206 

8809120208 

8809120213 

8609120215 

8809120217 

8809120227 

8809120229 

8809120232 

8809120235 

8809120240 

8809120242 

0809120244 

0809120246 

8809120247 

6809120248 

8809120250 

8809120251 

8809120252 

8809130016 

8809130016 

8809130028 


PRINCIPAL 

DOCUMENT 

8809090162 

8809090098 

8809090092 

8809090177 

8809090177 

8809090177 

8809090098 

6809090090 

8800090209 

8809090098 

8609090098 

8806090092 

8800090224 

8809090092 

8809090224 

8809090230 

8809090098 

8809090092 

8B090B0092 

8809090092 

8809060092 

8809090092 

8809090092 

8809090270 

8809060269 

6809090092 

6809090272 

8809090269 

8809090157 

8809090269 

6 BOS 120004 
8809120042 
8809120051 
8809120051 
8809120073 

0809120075 

0809120073 

8809120075 

8809120073 

8809120073 

8B091- 20095 
0809060340 
8809120091 
8809120107 
8809120107 

8809120091 

8609120091 

0809060007 

0809120091 

8809060208 

8809090269 
8BO01 201 25 
0800120131 
8809120091 
8809120138 

8B091 20091 
6806120091 
B809120149 
8809090092 
8809120125 

8B091201 25 
8809120102 
0809120102 
8809120169 
8809120169 

8BQ912O109 
6809090092 
8809120169 
8809060334 
880912021 1 

8809120211 

8809120211 

8809120222 

8609120231 

8809090092 

6809090092 

8809090092 

8809090092 

8609090092 

0809120243 

8609090092 

8609090092 

0809090092 

8809090092 

8809130013 

8809060043 

8809130022 


DATE 

ISSUED 

68/09/02 

68/08/17 

68/09/09 

96/09/02 

88/09/02 

68/09/02 

88/00/17 

88/08/17 

88/09/02 

05/OB/17 

88/08/17 

88/09/09 

88/09/07 

8B/09/09 

80/09/07 

80/08/31 

68/08/17 

88/09/09 

86/09/09 

08/09/09 

88/09/09 

08/09/09 

08/09/09 

08/08/19 

0B/OB/18 

80/09/09 

83/03/31 

60/03/18 

68/00/16 

6B/O0/18 

80/08/26 

60/09/02 

60/09/07 

68/09/07 

60/06/30 

00/09/07 

60/00/30 

66/09/07 

66/09/30 

66/08/30 

86/00/29 

88/06/31 

68/09/17 

68/09/06 

66/09/06 

66/06/17 

88/08/17 

88/08/26 

80/08/17 

88/06/16 

8B/08/18 

08/09/07 

80/09/12 

80/00/17 

88/08/11 

8B/08/17 

08/00/17 

68/00/29 

80/09/09 

08/09/07 

30/09/07 

83/00/22 

80/00/22 

80/08/26 

89/08/26 

80/08/25 

00/09/09 

80/00/25 

08/09/01 

08/00/23 

80/00/23 

60/03/23 

89/00/30 

86/06/19 

86/09/09 

60/09/09 

66/09/09 

66/09/09 

86/09/09 

86/06/29 

08/09/09 

88/09/09 

88/09/09 

86/09/09 

86/08/31 

08/08/09 

88/09/05 


SUBJECT 

CATEGORY 

XPORTUC 
50-324 O 

PR 

QA999 

QA999 

QA999 

50*259 Q 

50*259 Q 

WASTE MGT 
50*250 Q 


50-250 

PR 

50-277 

PR 

50-277 

27*40 

FO!A 

PR 

PR 

PR 

PR 

PR 

PR 

50 29 
50 275 

PR 

50-293 
50 275 
FOIA 
60 275 

50-443 
50-461 
50-277 
60 277 
60 4B3 

50-309 
50 403 
50-309 
50-483 
50 403 


ENCLOSURE 


0809 130027 
6809130029 
6809130030 
QB09130034 
8B09130036 

B8091 30040 
8609130042 
8609130045 
8609130046 
8809130052 

8809130071 
8609130073 
0009130076 
8609130077 
06091 300 B7 

8809130100 

0609130104 

0609130107 

3B09130119 

8609130124 

6809130135 

0609130165 

6609130156 

8609130160 

8609130168 

8B09130171 

6609130173 

6609130176 

8609130194 

6809130232 

8609130248 

8609130252 

8809130262 

8809130263 

8809130265 

6609130268 
8BO0 130271 
8800130276 
8809130270 
6809 1 302a 1 


50-416 

0 

8809130293 

50*373 

P 

8809130303 

FOIA 


8809130309 

50 461 

P 

8809130314 

60 461 

P 

8609130320 

FOIA 


8800130336 

FOIA 


8809130337 

60*373 

0 

0809130353 

FOIA 


8809130354 

50*261 

Y 

0009130350 

50*275 

P 

8009140018 

WASTE MGT 


8809140020 

WASTE MGT 


9809140021 

50-203 

P 

0809140028 

50*261 

Y 

8809140029 

FOIA 


8009140030 

FOIA 


0009140041 

60*259 

Q 

6809140052 

PR 


6809140061 

WASTE MGT 


6609140063 

WASTE MGT 


60091 40066 

FOIA 


8009140068 

FOIA 


6809140070 

50*237 

P 

8609140076 

50-237 

P 

8B09 140076 

60-237 

P 

8B09 140090 

PR 


8B09 HO1 17 

60 237 

P 

8809 140132 

60*271 

P 

B809140133 

FOIA 


8609140136 

FOIA 


88091401 56 

FOIA 


8809140166 

FOJA 


8609140170 

50-286 

P 

8B09140172 

PR 


8609140183 

PR 


8609140184 

PR 


8609140192 

PR 


8809140194 

PR 


8009140196 

FOIA 


6809140202 

PR 


0609140205 

PR 


8809140206 

PR 


9809140210 

PR 


9809140211 

50 498 

Q 

8809140213 

40 8902 


0809140216 

71-9010 


8809140224 


PRINCIPAL 

DATE 

DOCUMENT 

ISSUED 

BBQ9Q70524 

88/08/23 

8809130023 

88/09/02 

8809130025 

88/08/30 

8809130023 

80/09/02 

0609130025 

88/08/30 

8809130036 

88/09/02 

B309 130035 

88/09/02 

0009130014 

00/09/06 

6809130035 

88/09/02 

8309130047 

68/09/07 

8809130063 

88/09/06 

8609130003 

68/08/30 

8309130070 

80/09/07 

0309130074 

08/09/05 

8809130005 

88/09/07 

8809130081 

88/09/02 

B809130060 

68/09/06 

0809130105 

80/08/29 

8809130113 

66/00/31 

8809130089 

88/09/01 

6809130133 

88/09/06 

8609130153 

60/09/02 

8809130153 

80/09/02 

8809130159 

86/09/02 

8600130163 

88/09/02 

8309130165 

88/09/00 

8809130163 

60/09/02 

0009130169 

86/09/05 

8609130192 

88/09/01 

80O913O22B 

8B/08/29 

8809090092 

00/09/09 

8809130242 

06/09/06 

8809090092 

8B/09/09 

8BO0 130258 

88/00/29 

8809130240 

88/08/20 

8809090092 

08/09/09 

8909090092 

80/09/09 

9009130270 

88/00/26 

9909090092 

88/09/09 

0809130128 

88/08/22 

B909 130290 

00/09/06 

6B09090092 

60/09/09 

0809090092 

88/09/09 

■6609090092 

88/09/09 

0809090092 

88/09/09 

8609130332 

08/09/06 

8609090092 

80/09/09 

6609090092 

88/09/09 

8609130352 

88/09/02 

8609090002 

00/09/09 


SUBJECT 

CATEGORY 

PROJ 
50 413 
50 206 
50 413 
50-206 


8809140016 

8809140012 

8809070260 

6809140012 

8809140025 

0009130360 

0809140012 

0809140012 

8809140012 

8809140062 

0BO721OOE6 
0809140064 
8809140067 
8809140076 
88001 40074 

6809140087 

8808140100 

8800140123 

0600140130 

0009140131 

0009140140 

0009140164 

8009140165 

8809140168 

0009140173 

6009140102 

6809140109 

0009140179 

8009140190 

6609140193 

0809140201 

0609140201 

8809140201 

8609140207 

6809140207 

B8O9140179 

8609140209 


87/08/31 

88/09/09 

86/00/23 

88/09/09 

87/09/18 

08/09/08 

88/09/09 

88/09/09 

88/09/09 

87/12/08 

00/06/09 

00/09/09 

68/09/02 

88/00/02 

88/09/09 

60/09/06 

88/00/31 

88/06/16 

88/08/25 

88/08/26 

00/09/02 

88/09/07 

88/09/02 

88 / 00/00 

60/04/20 

80/09/07 

88/09/14 

88/08/24 

87/11/13 

08/08/31 

88/09/07 

88/09/07 

88/09/07 

88/09/07 

88/09/07 

88/08/24 

08/00/12 


Q 

Q 

Q 

Q 

P 

P 

n 

p 

Q 


R 

Q 

P 

Q 

V 

Q 


P 

Q 

Q 

Q 

Q 

Q 

Q 

P 

P 

Q 


50-327 
50*285 
50 317 
50-285 
60-237 

40*7102 
50-171 
50 220 
50-498 
50-353 

60-277 
50 334 
70 1113 
ORG 
50-335 

60 413 
50 250 
50*250 
50-261 
50-324 

50-341 
50 324 
50-490 
50*341 
50-261 


PR 

WASTE MGT 
PR 

50*400 Q 

CONTRACT 

PR 

PR 

71-0106 

PR 

CONTRACT 

50 320 Q 

PR 

PR 

PR 

PR 


60*220 

PR 

PR 

60-250 

PR 

50*331 
60*443 
60*269 
60 443 
50-305 

CONTRACT 
50*443 
50*443 
50 443 
50*165 

40-3453 
50*443 
60 498 
60-498 
60*286 

50*237 

50-203 

CONTRACT 

50*206 

50*397 

60*423 

50-390 

50-423 

60*327 

50-237 

40-8906 
50*353 
50-397 
50-461 
60*440 

50-338 
50-338 
50-338 
50-277 
50-277 


G 

O 

Q 

O 

P 

P 


50-397 Q 
WASTE MGT 


0*D*D>-D OO 
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accession number 
enclosure 


ACCESSION NUMBER 


$$09140226 

6U09H0229 

6609140231 

8809140236 

6809140247 

8806140254 

6809140259 

8809140275 

8809140276 

€609140244 

8609140304 

8609140306 

6809140317 

8809140321 

8809140325 

8009140327 

8809140336 

8888140336 

6609140342 

8808140347 

6800140348 
$8091 40349 
5809140356 
6809140353 
8609140365 

8803140372 

8809140384 

8309140306 

8609140386 

0009140392 

5609140393 

8809140396 

6809140401 

5800140403 

8809140412 

8606140415 

6609140416 

5609140417 

8000140424 

6009140441 

6689140463 
3009140488 
6809140470 
W0 150003 
6809150026 

68001 50027 
6809150028 
6009150032 
8809150033 
6608160053 

0609160054 

8609160059 

8309160072 

0809160001 

6009160001 

0BO91 50003 
0809150094 
6609150095 
6809150096 
0W15O1O7 

0809150122 

0009160123 

0809150129 

0009160130 

0600160143 

0808160145 

6009160148 

0009160160 

0009160173 

0009160175 

8009150176 

00O91 50173 
8809150170 
6009160160 
0009150190 

0009160224 
0809150230 
0009160230 
0009 1 60250 
3009160250 

0000160260 

3000160261 

6000160263 

0800160266 

3000160271 

6800150274 

3800150277 


PRINCIPAL 

DOCUMENT 

8809140219 

8809140219 

8809140220 

8809140232 

8809140244 

8809140218 

8809140249 

8809140273 

8809140272 

8809140282 

8809140303 

88091403Q3 

8809140301 

8809140318 

8809140318 

8809140318 
88Q91 40335 
88Q914Q354 
8809090092 
8QQ9QBQQ13 

8809140345 

8809140346 

8809260084 

8809140353 

8809090092 

8809140361 
8009140373 
8607140181 
8e09 140386 
B8091 40385 

880908Q059 

0809120146 

0809090092 

8808140400 

0809140375 

88091 40409 
8809140404 
8809140409 
8809140404 
8009140439 

8809140462 

8B09060049 

0009140466 

8809140385 

0809150023 

8809150023 

8809150018 

6809160029 

0809150029 

8809160048 

8809150051 
8B091 50051 
6809080165 
6809150048 
6809160088 

8809150000 
8809150088 
88091 5008B 
8009160080 
8809150102 

0809150119 

0809150115 

8809150128 

6809150126 

8809150141 

8809150139 

8009150147 

B809160153 

Q80B150170 

8809160170 

0009150172 

8809150174 

8809150172 

8809150174 

8009150195 

8809150222 

8809150230 

8809150232 

8809150258 

8809150263 

6809160266 

0809150258 

6609160253 

6809160253 

6809160265 

8609160286 

6809150263 


DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

88/09/07 

50-277 

P 

8809150234 

88/09/07 

50-277 

P 

8809150230 

08/09/06 

50-312 

Q 

6609150291 

08/08/03 

50-352 

F 

8809150292 

88/09/07 

50-165 

P 

8809150320 

80/09/02 

50-210 

P 

8009150326 

88/08/29 

50-275 

F 

8809150327 

80/09/01 

50 237 

P 

8809150344 

38/03/30 

50 321 

Q 

3009160005 

80/08/29 

50 402 

P 

0809160006 

80/09/07 

50-293 

Q 

3609180031 

88/09/07 

50 293 

Q 

8809160037 

08/09/06 

50-261 

n 

0809160050 

80/09/02 

50 267 

Q 

0BO916OO65 

08/09/02 

50 267 

Q 

8809160070 

88/00/02 

50 267 

Q 

8909160074 

00/08/31 

50-261 

Q 

8809160077 

88/09/06 

50-367 

P 

0009160076 

80/09/09 

PR 


6809160030 

88/00/31 

50-155 

R 

6809160091 

88/00/00 

50-293 

P 

6009160094 

33/09/08 

50-293 

P 

6809160095 

88/Q9/19 

50-302 

P 

6309160102 

03/09/02 

50 230 

S 

0609160101 

88/09/09 

PR 


8Q09160107 

83/09/08 

50 321 

P 

8009160116 

88/00/30 

50-280 

Q 

8309160118 

00/06/29 

40 8027 


0809160110 

83/06/28 

40 2081 


8809160123 

88/06/20 

40 2061 


3800160124 

88/08/30 

60-528 

1 

8809160126 

38/07/20 

70-25 


9809160131 

38/09/09 

PR 


8809160137 

88/09/02 

60-424 

P 

€809160144 

00/09/00 

WASTE MGT 


6809160143 

38/09/09 

50-373 

Q 

8809100150 

88/09/08 

50-203 

P 

6609160162 

08/09/09 

60 373 

0 

8609180154 

08/09/08 

50-203 

P 

6809160193 

88/09/08 

50 268 

Q 

0600160167 

83/08/31 

60 209 

G 

0809160189 

88/08/29 

50-289 

R 

3000160173 

00/00/31 

50 259 

R 

6809160176 

88/06/28 

40 2061 


3809160173 

33/09/06 

50-208 

P 

8000160170 


mmm 

08/00/02 

88/09/06 

88/09/06 

08/00/07 

88/00/13 

88/09/13 

88/09/02 

00/09/07 

88/09/09 

09/00/30 

80/09/09 

80/09/09 

88/09/08 

86/09/02 

00/09/08 

88/00/09 

88/09/02 

88/00/02 

88/09/06 

69/09/09 

88/00/08 

88/09/07 

88/09/09 

88/00/09 

88/09/09 

88/09/00 

88/09/09 

88/09/09 

88/09/07 

88/09/07 

86/09/00 

00/09/07 

68/09/01 

88/08/23 

88/09/01 

88/09/01 

88/08/23 

88/08/23 

88/08/22 

66/08/22 

66/08/23 


50-206 
70 -27 
50-361 
60-361, 
50-466 

60-200 
60-200 
60 298 
50-458 
70-27 

60-361 

70-27 

70-27 

QA999 

60-458 

70-2B32 

60-382 

60-269 

50-209 

50-321 

60-288 
50 528 
50-374 
50-344 
50 344 

50-285 
50 362 
60-285 
60-352 
60-335 

50-289 

40-8801 

60-389 

60-349 

FOIA 

60-348 
50-348 
FOJA 
FOIA 
60 272 

60-272 

FOIA 


P 

P 

Q 

P 

P 

Q 

O 


■Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


Q 

Q 


0300160180 

6800160162 

8809160183 

8309160184 

8609160165 

0009160160 

00Q&16O1Q9 

0009160191 

8609160194 

8809160196 

0800160199 

8809160201 

86Q9160203 

8009100204 

3009160205 

8B091 60207 
84Q9 160208 
8809160211 
3809160212 
8809160217 

8009160218 
8609160219 
8809160220 
8609 1 60222 
8809160224 

8800160231 
8809160233 
8809160239 
8QQ9 160241 
8809160244 

3809160240 
0309160248 
3309160250 
3809160251 
€0091 60253 

€809160254 
0609160255 
0800160257 
BeOS 160256 
8800160260 

8809100261 

8809160262 


PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUED 

CATEGORY 

€609150265 

36/00/22 

50-272 

8009150265 

88/08/22 

50-271 

6809150290 

88/09/0$ 

50-155 

8809150265 

83/08/22 

50-271 

8809090090 

86/09/02 

WASTE MGT 

0909160319 

86/09/0$ 

50 321 

8809000090 

83/09/02 

WASTE MGT 

8609160342 

30/09/02 

50 369 

8B09 160003 

38/08/31 

50-348 

6809160003 

$8/03/31 

60 346 

8809160029 

$8/09/02 

50-280 

$309160033 

33/09/02 

50 280 

$007120677 

68/00/1 7 

REVIEW GR 

&&09120I96 

$8/07/27 

40-3014 

3007120977 

88/06/17 

REVIEW GR 

6705200077 

87/08/07 

REVIEW GR 

$700200077 

67/03/07 

REVIEW Gfl 

6305259009 

30/05/05 

REVIEW GR 

8805250009 

38/05/05 

REVIEW Gfl 

8809169005 

ee/oe/23 

50 203 

8800160092 

68/09/08 

69-312 

8000160033 

30/09/06 

59-361 

8809160085 

00/00/23 

60*203 

8809160005 

30/00/23 

50 293 

8605260009 

68/05/05 

REVIEW GR 

8809160035 

83/00/23 

50-293 

8009160113 

00/09/09 

60-390 

8905250009 

30/05/05 

REVIEW GR 

8809160085 

88/03/23 

50-203 

$703200077 

37/00/07 

REVIEW GR 

$$99010329 

86/00/15 

REVIEW GR 

€309010320 

88/08/15 

REVIEW Gfl 

6609010329 

00/03/16 

REVIEW GR 

8002100081 

08/01/11 

REVIEW GR 

8007109992 

08/07/00 

REVIEW GR 

3000160149 

33/09/13 

69 220 

88071&9092 

00/07/08 

REVIEW GR 

0002100031 

3B/01/11 

60-348 

0807160062 

80/07/00 

REVIEW GR 

8002 100081 

08/01/11 

REVIEW GR 

8609160166 

00/09/00 

50-295 

$809160168 

38/08/25 

50-293 

3309 1601 72 

83/00/31 

FOJA 

8805110236 

$8/04/14 

REVIEW Gfl 

8009160175 

83/09/03 

60-397 

0 $051 10236 

88/04/14 

REVIEW GR 

€609 160175 

08/00/08 

50 397 

880&160I31 

86/00/00 

50-344 

$$0016018$ 

88/06/25 

50 233 

8805110238 

88/04/14 

REVIEW GR 

8800180177 

88/OB/30 

FOIA 

8809169163 

68/08/25 

60 203 

8B0916O16Q 

33/06/25 

60 293 

3809160177 

83/03/30 

FOIA 

6800100163 

08/08/25 

60-293 


6809160106 

8809160168 

3809160177 

8009160200 

3809160168 

8809160160 

6609160206 

0809160177 

8009160206 

8609180214 

8809160215 

8609160215 

0809160177 

8609160177 

8002100081 

8609160177 

8809160177 

8809160166 

8309160177 

8309160168 

8309160177 

8309160085 

8809160177 

0€O9f6Ol60 

8607190326 

8809180085 
8809160168 
8007190328 
8809100177 
6607 190328 

8809160168 

6607190326 


66/08/25 

63/08/25 

83/08/30 

08/08/15 

33/08/25 

36/08/25 

38/03/19 

66/08/30 

88/00/19 

88/08/31 

83/09/02 

68/09/02 

06/08/30 

86/08/30 

06/01/11 

88/03/30 

38/08/30 

88/00/25 

80/00/30 

83/08/25 

68/03/30 

83/03/23 

60/08/30 

68/08/25 

83/07/03 

06/08/23 

aa/oe/25 

66/07/08 

BB/00/30 

88/07/03 

88/03/26 

08/07/06 


50-293 
60-293 
FOIA 
40-7604 
50-293 

50 293 
50 267 
FOIA 
50 267 
FOJA 

60 250 
50-259 
FOIA 
FOIA 

REVIEW GR P 

FOIA 

FOIA 

50-293 F 

FOIA 

50-293 F 

FOIA 

50-293 O 
FOJA 

60-293 F 

REVIEW GR P 

50-293 Q 
50-293 F 

REVIEW Gft P 
FOIA 

REVIEW Gfl P 

50-293 O 

REVIEW GR P 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

8809160265 

8809160266 

8809160267 

B809 160268 
8809160269 

8809160085 

8807190328 

0BO719O328 

8809160160 

8807190328 

88/08/23 

80/07/08 

88/07/0B 

86/00/25 

88/07/08 

50 293 Q 

REVIEW GR P 
REVIEW GR P 
50-293 O 

REVIEW GR P 

0609190263 
8009190269 
8809190273 
8809190274 
8B091 90275 

8009190139 

8809190139 

0809190267 

0609190139 

8009190271 

9809160270 

8809160272 

8809160276 

8809160277 

8809160283 

0809100005 

6802100081 

8809160275 

8609160276 

0809160201 

06/00/23 

88/01/11 

88/09/12 

08/09/12 

0B/O9/12 

50 293 P 

REVIEW GR P 
50-321 P 

60-321 P 

50-321 P 

0809190270 

0009190280 

8809190283 

6809100264 

0009160292 

0609190270 

8809190267 

6009190278 

0009190270 

8009190286 

8809160285 

6809160288 

8809160290 

8B09160291 

8809160296 

B8021000B1 

8609160281 

8809160288 

8809160177 

6809160295 

08/01/11 

08/09/12 

80/09/06 

80/08/30 

88/09/06 

REVIEW GR P 
50-321 P 

50-413 Q 

FOIA 

60-209 Q 

0809190296 

8009190319 

0009190327 

0809190330 

8609190335 

8909190207 

0BO919O139 

8809190139 

8809190324 

8609190139 

8809160297 

8B09160300 

8 B09 160304 
8809160305 
6809160307 

8809160293 

6809160177 

8809160301 

8609160177 

8809160177 

80/09/09 

80/08/30 

88/09/09 

80/00/30 

60/08/30 

50 313 P 

FOIA 

50-498 P 

FOIA 

FOIA 

8B091 90337 
8809190330 

8B091 90345 
8809190346 
6809190350 

8809190139 
8009190332 
8009190342 
8009190139 
8B091 90139 

8609160310 

8809160313 

8809160316 

8809100319 

8809160320 

8809160177 

8009160177 

8809160177 

8609160317 

8009160177 

88/00/30 

80/00/30 

00/08/30 

88/09/13 

8B/08/30 

FOIA 

FOIA 

FOJA 

60-267 Q 

FOIA 

0609190352 

8009190356 

6809190360 

0009 190361 
8809190363 

8809190347 

8809190139 

8809180177 

6809190139 

8809190362 

8809160321 

8809160324 

8B0B160325 

8809160326 

0809160328 

8809160317 

6809160322 

6809160177 

8609160317 

B80916O177 

68/09/ S3 
88/09/13 
80/08/30 
60/09/13 
69/08/30 

50-267 Q 

50 259 F 

FOIA 

50-207 Q 

FOIA 

0809100305 

8809190370 

8809190374 

0809190375 

8009190377 

8809190139 

8809190139 

9809190373 

8009190373 

6809190139 

8609160330 

8809160331 

8809160334 

8609190005 

0809190010 

0809160177 

8BQ9160177 

0809160177 

0804210482 

0809160177 

80/00/30 

68/08/30 

00/08/30 

88/04/04 

00/06/30 

FOIA 

FOIA 

FOIA 

REVIEW GR P 
FOIA 

8809190379 

00091 903 B4 
0009190365 
0809190306 
8809190367 

0809190373 

6809190379 

6009190383 

8009190387 

0609190382 

8809190014 

8809190017 

8809190019 

8809190025 

8B091 90035 

8009160177 

8809160177 

0BO421O482 

8009190018 

8004210482 

88/00/30- 

00/00/30 

88/04/04 

8B/0B/31 

00/04/04 

FOIA 

FOIA 

REVIEW GR P 

50 463 R 

REVIEW GR P 

0809190393 

6609190394 

8809200006 

6809200013 

0609200020 

8009190391 

8009190301 

8809260132 

8809200007 

8009200010 

8809190036 

8609190039 

0809190040 

6809190050 

8809190055 

8609160177 

B8091 90032 
8809190032 

0BO91 90046 
8809190049 

88/08/30 

88/09/07 

08/09/07 

60/09/13 

80/09/14 

FOIA 

50 373 P 

50-373 P 

50 333 Q 

XPORTLIC 

8809200022 

6809200033 

€609200036 

8809200037 

8809200038 

8809200010 
8809200029 
0BO9 190340 
8809200031 
8009190130 

8809190091 

0809190094 

8809190100 

8609190102 

8809190104 

880919008B 

8809190087 

6809190098 

8809190136 

8809190090 

80/00/29 

08/09/13 

00/09/06 

88/09/07 

80/09/13 

40 8724 

60-322 G 

50-316 P 

50 440 P 

50*54 F 

6006200052 

0BOB2OOO58 

8809200062 

6009200064 

0809200005 

8009100130 

8809200050 

8809190139 

8809200050 

8809200056 

8809190105 

8B0919Q109 

0BO919O1H) 

6809190113 

8809190115 

8809190099 

8909190107 

8B09190107 

0SO91 901 07 
0809190112 

60/09/15 

86/09/08 

08/09/08 

ee/09/oa 

86/09/12 

60-443 G 

50 603 A 

50 603 A 

50 603 A 

XPORTLIC 

0800200076 

00D92OOO78 

0809200079 

0809200060 

0009200009 

080920 0Q7O 
8809200075 
&809200072 
0809200003 
8609200084 

6809190117 

6809190116 

6809190143 

8B09190146 

0809190147 

8809190107 

0009190112 

0809190139 

8809190144 

0809190140 

08/09/06 

80/09/12 

06/03/25 

88/09/13 

88/09/01 

60 603 A 

XPORTLIC 

REVIEW GH P 

50 309 P 

50-272 V 

8009200090 

8809200091 

6S09200092 

0609200100 

G0O92OQ1O2 

0009200985 

0609200082 

0809190139 

0009190139 

8609200007 

8609190148 

8809190149 

8009190150 

8809190159 

8809190182 

8809190144 

8B04210482 

0809160139 

8009190139 

8609100152 

80/09/13 

80/04/04 

88/00/25 

86/08/25 

80/09/13 

50 369 P 

50 338 P 

REVIEW GR P 
REVIEW GR P 

60-29 B Q 

0809200109 

8609200110 

0009200139 

0809200143 

8609200160 

88091 90139 
0809160139 
0009200131 
8809200137 
0000100139 

8809190164 

8909190167 

8609190172 

8009190179 

8809190199 

8009190139 

AB09190160 

0809190139 

8009190139 

8809190161 

38/08/25 

88/03/10 

88/00/25 

08/08/25 

88/09/06 

REVIEW GR P 

50 293 F 

REVIEW GR P 
REVIEW GR P 

50 413 Q 

8609200157 

8609200158 

6009200170 

8809200171 

8609200172 

8809200151 

8800190139 

0009200156 

8809200166 

8809190139 

8009190201 

8009190211 

8809190212 

6609190214 

8809190223 

0809190139 

8809190139 

8609190206 

8809190206 

8009190139 

68/09/25 

68/08/25 

68/09/12 

80/09/12 

B8/08/25 

REVIEW GR P 
REVIEW GR P 
50-482 Q 

50 462 Q 

REVIEW GR P 

8009200161 

0809200184 

0009200191 

8009200192 

6809200195 

8000200177 

8809190130 

8809200182 

8000200023 

6809200194 

6809190226 

8B091 90230 
8809190232 
8809190233 
8609190235 

0809190222 

6609190139 

8009190225 

0609190227 

8809190225 

6S/09/09 

66/08/25 

66/09/09 

60/09/06 

86/09/09 

50 285 V 

REVIEW GR P 
50-271 P 

50 275 Q 

50-271 P 

8009200203 

0009200207 

8609200200 

6009200209 

0609200216 

6809190139 

0809200205 

8809190139 

8009200205 

0009200213 

8809190240 

8809190244 

6609190248 

8809190250 

8809190256 

0009190227 

8609190241 

8009190139 

0809190139 

8809190139 

6B/09/06 

88/09/09 

00/08/26 

08/00/26 

80/06/25 

50 275 Q 

XPORTLIC 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

0809200229 

0009200230 

0609200232 

6809200238 

8609200242 

8809190139 

8609200220 

0009200228 

8009190139 

8809190139 

8809190257 

6809190262 

8809190255 

6609190139 

08/09/09 

80/06/25 

60-445 Q 

REVIEW GR P 

0809200250 

8809200252 

0000200248 

8809200248 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


88/08/25 

0B/O8/25 

80 / 09/12 

88/08/25 

88/09/09 

88/09/02 

88/09/12 

88 / 09/09 

80 / 09/09 

88/09/12 

88 / 09/09 

88/08/25 

88/08/25 

88 / 09/09 

80 / 08/25 

88/08/25 

88 / 09/02 

80 / 09/13 

88/08/25 

88/00/25 


REVIEW GR 
REVIEW GR 
50-134 
REVIEW GR 
50 387 

50-316 
50-134 
50-317 
60-317 
50 250 

50-220 
REVIEW GR 
REVIEW GR 
50-269 
REVIEW GR 

REVIEW GR 
50-331 
50-454 
REVIEW GR 
REVIEW GR 


80/09/12 

60-316 

88/08/25 

REVIEW GR 

80/00/30 

FOJA 

80/08/25 

REVIEW GR 

60/09/06 

50 481 

00/08/25 

REVIEW GR 

88/08/25 

REVIEW GR 

88/09/14 

50-322 

88/09/14 

50*322 

80/08/25 

REVIEW GR 

88/09/14 

50-322 

08/09/07 

50-334 

00/09/12 

50 272 

88/09/01 

50-289 

08/09/14 

60-220 

80/09/13 

50-333 

08/09/13 

50-333 

08/09/09 

50-313 

00/09/07 

50 334 

00/09/12 

50 219 

88/09/12 

50-219 

00/09/16 

WASTE MGT 

80/08/03 

WASTE MGT 

88/09/12 

50-313 

00/00/25 

REVIEW GR 

88/0B/25 

REVIEW GR 

08/09/14 

60-362 

00/08/25 

REVIEW GR 

80/09/14 

60-352 

88/09/09 

50-368 

08/00/31 

50*344 

80/09/13 

60*267 

88/09/16 

60*256 

88/09/07 

50 338 

08/00/31 

50-344 

88/09/16 

50-320 

08/09/09 

50-245 

80/08/25 

REVIEW GR 

88/00/25 

REVIEW GR 

08/09/07 

50-334 

80/00/26 

REVIEW GR 

88/08/26 

REVIEW GR 

88/06/13 

50-160 

08/09/15 

60-320 

80/08/25 

REVIEW GR 

08/09/07 

70-143 

00/08/25 

REVIEW GR 

00/09/14 

50-440 

88/09/12 

50 413 

08/08/25 

REVIEW GR 

80/09/13 

50-336 

88/00/25 

REVIEW GR 

08/09/14 

71-361 

88/09/07 

50-348 

88/08/10 

40-8584 

80/08/25 

REVIEW GR 

08/09/07 

50-309 

88/08/25 

REVIEW GR 

88/09/07 

50-369 

86/08/16 

40-8914 

88/00/26 

REVIEW GR 

00/08/19 

50-313 

88/09/07 

70-143 

00/00/25 

REVIEW GR 

88/00/25 

REVIEW GR 

88/09/14 

50-155 


P 

P 

P 

P 

Q 

F 

P 

G 

G 

P 

Q 

P 

P 

P 

P 

P 

P 

Q 

P 

P 


P 

Q 

P 

P 

P 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


8809200259 

8809200261 

8809200262 

8800200265 

8809200270 

8809200271 

8609200272 

8809200275 

8809200278 

8809200280 

8809200282 

8809200284 

8809200205 

8809200266 

8809200292 

8800200294 

8809200296 

8609200300 

6809200301 

8609200303 

8809200312 

8609200315 

8009200317 

8609200318 

8809200320 

8809200321 

6800200322 

0809200327 

8809200329 

8809200333 

8809200334 

8809200336 

8809200339 

8809200340 

8809200342 

8809200344 

0309200345 

88(79200347 

8009200340 

6809200350 

8009200353 
BBO 92003 56 
0609200357 
88 09200303 
8009200365 

8000200366 

8809200371 

8009200373 

6600200376 

8809200377 

8609200370 
8809 2003 BO 
8309200381 
BOO 92003 B2 
8809200386 

8009210004 

8809210006 

8809210019 

0809210020 

6809210025 

8609210026 

8809210027 

8809210031 

8009210035 

8809210036 

0809210038 

8909210039 

8809210043 

8809210044 

6809210045 

6809210046 

8809210049 

6809210050 

8809210051 

8609210052 

0609210053 

8809210054 

8809210067 

8009210058 

8809210059 

8609210081 

8009210082 

6809210063 

8609210064 

6809210085 

8609210066 

6809210067 


PRINCIPAL 

DATE 

Sl/BJECT 


ENCLOSURE 

document 

ISSUED 

CATEGORY 



8809200249 

88/08/16 

40 6971 


0009210060 

8809200259 

88/09/07 

50-335 

O 

90092 10070 

8809200256 

88/09/14 

50-354 

Q 

0009210072 

8809190139 

98/00/25 

REVIEW GR 

P 

000921007# 

8809200269 

08/09/13 

50-309 

P 

0009210075 

8809200269 

88/09/13 

50 389 

P 

8809210076 

8009190139 

00/06/25 

REVIEW GR 

P 

0009210077 

8809190139 

88/08/25 

REVIEW GR 

P 

8300210002 

8809200277 

00/09/09 

50-263 

Q 

0309210003 

8809200279 

88/08/18 

40-1162 


8000210009 

8809190139 

ee/Ofl/26 

REVIEW GR 

P 

68092 10090 

8809190139 

ee/00/25 

REVIEW GR 

P 

0000210009 

0809190139 

88/08/25 

REVIEW GR 

P 

08O921OOOO 

8809190139 

00/08/25 

REVIEW GR 

P 

8000210093 

0809200290 

08/00/15 

40-1102 


0000210004 

8009190139 

88/08/25 

REVIEW GR 

P 

0000210005 

8809190139 

66/08/25 

REVIEW GR 

P 

GB00 210000 

0809190139 

88/08/25 

REVIEW GR 

P 

0009210101 

8800200298 

88/08/16 

40*1102 


6900210103 

0009190139 

89/08/25 

REVIEW GR 

P 

090D2M3104 

0609190139 

68/08/25 

REVIEW GR 

P 

80092101 07 

8809200297 

68/08/22 

40-2259 


0800210100 

0009200209 

80/09/15 

50-413 

R 

8000210112 

0809200299 

88/09/15 

50-413 

R 

800921 01 M 

8809200316 

68/09/16 

60-369 

Ft 

8009210115 

8609190139 

60/00/25 

REVIEW GR 

P 

88002101 10 

8809200316 

88/09/15 

50-359 

n 

0600210120 

8809200325 

90/00/22 

40-0452 


0809210121 

8809190139 

88/08/25 

REVIEW GR 

p 

000021012 7 

8809190139 

90/06/25 

REVJEW GR 

p 

0600210132 

8809200330 

00/00/13 

60-200 

Q 

0000210103 

8009190139 

BS/08/25 

REVIEW GR 

P 

0000210108 

8809190139 

80/09/25 

REVIEW GR 

P 

0809210109 

0009200332 

88/09/14 

71 9161 


0009210142 

8809190139 

86/00/25 

REVIEW GR 

P 

6000210143 

8809190139 

60/00/25 

REVIEW GR 

P 

0300210144 

8009190139 

88/09/25 

REVIEW GR 

P 

0600210140 

8809190139 

00/08/25 

REVIEW GR 

P 

0000210147 

8009190139 

88/08/25 

REVIEW GR 

P 

6609210140 

8809200346 

06/09/16 

50-254 

Q 

0000210100 

8809190139 

8B/O0/25 

REVIEW GR 

P 

0000210101 

0809190139 

88/08/25 

REVIEW GR 

P 

6009210 152 

8809190139 

08/06/25 

REVIEW GR 

P 

0000210153 

8809190139 

38/08/25 

REVIEW GR 

P 

9800210164 

8809190139 

08/08/25 

REVIEW GR 

P 

0000210155 

0809200360 

60/09/15 

71-0016 


8000210150 

8809200368 

89/09/16 

CONTRACT 


0009210160 

0009190139 

68/08/25 

REVIEW GR 

P 

6000210177 

8809190139 

88/08/25 

REVIEW GR 

P 

0000210100 

0809200372 

88/QQ/15 

71-0015 


6090210190 

0009190139 

08/08/25 

REVIEW GR 

P 

6000210202 

8809200370 

88/09/16 

CONTRACT 


0000210203 

0009190139 

08/06/25 

REVIEW GR 

P 

0600210204 

8809190139 

88/06/25 

REVIEW GR 

P 

0000210210 

8009190139 

08/08/25 

REVIEW GR 

P 

GGO021D211 

0809210003 

88/09/15 

50 443 

G 

8800210216 

8809210003 

09/00/15 

50-443 

Q 

8008210217 

8009210017 

08/00/10 

50 443 

G 

800921 02 10 

8809210010 

00/00/16 

50 443 

G 

0900210221 

8009210021 

88/09/16 

60*443 

G 

0000210225 

8809190139 

88/09/25 

REVIEW GR 

P 

8809210220 

0809190139 

06/08/25 

REVIEW GR 

P 

0000210227 

8809190139 

88/08/25 

REVIEW GR 

P 

0009210229 

0809190139 

00/08/25 

REVIEW GR 

P 

0009210230 

8809210034 

88/09/13 

70-764 


0809210232 

8809190139 

88/00/26 

REVIEW GR 

P 

6800210233 

0809140454 

00/09/07 

50*288 

O 

6000210236 

8809210041 

89/09/ 16 

PROJ 


0009210237 

8809200130 

00/09/16 

WASTE MGT 


0009210230 

8809140147 

89/00/30 

60 312 

3 

8809210230 

8809210041 

88/09/16 

PROJ 


8800210240 

0009190139 

88/08/25 

REVIEW GR 

P 

60002 1Q24 1 

6809 1901 39 

00/00/25 

REVIEW GR 

P 

6809210242 

8809190139 

88/08/25 

REVIEW GR 

P 

0060210243 

8809210047 

08/09/14 

60-461 

P 

8809210244 

8809190139 

00/09/26 

REVIEW GR 

P 

8609210246 

8809200130 

88/00/ f 6 

WASTE MGT 


6800210261 

8009210047 

80/00/14 

50-461 

P 

8800210252 

8809190139 

88/06/25 

REVIEW GR 

P 

6900210253 

8009190139 

00/08/25 

REVIEW GR 

P 

8800210264 

6809200130 

88/09/16 

WASTE MGT 


0000210265 

8809210055 

88/09/1 2 

50*445 

Q 

8000210267 

0809210047 

88/09/14 

50 461 

P 

9009210268 

8809190139 

88/09/26 

REVIEW GR 

P 

9909210260 

0809190139 

08/09/26 

REVIEW GR 

P 

8809210262 

8809190139 

88/03/25 

REVIEW GR 

P 

9009210263 

8809210055 

88/09/12 

60-445 

G 

0809210264 


PRINCIPAL 


document 


0030210047 

8009100130 

0009100130 

6009200130 

0800190130 

0300200130 
6000100129 
0000200 J30 
0000210080 
0009 190 130 

0000200130 
0500200130 
0009 1 00 1 3D 
0909100130 
8600100130 

8000210002 

8000130139 

0000300130 

8800100139 

8000100139 

0009100130 

8800210000 

6809200130 

0009100109 

0000200130 

9000200130 

0000100130 

0300210117 

0000100130 

6000210000 

0009210123 

6860210130 

0000190139 

0800150342 

0009190130 

0009210141 
6000100*30 
00 00100130 
6000200130 
GOO02IO14G 

060-0210149 

0000100130 

6000210(49 

6000100130 

0609190130 

8809(90130 
8000100139 
0009 1 00 130 
6009100139 
0000210104 

0600100100 
8009210100 
6000100130 
0600 IC0003 
6600100139 

8000210207 

80OO1OO13O 

8800210210 

6600210223 

8809210220 

0000210223 

8600210224 

8009210224 

0800218223 

6600210224 

0009100100 
6009210224 
6000100130 
030015)0130 
006D2 10205 

6809210223 
0009 190139 
8800210223 
8809100139 
80002 10235 

8800190139 
8609210246 
8809210250 
8009 100130 
6609190139 

6600210240 
6600100139 
0000 100 139 
8609190139 
8800190130 

6609199139 

8000100130 


DATE 

ISSUED 

00/00/ H 
80/00/25 
00/08/25 
08/00/ 10 
00/00/25 

80/00/16 

00/00/25 

08/03/16 

00/06/21 

08/00/25 

60/09/10 
00/00/ 10 
86/00/25 
00/00/25 
00/08725 

00 / 00/10 

00/00/25 

00/09/10 

00/00/25 

68/00/26 

08/Q8/26 

00/00/12 

08/09/10 

09/00/25 

80/00/10 

08/00/10 

00/00/26 

60/00/16 

00/00/26 

00/00/21 

00/00/16 

80/00/16 

00/08/25 

88/00/02 

00/00/25 

00/00/15 

00/05/26 

00/00/2G 

08/09/15 

80/00/14 

80/08/ 14 
00/00/25 
68/00/14 
00/00/25 
00/00/26 

00/00/25 

08/00/26 

00/08/25 

80/00/26 

60/09/10 

00/08/25 

80/00/10 

00/00/25 

08/00/31 

00/00/25 

00/00/13 

aa/oo/26 

08/00/16 

00/00/19 

80/00/15 

08/09/ !0 
00/09/10 
00/09/18 
80/09/10 
09/09/18 

50/00/26 

88/00/16 

00/00/26 

08/00/26 

00/00/16 

00/00/ 10 
88/08/20 
00/00/19 
08/00/25 
08/09/15 

30/08/25 

00/00/15 

00/00/15 

80/09/25 

00/08/25 

00/00/16 

80/06/26 

00/00/26 

88/06/25 

00/00/26 

66/08/26 

00/00/25 


SUBJECT 

CATEGORY 

50 461 
REVIEW GR 
REVIEW GR 
WASTE MGT 
REVIEW GR 

WASTE MGT 
REVIEW GR 
WASTE MGT 
COMMISSIO 
REVIEW GR 

WASTE MGT 
WASTE MGT 
REVIEW GR 
REVIEW GR 
REVIEW GR 

60 402 
REVIEW GR 
WASTE MGT 
REVIEW GR 
F1EVJEWGR 

REVIEW GR 
60-200 
WASTE MGT 
REVIEW GR 
WASTE MGT 

WASTE MGT 
REVIEW GR 
CONTRACT 
REVIEW GR 
COMMISSIO 

CONTRACT 
CONTRACT 
REVIEW GR 
50-389 
REVIEW GR 

CONTRACT 
REVIEW GR 
REVIEW GR 
WASTE MGT 
OA3DB 

GAQ99 
REVIEW GR 
OA90Q 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
WASTE RES 

REVIEW GR 
CONTRACT 
REVIEW GR 
60*340 
REVIEW GR 

CONTRACT 
REVIEW GR 
WASTE MGT 
60-265 
CONTRACT 

60-255 
WASTE MGT 
WASTE MGT 
50 265 
WASTE MGT 

REVIEW GR 
WASTE MGT 
REVIEW GR 
REVIEW GR 
WASTE MGT 


60 265 
REVIEW GR 
60 255 
REVIEW GR 
CONTHACT 

REVIEW GR 
60-327 
CONTRACT 
REVIEW GR 
REVIEW GR 


50*327 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 


P 

P 

P 

P 


P 

N 

P 


P 

P 

P 


P 


P 

P 

N 


P 

P 

P 


P 

P 


P 

P 

P 

P 

F 

P 

P 


P 

P 

P 

P 


P 

P 


P 


P 


P 

P 

P 


P 

P 

P 

P 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


33-o -0-0 UO 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

■8809210267 

8809210269 

8809210270 

8609210272 

8809210273 

8809190139 

8809190139 

8609190139 

6809190139 

6809190139 

68/08/25 

8 8/08/25 
88/08/25 
68/08/25 
88/08/25 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

8809220252 

8009220253 

8009220256 

8809220260 

8609220261 

0BO919O139 

8009190139 

6809190139 

8609190139 

8009220256 

68/08/25 

08/08/25 

88/08/25 

80/08/26 

88/09/20 

REVIEW GR P 
REVIEW GR p 
REVIEW GR p 
REVIEW GR P 
50-315 p 

6809210274 

6809210276 

6609220061 

8B09220006 

6609220007 

BB092 10271 
8809190139 
8809210266 
0809210214 
6809190139 

88/09/16 

B8/08/25 

68/09/09 

86/09/21 

88/06/25 

50-282 P 

REVIEW GR P 
50-266 P 

WASTE MGT 
REVIEW GR P 

8809220262 

8S09220265 

3809220266 

6809220266 

6609220270 

SB091 00139 

8009 190139 
8809220263 
8809190139 
8009220259 

88/08/25 

80/06/25 

88/09/08 

88/08/25 

88/09/16 

REVIEW GR P 
REVIEW GR p 
50-324 Q 

REVIEW GR P 
50-331 p 

6809220009 

6809220011 

6809220013 

8609220015 

8609220017 

8B09190139 

8809190139 

6809190139 

6809190139 

8809190139 

68/08/25 

88/08/25 

88/08/25 

88/08/25 

68/08/25 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

6009220271 

6809220274 

6609220276 

8S09220278 

8809220285 

8809190139 

0809190139 

8609 190139 
0009220272 
0009220284 

08/08/25 

88/00/25 

68/08/25 

88/09/09 

00/09/14 

REVIEW GR P 
REVIEW GR p 
REVIEW GR P 
50-395 Q 

50 456 Q 

8809220030 

8809220033 

8809220038 

8809220047 

8809220050 

8809190139 

8809190139 

8809260049 

8809190139 

8B0919O139 

8B/0B/25 

88/08/25 

88/09/15 

B8/08/25 

8B/0B/25 

REVIEW GR P 
REVIEW GR P 

50 416 P 

REVIEW GR P 
REVIEW GR P 

0600220291 

8609220294 

0809220295 

8809220300 

8609220304 

0809220290 

8809220290 

8809190139 

880922029B 

8809220298 

68/09/16 

88/09/16 

08/00/25 

06/09/16 

88/09/16 

50-285 Q 

60-285 Q 

REVIEW GR P 
70 734 

70-734 

8809220063 

8809220064 

6809220085 

8609220066 

0809220068 

880922005S 

8809190139 

8809220056 

8B09190139 

8809190139 

88/09/09 

03/08/25 

08/09/09 

88/00/25 

80/08/25 

50-423 P 

REVIEW GR P 

50 423 P 

REVIEW GR P 
REVIEW GR P 

8809220306 

8809220307 

8009220311 

8009220314 

8809220315 

8809220303 

8809220290 

B609220309 

0809220313 

8009220313 

88/09/00 

00/09/16 

00/09/12 

00/09/12 

88/09/12 

60-247 Q 

70-734 

50*220 Q 

50-272 Q 

60-272 Q 

8809220071 

8809220073 

8809220075 

8809220078 

8809220061 

8809220070 

8B09220070 

8809190139 

8809060226 

8809190139 

68/09/15 

68/09/15 

88/08/25 

88/08/30 

68/08/25 

50 250 R 

50 250 R 

REVIEW GR P 

50 285 P 

REVIEW GR P 

8809220319 

8009220322 

8809220324 

8609220320 

8809220336 

0609220317 

0809220321 

8009220323 

8809220204 

6609220334 

00/00/13 

80/09/08 

88/09/19 

88/09/15 

80/09/20 

50-20 Q 

50-293 Q 

50-327 P 

50-334 P 

50-324 P 

8609220082 

8809220087 

6809220093 

6809220095 

8809220106 

8B09220077 

8809060228 

8809220091 

8809220091 

8809220102 

86/08/31 
88/08/30 
68/09/ 12 
86/09/ 12 
66/09/02 

50-397 Q 

50-205 P 

60 336 R 

50-336 R 

50-205 Q 

0809220337 

0809230002 

8809230004 

8809230014 

6809230016 

6609220334 

8809230001 

8609230003 

0609230012 

8809230012 

88/09/20 
88/09/12 
00/09/12 
8B/09/1 3 
88/09/13 

50-324 P 

50-387 Q 

50 29 Q 

50-330 Q 

50-330 Q 

6809220107 

8809220108 

0809220109 

6609220111 

8809220113 

8809220079 

8809220070 

8809100139 

8809220098 

8809190139 

98/09/13 

08/09/13 

86/06/25 

06/09/16 

8B/06/25 

50 28 2 R 

50-202 R 

REVIEW GR P 

50 424 P 

REVIEW GR P 

8609230021 

6009230028 

6809230028 

6609230030 

0609230032 

8809230016 

0609230020 

6000230025 

6009238027 

8809230027 

08/09/14 

00/09/19 

80/09/15 

80/09/16 

88/09/15 

CONTRACT 
50-265 p 

50-443 G 

50-267 P 

60-267 p 

6609220119 

8809220121 

8809220123 

8609220126 

860 9220 126 

8809190139 

8609190139 

8809190139 

8809190139 

8809220028 

88/08/25 

80/00/26 

8B/08/25 

86/08/25 

88/09/02 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
COMMISSIO N 

6809230043 

6609230045 

8609230047 

0BO923OO5O 

0809230052 

8809230024 

8809230040 

8009230024 

8BO923OO40 

8809230049 

80/09/21 

88/09/16 

88/09/21 

08/09/20 

80/09/19 

50-416 P 

60-277 Q 

60-416 p 

CONTRACT 
71-6553 

8809220132 

8909220133 

8009220136 

8809220137 

8809220140 

8B0922Q129 

8809220131 

8809220131 

8809190139 

8609220138 

88/09/12 

88/09/01 

88/09/01 

88/00/25 

80/09/09 

50 269 P 

50 312 Q 

50-312 Q 

REVIEW GR P 
50-400 Q 

0009230053 

8B09230056 

8809230067 

88092300S8 

6609230077 

8809230040 

8809230030 

8809230061 

8809230083 

8809230073 

88/09/16 

88/09/16 

00/09/19 

80/09/19 

80/09/14 

50*277 Q 

60 443 G 

50 443 G 

60-312 P 

50-374 P 

8809220143 

8009220145 

8009220148 

0009220151 

8809220152 

8809190139 

8809190139 

8B0B190139 

8809190139 

6809190139 

88/00/25 

88/08/25 

68/08/25 

08/08/26 

88/08/25 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

8809230000 

0809230001 

8809230084 

8600230080 

8009230122 

6609230040 

6809230073 

8809230070 

8009190070 

6809230121 

88/09/16 

86/09/14 

00/09/13 

88/08/30 

88/09/16 

50-277 Q 

50-374 P 

50-213 p 

60-20 R 

60-245 Q 

8809220154 
88092201 S7 
8909220169 
8B09220161 
8809220165 

8609190139 

8809190139 

8809190139 

8809190139 

8609190139 

68/08/25 

68/08/25 

66/08/25 

86/08/25 

86/08/25 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

8809230120 

8809230128 

8809230134 

8809230136 

8809230139 

6800230125 

8609190139 

8609230129 

0609230131 

0809230130 

00/09/16 
80/08/25 
88/09/06 
88/09/15 
88/09/ 16 

50-313 Q 

REVIEW GR P 
50-528 p 

60-267 P 

50-165 Q 

0809220167 

8809220170 

0809220171 

8809220176 

8009220179 

6809190139 

8809190139 

8009190139 

8809190139 

8809220127 

66/06/25 

66/00/25 

86/00/25 

66/06/25 

66/09/22 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
WASTE MGT 

6809230140 

6609230141 

6009230142 

6009230153 

6609230164 

8609230129 

0609230131 

0009230130 

8809230152 

8009190288 

80/09/06 

88/09/15 

68/09/16 

08/09/15 

00/09/14 

50-528 p 

60-267 P 

50-155 Q 

50 220 Q 

50-302 K 

6809220180 
8609220182 
8809220183 
68092201 B7 
6809220168 

8809190139 

8809220178 

8809190139 

8809220127 

86091 90139 

86/08/26 

80/09/06 

08/08/26 

88/09/22 

88/08/25 

REVIEW GR P 

50 269 Q 

REVIEW GR P 
WASTE MGT 

REVIEW GR P 

6009230155 

6009230163 

6009230167 

6609290169 

8609230176 

0000230152 

8800230167 

8800230164 

8009230164 

8609190139 

88/09/15 

88/09/13 

88/09/21 

08/09/21 

88/08/25 

50-220 Q 

TOPREP 

70-152 

70-152 

REVIEW GR P 

8B09220189 

6609220190 

8609220196 

8809220197 

8809220203 

8009190139 

8809190139 

8009220195 

8809190139 

8609100139 

08/06/25 

68/0B/25 

8B/0D/Q9 

88/00/25 

88/08/25 

REVIEW GR P 
REVIEW GR P 
60-424 Q 

REVIEW GR P 
REVIEW GR P 

0009230101 

08O923O185 

0609230107 

8609230192 

0809230193 

8809230176 

8809190139 

8000230102 

8009230169 

8809190139 

88/08/04 

88/00/25 

00/09/09 

88/09/16 

88/08/25 

COMMJSSIO N 
REVIEW GR P 
50-373 P 

50-454 F 

REVIEW GR P 

0809220205 

8609220218 

8B092 20219 
8609220225 
0809220231 

6809190139 

8609220216 

8809190139 

6809220223 

6809190139 

80/00/25 

88/09/09 

88/00/25 

98/09/09 

86/00/25 

REVIEW GR P 
60-324 O 

REVIEW GR P 
70-143 

REVIEW GR P 

0009230197 

8009230199 

0809230200 

8609230208 

8000230210 

8809230104 
09092301 96 
8009230204 
0809230207 
6809230207 

88/09/19 

80/09/12 

88/09/15 

88/00/12 

08/09/12 

50-322 P 

COMMISSIO N 
50-315 P 

COMMISSIO N 
COMMISSIO N 

6609220233 

8009220238 

8809220240 

B809220245 

8609220246 

8609220232 

8809190139 

6809220239 

8609220286 

8609190139 

86/09/19 

08/08/25 

68/09/19 

60/09/09 

86/08/25 

50-259 K 

REVIEW GR P 
60-397 Q 

50-317 P 

REVIEW GR P 

8609230212 

8600230218 

0800230229 

0809230230 

6009230234 

8809230211 

0809230218 

0809230224 

6809190139 

0809230231 

88/09/18 

00/09/13 

00/09/16 

88/08/25 

00/09/16 

COMMISSIO N 
50-184 Q 

60-285 Q 

REVIEW GR P 
50-395 P 

6809220248 

8809220251 

6609190139 

8809190139 

68/00/25 

60/00/25 

REVIEW GR P 
REVIEW GR P 

8809230235 
6800230251 - 

0009190139 

0809160101 

80/00/26 

88/09/09 

REVIEW GR P 
50-289 Q 



ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


8409230261 

8609230284 

8809230265 

$809230266 

$809230268 

8809230269 

8809230271 

6809230272 

$809230273 

$609230276 

6409230230 

6609230282 

6609230284 

6609230286 

8606230288 

6609230280 

6809230290 

8609230291 

8009230292 

6809230204 

8009260003 

8609260006 

8009260011 

B8G9260012 

0809260014 

8809260017 

8099260019 

8809260022 

8609260026 

8809260027 

6809260030 

m&26QQ36 

$609260041 

8609280043 

0809260050 

$809260059 

$$00280060 

8809260064 

8609260069 

$609260076 

8606260076 

6&W260077 

8800260087 

6009260095 

8609260104 

0809260110 

8009260115 

8000260110 

0000260110 

0009260119 

8009260124 

8609260125 

0000260129 

0809260134 

8809260136 

8809260130 

0009260141 

8009260142 

8809260148 

8609200149 

8809200151 

8809290150 

$609200162 

$600260168 

6B09260175 

$609260176 

8009200170 

8809260181 

8809260180 

8809260191 

6809260193 
8809260207 
88092 60208 
8809260225 
£606260235 

0609260237 

0609260238 

8009260248 

8609260253 

0009260254 

0009260259 

0800260269 

8809260272 

8809260204 

£009260286 

0609260287 

081)9260293 


8009230258 

8809190139 

8809190139 

0809190139 

8809230236 

8809190139 

8809230267 

8809190139 

8809190139 

8009190139 

880 923 02 7 9 
8809100139 
8009190139 
8809070528 
8809230283 

6809230283 
8 8Q 9 23028 7 
8809100139 
8809190130 
8809190139 

0809200002 

8809260002 

8809260004 

8809260004 

8809260008 

8809260005 

8809260010 

8809260016 

0809260024 

0809260005 

8009260029 

6809260035 

6809260005 

0809260035 

8809260006 

8809260057 

8809260057 

0809260021 

0009260005 

8809260073 

8009260073 

6809260005 

8809260005 

0809260094 

8809260005 

8809280098 
8809260114 
88092601 1 1 
0809260111 
8809260109 

B8O92601 17 
8809280122 
0809260122 
0809260005 
8800260133 

8809260137 

8809260137 

8009260005 

0809260144 

8009260005 

0809260147 

8609260005 

8BO02BO157 

8809280005 

8809260058 

8809260170 

8809260005 

8809260170 

8009260183 

8809260106 

0009260005 

0009260200 

8809260005 

8009260223 

8809280233 

0009260234 

B0O926O231 

8009280246 

8809260232 

0809260232 

0809260250 

8809260231 

8809260268 

8809260280 

8809260277 

8009260200 

8809260290 
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DATE 

SUBJECT 

ISSUED 

CATEGORY 

80/09/16 

50*493 

88/00/25 

REVIEW GFt 

88/08/25 

REVIEW GFt 

88/08/25 

REVIEW GR 

08/09/14 

50*397 

88/00/25 

REVIEW GR 

08/09/14 

WASTE MGT 

88/08/25 

REVIEW GR 

08/08/25 

REVIEW GR 

08/08/25 

REVIEW GR 

60/09/16 

50 340 

88/08/25 

REVIEW GR 

88/08/25 

REVIEW GR 

88/09/02 

50 200 

00/09/14 

50 440 

88/09/14 

50-440 

88/09/22 

WASTE MGT 

08/08/26 

REVIEW GR 

00/08/25 

REVIEW GR 

88/00/25 

REVIEW GR 

08/09/16 

50-309 

88/09/16 

50-309 

88/09/12 

60 603 

80/09/12 

60 603 

80/09/19 

60 482 

08/09/17 

50 443 

88/09/12 

50 346 

80/09/22 

CONTRACT 

80/09/22 

CONTRACT 

80/09/17 

50 443 

00/09/16 

50-312 

68/09/12 

50-259 

08/09/17 

60-443 

88/09/12 

60-259 

80/09/17 

50-443 

80/09/21 

60-380 

80/09/21 

60-368 

88/09/12 

60-346 

88/09/17 

60-443 

00/09/10 

50-322 

80/09/10 

50-322 

88/09/17 

50-443 

88/09/17 

50-443 

88/09/21 
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80/09/17 

50-443 

88/09/12 
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88/09/19 

50 324 

80/09/12 

50-277 
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Bfl/09/10 

50 443 

88/09/21 
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88/09/14 

50 62 

80/09/14 

50-62 

80/09/17 

60-443 

08/09/19 

XPORTLfC 

08/09/19 

50 285 

88/09/ 19 

50-205 

88/09/17 

50-443 

88/09/13 

50 260 

08/09/17 

50 443 

88/09/14 

£0-413 

88/09/17 

50*443 

88/00/14 

70-143 

08/09/17 

60-443 

00/09/18 

50-272 

88/09/14 

60-335 

08/09/17 

50-443 

BB/09/14 

50-335 

00/09/20 

71-9163 

80/09/15 

50-445 

88/09/17 

50-443 

86/09/10 

50-302 

88/09/17 

50-443 

88/09/07 

50-293 

80/09/19 

60-282 

88/09/12 

60 327 

88/09/16 

60-282 

80/09/14 

60-321 

80/09/09 

50-327 

80/09/09 

50-327 

86/09/14 

50-400 

88/09/15 

50*282 

88/09/14 

50 259 

80/09/16 

50-461 

88/09/14 

50-254 

86/09/16 

50-461 

88/09/02 

TOPREP 


Q 

P 

P 

P 

P 

P 

P 

P 

P 

Q 

P 

P 

F 

Q 

Q 

P 

P 

P 

Q 


A 

F 

G 

Q 


a 

p 

a 

Q 

a 

o 

p 

p 

Q 

G 

F 

F 

G 

G 

Q 

G 

Q 

P 

a 

a 

G 


Q 

Q 

G 


Q 

Q 

G 

Q 

G 

Q 

G 

G 

P 

a 

G 

Q 

A 

G 

G 

G 

Q 

Q 

a 

p 

Q 

P 

P 

G 

P 


Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6809260295 

6809260290 

06/09/02 

TOPREP 

8809260302 

6809260291 

80/09/20 

50 254 

0609260309 

6609260296 

88/08/15 

TOPREP 

0009260312 

8099200307 

66/09/21 

CONTRACT 

0009260316 

8909260314 

86/09/16 

50 16 

8809260320 

86092602&& 

88/06/16 

TOPREP 

8809260329 

8809260322 

60/09/21 

CONTRACT 

8809260331 

880D26032& 

68/09/16 

50 244 

8809260332 

0609290330 

80/09/21 

CONTRACT 

8809260336 

6609190139 

80/08/25 

REVIEW GR 

8B09260347 

0609290346 

80/09/14 

50-286 

8809260350 

0009260346 

08/09/16 

50-263 

6809260352 

0009260351 

90/09/ 15 

50-265 

8609270002 

0809270001 

80/09/21 

50-282 

8BD9270010 

0809270009 

00/09/15 

50-454 

0809270014 

8809270012 

80/00/30 

50-29 

0809270022 

080927001 1 

&8/09/13 

50-250 

0009270044 

0609270042 

88/09/15 

50-206 

0009270046 

6609190139 

66/08/25 

REVIEW GR 

0809270064 

BBO927OQ02 

00/09/14 

50-206 

&0O927OO87 

8800270056 

03/09/14 

50-206 

$809270069 

0806270066 

88/00/24 

CONTRACT 

8009270077 

8806270076 

80/09/20 

CONTRACT 

8009270088 

8809270005 

80/09/15 

CONTRACT 

0809270093 

8609270091 

88/09/15 

CONTRACT 

6&09270100 

0609270096 

80/09/12 

50 29 

0 $09270107 

8000270106 

63/09/13 

CONTRACT 

$$09270144 

6009270141 

03/00/25 

40 6502 

$809270154 

6009270152 

63/09/20 

50 320 

$809200003 

3809200072 

03/09/15 

50 255 

6609280038 

0609130204 

68/09/29 

70*143 

6809280098 

0009190139 

36/00/25 

REVIEW GR 

8009200115 

0000190139 

38/0&/25 

REVIEW GR 

8808280129 

0009190139 

36/0$/25 

REVIEW GR 

8609200155 

0009190139 

86/03/25 

REVIEW GR 

6809280159 

G8Q9190139 

$8/00/25 

REVIEW GR 

8809280165 

8809190139 

88/00/25 

REVIEW GR 

8009250168 

0809190139 

66/00/25 

REVIEW GR 

8809280172 

0009190139 

66/00/25 

REVIEW GR 

0000280201 

0609190139 

60/08/25 

REVIEW GR 

8009260209 

6609100139 

86/06/26 

REVIEW GR 

0809280219 

8809190139 

68/00/26 

REVIEW GR 

8809280227 

8609190139 

00/00/25 

REVIEW GR 

8809280230 

6809100139 

68700/26 

REVIEW GR 

0809280237 

6009190139 

60/00/25 

REVIEW GR 

0BO920O252 

8009190139 

60/08/25 

REVIEW GR 

8809280284 

6009190139 

60/08/25 

REVIEW GR 

800928026$ 

6009190139 

80/08/25 

REVIEW GR 

8009200273 

6000190139 

80/06/25 

REVIEW GR 

0809280275 

8809190139 

83/00/25 

REVIEW GR 

8809280285 

0609190139 

88/08/25 

REVIEW GR 

6809200294 

6609190139 

83/08/25 

REVIEW GR 

6809200302 

0609190139 

08/08/25 

REVIEW GR 

6809200107 

6609190139 

86/08/25 

REVIEW GR 

8009200109 

0009190139 

06/08/25 

REVIEW GR 

0009290121 

8009190139 

06/06/25 

REVIEW GR 

0009290136 

8609190139 

0B/O8/25 

REVIEW GR 

0809290147 

8809190139 

86/06/25 

REVIEW GR 

0009290164 

8809190139 

06/06/25 

REVIEW GR 

8809290169 

6809190139 

86/06/25 

REVIEW GR 

0009290190 

0BO&19OT39 

86/08/25 

REVIEW GR 

0009290190 

0009190139 

88/08/25 

REVIEW GR 

0&Q929O2O4 

0899190139 

88/08/25 

REVIEW Gfl 

8&09290210 

0809190139 

88/08/25 

REVIEW Gfl 

6009290220 

8809190139 

68/08/25 

REVIEW Gfl 

$809290233 

0809100139 

68/08/25 

REVIEW Gfl 

8609290255 

6000100139 

06/08/26 

REVIEW Gfl 

$$09290271 

ammm 

06/08/25 

REVIEW Gfl 

8809290273 

6009190139 

06/08/25 

REVIEW Gfl 

60O929O279 

$009190139 

06/08/26 

REVIEW Gfl 

6609290260 

8809190139 

8B/08/25 

REVIEW Gfl 

8809290264 

8009190139 

80/08/25 

REVIEW Gfl 

6609290268 

88O019O13& 

80/08/25 

REVIEW Gfl 

8809290291 

6800190139 

86/00/26 

REVIEW Gfl 

6009300016 

6809260146 

80/09/13 

50-200 

8809300062 

6600300070 

06/09/18 

FOIA 

6609300064 

8600300070 

88/09/16 

FOIA 

0809300003 

6800300070 

80/09/10 

FOIA 

6809300092 

6609300079 

80/09/16 

FOIA 

8809300095 

8609300070 

80/09/10 

FOIA 

8609300090 

8609300079 

88/09/16 

FOIA 

0BO93OOO99 

8809300079 

88/09/16 

FOIA 

8609300102 

8809300079 

88/09/16 

FOIA 

8009300118 

9809300079 

68/09/16 

FOIA 

8008300125 

9809300079 

88/09/16 

FOIA 

8609300126 

9609300079 

88/09/16 

FOIA 

8609300129 

8809300079 

68/09/10 

FOIA 
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£8/09/02 
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50 250 P 
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6810050335 

06 10110385 

6809290065 

8609190139 

80/09/13 

88/08/25 

50-10 

REVIEW Gfl 
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DEFINITIONS OF DOCKET 50 CATEGORIES 

A. appucation/constructiqn stage documents and correspondence 

This category follows the application from submission to Ihe day preceding the issuance of an oper- 
ating license It includes all correspondence ami documents with substantive technical content that 
do not fall into other specific categories. Included are. 

1 Application for construction permit 

2. General Information submitted with construction permit application. 

3 Amendments and changes to items 1 and 2. 

4 NRC questions, requests for additional information, and applicant responses. 

5, Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7 Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by nn IE Bulletin. 

17. Reports of site visits, 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submit led by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters, 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R 

1. Environmental Report (ER) submitted by the utility 

2. Amendments and supplements to the ER 

3 Transmittal and acknowledgement letters 

4 Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses, 

6. Federal register notices citing the availability of items I and 2. 

7, Correspondence relating to the review of ER, 

8, Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tliis category is strictly limited to the items listed below, Other environmental documents and 
correspondence are in categories A t C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC, 

2. Supplements to the DES and FES, 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environ mental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items I and 2, 

9. Site visits to obtain information for DES or FES. 

10 Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES, 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are Tiled in categories A. P or W, depending on the phase of the licensing process. 
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t. Safety Evaluation Report (SER) prepared by the NR C (formerly called NRCAEC Hazard 
Analysis Report) 

2, Supplements to SER. 

3, Correspondence relating to SER, 

4 Federal register notices citing availability of items \ and 2, 

5. Information on scheduling of SER submittals and review. 

6 Requests for additional information for use in preparing SER; responses to such requests, 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans, 

4. Review of Health Physics Program, 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T< 

h Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6 . Correspondence to and from intervenors, 

7. Board orders and decisions, 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8 Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

I INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. Ail related correspondence falls in category 
A or P. 

1 Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items l and 2, 

4. Transmittal and acknowledgement tetters. 

Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit 

1 . Limited Work Authorizations (LWA) and amendments. 

2, Correspondence pertaining to work performed under LWA s. 

ML ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review” 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitiust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews, 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings, 

4. Transmittal and acknowledgement letters, 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings, 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Applicalion/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license, 

1. Operating license, amendments, proposed amendments, changes and related correspondence, 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. Ail general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license, 

7. Correspondence regarding codes (e,g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license, 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence, 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance, 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s), 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

Tins category includes periodic reporls of a routine nature. 

1 Monthly, semiannual, or annual operating reports (other than financial). 

2 Periodic environmental monitoring, effluent testing, or similar reports. 

2 Periodic personnel exposure reports 

4, Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents iclaling to the above listed items. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

Tins category contains all materials relating to abnormal, umisiuiL reportable or nonroutine occur- 
rences or events This includes: 

L All 24-hour . 10-day* 30-day* interim and final Licensee Event Reports (LliRs) arid follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2 Potential or possible reportable deficiency reports and related correspondence. 

3 Personnel exposure reports 

4. Construction deficiency reports submitted under 10 CFR 50,55c. 

5. Preliminary Notification of Occurrence (PNOs) sind Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reporls and Environmental Event reports. 

7. Part 21 Reports of defects and noncontpliancc. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON- ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except Tor antitrust mailers (category N), 
testimony and briefings, and congressional matters (category U). 

*' ^ afe ' y and Ucensjn e Bt) »rd (ASLBJ and Atomic Safety and Licensing Appeal Board 

(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLIi and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to tire Commission, 

5 Statements and written testimony submitted at Commission meeting or hearings, 

6. Transcripts or utility briefs to NRC stuff. 

7. Advisory Committee on Reactor Safeguards (ACRSl meeting transcripts. 

8. Corrections to above items. 


A-7 



U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H, 

1. Statements and testimony before Congress or before bodtcs/commiUees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documents for item I. 

3. Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters. 

V. LiCENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

L Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose oT component parts 

3. Technical documents submitted in support of items 1 and 2, such as. Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site, 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFS1) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, iicensesj amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2, All related correspondence and reports to the above, 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

1DCFR - Commission Meeting Records 

Tins caiegoty contains documentation pertaining to open and closed Commission meetings. It 

includes 

1. Sunshine Act Fedcial Registei notices 

2. Tulh win ten explanation ol closed meetings. 

3. Certification ol General Counsel on closed meetings. 

4. Commission Deteimmation Slu tenien is reguidmg the public disclosme of transcripts ol 
Commission meetings. 

5 Veibattm unollicial and official lianscripts or pot lions of transcripts of open and closed 
Commission meetings made publicly available m aceoidanec wiih piovisions of I0CFR Part c ), 
the Sunshine Act. and Commission policies. 

6 htclosuies to released tianscnpis. including applicable viewgraphs, stalT papcis, and stall 
couespondence. 

7. Stall iec|Uiremenis mcimmuula Lot open meetings; mcmoianda to recoid. leeoid ol votes ol 
Comimssioneis on items uncJci considcialton at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 


This catcgoiy contains document iimn pc it am mg to the lesponsibilitics of the Advisory Committee 
on React oi Suleguauls. ACRS set vex as an independent advisory committee to (he Commission in 
satety-i elated aieas The committee provides advice with icspect to the hazards ol new oi exist* 
mg nuclcat lacilities and the adequacy ol related safety standards. The documents in this catcgoi) 
are: 

1. Verbatim transcupls ol ACRS subcommittee and lull committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas, 

3. ACRS-gcneraled repoi ls t memoranda and coirespondcnoc that are publicly available. 

4. ACRS consultant rcpoits, comments and related correspondence. 

5. ACRS and NRC technical couespondence per laming to safety matters under review by the 
Advisory Committee on React oi Safeguiijils. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 


1. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence. 


COMMISSION - NRC Commissioners 

Tins category contains documentation pertaining to the daily conduct of Commission business in 
the Oil ice of the Commissioners, including 

1. Incoming and outgoing correspondence to and fiom the Comimsioneis relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: Eor tianseripts ol Commission meetings, see ] OCFR category, Foi all other staff papers 
with a SECY senes designation prepared for Commission review, see Si CY category. 


CONTRACT - NRC Contracts and Modifications 

This categoiy contains documentation pertaining to ALC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications ol issuance ol icqucsl lor proposal (RFP) and invitations foi bid (IFB). 

2. Solicitations (RFP oi IFB) issued by the NRC. 

3- Notifications of contract execution, specifying coniiact number, pioject mle, conlractoi 
name, coni tael type, funding, and period of perfomiance. 

4. Contractual documents and contiacl modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1 978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and recoids released in accordance with the 
provisions ol the Freedom of information Act (FOIA). Documents in this category include: 

I. Requests made by any member of the public (assigned an identifying numbei YY-NNN 
for last two digits of the yeai numerical sequence) lor NRC recoids made in accordance 
with the piovisions ot the Freedom of In foi mation Act. ■ ' 

("nric&pnndcnce between the NRC and the requester iclevant to the processing, appeal, 
denial ui granting ol an I OIA request, 

3. Recoids or poittons of records released in response to specific requests made under FOIA. 



GEN TECH IS - Generic Technical Issues 


This category contains iceords pei mining to unresolved safely issues ul a generic nature that are 
being analy/.ed by the Division of Nuclear Reactor Regulation 

1. Draft reports ol action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and pi ogi amnia tic and technical aspects of issues. 

3. Meeting notifications and minutes 

4. Interim findings and status reports oil generic tasks addressing related aspects of generic 
technical issues. 


l&E - Inspection and Enforcement 

This category contains bulletins, cuculars and mloinuition notices that are issued by the Office of 
Inspection and Fnloi cement. These issuances describe pin I icular events that occur at a facility 
that may iequire some lollow-up action on the pail of licensees. Also included in this category 
aic preliminary not ific.it ions ol events (PNQs). 

1. l&F Cneulais. which descubc an event at a licensed facility and are iiijnrinalioiuil in nature. 

2. I&F Inhumation Notices, which are similar to circuits but are preliminary m nature and 
issued shoillv alia an event has occurred. 

3. I&i: Bulletins, which describe an event at a licensed facility and request all recipients to 
peilorm ceitain actions as a icsiih ol this event. 

4. fielimmary Notifications ol hvents (PNOs), which provide updated mlimmiion of an event 
ol safely oi public inleiesi significance. 

NOTI: For letters foi warding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories, 

M1SC - Public Document Room Miscellaneous 

This category contains documents that do not full into the scope of (he other iiondockeled 
categories 

NUREG ~ NUREC Reports and Related Correspondence 

These documents are Ibimal lepoits issued by the ILS. Nuclear Regulatory Commission which 
carry the NUREG series code and eonespondcnce pertaining u> those reports, NURKi icports 
arc accounts ol woik pci formed eithci by the NRC stall oi by NRC contractors. 

1. These reports are normally final work products and arc eluuaeteri/ed by the following criteria 1 

a. They aie picdecisional documents winch picsem mini unit urn to be consideied m 
Commission licensing and policy decisions. 

b. They piescnt the results of Commission licensing and policy decisions, 

c. They piesent the icsults of technical leseaich conducted lot the Commission. 

2. Conespotidcnce Jmm industiy. government and inieioslcd membeis ol the public commenting 
on icpoits oi lequesting cla rilicsiliun or miorpieiuiioii, 

3. Inici nal NRC memoiumlj sumiiKui/ing meetings oi discussions pei mining to the content of 
the reports. 



ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC's Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue, Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Alomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g, EPA has authority 
to control all radioactive pollutants emitted into the air, 

3* Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development, 

4, Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments lo Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation, Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved, 

2 , Text of the Proposed Rule (PR), 

3, Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR, 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interesied person or party to issue, amend or rescind an NRC 
regulation, 

2. Federal Register cause notices of the filing of the petition. 
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3, Correspondence between NRC and the petitioner regarding the status and substance of the 
petition, 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM, 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff iecommenda lions, see the 10CFR category. 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers, 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M, Antitrust Correspondence 

1, Submittals and r ela ted material pertaining to the antitrust review. 
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Q, Inspection Reports 

1. Inspection reports of the applicant's quality assurance program, 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include. 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate folJow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S, and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities, Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components, 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings, 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific pans of the NRCs regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide, 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held m the NRC to discuss proposed Regulatory Guides. 

NOTH For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are. 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

|0. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, include * dissenting 
views. 

3. Research plans and predicted results of major experiments, presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code, Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE’ For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission^ activities and interaction with State 
governments. Areas covered include: (1 ) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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Stale and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes 

1 , Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding, 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance, 

b technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas 

2 Agendas, reports and transcripts of regional workshops and training programs on current 
matters of polic\ and regulations, ue decommissioning and facility siting. 

3 State Legislative Reports 

4 Agreement Slate Licensing Statistics Reports. 

NOTE For specific uranium milling and mining protects m which the Agency is providing technical 
assistance to States, see the Projects category , 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports. generalK of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports, General vendor 
related correspondence that i' not docket specific is also included in this category. 

1, Topical reports, dealing with such technical matters as specifications, testing «md safety 
submitted by architect, engineers and other vendors. 

'2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4 Meeting agendas, summaries, minutes and correspondence pertinent lu vendor activities, 
programs, methodologies and design criteria 

NOTE For reports submitted by utilities that arc written by vendors on their behalf and that 
relate to docketed cases, see the categories lor lire Docket 50 senes. 


WASTE MGT - Nuclear Waste Management 

This category is topical m nature and contains records dealing with the activities of the NRC 
Division of Waste Management, Each topic lias been assigned a number, with the series designated 
by a WM prefix These documents deal primarily with NRC\ interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This catcgurv will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are 

1. Meeting agenda and minutes ol 1)01 NRC' meetings in winch DOl presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2, Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial uf defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, ai d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste, 

1. Periodic projress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel, 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be ^solved. 


XPORTLIC - Export and Import Licenses 

*This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views, 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security, 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses, 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license, 

10, Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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